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PREFACE 


The Title List of Documents Made Publicly Available is a monthly publication. It contains descriptions of 
the information received and generated by the U.S. Nuclear Regulatory Commision (NRC). This infoima- 
tion includes (1) docketed material associated with civilian nuclear power plants and other uses of radioactive 
materials and (2) nondocketed material received and generated by NRC pertinent to its role as a regulatory 
agency. As used here, docketed does not refer to Court dockets; it refers to tiie system by which NRC 
maintains its regulatory records. This series of documents is indexed by a Personal Author Index, a Corporate 
Source Index, and a Report Number Index. 

The docketed information includes the information formerly issued through the Department of Energy*s 
Technical Information Center under the title Power Reactor Docket Information (PRDl) and, in addition, 
information received oi generated on other uses of radioactive materials. The last issue of PRDI, published 
in lanuaiy 1979, was an annual cumulation of the information for 1978. The Title List series initiated by 
this document replaces PRDI, wliicli will no longer be prepared. Plans for providing iiiiciofiche of the 
docketed material will be announced in a future issue of the Title List and mother mailings and 
announcements 

We are making the monthly issues produced in 1979 avinilable free to all who subsciibed to PRDI in Calendar 
Year 1978. We are doing this to encourage your comments, criticisms, and suggestions. In particular, if 
there are title descriptions that are not meaningful, please let us know so that we can correct the data base. 

In so far as possible, we would like this document to be a valuable part of your reference material. 

DOCKETED ITEMS 

Beginning with Vol. 1 , No. 4, the listings within dockets are divided into the categories used for filing and 
searching in the NRC Public Document Room. Those categories are: 

A. Application/construction stage documents and correspondence 

B. Utility Preliminary Safely Analysis Report (PSAR), amendments 

C. Utility Environmental Report (ER), amendments and correspondence 

D. NRC Draft and Final Environmental (Impact) Statements (DBS and FES), and correspondence 

E. NRC Safety Evaluation Report (SER), supplements and correspondence 

F. Security, medical, emergency and fire-protection plans 

G. Adjudicatory correspondence 

H. General correspondence 

L Financial information 

J. Insurance and indemnity infoimation 

K. Utility Final Safely Analysis Report (FSAR) and amendments 

L. Limited work authorization and related correspondence 

M . Antlti list correspondence 

N. Antitrust hearing Iransciipts 

O. Advisory Committee on Reactor Safeguards (ACRS) reports and correspondence 

P. Operating license stage documents and correspondence 


V 


Q. Inspection reports, IE Bulletins and correspondence 

R. Periodic operating reports and related correspondence 

S. Reportable occurrences, LERs and related correspondence 

T. Hearing transcripts on noii'antitrust matters 

Appendix A sets foith those categories and describes the materials availabie in each Omission of a 
category in the listing for a docket indicates that no documents in that category were filed m the time 
period of the report. 


The principal elements o( the entiles in the list are: 


P, Operating license stage documents correspondence 

^ Q 

7004170015 Foi wards info on TMJ:JM Hendrie 790410 testimony, pi eliminaiy 
chronology of NRC actions, desciiption of events & generic consideintion 
of incident. 

REHM, T.A, Office of the Executive Director foi Opeiations. 
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1 NRC/PDR Document category (sec Appendix A). 

2. NRC Accession Number 

3. Desciiption of information contained in the document 

4. Personal author. An asterisk in this position indicates that there is no peisonal «nuthor. 

5. Corporate, agency or nonindividual source 

6. Date of dccuinent described 

7. Pages in document 

8 If this space Is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St,, N W,, Washington, D,C, 20555, If tins space is filled, it gives other sources for copies of the 
document, 1’he entry may be “Available at NRC“ for sale; “Available at NTIS“; oi “Available at GPO “ 


The Docketed Items list is arranged sequentially by Docket Number, category, and then by dale of puncipal 
Items. Entries indented and pieccded by a dash arc items that were submitted as enclosuies to puncipal items. 
In general, indented items arc not in accession number sequence. If the docketed document has a con li act 
(FIN) nuiinbci or a formal lepoit number, it will appear In the last line of the item following entry 5 

NONDOCKETED ITEMS 

Beginning with VoK I, No. 6, the noridockcted items aie divided into the categories used foi filing and 
searching in (he NRC Public Document Room. Those categones and their symbols ate: 

lOCFR ■“ Commission Meeting Records 

ACRS - Advisory Coniniittee on Reactor Sufeguards 

COMMISSION - NRC Coniniissioncrs 

CONTRACT - NRC CuiUracls and Modifications 

FOIA - Freedom of Infornialion Act Requests and Releases 

GEN TECH IS — Generic Technical Issues 

J&E — Inspection and Enforcement 

MISC - Public Document Room Miscellaneous 

NUREG - N UR EG Reports and Related Correspondence 

ORG — Correspondence with other organiv.ations 

PR — Proposed Rule 

PRM — Petition for Rulemaking 

PROJ - Projects-Pre docket Licensing 

PT2I — Noncompliancc Reports and Related Correspondence 



QA999 - Quality Assurance Inspections 
REGGD - Regulatory Guides 
RES - Research and Technical Assistance Reports 
REVIEW GRP - NRC Research Review Groups 
RM -- Rulemakings 

SECY — Position Papers Before the Commission 
STATE PROG — State Programs 
TOPREP - Vendor Reports and Related Correspondence 
WASTE MGT - Nuclear Waste Management 
XPORTLIC - Export and Import Licenses 

Appendix B sets forth these categories and describes the material available in each. Omission of a category 
in the listing for a docket indicates that no documents in that category were filed in the time period of the 
report. 


The principal elements of tlie nondocketed items aie: 

(T) NUREG - NUREG Reports and Related Correspondence 

® @ 

^1 II ^ ' " *s 


0 


7901060007 NUREG/CR-0161 

“Dynamic Analysis to Establish Normal Shock & Vibration Environs 
Experienced by Radioactive National Shipping Package.” Quarterly 
Progress Report 780101-78033 1 Identifies parameters which affect 


normal shock & vibration environs. 

FIELDS, S.R., MECII, S.J. Hanfoid Engineering Development Laboratory. 
FIN A-2093.| 78/11/30. 26|>p. Av ailable at NTIS . 

0 0 © 0 ® © 


1. Nondocketed category 

2. NRC Accession Numbei 

3. NRC Report Number 

4. Title and description of information contained in the document 

5. Personal author(s). An asterisk in this position indicates that theie is no personal authoi 

6. Corpoiatc, agency or other nonindividual source 

7. Contract or financial (FIN) numbei (if any). If the document has a secondaiy report number it will 
appear following this entry. 

8. Date of document desciibed 

9. Pages in document 

10. If this space is blank, the document is available to the public only in the NRC Public Document Room, 
1717 H St., N.W., Washington, D.C. 20555. If this space is filled, it gives other sources for copies of 
the document. The entiy may be “Available at NRC“ for sale; “Available at NTIS“; or Available at 
GPO.’' 


The Nondocketed Items list is arranged sequentially by Accession Numbei within category. Indented 
items preceded by a dash are enclosures to unindented items. 





L The address for NTIS is: 

National Technical Information Service 
Springfield, Virginia 22161 

To place orders for or to obtain price information about NRC publications at NTIS, either write to 
NTIS or call the Sales Desk at (703) 557-4650. Specify the NRC report number and title when you 
place your order. Publications can be charged to American Express credit cards; supply the charge- 
card number when placing your order. 

2. The address for GPO is 

Superintendent of Documents 
Government Printing Office 
Washington, D,C. 20402 

To place orders for or to obtain price information about NRC publications at GPO, either write to 
GPO or call tile Inquiry Desk at (202) 783-3238. Publications can be charged to VISA or Master- 
charge credit cards; supply tlie chargecard number when placing your order. 

3. The address for the PDRis. 

1717 H Street, N.W. 

Washington, D.C. 20555 

To place orders, either write to the NRC PDR or call (202)634-3274. When ordering documents listed 
in this publication, please identify the Document Accession Number for each citation. 

Paper copy and microfiche of the documents listed in this title list may be purchased. Reproduction 
charges for duplication are as follows* 8^ per page for standard size paper; 1 1^ per page for oversized 
paper (drawings); 25^ per microfiche for 24x diazo duplicates. A minimum charge of $2,00 plus 
postage is charged for mail orders. 

Please acknowledge a willingness to assume charges for all orders but do not send payments. Orders 
will be processed and mailed with a bill from Potomac Research, Inc. 


ARRANGEMENT OF ITEMS BY DOCKET NUMBER 




Docket 

Name 

Page 

Docket 

Name 

Page 

27-039 

Sheffield, IL, Nuclear Engineering Co. 

1 

50-3 

Indian Point Station, Unit 1 

5 

27-047 

Barnwell, SC, Chem-Nuclear Systems, Inc. 

1 

50-5 

Pennsylvania State Univ. Research Reactor 

7 

27-048 

Richland, WA, Nuclear Engineering Co. 

1 

50-10 

Dresden Nuclear Power Station, Unit 1 

7 

40-0299 

Union Carbide Corp, 

1 

50-13 

Babcock & Wilcox Co. Critical Facility 

9 

40-0341 

General Services Administration 

2 

50-20 

Massachusetts Institute of Technology 






Research Reactor 

9 

40-1162 

Western Nuclear, Inc. 

2 







50-22 

Westingliouse Test Reactor 

10 

40-1341 

Edgemont Uranium Mine, TVA and 






Mines Development, Inc. 

2 

50-27 

Washington State Univ. Research Reactor 

10 

40-2061 

West Cliicago Facility, Kerr-McGec Corp. 

2 

50-29 

Yankee-Rowe Nuclear Power Station 

10 

40-2259 

Pathfinder Mines Corp. 

2 

50-30 

Plum Brook Research Reactor Facility 

12 

40-3149 

Fenton Art Glass Co. 

2 

50-47 

Army Materials Research Reactor 

12 

40-3392 

Allied Chemical Corp. 

2 

50-54 

Union Carbide Research Reactor 

12 

40-3453 

Atlas Minerals 

2 

50-57 

State Univ. of New York Research Reactor 

12 

40-4492 

Federal American Partners (Mining) 

3 

50-62 

Umv, of Virginia Research Reactor 

12 

40-6659 

Petrotomics Co., Getty Oil 

3 

50-70 

General Electric Test Reactor 

12 

40-6940 

Kaweckl Berylco Industries, Inc. 

3 

50-72 

Univ. of Utah Research Reactor 

12 

40-8027 

Kerr-McGee Corp. 

3 

50-73 

General Electric Nuclear Test Reactor 

13 

40-8064 

Exxon Minerals Co. USA, Exxon Corp. 

3 

50-77 

Catholic Univ. of America Research Reactor 

13 

40-8084 

Lisbon Mine, Rio Algom Corp. 

3 

50-83 

Univ. of Florida Training Reactor 

13 

40-8112 

Cooper Medical Center, Camden, NJ 

4 

50-87 

Westinghouse Critical Experiment 

13 

40-8304 

Wyoming Mineral Corp. 

4 

50-89 

General Atonalc Co. 

13 

40-8348 

In Situ Uranium Leaching Project 

4 

50-94 

Rockwell International Research Reactor 

13 

40-8380 

Rocky Mountain Energy Co. 

4 

50-97 

Cornell Univ. Zero Power Reactor 

13 

40-8452 

Bear Creek Uranium Co, 

4 

50-99 

Babcock & Wilcox Test Reactor 

13 

40-8502 

Irigaiay Mine, Wyoming Mining Corp, 

4 

50-106 

Oregon State Univ, 

1,3 

40-8584 

Union 76 Minerals Exploration Co. 

4 

50-111 

North Carolina State Univ. Research Reactor 

13 

40-8674 

Plateau Resources Ltd. 

4 

50-113 

Univ, of Arizona Research Reactor 

13 

40-8728 

Teton Exploration Drilling Co., Inc. 

4 

50-124 

Virginia Poly tech Institute Training Reactor 

13 

50-2 

Unlv. of Michigan Research Reactor 

5 

50-129 

West Virginia Univ. Research Reactor 

14 



Docket 

Name 

Page 

Docket 

Name 

Page 

50^133 

Humboldt Bay Power Plant, Unit 3 

14 

50-244 

Robert Emmet Gmna Nuclear Plant, Unit 1 

30 

50434 

Worcester Poly lech Institute Research 


50-245 

Millstone Nuclear Power Station, Unit 1 

33 


Reactor 

15 







50-247 

Indian Point Station, Unit 2 

35 

50439 

Uiuv of Washington Research Reactor 

15 







50-249 

Dresden Nuclear Power Station, Unit 3 

38 

50442 

UCLA Training Reactor 

15 







50-250 

Turkey Point Plant, Unit 3 

40 

50446 

Saxton Nuclear Experimental Facility 

15 







50-251 

Turkey Point Plant, Unit 4 

42 

50448 

Univ. of Kansas Research Reactor 

15 







50-252 

Univ. of New Mexico Research Reactor 

44 

50455 

Big Rock Point Nuclear Plant 

15 







50-254 

Quad-Cities Station, Unit 1 

45 

50457 

Cornell Univ Research Reactor 

17 







50-255 

Palisades Nuclear Plant 

46 

50463 

General Atomic Co. 

17 







50-259 

Browns Ferry Nuclear Power Station, Unit 1 

49 

50466 

Univ. of Maryland Research Reactor 

17 







50-260 

Browns Ferry Nuclear Power Station, Unit 2 

51 

50470 

National Naval Medical Center 

17 







50-261 

H. B Robinson Plant, Unit 2 

53 

50471 

Peach Bottom Atomic Power Station, 






Unit 1 

18 

50-262 

Brigliam Young Univ. Research Reactor 

54 

50482 

Purdue Univ. Research Reactor 

18 

50-263 

Monticello Nuclear Generating Plant 

54 

50484 

National Bureau of Standards Reactor 

18 

50-264 

Dow Chemical Co. Research Reactor 

56 

50485 

Plum Brook Reactor - Mock-Up 

18 

50-265 

Quad-Cities Station, Unit 2 

56 

50486 

Univ. of Missouri Research Reactor 

18 

50-266 

Point Beach Nuclear Plant, Unit 1 

58 

50487 

Space Radiation Research Reactor 

18 

50-267 

Fort St. Vrain Nuclear Generating Station 

58 

50493 

Rhode Island & Providence Plantations 


50-268 

Midwest Fuel Recovery Plant 

61 


AEC 

18 







50-269 

Oconee Nuclear Station, Unit 1 

61 

50499 

Manhattan College Research Reactor 

18 







50-270 

Oconee Nuclear Station, Unit 2 

63 

50-201 

West Valley Reprocessing Plant 

18 







50-271 

Vermont Yankee Nuclear Power Station 

65 

50-206 

San Onofre Nuclear Station, Unit 1 

19 







50-272 

Salem Nuclear Generating Station, Unit 1 

67 

50-208 

Columbia Univ, Research Reactor 

21 







50-274 

U S, Geological Survey Research Reactor 

70 

50-212 

Fuel Critical Facility 

21 







50-275 

Diablo Canyon Nuclear Power Plant, Unit 1 

70 

50-213 

Haddam Neck Plant 

21 







50-277 

Peach Bottom Atomic Power Station, 


50-219 

Oyster Creek Nuclear Power Plant 

23 


Unit 2 

72 

50-220 

Nine Mile Point Nuclear Station, Unit 1 

25 

50-278 

Peach Bottom Atomic Power Station, 






Units 

75 

50-223 

Univ, of Lowell Research Reactor 

27 







50-280 

Surry Power Station, Unit 1 

78 

50-224 

Univ. of California Research Realtor 

27 







50-281 

Surry Power Station, Unit 2 

81 

50-225 

RPi Critical Experiment 

28 







50-282 

Prairie Island Nuclear Station, Unit 1 

84 

50-228 

Aerotest Radiography & Research Reactor 

28 







50-285 

Fort Calhoun Station, Unit 1 

85 

50-237 

Dresden Nuclear Power Station, Unit 2 

28 







50-286 

Indian Point Station, Unit 3 

87 

50-243 

Oregon State Univ. Research Reactor 

30 





X 



Docket 

Name 

Page 

Docket 

Name 

Page 

50-287 

Oconee Nuclear Station, Umt 3 

90 

50-334 

Beaver Valley Power Station, Unit 1 

176 

50-288 

Reed College Research Reactor 

92 

50-335 

St. Lucie Plant, Unit 1 

178 

50-289 

Three Mile Island Nuclear Station, Unit 1 

93 

50-336 

Miilstone Nuclear Power Station, Unit 2 

180 

50-293 

Pilgrim Nuclear Power Station, Unit 1 

102 

50-338 

North Anna Power Station, Unit 1 

182 

50-295 

Zion Nuclear Power Station, Unit 1 

104 

50-339 

North Anna Power Station, Unit 2 

185 

50-296 

Browns Ferry Nuclear Power Station, Unit 3 

107 

50-341 

Enrico Fermi Atomic Power Plant, Unit 2 

188 

50-298 

Cooper Nuclear Station 

109 

50-344 

Trojan Nuclear Plant 

188 

50-301 

Point Beach Nuclear Plant, Unit 2 

110 

50-346 

Davis-Bessc Nuclear Power Station, Unit 1 

192 

50-302 

Crystal River Nuclear Plant, Unit 3 

112 

50-348 

Joseph M, Farley Nuclear Plant, Unit 1 

194 

50-304 

Zion Nuclear Power Station, Unit 2 

114 

50-352 

Limerick Generating Station, Unit 1 

196 

50-305 

Kewaunee Nuclear Power Plant 

116 

50-353 

Limerick Generating Station, Unit 2 

196 

50-306 

Prairie Island Nuclear Station, Unit 2 

117 

50-354 

Hope Crock Nuclear Station, Umt 1 

197 

50-309 

Maine Yankee Atomic Power Plant 

118 

50-355 

Hope Creek Nuclear Station, Unit 2 

199 

50-311 

Salem Nuclear Generating Station, Unit 2 

121 

50-356 

Univ. of Illinois LOPRA Research Reactor 

200 

50-312 

Rancho Seco Nuclear Generating Station 

122 

50-358 

William H. Zimmer Nuclear Station, Unit 1 

200 

50-313 

Arkansas Nuclear One, Unit 1 

127 

50-360 

Battcllo Memorial Institute Critical Facility 

201 

50-315 

Donald C. Cook Nuclear Power Plant, Unit 1 

130 

50-361 

San Onofre Nuclear Station, Unit 2 

201 

50-316 

Donald C, Cook Nuclear Power Plant, Unit 2 

132 

50-362 

San Onofre Nuclear Station, Unit 3 

303 

50-317 

Calvert Cliffs Nuclear Power Plant, Unit 1 

133 

50-363 

Forked River Nuclear Station, Unit 1 

204 

50-318 

Calvert Cliffs Nuclear Power Plant, Unit 2 

135 

50-364 

Joseph M. Farley Nuclear Plant, Unit 2 

205 

50-320 

Three Mile Island Nuclear Station, Unit 2 

137 

50-366 

Edwin 1. Hatch Nuclear Plant, Unit 2 

205 

50-321 

Edwin I. Hatch Nuclear Plant, Unit 1 

152 

50-367 

Bailly Generating Station 

208 

50-322 

Shoreham Nuclear Power Station 

155 

50-368 

Arkansas Nuclear One, Unit 2 

209 

50-323 

Diablo Canyon Nuclear Power Plant, Unit 2 

157 

50-369 

William B, McGuire Nuclear Station, Unit 1 

211 

50-324 

Brunswick Steam Electric Plant, Unit 2 

159 

50-370 

William B. McGuire Nuclear Station, Unit 2 

213 

50-325 

Brunswick Steam Electric Plant, Unit 1 

161 

50-373 

LaSalle County Station, Unit 1 

214 

50-326 

Univ. of California at Irvine Research 
Reactor 

163 

50-374 

LaSalle County Station, Unit 2 

215 

50-327 

Sequoyah Nuclear Plant, Unit 1 

163 

50-375 

Nuclear Examination Reactor 

216 

50-328 

Sequoyah Nuclear Plant, Unit 2 

166 

50-376 

North Coast Nuclear Plant 

216 

50-329 

Midland Plant, Unit 1 

168 

50-382 

Waterford Generating Station, Unit 3 

216 

50-330 

Midland Plant, Unit 2 

169 

50-387 

Susquehanna Steam Electric Station, Unit 1 

217 

50-331 

Duane Arnold Energy Center 

171 

50-388 

Susquehanna Steam Electric Station, Unit 2 

220 

50-333 

James A. Fitzpatrick Nuclear Power Plant 

173 

50-389 

St, Lucie Plant, Unit 2 

222 




50-390 

Watts Bar Nuclear Plant, Unit 1 

223 



Docket 

Name 

Page 

50-391 

Watts Bai Nuclear Plant, Unit 2 

224 

50-394 

California State Polytechnic College Research 
Reactor 225 

50-395 

Virgil C. Summer Nuclear Station, Unit 1 

225 

50-396 

Univ. of Virginia Cavalier Reactor 

226 

50-397 

WPPSS Nuclear Project, Unit 2 

226 

50-400 

Shearon Harris Nuclear Power Plant, Unit 1 

227 

50-401 

Shearon Harris Nuclear Power Plant, Unit 2 

228 

50-402 

Shearon Harris Nuclear Power Plant, Unit 3 

230 

50-403 

Shearon Harris Nuclear Power Plant, Unit 4 

231 

50404 

North Anna Power Station, Unit 3 

232 

50405 

North Anna Power Station, Unit 4 

232 

50406 

Tuskegee Institute Research Reactor 

233 

50407 

Univ. of Utah Research Reactor 

233 

50409 

La Crosse Boiling Water Reactor 

233 

50410 

Nine Mile Point Nuclear Station, Unit 2 

234 

50412 

Beaver Valley Power Station, Unit 2 

235 

50413 

Catawba Nuclear Station, Unit 1 

236 

50414 

Catawba Nuclear Station, Unit 2 

237 

50416 

Grand Gulf Nuclear Station, Unit 1 

237 

50417 

Grand Gulf Nuclear Station, Unit 2 

239 

50423 

Millstone Nuclear Power Station, Unit 3 

241 

50424 

Alvin W, Vogtie Nuclear Plant, Unit 1 

242 

50425 

AlviH W. Vogtie Nuclear Plant, Unit 2 

243 

50426 

Alvin W. Vogtie Nuclear Plant, Unit 3 

244 

50427 

Alvin W. Vogtie Nuclear Plant, Unit 4 

244 

5042S 

Almaraz Nuclear Station, Units 1 & 2, 

Spain 

244 

50429 

Lemoniz Nuclear Station, Unit 2, Spain 

244 

50430 

A SCO, Unit 1, Spain 

2^4 

50433 

Univ. of California at Santa Barbara 

Research Reactor 

244 

STN-50437 

Floating Nuclear Plant 

244 

50438 

Bellefonte Nuclear Plant, Unit 1 

245 

50439 

Belief on te Nuclear Plant, Unit 2 

245 


Docket 

Name 

Page 

50440 

Perry Nuclear Power Plant, Unit 1 

246 

50441 

Perry Nuclear Power Plant, Unit 2 

247 

50443 

Seabrook Nuclear Station, Unit 1 

248 

50444 

Seabrook Nuclear Station, Unit 2 

249 

50445 

Comanche Peak Steam Electric Station, 
Unit 1 

250 

50446 

Comanche Peak Steam Electric Station, 
Unit 2 

254 

STN-50447 

GESSAR-238 

257 

50452 

Greenwood Energy Center, Unit 2 

257 

50-453 

Greenwood Energy Center, Unit 3 

257 

50-454 

Byron Station, Unit 1 

257 

50455 

Byron Station, Unit 2 

258 

50-456 

Braidwood Station, Unit 1 

259 

50-457 

Braidwood Station, Unit 2 

260 

50458 

River Bend Station, Unit 1 

261 

50459 

River Bend Station, Unit 2 

262 

504 60 

WPPSS Nuclear Project, Unit 1 

263 

50461 

Clinton Power Station, Unit 1 

264 

50462 

Clinton Power Station, Unit 2 

265 

50466 

Allens Creek Nuclear Station, Unit 1 

266 

50467 

Allens Creek Nuclear Station, Unit 2 

267 

STN-50470 

CESSAR System 80 

267 

50471 

Pilgrim Nuclear Power Station, Unit 2 

268 

50-472 

Pilgrim Nuclear Power Station, Unit 3 

268 

STN-50482 

Wolf Creek Generating Station 

268 

STN-50483 

Calloway Plant, Unit I 

270 

STN-50484 

Tyrone Energy Park, Unit 1 

271 

STN-50485 

Sterling Power Project Nuclear, Unit 1 

271 

STN-50486 

Calloway Plant, Unit 2 

273 

STN-50488 

Perkins Nuclear Station, Unit 1 

274 

STN-50489 

Perkins Nuclear Station, Unit 2 

274 

STN-50490 

Perkins Nuclear Station, Unit 3 

274 

STN-50491 

Cherokee Nuclear Station, Unit 1 

275 



Docket 

Name 

Page 

Docket 

Name 

Page 

STN-50-492 

Cherokee Nuclear Station, Unit 2 

275 

STN-50-557 

Black Fox Station, Unit 2 

300 

STN-50-493 

Cherokee Nuclear Station, Unit 3 

275 

STN-50-566 

Yellow Creek Nuclear Plant, Unit 1 

301 

50-496 

Montague Nuclear Power Station, Unit 1 

276 

STN-50-567 

Yellow Creek Nuclear Plant, Unit 2 

301 

50497 

Montague Nuclear power Station, Unit 2 

276 

STN-5 0-5 68 

NEP Nuclear, Unit 1 

302 

STN-50498 

South Texas Project, Unit 1 

276 

STN-50-569 

NEP Nuclear, Unit 2 

302 

STN-50499 

South Texas Project, Unit 2 

280 

STN-5 0-5 74 

Bagnac Nuclear Power Project, Philippines 

302 

50-500 

Davis-Besse Nuclear Power Station, Unit 2 

284 

STN-50-580 

Erie Nuclear Plant, Unit 1 

303 

50-501 

Davis-Besse Nuclear Power Station, Unit 3 

285 

STN-50-581 

Erie Nuclear Plant, Unit 2 

303 

STN-50-502 

Haven Nuclear Plant, Unit 1 

285 

STN-50-592 

Palo Verde Nuclear Station, Unit 4 

303 

STN-50-508 

WPPSS Nuclear Project, Unit 3 

286 

STN-5 0-5 93 

Palo Verde Nuclear Station, Unit 5 

303 

STN-50-509 

WPPSS Nuclear Project, Unit 5 

286 

STN-5 0-5 96 

New Haven, Unit 1 

304 

50-513 

WPPSS Nuclear Project, Unit 4 

287 

STN-5 0-5 97 

New Haven, Unit 2 

304 

50-514 

Pebble Springs Nuclear Plant, Unit 1 

287 

50-599 

Carroll Facility I 

304 

50-515 

Pebble Springs Nuclear Plant, Unit 2 

288 

50-600 

Carroll Facility 11 

304 

STN-50-516 

Jamesport Nuclear Station, Unit 1 

288 

70-0008 

Battclle Columbus Laboratories 

304 

STN-50-517 

Jamesport Nuclear Station, Unit 2 

289 

70-0025 

Rockwell International 

304 

STN-50-518 

Hartsvillc Nuclear Plant, Unit 1 

290 

70-0027 

Babcock & Wilcox Co. 

304 

STN-50-519 

Hartsville Nuclear Plant, Unit 2 

291 

70-0033 

Texas Instruments, Inc. 

305 

STN-50-520 

Hartsville Nuclear Plant, Unit 3 

291 

70-0036 

Coinbuston Engineering, Inc. 

306 

STN-50-521 

Hartsville Nuclear Plant, Unit 4 

292 

70-0048 

Westinghouse Electric Corp. 

306 

STN-50-522 

Skagit Nuclear Power Project, Unit 1 

293 

70-0089 

Massachusetts Institute of Technology 

306 

STN-50-523 

Skagit Nuclear Power Project, Unit 2 

293 

70-0135 

Babcock & Wilcox Co. 

306 

STN-50-528 

Palo Verde Nuclear Station, Unit 1 

294 

70-0143 

Nuclear Fuel Services, Inc. 

307 

STN-50-529 

Palo Verde Nuclear Station, Unit 2 

295 

70-0157 

Univ. of Texas 

309 

STN-SO-530 

Palo Verde Nuclear Station, Unit 3 

295 

70-0194 

Massachusetts Institute of Technology 

309 

STN-50-535 

50-537 

GASSAR-6 

Clinch River Breeder Reactor 

295 

296 

70-0267 

Nuclear Science & Technology Facility 
at SUNY 

309 

50-538 

Memphis State Univ. Research Reactor 

296 

70-0364 

Parks Township Site, Babcock & Wilcox Co. 

309 

STN-5 0-546 

Marble Hill Nuclear Station, Unit 1 

296 

70-0371 

United Nuclear Corp. 

310 

STN-50-547 

Marble Hill Nuclear Station, Unit 2 

297 

70-0398 

Dept, of Commerce 

310 

50-549 

Greene County Nuclear Power Plant 

298 

70-0687 

Union Carbide Corp. 

311 

STN-50-553 

Phipps Bend Nuclear Plant, Unit 1 

298 

70-0698 

Waltz Mill Site, Westinghouse Electric Corp. 

311 

STN-5 0-554 

Phipps Bend Nuclear Plant, Unit 2 

298 

70-0734 

General Atomic Co, 

311 

STN-5 0-556 

Black Fox Station, Unit 1 

299 

70-0754 

Vallecitos Nuclear Center, General Electric 
Co. 

311 


xiU 



Docket 

Name 

Page 

Docket 

Name 

Page 

70-0785 

State Univ. of New York at Buffalo 

312 

70-2039 

Univ. of Illinois Hospital, Chicago, IL 

319 

70-0820 

United Nuclear Corp, 

312 

70-2219 

Exxon Nuclear Co,, Inc. 

319 

70-0824 

Babcock & Wilcox Co. 

313 

70-2322 

Edlow International Co. 

319 

70-0893 

Florida Institute of Technology 

314 

70-2375 

Pacific Gas & Electric Co. 

319 

70-0920 

Rensselaer Polyfeclinical Institute 

314 

70-24 30 

Mercer Medical Center 

319 

70-0925 

Cimmaron Facility, Keir-McGee Corp 

314 

70-2443 

Tennessee Valley Authority 

319 

70-0938 

Massachusetts Institute of Technology 

314 

70-2478 

Transnuclear, Inc, 

320 

70-0943 

Central State Umv., Edmond, OK 

314 

70-2479 

Transnuclear, Inc. 

320 

70-0984 

Pacific Northwest Laboratory 

314 

70-2609 

Commonwealth Edison Co. 

320 

70-0997 

Weslmghouse Electric Corp. 

314 

70-2623 

McGuire Spent Fuel Pool, Duke Power Co. 

320 

70-1027 

Atomic Energy of Canada. Chalk River 


70-2838 

Cincinnati Gas & Electric Co, 

321 


Nuclear Laboratory 

314 

70-2844 

Dept, of Energy 

321 

70-1100 

Combustion Engineering. Inc. 

314 






70-2876 

Veterans Administration Hospital Center, 


70-1113 

General Electric Co. 

315 


Brooklyn, NY 

321 

70-1143 

Weslinghouse Electric Corp. 

315 

70-2882 

Southern California Edison Co. 

321 

70-1151 

Westinghousc Electric Corp 

316 

70-2892 

Auxilio Mutuo Hospital 

321 

701193 

Cimarron Facility, Kerr-McGee Corp. 

316 

70-2910 

Tennessee Valley Authority 

321 

70-1201 

UF-6 Conversion Facility. Babcock &. 


70-2913 

Tennessee Valley Authority 

321 


Wilcox Co. 

317 

70-2917 

Tennessee Valley Authority 

321 

70-1207 

Dept, of Navy 

317 

70-8585 

Westinghouse Electric Corp. 

321 

70-1220 

General Electric Co 

317 

71-0013 

Dept, of Navy 

321 

70-1257 

Mixed Oxide Fabrication Plant. Exxon 






Nuclear Co , Inc 

317 

71-0035 

Rockwell International 

321 

70-1308 

Morris Operations, General Electric Co. 

318 

71-0042 

Dept, of Navy 

321 

70-1359 

IRTCorp. 

318 

71-0046 

Teledyne Energy Systems 

322 

70-1426 

Transnuclear. Inc. 

318 

71-0082 

Kerr-McGee Nuclear Corp. 

322 

70-1432 

Recycle Fuels Plant, Weslinghouse Electric 


71-0121 

Neutron Products, Inc. 

322 


Corp, 

318 

71-0170 

General Electric Co. 

322 

70-1489 

70-1503 

Goodyear Aerospace Corp. 

318 

71-0173 

Battelle-Pacific Northwest Laboratories 

322 

Weslingliouse R&D Center, Westinghouse 





Electric Corp 

318 

71-0185 

FBF, Inc. 

322 

70-1717 

Norwalk Hospital, Norwalk, CT 

318 

71-0273 

Dept, of Navy 

322 

704738 

Pacific Gas & Electric Co, 

319 

71-0348 

Univ. of Michigan 

322 

704739 

Tri-State Motor Transit Co. 

319 

71-0356 

Dept of Navy, USS Piedmont 

322 

70-1810 

Weslinghouse Electric Co. 

319 

71-0357 

Dept, of Navy, USS Vulcan 

322 

70-1812 

General Atomic Co. 

319 

71-0359 

Pick Instrument Products Co., Inc. 

322 


xtv 



Docket 

Name ] 

Page 

71-0365 

Arnold Greene Testing Laboratories, Inc. 

322 

71-0368 

Branch Radiographic Laboratories 

322 

71-0370 

Amersham Corp. 

322 

71-0371 

Model. NNFD-10, Unified Nuclear Corp. 

322 

71-0372 

Boeing Co. 

322 

71-0373 

Dept, of Navy, Naval Explosive Ordnance 
Disposal Facility 

322 

71-4949 

Model: UNC-1484, Combustion Engineering, 
Inc. 

322 

71-4986 

Model: RA-2, Exxon Nuclear Co., Inc, 

323 

71-5026 

Model: BC-48-220, Atcor, Inc, 

323 

71-5320 

Model: ARTG, Dept, of Navy 

323 

71-5450 

Model: RCC-1 ,-2,-3, Westinghouse 

Electric Corp. 

323 

71-5517 

Model; BB-250-1, Nuclear Fuel Services, 

Inc. 

323 

71-5753 

Model: ORNL Loop Transport Cask, 

Dept, of Energy 

323 

71-5768 

Model: BB-250-2, Combustion Engineering 
Co., Inc. 

323 

71-5796 

Model; 181361, Picker Corp 

323 

71-5800 

Model: ORNL Tritium Target Container 

323 

71-5926 

Model: 100, General Electric Co 

323 

71-5939 

Model: GE-1500, General Electric Co. 

323 

71-5942 

Model: GE-700, General Electric Co. 

323 

71-5957 

Model: BMl-1, Dept, of Energy 

323 

71-5984 

Model; 5984, J.L. Shepherd & Associates 

323 

71-6058 

Model: B3-1 , Nuclear Engineering Co. 

323 

71-6144 

Model: 6144. Nuclear Engineering Co, 

324 

71-6206 

Model: B, Babcock & Wilcox Co. 

324 

71-6275 

Model: LL-28-4, Chem-Nuclear Systems, 

, Inc. 

324 

71-6291 

Model: 400 

324 

71-6294 

Model: U NC-29 0 1 , Co mbustlon Engineering, 
Inc. 

324 

71-6346 

Model: FSV*1, General Atomic Co. 

324 

71-6387 

Model: 60, Battelle Memorial Institute 

324 


Docket Name Page 

71-6400 Model: Super Tiger, Westinghouse Electric 

Corp. 324 

71-6574 Model: HN-200, Hittman Nuclear & 

Development Corp. 324 

71-6601 Model: LL'50-100, Chem-Nuclear Systems^ 

Inc. 324 

71-6679 Model: 1/2 Super Tiger, Nuclear 

Engineering Co. 324 

71-6697 Model: 8500 PKG, General Electric Co. 324 

71-6703 Model- RG-1, General Atomic Co. 324 

71-6745 Model: FSV«2, General Atomic Co. 32S 

71-9001 Model: IF-300, General Electric Co. 325 

71-9006 Model: 500 SU, Argonne National 

Laboratory 325 

71-9007 Model: 520, Argonne National Laboratory 325 

71-9009 Model: FL 10-1, General Electric Co. 325 

71-9010 Model: NLI-1/2, NL Industries, Inc. 325 

71-9022 Model: CE-250-2, Combustion Engineering, 

Inc 325 

71-9024 Model. STL-201, St. Louis Testing 

Laboratories 325 

71-9027 Model: 741, Teclmlcal Operations, Inc. 325 

71-9028 Model: 684, Technical Operations, Inc. 325 

71-9032 Model: 650, Technical Operations, Inc. 325 

71-9033 Model: 660 & 660E, Technical Operations, 

Inc. 325 

71-9034 Model: TRIGA-1, General Atomic Co. 325 

71-9035 Model: 680, Technical Operations, Inc. 325 

71-9037 Model: TRlGA-2, General Atomic Co, 326 

71-9044 Model: GE-1 600, General Electric Co, 326 

71-9069 Model: MO-1, Westinghouse Electric Corp. 326 

71-9072 Model: GAHC-1, General Atomic Co. 326 

71-9079 Model: HN-100 Series 2, Hittman Nuclear 

& Development Corp. 326 

71-9080 Model: HN-600, Hittman Nuclear & Develop 

mentCorp. 326 

71-9081 Model: CNSl-1 600, Chem-Nu clear Systems, 

Inc. 326 
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Page 

71-9086 

Model: HN-100 Series 1, Hitlmnn NudeEir 


71-9113 

Model: 

7-100, Chem-Nuclear Systems, Inc. 326 


& Development Corp. 

326 

71-9135 

Model: 

Century, Gamma Industries 326 

71-9089 

Model: NH-J 00 S, HUtman Nuclear & 






Development Corp. 

326 

71-9137 

Model: 

820 327 

71-9094 

Model: CNSM4-195-H. Chem-Nudear 


71-9139 

Model: 

Gr-589, General Clectric Co 327 


Systems, Inc 

326 




71-9111 

Model: CN6-S0A, Chem-Nuclear Systems, 






Inc. 

326 
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ALPHABETIC ARRANGEMENT OF DOCKET 50 ITEMS BY FACILITY NAME 


Name 

Docket 

Page 

Name 

Docket 

Page 

Aero test Radiography & Research 

50-228 


Browns Ferry Nuclear Power Station, 

50-260 


Reactor 


28 

Unit 2 


51 

Allens Creek Nuclear Station, Unit 1 

50466 

266 

Browns Ferry Nuclear Power Station, 

50-296 



Unit 3 


107 

Allens Creek Nuclear Station, Unit 2 

50467 

267 

Brunswick Steam Electric Plant, Unit 1 

50-325 

161 

Almaraz Nuclear Station, Units 1 & 2, 

50428 





Spain 


244 

Brunswick Steam Electric Plant, Unit 2 

50-324 

159 

Arkansas Nuclear One, Unit 1 

50-313 

127 

Byron Station, Unit 1 

50454 

257 

Arkansas Nuclear One, Unit 2 

50-368 

209 

Byron Station, Unit 2 

50455 

258 

Army Materials Research Reactor 

5047 

12 

California State Polytechnic College 

50-394 





Research Reactor 


225 

Asco, Unit 1, Spam 

50430 

244 

Calloway Plant, Unit 1 

STN-50483 

270 

Duane Arnold Energy Center 

50-331 

171 

Calloway Plant, Unit 2 

STN-50486 

273 

Babcock & Wiicox Co. Critical Facility 

50-13 

9 

Calvert Cliffs Nuclear Power Plant, 

50-317 


Babcock & Wilcox Co. Test Reactor 

50-99 

13 

Unit 1 


133 

Bagnac Nuclear Power Project, Philippines 

STN-50-574 

302 

Calvert Cliffs Nuclear Power Plant, 

50-318 




Unit 2 


135 

Baiily Generating Station 

50-367 

208 

Carroll Facility I 

50-599 

304 

Battelle Memorial Institute Critical 

50-360 





Facility 


201 

Carroll Facility 11 

50-600 

304 

Beaver Valley Power Station, Unit 1 

50-334 

176 

Catawba Nuclear Station, Unit 1 

50413 

236 

Beaver Valley Power Station, Unit 2 

50412 

235 

Catawba Nuclear Station, Unit 2 

50414 

237 

Bellefonte Nuclear Plant, Unit 1 

50438 

245 

Catholic Univ, of America Research 

50-77 




Reactor 


13 

Bellcfontc Nuclear Plant, Unit 2 

50439 

245 

CESSAR System 80 

STN-50470 

267 

Big Rock Point Nuclear Power Plant 

50-155 

15 

Cherokee Nuclear Station, Unit 1 

STN-50491 

275 

Black Fox Station, Unit 1 

STN-50-556 

299 

Cherokee Nuclear Station, Unit 2 

STN-50492 

275 

Black Fox Station, Unit 2 

STN-50-557 

300 

Cherokee Nuclear Station, Unit 3 

STN-50493 

275 

Braidwood Station, Unit 1 

50456 

259 

Clinch River Breeder Reactor 

50-537 

296 

Braid wood Station, Unit 2 

50457 

260 

Clinton Power Station, Unit 1 

50461 

264 

Brigham Young Univ. Research 

50-262 




265 

Reactor 


54 

Clinton Power Station, Unit 2 

50462 

Browns Ferry Nuclear Power Station, 

50-259 


Columbia Univ. Research Reactor 

50-208 

21 

Unit 1 


49 






Marne 

Docket 

Page 

Name 

Docket 

Page 

Comanche Peak Steam Electiic Station, 

50445 


Fuel Critical Facility 

50-212 

21 

Unit 1 


250 






GASSAR-6 

STN*50-535 

295 

Comanche Peak Steam Electric Station, 

50446 





Unit 2 


254 

General Atomic Co. 

50-89 

13 

Donald C. Cook Nuclear Power Plant, 

50-315 


General Atomic Co. 

50-163 

17 

Unit 1 


130 

General Electric Test Reactor 

50-70 

12 

DoTiiald C. Cook Nuclear Power Plant, 

50-316 





Unit^ 


132 

General Electric Nuclear Test Reactor 

50-73 

13 

Cooper Nuclear Station 

50-29S 

109 

GESSAR-238 

STN-50447 

257 

Cornell Univ. Research Reactor 

50-157 

17 

Robert Emmet Ginna Nuclear Plant, 

Unit 1 

50-244 

30 

Cornell Univ. Zero Power Reactor 

Crystal Rivci Nuclear Plant, Unit 3 

50-97 

50-302 

13 

50416 

237 

Grand Gulf Nuclear Station, Unit 1 

112 

50417 

239 

Davis-Besse Nuclear Power Station, 

50-346 

Grand Gulf Nuclear Station, Unit 2 

Unitl 


192 

Greene Country Nuclear Power Plant 

50-549 

298 

Davis-Besse Nuclear Power Station, 

50-500 

284 

Greenwood Energy Center, Unit 2 

50452 

257 

Unit 2 


50453 

257 


Greenwood Energy Center, Unit 3 

Davis-Bcsse Nuclear Power Station, 

50-501 



Unit 3 


285 

Haddam Neck Plant 

50-213 

21 

iblo Canyon Nuclear Power Plant, 

50-275 

70 

Shearon Harris Nuclear Power Plant, 

50400 


Unit 1 


Unit 1 

227 

ablo Canyon Nuclear Power Plant, 

50-323 


Shearon Hams Nuclear Power Plant, 

50-401 


Unit 2 


157 

Unit 2 

228 

^ow Chemical Co Research Reactor 

50-264 

56 

Shearon Harris Nuclear Power Plant, 

50402 





Units 


230 

Dresden Nuclear Power Station, Unit 1 

50-10 

7 

Shearon Hams Nuclear Power Plant, 

50403 


Dresden Nuclear Power Station, Unit 2 

50-237 

28 

Unit 4 


231 

Dresden Nuclear Power Station, Unit 3 

50-249 

38 

Hartsville Nuclear Plant, Unit 1 

STN-50-S18 

290 

Erie Nuclear Plant, Unit i 

STN-50-580 

303 

Hartsvillc Nuclear Plant, Unit 2 

STN-50-519 

291 

rie Nuclear Plant, Unit 2 

STN-50-581 

303 

Hartsville Nuclear Plant, Unit 3 

STN-50-520 

291 

fosepli M. Farley Nuclear Plant, 

50-348 


Hartsville Nuclear Plant, Unit 4 

STN-50-521 

292 

Unit 1 


194 

Edwin 1, Hatch Nuclear Plant, Unit 1 

50-321 

152 

oseph M. Farley Nuclear Plant, 

50-364 




Unit 2 


205 

Edwin I Hatch Nuclear Plant, Unit 2 

50-366 

205 

inneo Fermi Atomic Power Plant, 

50-341 


Haven Nuclear Plant, Unit 1 

STN-50-502 

285 

Unit 2 


188 

50-354 

Hope Creek Nuclear Station, Unit 1 

197 

James A, Fitzpatrick Nuclear Power 

50-333 


Plant 


173 

Hope Creek Nuclear Station, Unit 2 

50-355 

199 

Floating Nuclear Plant 

STN-50437 

244 

Humboldt Bay Power Plant, Unit 3 

50-133 

14 

Forked River Nuclear Station, 

50-363 


Indian Point Station, Unit 1 

50-3 

5 

Unit 1 


204 





Indian Point Station, Unit 2 

50-247 

35 

Fort Calhoun Station, Unit 1 

50-285 

85 


Fort St. Vrain Nuclear Generating 



Indian Point Station, Unit 3 

50-286 

87 

50-267 



Station 


58 






Name 

Docket 

Page 

Jamesport Nuclear Station, Unit 1 

STN-50-516 

288 

Jamcsport Nuclear Station, Unit 2 

STN-50^517 

289 

Kewaunee Nuclear Power Plant 

50-305 

116 

La Crosse Boiling Water Reactor 

50-409 

233 

LaSalle County Station, Unit 1 

50-373 

214 

LaSalle County Station, Unit 2 

50-374 

215 

Lcinoniz Nuclear Station, Unit 2, Spam 

50429 

244 

Limerick Generating Station, Unit 1 

50-352 

196 

Limerick Generating Station, Unit 2 

50-353 

196 

Maine Yankee Atomic Power Plant 

50-309 

118 

Manhattan College Research Reactor 

50-199 

18 

Marble Hill Nuclear Station, Unit 1 

STN-5 0-546 

296 

Marble Hill Nuclear Station, Unit 2 

STN-5 0-547 

297 

Massachusetts Institute of Technology 
Research Reactor 

50-20 

9 

William B. McGuire Nuclear Station, 

Unit 1 

50-369 

211 

William B. McGuire Nuclear Station, 

Unit 2 

50-370 

213 

Memphis State Univ, Research Reactor 

50-538 

296 

Midland Plant, Unit 1 

50-329 

168 

Midland Plant, Unit 2 

50-330 

169 

Midwest Luel Recovery Plant 

50-268 

61 

Millstone Nuclear Power Station, 

Unit 1 

50-245 

33 

Millstone Nuclear Power Station, 

Unit 2 

50-336 

180 

Millstone Nuclear Power Station, 

Unit 3 

50423 

241 

Montague Nuclear Power Station, Unit 1 

50496 

276 

Montague Nuclear Power Station, Unit 2 

50497 

276 

Monticello Nuclear Generating Plant 

50-263 

54 

National Bureau of Standards Reactor 

50-184 

18 

National Naval Medical Center 

50-170 

17 

NEP Nuclear, Unit 1 

STN-50-568 

302 

NEP Nuclear, Unit 2 

STN-50-569 

302 


Name 

Docket 

Page 

New Haven, Unit 1 

STN-5 0-596 

304 

New Haven, Unit 2 

STN-5 0-5 97 

304 

Nine Mile Point Nuclear Station, 

Unit ! 

50-220 

25 

Nine Mile Point Nuclear Station, 

Unit 2 

50410 

234 

North Anna Power Station, Unit 1 

50-338 

182 

North Anna Power Station, Unit 2 

50-339 

185 

North Anna Power Station, Unit 3 

50404 

232 

North Anna Power Station, Unit 4 

50405 

232 

North Carolina State Univ. Research 
Reactor 

50-111 

13 

North Coast Nuclear Plant 

50-376 

216 

Nuclear Examination Reactor 

50-375 

216 

Oconce Nuclear Station, Unit 1 

50-269 

61 

Oconee Nuclear Station, Unit 2 

50-270 

63 

Oconee Nuclear Station, Unit 3 

50-287 

90 

Oregon Stale Univ. 

50-106 

13 

Oregon State Uhiv. Research Reactor 

50-243 

30 

Oyster Creek Nuclear Power Plant 

50-219 

23 

Palisades Nuclear Plant 

50-255 

46 

Palo Verde Nuclear Station, Unit 1 

STN-5 0-5 28 

294 

Palo Verde Nuclear Station, Unit 2 

STN-50-529 

295 

Palo Verde Nuclear Station, Unit 3 

STN-50-S30 

295 

Palo Verde Nuclear Station, Unit 4 

STN-5 0-5 92 

303 

Palo Verde Nuclear Station, Unit 5 

STN-50-593 

303 

Peach Bottom Atomic Power Station, 

Unit 1 

50-171 

18 

Peach Bottom Atomic Power Station, 

Unit 2 

50-277 

72 

Peach Bottom Atomic Power Station, 

Unit 3 

50-278 

75 

Pebble Springs Nuclear Plant, Unit 1 

50-514 

287 

Pebble Springs Nuclear Plant, Unit 2 

50-515 

288 

Pennsylvania State Univ. Research 

50-5 



Reactor 7 


STN-50-488 274 


Perkins Nuclear Station, Unit 1 



Name 

Docket 

Page 

Perkins Nuclear Station , Unit 2 

STN-50-489 

274 

Perkins Nuclear Station, Uiiil 3 

STN-50-490 

274 

Perry Nuclear Power Plant, Unit 1 

50-440 

246 

Perry Nuclear Power Plants Unit 2 

50-441 

247 

Phipps Bend Nuclear Plant, Unit 1 

STN-50-553 

298 

Phipps Bend Nuclear Plant, Unit 2 

STN-50-554 

298 

Pilgrim Nuclear Power Station, Unit L 

50-293 

102 

Pilgrim Nuclear Power Station, Unit 2 

50-471 

268 

Pilgrim Nuclear Power Station, Unjit 3 

50-472 

268 

Plum Brook Reactor • Mock-up 

50-185 

18 

Plum Brook Research Reactor Pacility 

50-30 

12 

Point Beach Nuclear Plant, Unit 1 

50-266 

58 

Point Beach Nuclear Plant, Unit 2 

50-301 

110 

Prairie Island Nuclear Station, Unit 1 

50-282 

84 

'rairie Island Nuclear Station, Unit 2 

50-306 

117 

irdue Univ. Research Reactor 

50-182 

IS 

aad'Cities Station, Unit 1 

50-254 

45 

.mad-Cities Station, Unit 2 

50-265 

56 

Rancho Seco Nuclear Generating 

Station 

50-312 

122 

Reed College Research Reactor 

50-288 

92 

Rhode Island & Providence 

Plantations A EC 

50-193 

18 

River Bend Station, Unit 1 

50-458 

261 

liver Bend Station, Unit 2 

50-459 

262 

H B- Robinson Plant, Unit 2 

50-261 

264 

Rockwell International Research Reactor 

50-94 

13 

RPJ Critical Experiment 

50-225 

28 

Salem Nuclear Generating Station, 

Unitl 

50-272 

67 

Salem Nuclear Generating Station, 

Unn2 

50-311 

121 

San Onofre Nuclear Station, Umt 1 

50-206 

19 

San Onofre Nuclear Station, Umt 2 

50-361 

201 

San Onofre Nuclear Station, Unit 3 

50-362 

203 

Saxton Nuclear Experimental Facility 

50-146 

15 


Name 

Docket 

Page 

Seabrook Nuclear Station, Unit 1 

50-443 

248 

Sea brook Nuclear Station, Unit 2 

50-444 

249 

Sequoyah Nuclear Plant, Unit 1 

50-327 

163 

Sequoyah Nuclear Plant, Unit 2 

50-328 

166 

Shorcham Nuclear Power Station 

50-322 

155 

Skagit Nuclear Power Project, Unit 1 

STN-50-522 

293 

Skagit Nuclear Power Project, Unit 2 

STN-50-523 

293 

South Texas Project, Unit 1 

STN-50498 

276 

South Texas Project, Unit 2 

STN-50-499 

280 

Space Radiation Research Reactor 

50-187 

18 

State Univ. of New York Research 
Reactor 

50-57 

12 

Sterling Power Project, Nuclear, 

Unit 1 

STN-50485 

271 

St. Lucie Plant, Umt 1 

50-335 

178 

St Lucie Plant, Unit 2 

50-389 

222 

Virgil C Summer Nuclear Station, 

Unit 1 

50-395 

225 

Surry Powoi Station, Unit 1 

50-280 

78 

Surry Power Station, Unit 2 

50-281 

81 

Susquehanna Steam Electric Station, 

Unit 1 

50-387 

217 

Susquehanna Steam Electric Station, 

Unit 2 

50-388 

220 

Three Mile Island Nuclear Station, 

Unit 1 

50-289 

93 

Three Mile Island Nuclear Station, 

Unit 2 

50-320 

137 

Trojan Nuclear Plant 

50-344 

188 

Turkey Point Plant, Unit 3 

50-250 

40 

Turkey Point Plant, Unit 4 

50-251 

42 

Tuskegee Institute Research Reactor 

50-406 

233 

Tyrone Energy Park, Unit 1 

STN-50484 

271 

UCLA Training Reactor 

50-142 

15 

Union Carbide Research Reactor 

50-54 

12 

Univ. of Arizona Research Reactor 

50-113 

13 

Univ. of California at Irvine Research 
Reactor 

50-326 

163 



Name 

Docket 

Page 

Name 

Docket 

Page 

Univ of California at Santa Barbara 

50-433 


Washington State Univ, Research 

50-27 


Research Reactor 


244 

Reactor 


10 

Univ. of California Research Reactor 

50-224 

27 

Waterford Generating Station, 

50-382 





Units 


216 

Univ. of Florida Training Reactor 

50-83 

13 

Watts Bar Nuclear Plant, Unit 1 

50-390 

223 

Univ. of Illinois LOPRA Research 

50-356 





Reactor 


200 

Watts Bar Nuclear Plant, Unit 2 

50-391 

224 

Univ. of Kansas Research Reactor 

50-148 

15 

Westinghousc Critical Experiment 

50-87 

13 

Univ. of Lowell Research Reactor 

50-223 

27 

Westinghouse Test Reactor 

50-22 

10 

Univ. of Maryland Research Reactor 

50-166 

17 

West Valley Reprocessing Plant 

50-201 

18 

Univ. of Michigan Research Reactor 

50-2 

5 

West Virginia Univ, Research Reactor 

50-129 

14 

Univ, of Missouri Research Reactor 

50-186 

18 

Wolf Creek Generating Station 

STN-50482 

268 

Univ, of New Mexico Research Reactor 

50-252 

44 

Worcester Polytecli Institute Research 

50-134 





Reactor 


15 

Univ, of Utah Research Reactor 

50-72 

12 

WPPSS Nuclear Project, Unit 1 

50460 

263 

Univ, of Utah Research Reactor 

50-407 

233 

50-397 

226 

WPPSS Nuclear Project, Unit 2 

Univ. of Virginia Cavalier Reactor 

50-396 

226 

STN-50-508 

286 

WPPSS Nuclear Project , Unit 3 

Univ. of Virginia Research Reactor 

50-62 

12 

50-513 

287 

WPPSS Nuclear Project, Unit 4 

Univ. of Washington Research Reactor 

50-139 

15 

STN-5 0-509 

286 

WPPSS Nuclear Project, Unit 5 

U.S, Geological Survey Research 

50-274 




Reactor 


70 

Yankce-Rowe Nuclear Prowr 

50-29 





Station 


10 

Vermont Yankee Nuclear Power 

50-271 





Station 


65 

Yellow Creek Nuclear Plant, Unit 1 

STN-5 0-5 66 

301 

Virginia Polytcch Institute Training 

50-124 


Yellow Creek Nuclear Plant, Unit 2 

STN-5 0-5 67 

301 

Reactor 


13 

William H. Zimmer Nuclear Station, 

50-358 


Alvin W. Vogtle Nuclear Plant, Unit 1 

50424 

242 

Unit 1 


200 

Alvin W. Vogtle Nuclear Plant, Unit 2 

50425 

243 

Zion Nuclear Power Station, Unit 1 

50-295 

104 

Alvin W, Vogtle Nuclear Plant, Unit 3 

50426 

58 

Zion Nuclear Power Station, Unit 2 

50-304 

114 

Alvin W. Vogtle Nuclear Plant, Unit 4 

50427 

244 
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DOCKETED ITEMS 


LOW LEVEL RADWASTE DISPOSAL SITES 


DOCKET 27-039 BHEFFIELDr IL , NUCLErtR ENOINEERINO CO 


Q002090D9£i Requests d«te correction on ''Interagency Task Force Kept on 
Proposed Decommlsioning of Gheffleld Nuclear Naste Disposal 
Site '* Sept 1979 date is misleading & incorrect Rept uas not 
published prior to Q00103 

CONNER. T B Connor. Moore ti Corber 80/01/22 3pp 


0OO2O7OHQ Motion to declare ASLB 790503 order as final re portion 
terminating site expansion application 

CANNON. J M I kJANAT. 8 W American Nuclear Society CANNON. J H 
Mid-America Legal Foundation 80/01/24 Ip 


— 6002070144 Motion to reply instanter to NRC pleading responding to 
intervenor motion for reconsideration or certification 
CANNON. J M . NANAT. B N American Nuclear 6oclety CANNON. T M 
Mid-America Legal Foundation 80/01/24 Ip 


— B002070148 Reply to NRC pleading responding to intervenor motion for 
reconsideration or certification Urges designation of A8LB 
790503 order as final ro portion terminating site expansion 
application Certificate of Sve end 

NANATiS N . CANNON. JM American Nuclear Society WANAT. B N 
Mid-America Legal Foundation 80/01/24 6pp 


6002130223 Responds to Itr re change of date on "Interagency Task Force 
Rept on Proposed Decommissioning of Sheffield Nuclear Neste 
Disposal Site " Rept prepared ^ dated Sept 1979 Date of 
release of rept is matter of public record 

SMITH. R D Lou Level Waste Licensing Branch 80/02/04 Ip 


G00220032S Opposition to intervenor B00124 motion responding to NRC 
filing re intervenor request for consideration No special 
circumstances established for addl filing 
REIS. E U Hearing Branch 3 80/02/13 2pp 


— 8002200338 Response in opposition to intervenor motion seeking to 
declare as final ASLB 790503 order terminating application 
re lou level raduaste disposal site expansion Request 
untimely Certificate of Sve end 
REIS. E J Hearing Branch 3 80/02/13 9pp 


DOCKET 27-047 BARNWELL. SC . CHEM-NUCLEAR SYSTEMS 


8002140705 "Environ Assessment for Lou Level Raduaste Disposal 
Facility." Jan 1980 

* Chem-Nuciear Systems. Inc 00/02/06 40Dpp 


B002040026 Application for reneual of Matl/Byproduct License 
46-13536*'01i author! zing Chem-Nudear Bys. Inc to use t</or 
supervise use of 90.000 Ci byproduct matl.S. 000 kg source 
matl V 4.500 8NM 

CORBETT. J 8 Chem-Nudear Systems, Inc, 00/01/17 203pp 


DOCKET 27-048 RICHLAND. WA .NUCLEAR ENOINEERINO CO 


0002040076 Forwards EIA for renewal of License 16-19204-01 EIA 
availability published In 791220 FR 

DRAOONETTE. K. 8 Low Level Waste Licensing Branch 80/01/18 Ip 


— 8002040003 EIA supporting renewal of License 16-19204-01, 
e Low Level Waste Licensing Branch 80/01/18 Slpp 


8002220397 Responds to NRC 791219 Itr re lou level rad waste disposal 
site Accepts denial of 1966 amended application for license 
renewal for burial of lou level 8NM No federal licensa 
exists no basis for NRC jurisdiction at site, 

NEEL. J N Nuclear Engineering Co . Inc (subs, of Taledyne. Inc ) 
00/02/04 app 


DOMESTIC LICENSING OF SOURCE MATERIAL 


DOCKET 40-0299 UNION CARBIDE CORP 


8002200394 Provides Subcommittee on Energy & Pouer ui/notice of negative 
declaration concerning amend to Source Matl License 
8UA-64B re tailings disposal 

« Office of Nuclear Material Safety & Safeguards, BO/Ol/OB, Ip 


— 8002200390 Negative declaration re issuance of amend to Source Matl 
License 8UA-64B authorizing disposal of tailings into beLew- 
gradf tailings impoundment 

8CARAN0. R A Uranium Recovery Licensing Branch 79/12/21 Ip 


0002200515 Provides Subcommittee on Environ. Energy fit Natl Resources u/ 
notice of negative declaration concerning amend to Source 
Matl License 8UA-640 re tailings disposal W/o end 
* Office of Nuclear Material Safety 8. Safeguards. 80/01/08. Ip 


8002200522 Provides Subcommittee on Energy St Environ w/notlce of 
negative declaration concerning amend to Bourca Matl 
License 8UA-64B re tailings disposal W/o end 

« Office of Nuclear Material Safety tc Safeguards 80/01/08 Ip 


8002200525 Provides Bubcommittee on Nuclear Regulation u/notice of 
negative declaration re amend to Source Matl License 
BUA-64B W/o end 

* Office of Nuclear Material Safety & Safeguards 80/01/08. Ip. 


0002010540 Forwards Dames & Moore 790910 rept. '«Oeo technical 
Investigation. Proposed Evaporation Pond, East Oas Hills. WY. 
for Union Carbide Corp " 

STROUP. B Union Carbide Corp. 80/01/09 Ip 


— 8002010543 "Osotechnlcal Investigation. Proposed Evaporation Pond. East 
Oas Hills. WY. for Union Carbide Corp " 

HURDBCKiL T Dames Moore 79/09/10 89pp 


8002040240 Informs that solid tailings were discharged into above-grade 
tailings disposal Impoundment on 80010B due to broken hose 
& pump repairs 

PRE6T0N.0L Union Carbide Corp 80/01/09 Ip 


0002070037 Recommends approval of proposed revision to BUA-648# Amend 
S.Condition 10 re extension until 8D0131 for continued use 
of existing above-grade tailings disposal Impoundment, 

KDTBCHiJ L, Uranium Recovery Licensing Branch 80/01/11. 2pp 


8002120278 Amend 14 to License 8UA-64Br r evis Ing Condition 10 re use of 
existing above-grade tailings disposal Impoundment for 
disposal of solid tailings 

8 CAR AND. R A Uranium Recovery Licensing Branch 80/01/11 2pp, 


8002130658 RO on 791217 it 24. releases of 900 it 2.200 gallons of 
radioactive liquid to unrestricted area occurred Caused by 
west berm tump pump failures High level alarm Installed In 
Wist berm sump Rept forwarded (ref 10CFR20 4091 
WONCJ.T, Union Carbide Corp 00/01/16 3pp 


8002010314 Forwards "EIA for Renewal of 8NM Disposal License at Nuclear 
Engineering Co Hanford Facility " W/o end 

DRAOONETTE. K 8 Low Level Waste Licensing Branch, 80/01/21. Ip 
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DOCKET 40-0341 OEHEBAL SERVICES ADMINISTRATION 


0002050029 PMO-I-T^-OaS oti 791213, NRC CQnt«ct«il by Uiilv of MD Poiion 
Co-nfcrol Ctr- r» individual who btc«m» ill aftar contact laf 
toxic natl at Shir(>»tawn« HD Region 1 will continue to I'evttw 
Aatter to detorAina wbethar radiallon uai involved 
COSTELLO, F , SMlTHiO Rtgion ti PKi ladelph la* Office of the 
Director 79/12/14 2pp 


DOCKET 40-1162 WESTERN NUCLEAR, INC, 


6002200072 Foruardt IE Imp Rtpt 40-i l£2/7?-02 on 791218 No 
nofieoapliance noted 

BROWN, 0 D. Region 4, Dallee* Fuel Facility 1< Hater la li Safety 
Branch 00/01/14. 2pp. 


—8002260076 IE Imp Rept 40-1162/79-02 on 791219 No n one omp 1 i ante noted 
Major areai Intpected conit activities re raising of Split 
Rock Hill tailings den 

HALLfft.E , TAPIA, J 1. Region 4, Dallas* Reactor Construct ion t* 
Engineering Support Branch BROWN, O D Region 4* Dallas, Fuel 

Fecllltg %t Heterials Gafety Branch 80/01/14 3pp 


KJCKET 40-1341 EMENONT URANIUM MINE, T?A 6 MINES DEVELOPMENT. INC 


1002220231 Forwards three repts, in respanie to yuesttons in facility 
dicoaalssionirg plan environ rept.Guppl 1 
MILLS, L M Tenneissi Vallsy Authority 80/01/26 Ip 


— B00222D260 'Cultural Resourcai Survey of Selected Silver King Mine 
Properties in Custer W Fall River CountleiiSD ” 

KAUO, J K Gouth Dakota Archaeological Research Center 78/01/31. 

21Bpp 


— 0002220265 "Archeological Survey of Portions of Fall River & Cueter 
Counties, 8D. " 

SIGGTAD, J. 8. , JOLLEY, R South Dakota Archaeological Research 
Center 75/12/31 99pp 


— 0OO2S2O276 Environ rapt for facility 

e Mine Reelanatlon Consultants* Inc 77/01/31 90pp 


>002260269 Forwards Revision 1 6 Suppl 1 to U mill decowaiesioning plan 
inviron rept 

MILLSfL. M Tennessee Valley Authority 60/01/26 2pp. 


—8002260273 Revlelon 1 to U mill dccoaoilssloning plan environ rept* 
replacing existing Chapters 2 It 3 6 providing further 
detail 

e Tennaisie Valley Authority 80/01/28 41pp 


'0002260281 Suppl 1 to U mill dcccnAlesioning plan environ rept Consists 
of responses to aost questions forwarded by NRC 791121 Itr 
e Tennessee Valley Authority* 00/01/31 50pp 


'910010492 Buaaary of 790829 meeting u/TVA W federal* etate 6 local 
govt personnel re Insp 6 agreement upon candidate 
alternative dlspoial sites Si site remedial action program 
TRADER. £. A Division of Watte ffanagenent 79/09/19. 7pp 


DOCKET 40-2061 WEST CHICAGO FACILITY, KERR -MCGEE CORP. 


6002200115 PHO-1 1 1-60-007: on 8001 10, Wheaton, IL Daily Journal reported 
mayor of West Chicago* IL sent Itr to NRC demanding cloeer 
menitorlng of facility It fire safety plan including 
evacuation proceduree for local residents 

PAPER t ELLO, C. J. Office of Inspection V. Enforcement, Office of the 
Director. DAVie, A B Region 3, Chicago, Office of the Director 
80/01/11. Ip. 


G002040335 Notification of 800214 meeting In St Charles, IL to discuss 
offeite location for disposal of waete metis from 
decommissioning 6 reetoration of property at facility 
RATNEYiJ. L Kerr-McOee Corp. 80/01/14 Dpp 


6002130660 Diicusiei facility security program Facility patrolled 24-h 
per day every day Regular outside perimiter inspe are being 
conducted to maintain fences, signe 6 doer tt window closures 
Rept, *0uard Procedures" In Central Files 

OCNNY, l.L. Kerr-licOee Chsmlcal Corp. (subs of Kerr-McOee Corp ) 
80/01/22. ip. 


DOCKET 40-2239 PATHFINDER MINES CORP 


0OO22SOOOL Forwards results of conteminetlon survey of RIP section 
omitted from 800121 correspondence 
WUOENT,E L Pathfinder Mines Corp 80/01/20 Ip 


—8002290003 "Contamination Survey-Wipe Samples, “ for third quarter 1979 
* Pathfinder Mines Corp 79/09/21 llpp 


DOCKET 40-3149 FENTON ART GLASS CD 


8002270234 IE Insp Findings 6 Licensee Ack dtd B00107 of License 
GUB-491 Insp findings no noncompl lance noted 

BROWN, R Region 2. Atlanta, Office of the Director BO/01/07 

Ip 


DOCKET 40-3392 ALLIED CHEMICAL CDRP 


8002200137 PNa-in-30-022 on 600131, oxide calciner failed Caused by 
explosion of natural gas No injuries, personnel exposure or 
release to environ. 

PECK,C C i FISHER, W L , DAVIS. A B Office of Inspection l< 
Enforcement, Office of the Director B0/02/0i Ip 


DOCKET 40-3433 ATLAS MINERALS 


B002040334 Suggests continuing in vivo counts at facility for 
protection of company U NRC Further studies should be 
conduc ted 

M0RRrS8£TT,E. Affiliation Unknown 60/01/11 Ip 


6002060013 Requests post-const IE insp of lifts recently placed on 
tailings retention immpoundments Criteria being developed 
for use in insp module on tailings dam Checklist for 
embankment post-const insps 6 related correspondence end 
6CARAN0,R A Uranium Recovery Licensing Branch 80/01/19 0pp 


"6002060022 Amend 1 to Source Hatl License 6UA-551 providing 
author! lat ion to raise dam to 7,100 ft above sea level Adds 
Conditions 19-24 to license Ic modifies Conditions 17 & 18 
ROUSE, L C Fuel Process 6 Fab Branch (Pre 790727) 77/11/07 

4pp 


— 8002060030 Advises that adequacy of piezometer installations & design 
purpose of well type piezometers are questionable Perforated 
portion of pipe should be placed in embankment 6 foundation 
at most desirable locations for pore pressure 

COOHOE8, JH Army, Dept of. Corps of Engineers 77/10/20 2pp 


— 6002060034 Amend 2 to Source Hatl License 8UA-551 authorizing const of 
diaphragm cut-off well cut-off trench Adds Paragraphs <g> 

& (hi to Condition 22 Comments on end technical const specs 
U const drawings 8c specs 

R0U3E, L C Fuel Process 6< Fab Branch (Pre 790727) 78/05/01 

lapp 


— 8002060041 Amend 3 to 9ource Hatl License 8UA-531 authorizing raising 
of dam to final crest elevation of 7,100 ft above sea level 
Adds Condition 25 and changes paragraph <h> of Condition 22 
re const drawings & Tech Specs 

RDU5E,L G Fuel Process V Fab Branch <Pre 790727) 70/06/03 

2pp 


— 8002060043 Submits 760719 trip rept re insp of slurry trench const, 
foundation excavation (< fill placement for cut-off trench 
Const of diaphragm cut-off wall & trench comply w/const 
plans ^ Tech Specs QC edequate b in accordance w/specs 
LILLARD, D. Geosciences Branch 76/08/2? 2pp 


6002150096 Forwards ^'Radiation Survey of Areas Immediately Surrounding 
Atlas Minerals Tailings Pond, Moab, UT, " prepared by Ford, 

Bacon it Davit Utah, Inc Insignificant increase in offsite 
radiation readings due to fugitive tailings dust 
8WANDY, 0 T Atlas Minerals BO/01/16. lipp 


8002140069 Ack receipt of 790914 ti lt02 Itrs re notice of violation NRC 
will review corrective ectioni during future insp. 

BROWN, 0, D. Region 4, Dallas, Fuel Facility ttMiteriali Safety 

Branch 80/01/29, Ip 


— 6002140091 Forwards response to NRC 791029 request for addl info re 
corrective ectlon to items of noncompLlance noted in notice 
of vi olat ion. Documents eveluate weekly effectiveness of 
measures to minimize blowing tallingi dispersal 
8WANBy,0 T. Atlas Minerals 79/11/02 51pp. 
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8002(50029 Request! pegment of minor lefetg k environ emend fee re 
791203 Itr conteining info to comply w/Condition 16 of 
Llcenee SUA-917 

MElBSiJ D Licenfc Fee Manegement Branch 60/01/31 Ip 


DOCKET 40^4492 FEDERAL AMERICAN PARTNERS (MINING) 


B00207049S Request! that licenee reneuel be considered apart from 
planning 8< organiiation of tailings transfer program Joint 
consideration mill cause significant delay in approval of 
license renewal 

WRI0HT»K A Federal American Partners (Mining) 80/01/07 Ip 


B002260196 Notice of availability of environ rept & intent to prepare 
draft E18 re renewal of Source Matl License 8UA~667 for 
Federal^Amertcan Partners U mill 

aCARANOi R A Uranium Recovery Licensing Branch 80/01/14 2pp 


B002220514 Providis Bubcommittee on Nuclear Regulation w/notlce of 
availability of Federal American Partners environ rept & 
scoping meeting schedule N/o end 
a Division of Waste Management BO/01/16 tp 


-*'8002220519 Provides Subcommittee on Energy k Environ w/notice of 
availability of Federal American Partners environ rept 
ecoping meeting schedule W/o end 
* Division of Waste Management 80/Ol/i6 Ip 


— 8002220524 Provides Subcommittee on Energy Power u/notice of 
availability of Federal American Partners environ rept k 
scoping meeting schedule W/o end 
* Division of Waste Management 80/01/16 Ip 


-"6002220529 Provides Subcommittee on Environ* Energy fit Natural Resources 
u/notlce of availability of Federal American Partners 
environ rept & ecoping meeting schedule. W/o encl 
e Division of Waste Management 80/01/16 Ip 


DOCKET 40-i659 PETR0T0MIC8 CO , OETTY OIL 


8002060013 Re<\utsts post-const IE insp of Lifts recently placed on 
tellings retention Immpoundmentf Criteria being developed 
for use in insp module on tailings dam Checklist for 
embankment post-const insps k related correspondence end 
SCARANOfR A Uranium Recovery Licensing Branch QO/01/15 8pp 


— 8002060022 Amend 1 to Source Matl License BUA-551 providing 
author i lation to raise dam to 7*100 ft above tea level Adds 
Conditions 19-24 to license k modifies Conditions 17 8* 18 
RaU8E*L. C Fuel Process k Fab Branch (Pre 790727) 77/ii/07 

4pp 


— 8002060030 Advises that adequacy of pteiometer installations k design 
purpose of well type pieiometers are questionable Perforated 
portion of pipe should be placed in embankment k foundation 
at most desirable locations for pore pressure 
CDOHfiEG*J H. Army* Dipt of* Corps of Engineers. 77/10/20 2pp 


— 8002060034 Amend 2 to Source Matl License 8UA-551 authorlilng const of 
diaphragm cut-off well k cut-off trench Adds Paragraphs (g) 
k (h) to Condition 22 Comments on end technical const specs 
k const draiiiings k specs. 

R0U8E*L C. Fuel Process << Fab Branch (Pre 790727). 78/05/01 

lapp. 


— B002060041 Amend 3 to Source Matl License BUA“55i author iiing raising 
of dam to final crest elevation of 7* 100 ft above sea level 
Adds Condition 25 and changes paragraph (h) of Condition 22 
re const drewlngi L Tech Specs 

ROUSE* L C Fuel Process k Fab Branch (Pre 790727) 78/06/02, 

2pp 


— 8002060048 Submits 780719 trip rept r« insp of slurry trench const* 
foundation excavation k fill placement for cut-off trench 
Const of diaphragm cut-off wall trench comply w/const 
plans It Tech Specs. QG adequete k in accordance u/specs 
LILLARD. 0 Oeoidences Branch, 78/08/29 2pp. 


6002190213 Forwards response prepared by Chen L Associates to 791227 
Itr re p ietomttsrs. NRC requests will be handled by SJ Pfaff 
or K McDowell 

PFAFF/8 J Oetty Oil Co.* Petrotomics Co Olv, 80/01/17 2pp 


DOCKET 40-6940 KAUECKl BERYLCO IKDUSTRlESi INC 


60021401B1 Forward! notice of receipt of application for renewal of 
License 8NM-7 

CUNNINOKAM, R E Division of Fuel Cycle k Material Safety 
79/11/19 Ip 


— 8002140193 Notice of receipt of application for licenies k applications 
for amends S« renewal of Licenses 8NM-778, SNM-942* 9NM-33* 
8NM-23,SNM-368*BNM-7*8NM-U20 8^ gMB-920 

CUNNINOHAH* R E Division of Fuel Cycle 6 Material Safety 
79/11/19 5pp 


DOCKET 40-0027 KERfl-HCOEE CORP 


8002130665 Forwards rept re analysis of Oct 1979 Bermuda hay samples 
collected from raffinate treated pasture L cattle control 
pasture No toxic levels were found Requests release of hay 
for sale as livestock feed 

SHELLEYiW J Kerr-McOoe Chemical Corp (subs of Kerr-McOse Corp ) 
80/01/21 6pp 


8002190046 Order modifying License 8UB-1010« Amend 9 Repts shall he 
submitted if gaseous effluents exceed 45i000 uCi/calendar 
quarter Licenses shall comply w/40CPRl90 10-U re calculated 
dose for individuals Wearing may bo requested in 20 days 
CUNNINGHAM* R E Division of Fuel Cycle Material Safety 

80/01/20 6pp 


— 8002190049 *’Radiolog leal Assessment of Individual Dose Resulting From 
Routine Operation - Demonstration of Compliance W/40CFR190 " 
e Division of Fuel Cycle k Material Safety 00/01/20 40pp 


DOCKET 40-e064 EXXON MINERALS CQ USA, EXXON CORP 


8002010169 Advises of 791212 discovery of casing leak during casing 
integrity test Soundness of casing in other three injection 
wells has been demonstrated Nature of casing failure under 
investigation 

TRUaSELL.HH Exxon Minerals Co * USA 77/12/28 7pp 


8002130664 Informs that water Sample analyses show progress toward 
restoration of water quality in affected aquifler Action 
demonstrates that leak caused no serious environ damage k 
restoration can be achieved 

TRUBBELL.H H Exxon Minerals Co * USA 79/12/28 7pp 


DOCKET 40-8084 LISBON MINE* RIO AUOOM CORP 


8002190112 Ack receipt of 791121 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 40-BOB4/79-01 
EEYFRiTiK V Region 4* Dallas* Office of the Director 79/12/21 
Ip 


— BQ02190117 Responds to NRC 791102 Itr re violations noted in IE Insp 
Rept 40-0004/79-01 Corrective actions surface environ 
technicians will be trained to conduct surveys w/o 
dependence on mine radon technicians e 
LAWTON. M D, Rio Algom* Ltd 79/11/21 6pp 


— 0002190119 Forwards Itrs supporting Sept k Qc-t 1978 requests for 
amendment to License SUA-1117 No record of NRC reply 
LAWTON* M D Rio Algom* Ltd 79/05/02 Ip 


— 6002190124 Forwards draft format for reporting recorded whole body 
exposures for CY78 

LAWTON* M.D Rio Algom* Ltd 79/05/14 2pp 


—8002190127 Ack receipt of 701002 Ur re changes to License ai;A-ill9 
Informs that request for amend will be sent to licensing 
staff lor processing upon receipt of amend fee 
WE160I D License Fee Management Branch 78/10/19 Ip 


— 0002190133 Ack request for safety L environ amendment fee Requests 
application be held until further licensee assessment 
LAWTQN*M D Rio Algom* Ltd 70/10/03 Ip 


—0002190138 Forwards IE Insp Rept 40-8084/79-01 on 790716-17 k notice of 
violation 

8EYFRIT. K. V Region 4* Dallas* Office of the Director 
79/11/02 2pp 


— 6002190145 Notice of violation from insp on 790716-17 

* Region 4* Dallas* Office of the Director, 79/08/01 2pp 



—6003190151 IE In^p Rept 40-8064/^79-01 on 790716-17 NoncompUancin noted 
failure to perform radon daughter air tampling It monitoring 
pmannd eipofura to external radiation tn failure to 
analgi* vegetation samples. 

BROWM.C D Region 4. Dailae. Fvel FaclUtg U Materials Saletg 

Branch CAiri.C L . KILBaRN.L Region 4. Dallas^ Office of the 

Director 79705/01 6pp 


800-204033a Discusses notices of violations from 1975-1979 in response 
to MRC statement that faciittg has had track record. Calls 
violations minor 

LAWTON, h D 6io Algom, Ltd 79/12/27 3pp 


DOCKET 40-9112 COOPER MEDICAL CENTER CAMDEN. NJ 


0002080240 Act receipt of 791219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-01304779-01. 
30-02512/79-01 U 40-Bl 12/79-01 

MCCLlNTOCKi R 0 Region 1. Philadelphia. Office of the Director 
aO/01704 Ip 


— S002C80245 Foruards D Oeorge memo in response to MRC 791219 Itr re IE 
Insp Repts 30-01384/79-01,30-02512779-01 & 40-8112/79-01 
Corrective actions all technologists informed of necessltg 
gf using springe shields 

ANGELIDES.A P Cooper Medical Center Camd tn.NJ. 79712/19 4pp 


— 9002080250 Ack receipt of 791120 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-01384/79-01* 
30-02512/79-01 |c 40-6112/79-01 Addl info required 
MCCLINTQCK.R □ Region 1* Philadelphia* Office of the Director 
79/12/lJ Ip 


--9002080258 Foruards D George memo in response to violations noted in IE 
Insp Repis 30-01364/79-01.30-02512/79-01 4: 40-8112/79-01 
Corrective actions nuclear medicine staff increased tc 
changes in hot lat record keep Ing are being made 

ANGELIDES.A P Cooper Medical Center Camden.NJ 79711/20 3pp 


002080264 Discusses IE Insp Repts 30-01348/79-01.30-02512/79-01 & 
40-BJ 12/79-01 on 791017 tr forwards notice of violation 
HCCLINTOCKjR 0 Region t. Philadelphia. Office of the Director 
79/10/29 2pp 


0002000268 Notice of violation from insp on 791017 Nonconp I lance noted 
failure to perform daily surveys of dose preparation area in 
hot lab & failure to wear TLO badge 

• Region 1. Phi ladelph ia. Office of the Director 79/11/20 

2pp 


IHICKET 40-8304 HYOMINO MINERAL CORP, 


8002260014 Submits corporate info applicable to 1 Icenses. 8ubmi ts 
description of technical qualification in nuclear fields 
Approi 15 j lOO employees engaged in nuclear activities. 

Fouards corporation annual rept W/o end 

DIPIAZZA. R P Westinghouse Electric Corp 79/09/26 Spp 


lOCKET 40-0348 114 SITW URANIUM LEACHING PROJECT 


[002150046 Advises that 791026 request to commence surface reclamation 
is being treated as license amend Requests payment of minor 
safety %i environ amend fee 

t/ElSSiJ. D License Fee Management Branch 80/0-i/31 Ip 


ICKET 40-B380 ROCKY MOUNTAIN ENERGY CO. 


02120573 Submits semiannual effluent monitoring rept far facility 
Environ sampling programs have provided sufficient data to 
support conclusion that facility operation has not caused 
negative Impact on tirimediate environ 

SPIELE5. P. Rocky Mountain Energy Co 80/01/31 7pp 


[ICKET 40-8452 BEAR CREEK URANIUM CQ 


302140663 “Tailing Mgt Plan." Vol 1 
• Bear Creek Uranium Co 80/01/30 IQOpp 


>8002140668 “Tailing Mgt Plan. “ Vo! 2 

* Bear Creek Uranium Co 80/02/29 3D0pp 


DOCKET 40-B502 IRIOARAV MINE. WYOMING MINING CORP 


8002010130 Forwards 791115 annual insp rept for Permit 478 li 
Exploration License 8 Soil erosion plan necesiet-y to protect 
soil against wind U water Present use of LEB area for mining 
purposes should cease W/o and 
MORROW. D Wyoming. Etata of 80/01/02 2pp 


8002220433 Forwards trend & monitor well sampling data for fourth 
quarter of 1979 Ouarterly rapt not yet prepared BampUng 
periods were from 791002-1211 

FORD.W H Westinghouse Electric Corp . Wyoming Mineral Corp 
80/01/16 14pp 


B002250309 Forwards 800122 Itr to State of WY enclosing weekly water 
quality results for shallow monitor tt shallow research 
wells for 800106-10 

WICKERS. D L Wyoming Mineral Corp SO/01/22 lOpp 


DOCKET 40-0504 UNION 76 MINERALS EXPLORATION CO 


8002150154 Recommends approval of licensee proposal to change 
excavation methods underway in Cell C of mine tailings 
retention basin 

8HERIDAN.D J Army. Dept of. Corps of Engineers 60/01/17 Ip 


DOCKET 40-8674 PLATEAU RESOURCE 


8002010396 Notifies that company will discontinue Blending ore buying 
station Several corporations interested in purchasing 
facility stockpiled ore will be sold or shipped to Plateau 
mill site 

NEWMAN. P Plateau Resources. Ltd 60/01/02 2pp 


DOCKET 40-8726 TETON EXPLORATION DRILLING CO .INC 


8002040221 Forwards hatl /Byproduc t License SUA-1373. negative 
declaration & EIA 

SCARANO. R A Uranium Recovery Licensing Branch SO/Ol/00 Ip 


—8002040232 Matl/Byproduct License 8UA-I373 for Teton Exploration 
Drilling Co. Inc. author! z ing ownersh ip. use. possets i on i< 
transfer of solid St slurry U oxide at Converse County. WY. 
Leuenberger leach RStO site 

SCARANO. R A Uranium Recovery Licensing Branch 80/01/08 

lOpp 


--8002040238 Negative declaration re matl/byproduct license for operation 
of Leuenberger project in Converse County. WY 
SCARANO. R A Uranium Recovery Licensing Branch 60/01/06 

2pp 


— 8002040242 EIA supporting issuance of Metl/Byproduct License 8UA-1373 
KAUFMANN. R S . MILLER. H J Uranium Recovery Licensing Branch 

60/01/08 40pp 


8002200469 Provides Subcommittee on Nuclear Regulation w/notlce of 
negative declaration re source & byproduct matls license 
W/o end 

» Division of Waste Management 60/01/11 Ip 


— 6002200463 Provides Subcommittee on Energy 8t Environ w/notice of 
negative declaration re source It byproduct matls license W/o 
enc 1 

a Division of Waste Management 60/01/11 Ip 


”“8002200488 Provides Subcommittee on Energy 8( Power w/notice of 
negative declaration re source t byproduct matls license W/o 
encl 

a Division of Waste Management 80/01/11 Ip 


— 8002200495 Provides Subcommittee on Environ. Energy 8< Natural Resourcee 
w/notice of negative declaration re source U byproduct matls 
license Forwards FR notice 

a Division of Waste Management 60/01/11 Ip 


— 8002200502. Negative declaration re Issuance of source tt byproduct matls 
license 

SCARANO* R A Uranium Recovery Licensing Branch QO/Ol/09 

2pp 
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DOMESTIC LICENSING OF PRODUCTION AND UTILIZATION FACILITIES 


DOCKET 50-2 UN IV OF MICHIGAN REBEAflCH REACTOR 


Q In«pectlan r«pttrts« IE Bullvtlnt U correspondence 


fl00220075& Forwards IE tnsp Repi 50-002/79-03 on 79J204-06 No 
noncomp liance noted 

HEISHMANr R F Region Chlcsgoi Reactor Operations Nuclear 

Support Branch BO/Ol/09 2pp 


—9002200759 IE Insp Rept 50-002/79-03 on 791204-06 No none omp 1 lance 
noted Major areas inspected organization (c logsi review & 
aud Itr r equal Ication training procedureii refuel lng« 
surveillance St eiperiments 

BOYD. D C , DRQNNiC H Region 3. Chicago, Office of the Director 
80/01/08 4pp 


DOCKET 50-3 INDIAN POINT STATION. UNIT 1 


F Becurltg. medical, emergency & fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergeneg 
response plans for facilities Requests designation of one 
representative per util bg 791231 Forwards FR notice 
GRIMES. B K Emergeneg Preparedness Task Force 79/12/21 7pp 


9002280701 Summarg of 79121B meeting u/l Ictnsees. state U local 
officials S( public in Ossining. NY re emergency preparedness 
NRC revlsiki of licensee revised plans ti public comments end 
0L8HAN. L Operating Reactors Branch 1 80/01/07 85pp 


8002120101 Requests addition of evening session for 800115 emergeneg 
preparedness workshop in NY Cltg Narking people will have 
difficulty attending workshop as presentig scheduled 
KEG9IN0 ER.ru New York, NY 80/01/09 3pp 


—8002120118 Requests agenda change for 800115 emergeneg preparedness 
workshop in NY Cltg Workshop does not provide adequate time 
for citizen participation 

HOLT. J Public Interest Research Group. New York BALZHAN.L 
Friends of the Garth LIEBOOLD, U Sierra Club 80/02/01 2pp 


— 8002120129 Discusses feasibilitg of emergency evacuation plan for 
facility t( surrounding area NRC has two options population 
will be vulnerable to radiation from potential accident 
or facility can be shut down 
RUNES, J Affiliation Unknown 80/02/01 tp 


-•>0002120137 Supports UCQ petition to decommission Unit 1 suspend 
operation of Units 2 ti 3 

PASBANNANTErU New York.NV 80/01/14 Ip 


—8002120149 Supports UC8 790917 petition to decommission Unit 1 ii 
suspend operations at Units 2 (t 3 Advises of legislation to 
create state commission to phase out nuclear power plants 
HINCHEY. M D New York, State of GO/Ol/14 Ip 


^-8002120160 Statement re regulation on emergency planning No remotely 
feasible emergency plan can adequately protect public 
against serious nuclear accidents 

SAND, D Public Interest Research Group, New York 80/01/15 4pp 


— 8002120173 Urges dosing of faclltties du* to proximity to dense 
population Evacuation of millions of people is not feasible 
KILLIKELLY.J . RABINOWITZ, G Affiliation Unknown 80/02/01 Ip 


— G0021201B6 Statement at NRG 800115 hearing in NY.NY 
ME89INQER.R. New York, NY BO/Ol/15 Ip 


— 8002120196 Statement at NRC 800115 emergency preparedness workshop in 
NY.NY 

FUDOEWITZrH. Affiliation Unknown 80/01/15 2pp 


— 8002120206 Urges adoption of Alternative B to proposed rule changes 
for emergency planning Nuclear plants should. at mln.be 
closed until evaculation plans have been completed Sc tested 
KARH0R8TEIN, E Affiliation Unknown 80/01/14. 2pp 


—8002120224 Urges closing of facilities due to problems associated 
w/evacuation of dense population 
KAMZAN.L Affiliation Unknown 80/02/01 2pp 


— 8002120235 Statement on behalf of Committee to Protect Children from 
Nuclear Dangers, at NRC 800115 hearing on emergency planning 
in NY.NY 

HOLT, d Affiliation Unknown 00/01/15 3pp 


—8002120245 Statement at NRC 800U5 hearing in NY.NY re emergency 
planning 

GROSS, M Affiliation Unknown BO/Ol/15 5pp 


— 8002120260 Request submitted on behalf of village Independent 
Democrats that NRC act favorably on UCS petition to 
decommission Unit t U suspend operation of Units 2 1, 3 
HOFFMAN. A Af fi 1 lat Ion Unknown 79/12/10 Ip 


— 8002120372 Urges organized program for public comment at 800115 
emergency prepardness workshop in NY.NY No provision 
exists to Insure that every person w/statement will be 
heard Statement of T Ueiss end 
ROSS. C F Affiliation Unknown 90/01/10 4pp 


— S0021202B3 Submits comments on proposed rule re emergency prepardness 
plans Offsite activity plans should be prepared by county 
civil defense organizations & state agency Limit pf 10 rnllo 
is logical It practical emergency planning zone 
TQWNENDiF Luierne County. PA 80/01/16 2pp 


8001300634 Discusses delays in resolving fire protection open items 
dua to late ii inadequate responses bg licensees Requests 
that licensees be called by project managers to obtain 
submittal dates for late or unscheduled items 
LAINAS.G Division of Operating Reactors 80/01/14 3pp 


8002110189 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
will include organ! la t ion, personnel qual 1 f icat ion h 
training, radwaste processing, moni toring b training 
BTELLO,V Office of Inspection & Enforcement, Office of the 
Director 80/01/22 3pp 


8002120069 Forwards request for addl info re facility contingency plan 
Request withheld (ref 10CFR2 970> 

8CHWENCER.A Operating Reactors Branch l 80/01/24 Ip 


8002040330 Forwards ’"evacuation Time Estimates for Areas Near Site of 
Plants," in response to NRC 79it29 Itr 

CAHILL, U J Consolidated Edison Co of New York 80/01/31 Ip 


— 8002040332 "Evacuation Time Estimates for Areas Near Site of Plants 
Six oversize drawings end 

a Parsons. Drlnkcrhoff, Ouada fit Douglas. Inc 80/01/31 hOpp 


8002190776 Forwards NRC comments on emergency plan Also forwards 
revised pages In response to each comment Major changes 
occur under Section 4 1 , dassif ica tion sys. which includes 
initiating conditions of NUREG-0610 

CAHILL. U J Consolidated Edison Co of New York 60/02/14 7pp 


— 8002190779 Revised pages to emergency flan for facility 
* Consolidated Edison Co of New York 80/02/29 35pp 


0 Adjudicatory correspondence 


8002190017 Ack receipt of 791211 Itr re nuclear power plant safety 
ORIMES.B. K Emergency Preparedness Task Force B0/01/Q9 Ip 


8002190019 Supports closing of nuclear reactors near large population 
areas 

BEEBE. B S Affiliation Unknown 79/12/11 2pp 


8002190025 Ack receipt of 791214 Itr re nuclear power plant safety 
CRIMES, B K Emergency Preparedness Task Force 80/01/07 Ip 


— 0002190027 Urges closing of nuclear reactor 

BALFOUR, L M Affiliation Unknown 79/12/14 Ip 


8002190034 Ack receipt of 791208 Itr re nuclear power plant safety 
GRIMES. B K Emergency Preparedness Task Force 00/01/09 Ip 


— 8002190039 Urges support in shutting down nuclear reactors in large 
population ctrs 

ZIELENSKI.A Affiliation Unknown 79/12/08 2pp 


0002190043 Ack receipt of 791206 Itr re nuclear power plant safety 
GRIMES, a K Emergency Preparedness Task Force 80/01/09 Ip 
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— Sa02190&5& Urge& ihutdouTi of nucls^ar reactor* located near large 
population ctr* Agalnet cornet of neu nuclear plants 
EAHES. S Affiliation Unlnouin 79/13^06 Ip 


800S150437 Acl receipt of 791210 Itr re nuclear poit)er plant safety 
GRtMEG< B K Etaergency Preparedness Task Force 60/01/10 Lp 


— B00S15O434 Urges shutting doun of all nuclear pouer plants It cessation 
of those under const 

FEUERNERK^R. A Af f il 1 atlon Unknoun 79/12/10 Ip 


8002150439 Acl receipt of 791312 Itr r* nuclear power plant safety 
ORIMESi^B K Emergency freparednest Task Force 80/01/10 Ip 


— 8002150450 Espressos concern re use of nuclear power Urges closing of 
nuclear power plants 

DEPASQUALEiL *1 Affiliation Unknown 79/12/12 lp 


600-2220289 Motice of Director's decision per 10CFR2 206. grant ing in 
part & denying in part UCS 770917 petition to revoke or 
suspend OL Director's decision containing discussion of 
petition available for insp &> copying 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/11 Ip 


BD02280303 Foruiarda director's decision under iOCFR2 206 re UCS 790917 
petition requesting revocation of Unit 1 license le 
luspension of Units 2 & 3 licenses Safe operation of Units 
2 It 3 must be assured 

DENTONtH R Office of Nuclear Reactor Regulation 00/02/11 4pp 


’'’*000228031 3 Director's decision under 10CFR2 206 issuing shou cause 
order why Unit 1 QL should not be revoked 6 discussing 
measures that should be taken to assure continued safe 
operation of Units 2 3 in response to UCS 790917 petition 

DENTON, H R Office of Nuclear Reactor Regulation. 00/02/11 
3lpp 


^280319 Order requiring licensee to sho-ui cause uhy Unit 1 OL should 
t be revoked b submit deconniss icning plan ulthin 120 
lys 

NTQN. H R Office of Nuclear Reactor Regulation 80/02/11 Spp 


2290339 Confirmatory order requiring licensee to perform end 
.ctions on Unit 2 ulthin prescribed schedule or place unit 
in cold shutdown pending completion of actions Util should 
revise procedures to require base load type of operation 
DENTON. H R Office of Nuclear Reactor Regulation 60/02/11 
19pp 


-’6002260348 C onf irnta t ory order requiring licensee to perform end 
actions on Unit 3 within prescribed schedule or place unit 
in cold shutdown pending completion of actions Util should 
revise procedures to require base load type of operation 
DENTONrH R Office of Nuclear Reactor Regulation 80/02/11 
I9pp 


Q0328D353 Notice of Issuance U availability of director's decision 
under J0CFR2 206 granting In part tc denying in part UCS 
790917 patition to revoke Unit 1 OL suspend operation of 
Units 2 & 3 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/11 Lp 


210371 Notion to partially strike NRC answer to NV Btabe Energy 
c ti Citirens Committee for Protection of Environ petitions 
review of ALAB^436 V ALAD-Sbl Opinions re seismic 
vity improperly introduced U/Cer t if icate of 8 vc. 

SC HAKE R, D Citiiens Committee for Protection of the Environment 

fSCHAKER.D Fleischaker* D S 80/02/13 7pp 


187 Order soliciting comnente of Interested parties public on 
or's decision per 10CFR2 206 denying UCS petition for 
pensLonjto be filed by 800229 Grants eitcnsion until 
' to- decide to review Oillnsky b Bradford vieue end 
E U Office of the Eecratary of the Commission 80/02/15 


76 Order granting eitension until 800404 for Commission to 
whether to review ALA6‘’436 I relevant portions of 
61 

8 J Office of the Secretary of the Commission 80/02/21 


al correspondence 


— 8002190013 Comments on emergency evacuation of populations around 
nuclear reactors Believes significant percentages of 
papulation not served. but threatened by nuclear power 
LARIAR, B Affiliation Unknown 79/12/16 lp 


8002190069 Ack receipt of 791206 Itr re nuclear power plant safety 
ORIHES, 8 K Emergency Preparedness Task Force 80/01/07 Ip 


— 8002190076 Opposes const of nuclear reactors near population ctrs l« 
requests all hearings be held on weekends to allow for max 
attendance by public 

FLEI0HER.E Affiliation Unknown 79/12/06 ip 


J Insurance It indemnity information 


0002260333 Forwards Endorsements 104 It 105 to NELIA Policy NF-lOOr 
Endorsement 92 to MAEUU Policy MF“29, Endorsement 3 to NELIA 
Binders EB-5 It EB -6 It Endorsement 3 to KAELU Binders XB-5 8 < 

XB -6 

CAHILL 4 U J Consolidated Edison Co of New York 00/02/22 GpP 


P Operating license stage documents & correspondence 


8002150300 Forwards questions re NUREO-057Qj THI-2 Lassons Learned Task 
Force requirements concerning auxiliary feedwater sgs 
automatic initiations It flow indications to steam 
generators Raquests response by 791214 

SCHUENCER.A Operating Reactors Branch 1 79/12/12 2pp 


6002150327 Discusses commitments 1 schedule re TNI Lessons Learned Task 
Force recommendations Requests 48-h notification should 
unforeseen circumstances revise stated position Requests 
documentation of implementation methods 

DENTON.K R Office of Nuclear Reactor Regulation 79/12/27 3pp 


6002190029 Forwards draft confirmatory order* It orders to show cause re 
implementation of Category A Lessons Learned Task Force 
&bort~term requirements to be completed by BOOiSi Ic G0D215 
EtSENHUT.D 0 Division of Operating Reactors 79/12/31 43pp 


6002110276 Extends comment period re draft NUREO-0630 to G00116 

6 AMMILL.U P Assistant Director for Standard I* Advanced Reactor* 
eO/01/03 3pp 


8002120457 Refers to NRC 791129 Itr Forwards considerations of NflC 
review re improved interim operetional actions. current 
licensing actions It severe accident mitigation features 
EISENHUT.D 0 Division of Oporating Reactors 80/01/10 3pp 


8002170035 Responds to 80010B request for info re storage of spent 
fuel Informs of present authoriied storage pool capacity 
It number of spent fuel assemblies stored in each pool 
SCHWENCER. A Operating Reactors Branch 1 00/01/21 Ip 


—0002190840 Forwards T Abramson 771231 Itr requesting Info re handling, 
storage, pac kaging It disposal of radwaste 

KERR. O U Assistant Director for State Agreements Programs 
GO/01/03 3pp 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & Hr from State of 8 C to Chem-Nuclear 8 ys 
describing restrictions for waste disposal in SC 
EISENHUTi D 0 Divlflon of Operating Reactors 80/01/29 28pp 


8002110274 Supplements response to FOIA request for document* re 
Pawling. NY site Documents listed in App A located In 
Abriance Nemorial Public Library. Poughkeepsie. NY !< at LPDRs 
in Uhlte Plains & Catskilt.NY 

FELTON. JN Division of Rules and Records 80/01/31 2pp 


8002110330 Supplements response to FOIA requests for documents re 
activities of four companies at Pawling.NV site Documents 
listed in App are In Abriance Nemorial Public Library. 
Poughkeepsie. NY & LPDRs in Nhlte Plains & Catskill.NY 
FELTON. J N Division of Rules and Records 00/01/31 4pp 


80022i00?6 Transcript of B00205 presentation In Nashington. DC by 
commenters in UCS 10CFR2 206 petition Horning session 
Pp 1-141 

» Commission. 00/02/05 142pp 


'9 Act receipt of 791216 Itr re nuclear power plant safety 
8 K Emergency Preparedness Task Force 00/01/07 lp 
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Q Intpection rcpartti IE Qulletin* carrevponitencs 


a00Z15037S Notifie« thAb regulation* re resident ihsp program amended 
to require poiiier reactor licensee* to provide NRC Insp 
personnel u/onti te# Tcnt''freer esc lusive use of ofc space & 
immediate access to facilitg 

8TELU0« V, Office of Inspection tc Enforcementi Office of the 
Director 79/12/07 3pp 


8002010446 Responds to IE DuUetin 79-25 re failure of Westlnghouse BFD 
relags in saf etg-related sgt Rclags are installed In Unit 2 
Performance is verified bg periodic surveillance tests Mo 
problems encountered 

CAHILL^W J Consolidated Edison Co of New York 79/12/24 4pp 


8002150S25 Forwards response to IE Bulletin 79-28 Three saf etg-related 
valves inside containment have limit switches installed Mo 
corrective action considered necessarg Mill replace top 
cover gaskets prior to using switches 

CAHILLj M J Consolidated Edison Co of New York 80/01/10 2pp 


800227000B Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlB 
should be deleted 

ORIERiD H Region l^ Philadelphia! Office of the Director 
80/01/17 Ip 


80022S0036 Forwards IE Info Notice 0O-O3f “Main Turbine 

Elcctrohgdraulic Control 8gi ” Mo specific action required 
ORIERfD.H Region li Philadelphia! Office of the Director 
80/01/31 Ip 


8002260031 Forwards IE Circular 79-2Si8uppl A. “Shock Arrestor Strut 
Assemblg Interference “ No written response required 
0RIER!D H Region Ir Philadelphia* Office of the Director 
00/01/31 Ip 


8002230305 Forwards IE Circular 00-02* "Nuclear Power Plant Staff 
Mork Hours “ No written response required 

0RIER!B H Region t! Phi ladelph la* Office of the Director 
80/02/01 ip 


0002210249 Forwards IE Bulletin 80-03« “Lost of Charcoal From 8td Tgpa 
r I, Two-Inch* Trig Adsorber Cells •' Action required 
0RIER*B H Region 1* Phi ladelph la* Office of the Director 
00/02/06 ip 


8002230083 Forwards IE Info Notice 80-05* “Chloride Contamination of 
8af etg-Related Piping U Components “ No written response 
required 

DRIER* B H Region i* Philadelphia* Office of the Director 
80/02/08 Ip 


R Periodic operating reports related correspondence 


8002030536 Forwards “Annual Nonrad iological Special Environ Operating 
Rapt for 1979 " 

CAHILL* W J Consolidated Edison Co of New York. 80/01/29 Ip 


■B0D2OSO54O “Annual Nonrad iolog leal Special Environ Operating Rept for 
1979 “ 

* Consolidated Edison Co of New York 79/12/31 6pp 


8002150389 Forwards fish monitoring rept for Jan 1980 

MDNTI*W A Consolidated Edison Co. of New York 80/02/10 Ip 


— 8002150390 Fish monitoring rept for Jan 1980 

e Consolidated Edison Co of New York. 80/02/10 16pp 


8002200518 Forwards "Thermal Surveg Programi Routine Monthlg Thermal 
Monitor Ing* Aug 1977 Surveg* " Rept 4 

CAHILL. N J Consolidated Edison Co of New York 00/02/13. Ip 


■8002200540 "Thermal Survey Program* Routine Monthly Thermal Monitoring* 
Aug 1977 Survey* " Rept 4 

* Consolidated Edison Co of New York 80/01/31 i200pp 


8002210396 Forwards tabulation of dally fish collection for Jan 1980 
Tabulation includes dally species breakdown U total weight 
for Unit 2 only. Units I U 3 circulators were not operating 
during Jan 

ZARAKASrP. Consolidated Edison Go of New York, 80/02/14 Ip 


—8002210400 “TaboUtlon of Daily Fish Counts from Intake Screens for Jan 
1900. “ 

4 Consolidated Edison Co of New York 80/01/31 3pp 


T Hearing transcripts on non-antitrust matters 


0002200724 Transcript of 800205 presentation in Nash ihgtoni DC by NRC re 
UCB 2 260 petition on Indian Point Pp l4lVl42-261 Afternoon 
session Briefing outline viewgraphs end 

* Commission 00/02/05 235pp 


8002280690 Transcripts of 6002D6 continuation of briefing by NRC on 
tOCFR2 206 petition re facilitijiPp 262-206 
e Comthisilon 60/02/06 26 pp 


— B0022B0696 Provides outline of available options re UC8 petition under 
10CFR2 206 

DiCKUITtL Office of the General Counsel 80/02/06 6pp 


U Congrcsslonal/Executive Correspondence 


0002010570 Comments on UC8 790917 petition seeking to resolve issues re 
safety U site suitability Urges prompt consideration of 
petition merits 

CHISHOLM. 3 House of Rep 80/01/09 Ip 


0002220241 Responds to 000109 Itr re UCB petition for proceedings re 
facility safety issues Petition referred to NRC technical 
personnel for evaluation NRC must grant petition or state 
reasons for denial 

BICKUIT*L Office of the General Counsel 80/01/22 Ip 


6002290118 Responds to 791206 Itr urging aipeditious response to UC8 
petition re safety site location NRC will present response 
to Commission at 800205 public meeting Commission will hear 
related comments prior to meeting 
AHEARNE.J F Commission BO/02/04 Ip 


— 8002290127 Requests that Commission begin formal proceedings to 
consider UC8 790917 petition re facility decommissioning 
Continued facility operatlor^ may pose serious haiard to 
public health t* safety 

HOLTZHAN.E House of Rep 79/12/06 2pp 


8002290136 Responds to 791217 Itr urging expeditious response to UC8 
petition re safety tc site location NRC will present response 
to Commission at 800203 public meeting Commission will hear 
related comments prior to meeting 
AHEARNE.J F Commission 80/02/04 tp 


— 8002290142 Requests that Cammission expedite response to UC8 petition 
re facility safety I* site location issues Failure to correct 
safety problems would be irresponsible 

FISH. H House of Rep * Judiciary Committee 79/12/17 Ip 


DOCKET 50-3 PENNSYLVANIA STATE UN IV, RESEARCH REACTOR 


0 Adjudicatory correspondence 


8002120105 Advises that petition for rulemaking has been withdrawn in 
response to 790930 Itr FR notice end 

FELTON* J M Division of Rules and Records 79/12/20 2pp 


— 8002l201i0 Notice of withdrawal of petition for rulemaking 73-4 per 
8H Levine 790830 Itr, NRG will continue to evaluate radiation 
level needed for 8NM to bo self-protecting 

CHILK.8 J Office of the Secretary of the Commission 79/10/lB 
2pp 


— 8002120116 Requests that 790131 Itr not be used as petition for 
rulemaking Hopes that efforts of research reactor community 
will be integrated Into final rules 

LEVINE* 8 H Pennsylvania State Unlv 79/00/30 Ip 


Q Inspection reports* IE Bulletins U correspondence 


8002250354 Forwards IE Circular 80-02i “Nuclear Power Plant Staff 
Work Hours “ No written response required 

0RIER.5 H Region 1* Philadelphia. Office of the Director 
80/02/01. Ip 


DOCKET 50-10 DRESDEN NUCLEAR POWER STATION* UNIT t 


P Security* medical* emergency 8t fire protection plans 


BOD2040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forward* FR notice 
GRIMES* B K Emergency Preparedness Task Force 79/12/21 7pp 
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8002210905 ForuariJt firs piatsction rsviciti ^or Item 3 1 3 rs fire iiistsr 
pump Licen-see 791204 design details for neu pump are 
acctptab l« 

MALLiR E Braokftavsn National Latontorij 80/02/13 2pp 


S00227049B Forwards fire protettlon review Item 3 1 1 re fire detection 
sijf Is satisfactorg & sKould be accepted bg NRC Iteni 3 19 
re water suppression sgs is generallg acceptab 1 e> but sonti 
points req^uLre NRG revieui 

H^L« R E Brookhaven Ifational Laboratory 60/02/20 4pp 


8002280611 Requests delay in filing input to fir* protection review 
Itin 3 2 4 re eiposed structural steel until NRC completes 
evaluation of alternate shutdoun capabilities Item 3 t 5 
forwarded on 800220 

'HAULjR. E Brookhaven National Laboratory 60/02/21 Ip 


H -General correspondence 


6002290619 Responds to I tr eipressing concern r« chemical 
dccontaeiination at facility Decontamination should improve 
safety of reactor & reduce eiposure of plant personnel to 
radiation Safety evaluation end 

VOLLMER.R H Systejiatlc Evaluation Program Branch 60/01/31 
4pp 


—>8002290626 Opposes chemical decontfminat son Util plans to decontaosinata 
bg flushing caustic solvent through water cooling pipes to 
rimove radipactivc metal acides Solvent itself will become 
radioactive 6 difficult to dispose of 
THOMAStT Affiliation Unknown 80/02/06 Ip 


I Financial information 


8002260919 Forwards Annual Financial Rept 1979 

BRE6EKANN.ru Commonwealth Edison Co 80/02/22 Ip 


— 800226053B Annual Financial Rept 1979 

• CoiTLinonwea 1 th Edison Co 79/12/31 24pp 


J Insurance 6 indemnity information 


0002120698 Forwards Endorsement 2 to AMI Binders EB**!* EB''2* £0-3i- EB-29r 
ED-30. ED-42 & EB'43 S. KAELU Binders XS-1 . XB-2^ XD-3. XD-29. 

KB-30rXB-42 h XB-43 

as TER I J Comcnon wealth Edison Co 80/02/05 29pp 


M20699 Forwards Endorsements 120 6 121 to hlELlA Policy NF-43 & 
idars*fnsnt 102 to MAELU Policy KF-22. Endor lemftnts 60 tc 61 
1 NELIA Policy NF- 167 1 Endorsement 91 to iiaelu Policy I1F-54 
Endorsements 49 t 50 to NELIA Policy NF-201 
iTEftr J Cammonuealth Edison Co 80/02/07 i2pp 


advisory Committee on Reactor Safeguards reports & correspondence 


2150242 Forwards "Rept of ACRS on Selected Safety Issues Related to 
WRs 

lOELLER.^D U ACRS - Advisory Committee on Reactor Safeguards 
76/12/12 Ip 


-8002150950 Summary of 721207-09 tneeting re drift of pressure switch set 
paint at facilities 

< AGR8 - Advisory Comniittee on Reactor Safeguards 72/12/D9 
3f P 


Operating license stage documents U correspondence 


070050 FOIA request for documents re failure to conduct EIS for 
ersical cleaning af facility 

CULLOI70H. E R McCullough, E R 79/12/10 Ip 


040424 Discusses 7910 1 8. 1 121 , 30 . J203 it 17 1 trs submitting 
mmitments & schedules for implementation of Lessons 
rned Task Force recommendations NRC uill be performing 
t-imp J ementation review of implementation method 
TOR,H R Office of Nuclear Reactor Regulation 77/12/27 2pp 


?0029 Forwards draft corif irmatary orders & orders to show cause re 
lementation of Category A Lessons Learned Task Force 
rt-t*rn requirements to be completed by 80D131 6 800219^ 

0 Division of Operating Reactors 79/12/31 43pp 


[0276 Extends comment period re draft NLlREO-0630 to 800116 
tILL. W P Assistant Director for Standard It Advanced Reactors 
H/03 3pp 


8002010552 Submits NRC position re criteria for evaluating pipe Whip 
impact h jet impingement effect* of postulated pipe breaks 
Criteria applies to postulated pipe breaks for SEP Topics 
III 3 A tc III 5 B 

ZIEMANN.D L Dperatlng Reactor* Branch 2 80/01/04 3pp 


8002040154 Requests info to determine whether frequency of control rode 
falling to fully insert has changed since last reported 
occurrence. Also requests summary of other control rod drive 
malfunctions for same time period 

ZJEMANNiD L Operating Reactors Branch 2 80/01/11 3pp 


8002070054 Responds to FOIA request for document* re failure to conduct 
EIS for chemical cleaning of facility Forwards requested 
documents listed in App A 

FELTON# J M Division of Rules and Records 80/01/16 7pp 


— 6002070099 Discusses review of author nation to perform chemical 
decontamination of interior surfaces of facility Authorizes 
decontamination Forwards 751209 8ER 

OOLLERiK R Atomic Energy Commisslonf Directorate of Licensing 
75/12/09 2pp. 


— 8002070099 Ack receipt of K Drey request for EIS for facility primary 
coolant syi chemical decontamination Requests determination 
of course of action re response Ic schedule for submitting 
response within "reasonable time " 

O "CONNOR# P M Operating Reactors Branch 2 (Pro 791030>. 79/04/13. 

4pp 


— 8002'070092 Forwards info re radiological Ic matl testing canctrm# in 
response to NRC 780502 request for addl info concerning 
facility chemical cleaning 

Ti/RBAK/S Commonwealth Edison Co 78/05/19 50pp 


—60020-70096 Forwards end to Itr to be transmitted to DOE# addressing 
questions raised by K Drey concerning chemical cleaning 
project at Dresden 1 

JANECEK.R F Commonwealth Edison Co 79/05/29 0pp 


—8002070113 Confirms info provided to NRC in telcon w/Dou Nuclear 8vce 
No leach rate data exists for concentrated N8-1 solvent 
No difference £n leach rate Is expected between varying 
concentrations of N6-I solidified w/Dow polymer 
JANECEK.R F Commonwealth Edison Co 79/06/04 Ip 


—8002070130 Urges that assurance be made to public that decontamination 
of Dresden Unit 1 will not endanger humans or environ Urges 
that EIS be completed 

0Ur-00#C Pollution Environmental Problems 79/06/22 Ip 


—8002070137 Forwards NRC responses to K Drey 790319 Itr re Dresden 1 
decontamination experiment Behavior of solidified Chelating 
decon tamination wastes in human disposal environ 
unpredictable Needs assurance that waste will be solid 
MARTIN# J B Division of Waste Management 79/08/30 9pp 


— 800-2070138 Discusses partial results from 6NL test of simulated 
deconteminatlon wastes Recommends that container that can 
withstand corrosion better than steel drum be used at 
Dresden 1 Forward* BNL results 

BISHOP, C Low Level Waste Licensing Branch 79/09/21 Ip 


— 6002070190 Notification of 791017 meeting w/Dow Chemical Corp in Bilvtr 
Spring. KD to discuss low level waste solidification process 
8( sol idi f ication of decontamination wastes at Dresden 1 
BISHOP. C Low Level Waste Licensing Branch 79/10/11 Ip 


— 8002070157 Responds to 790404 request to review K Drey Itr re proposed 
chemical decontamination of facility Forwards NRC 790409 
Itr advising that K Dray- Itr will be treated at request for 
action under 10CFR2 206 

OOSSICKrt V Office of the Executive Director for Operations 
79/04/30 tp 


8002070013 Forwards draft "SEP Topic 111-9 C. Irradiation Damage.Use 
of Sensitized Stainless Steal k Fatigue Resistance " 

Requests comments within 30 days 

ZIEMANN.D L Operating Reactors Branch S 80/01/17. 2pp 


—8002070021 Draft "EEP Topic Ill-B C. Irradiation DamageiUsa of 
Bensitiied Stainless Steel It Fatigue Resistance " 
e Operating Reactors Branch 2 80/01/17 3pp 


8002190790 Summary of 791213 meeting w/Gomm Ed in Bethetda,MO re anchor 
bolt base plate flexibility analyses performed In 
accordance w/IE Bulletin 79-02 Data on anchor bolt analysis 
in close agreement Meeting agenda end 

JORDAN# E. L Division of Reactor Operations Inspections 60/01/17 
6pp 


J 
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800S070900 Noti^ic^tltin of Q00201 mtetlng u/uii It i Usitsrn 0•opJ^y licalr 
KMC 1 Inc Si FUORO ConiuHlng EnglneRrs U Ocolagisti In 
fi«th*silai KD io dlfcuit site tpaclfic seiimic inputs 
dtvalopttf bvi utils 

O'CGNNQRfP 14 Optratinp Rsactori Branch 2 QO/01/2? 2p p 


B002140005 Discussal racant davclopments impacting uasta disposal 
oparations at commarclal lou laval waits burial titai 
Foruards Ucania ti Itr from Btata of 8C to Cham-Nuclear 8gs 
describing restrictions for uaste disposal In SC 
ElSENHUTiD 0 Division of Operating Reactors 00/01/29 2Gpp 


G00S0&045G Forwards "Adec^uacy of Station Electric Distribution Sys 
Voltageit In reiponte to NRC 79080B Ic llOl Itrs re 
auxiliarg power sge 

JANACEKi R F Commonwealth Edison Co BO/02/01 Ip 


— 0002060450 “Adaiiuacg of Station Electric Distribution Sgi Voltages " 
• Commonwealth Edison Co 00/08/01, iSpp 


0002080530 Forwards "Adsquacg of Station Electric Distribution Sgs 
Voltagesi" in reiponie to NRC 790808 Itr 
JANEC£K«R.F Commonwealth Edison Co 00/02/01 3pp 


— 8002000538 "Adequacy of Rtation Electrical Distribution Sgt Voltages " 
a Gargent U Lundg, Inc. 80/01/29 13pp 


8002080550 Updates recirculation pump trip mod installation schedule 
In response to NBC request. Mods for Ouad-Citles 2 will be 
Implemented bg 801231, Dresden 2 refueling shutdown will 
begin 801831 

PEOPLE04 D t- Commonwealth Edison Co 00/02/04 2pp 


8002190632 Submits Info re completion of HPCI sgs Structural work 
complete Chemical cleaning of prlmarg sgs will be completed 
prior to mechanical uork.Sgs preoperational tests & revised 
ECGB design rept being written 

JANECEKrB F Commonwealth Edison Go 80/02/06 Ip 


0002200088 Responds to 791119 request for info re onsite ofc space for 
NRC resident Inspectors Provides plans for accommodating NRC 
resident inspectorj which includes remodeling & converting of 
rooms if neceisarg 

PEOPLES* 0 L Commonwealth Edison Co SO/02/06 Ip 


8002210454 Porwardi revised Page 5-2 to CE-l^A describing QA programi 
in response to NRC 791108 Question 421 13 
JANECEKrR F Commonwealth Edison Co 80/02/15 ip 


— -QOO221O470 Revised Page 5-2 to CE-l-A describing QA program 
* Commonwealth Edison Co. CE-l-A 79/12/21. Ip 

8002250679 Forwards Revision 12 to Topical Rept CE-l-A* describing QA 
program 

NAUOHTQNiN F Commonwealth Edison Co 00/02/21 Ip. 


— 0002250706 Revision 12 to Topical Rept CE-l-A* deicrlb Ing QA program 
a Commonwealth Edison Co, CE-l-A 80/02/14 44pp 


Q Inspection reports* IE Bulletins L correspondence 


8002010498 Forwards IE Imp Repts 50-010/79-24*50-237/79-88 
ti 50-249/79-26 on 791105-1204 No noncompl lance noted 
HG18HMAN*R.F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 79/12/27. 2pp 


—8002010503 IE Insp Repts 50-010/79-24,50-237/79-20 It 50-249/79-26 on 
791105-1204 No noncompl lane# noted Major areas inspected, 
physical protection* securttg organ! zaHon* physical barriers, 
access control ti communications. 

BARKER* 0 L * 6PE8SARD* R L Region 3* Chicago, Office of the 

Director, 79/12/18. 5pp. 


8002000041 Forwards IE Bulletin 79-OlDr "Environ Qualification of 
Glass IE Equipment, *' Action required. 

KEFPLERrJ 0 Region 3, Chicago* Office of the Director 80/01/16 
Ip. 


8002060667 Responds to IE Bulletin 00-01 re operablUtg of autometic 
depressurization sgs Util developed program to confirm 
seismic cepebilitg V leakage rates for valve pneumatic 
supply sys, 

PEOPLES* D.L Commonwealth Edison Co 80/01/18 2pp 


8002060084 Forwards IE Bulletin 80-02, "Inadequate QA for Nuclear 
Supplied Equipment " Response required, 

KEPPLER,J. 0 Region 3, Chicago* Office of the Director 80/01/22 
Ip 


8002060229 Forwards IE Info Notice 00-02* "BXBR Uater Rod Lower End 
Plug Wear " No specific action or response required 

KEPPLER.J 0 Region 3, Chicago, Office of the Director BO/Ol/85 
IP 


8002290029 Forwards IE Insp Repts 50-OlO/79-25i 50-237/79-29 h 
50-249/79-27 on 791203-000104 8* notice of violation 
HEISHMAN* R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 00/01/26 2pp 


—8002290031 Notice of violation from insp on 791203-Q00104 

* Region 3. Chicago, Office of the Director 80/01/25 ip 


—8002290035 IE Insp Repts 50-010/79-25,50-237/79-29 U 50-249/79-27 on 
791203-800104 Noncompliance noted station personnel eating* 
dr i nklng, smok ing It chewing in radiation area 
8PESBARD, R L . BARKER, J L , TONGUE, T H Region 3, Chicago, 

Office of the Director 80/01/25 llpp 


8002250107 Forwards IE Info Notice 80-03* "Main Turbine 

Electrohy draul ic Control Sys " No specific action required 
KEPPLER, J 0 Region 3* Chicago, Office of the Director 00/01/31 
Ip 


ft Periodic operating reports l< related correspondence 


0002060685 Forwards "Environ Dose Pathway Studies* Spring 1978 - Summer 
1979 " 

UANECEKrft F Commonwealth Edison Co 79/12/31 Ip 


—8002080686 "Environ Dose Pathway Stud ies* Spring 1978 - Bummer 1979 " 
e Commonwealth Edison Co 79/12/31 51pp 


6002120647 Forwards monthly operating repts for Jan 1990 
STEPHENSON, B B Commonwealth Edison Co 80/02/06 Ip 


—8002120653 Monthly operating repts for Jan 19B0 

ClESZKIENlCZi 8 Commonwealth Edison Co 80/02/01 19pp 


DOCKET 50-13 BABCOCK It WILCOX CO CRITICAL FACILITY 


H General correspondence 


8002270372 Forwards "Recorded Personnel Whole Body Count Exposures 
for Cy79 " 

OLSEN*AF Babcock |< Wilcox Co dO/02/20 2pp 


DOCKET 50-20 MASSACHUSETTB INST OF TECH ftE9 REACTOR 


K Utility Final Safety Analysis Report <FBAR} St amends 


8002140650 Forwards Revision 17 to 8AR 

CLARK*L Massachusetts Institute of Technology 80/02/07 7pp 


—8002140655 Revision 17 to BAR 

a Massachusetts Institute of Technology 00/02/07 6pp 


0002200548 Forwards Revision 18 to F8AR re deletion of blade drop time 
tests from startup checklist It installation of third primary 
coolant heat exchanger 

CLARK*L Massachusetts Institute of Technology 80/02/22 Ip 


— 0002280553 Revision 10 to F8AR re deletion of blade drop time tests 
from startup checklist L installation of third primary 
coolant heat exchanger Oversize drawing end 
♦ Massachusetts Institute of Technology 00/02/22 llpp 


Q Inspection reports, IE Bulletins t* correspondence 


8002280146 Forwards IE Insp Repts 50-020/79-03. 7O-00B9/79-O2, 
70-0194/79-02 I* 70-0938/79-02 on 791114-15 

MARTIN*W 0 Region 1, Philadelphia* Safeguards Branch 80/01/14 

2pp 


—8002200152 IE Insp Repts 50-020/79-03*70-0089/79-02,70-0938/79-02 l< 
70-0194/79-02 on 791114-15 No noncompllanee moted Major 
areas Inspected matl control & accounting 
JOYNER, JH Region 1* Philadelphia* Safeguards Branch, 

ZIBULGKYiH * 6MITH*0 C Region 1* Philadelphia* Office of the 
Director 80/01/09 Bpp 
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G002S50351 Foruard« IE CLrculgr G0'03« “Nuclear Pawtr Flatit Staff 
Work Hour* " N 0 written ratpont* required 

ORtER.B H Region 1. Pti i lade Iphia. Office of the Director 
80/oai/oi ip 


DOCKET SO -22 WESTINGHOUSE TEST REACTOR 


0 Inepection reports* IE Bulletini & oorraipondcnc e 


80022502*18 Forwartfi lE Oirculer GO^OS* "Nuclear Power Plant Staff 
Wort Hour* " No tirltten respon*# required 

ORlERi-D H Region 1< Ph i l4dcl pKla* Office of the Director 
GO/OS/01 Ip 


DOCKET 50-27 HASHINOTDN STATE UNlV. RESEARCH REACTOR 


J Inturance i* mdemnlt^^ information 


80022A0671 Requests up-to-date capt; of Indemntty Agreement E-38 
UlLSON^U E Washington State Univ 80/02/20 Ip 


Q Inspection reporter IE Bulletin* if correspondence 


B00220027& Forwards IE Insp Rept 50-027/79-03 on 791217-19 No 
noncQtnpl iancc noted 

CREWS) J L Region 5< San francisca* Office of the Director 
80/01/lS 2pp. 


—0002200283 IE Itisp fiept 90-027/79-03 on 791217-19. No noncompliance 
noted Major area* inspected logs it rec ords* review audit* 
requal if 1 cation trainingr procedures* survei 1 lance % 
esperimant* 

CHAFFEE* A E , JOHNSON* A D * FAULKENBERRY* 8 Region 5, San 
Francisco* Office of the Director 80/01/15 4p 


800229063S Forwards IE Circular 80-02. “Nuclear Power Plant Staff 
Work Knurs ** No written response required 

ENGELKEN. R H Region 5i San Francisco* Office of the Director 
80/02/01 Ip 


DOCKET 50-29 YANKEE-ROME NUCLEAR POWER STATION 


F SecuTitg. medical* emergencg l< fire protection plans 


G002040007 Announces regional workshops to discuss feasibiHtg of 
proposed change to regulation on radiological emergtncg 
response plans for facilities Requests designation of one 
representative per util by 791231 Foruiards FR notice 
CRIMES* B K Emergencg Preparedness Task Force 79/12/21 7pp 


8002190224 Forwards evaluations Of Nutech* Inc 791003 Rept S5P-Oi-D01* 
"Smoke Simulation Probotgpe Test Conducted at Facllitg *' 

Nutech method does not satisfg rcquirenent for in situ 
testing in fir« protection safely evaluation 
LAINAS*0 Plant Sgsteeis Branch 80/01/JS 2pp 


— GDD219022S Comment* on flutech* Inc smoke detector siting pilot test Teet 
method was applied u/o appropriate engineering to develop 
technique 

ft/NSrF C Aerophgsics Co 79/11/09 3pp 


8002110156 Advises that NRC will perform special appraisals of health 
physics programs during CVBO in lieu of routine insp Scope 
will include organi lation* personnel qua 1 if Icati on & 
tra ining* radwaate process ing. monl toring It training 
STELLOit/ Office of Inspection L Enforcement. Office of the 
Director 80/01/22 3pp. 


8002040502 Fowards estimates of calculated total evacuation times t 
sector evaci/atlort routes & dimensions HA Civil Defense 
Agency 800128 1 tr re evacuation time estimates cncl 
VANDENQUROHf D. E Vermont Yankee Nuc 1 ear Power Corp 60/01/30 25pp 


0002140190 Notification of 000312-13 meeting w/utll in Rowe.MA to 
discuss upgraded util emirgencv plan it state it local plans 
BURGER. A Operating Reactors Branch 2 60/02/01. 3pp 


0 Adjudicatory correspondence 


0002050495 Submits addl info re response to show cause order Cable 
procured in tine for installation of reset function for 
diverse containment isolation Submittal completes 
mplementation of NLfRE&-057e Category A item* 

■'OOY* D E Vankee Atomic Electric Co 80/01/30. Ip 


P Operating license stage document* it correspondence 


0002190146 Forwards questions re NUREG-0578, THr-2 Lessons Learned Task 
Force requirements concerning auxiliary feeduattr *y* 
automatic initiations L flow indications to steam 
generators Requests response hy 791214 

ZIEMAMN.D U Operating Reactor* Branch 2 79/12/12 3pp 


0002190029 Forwards draft confirmatory orders orders to «how cause re 
implementation of Category A Lessons Learned Ta*k Force 
sHort^'torm requirements to be completed by 800131 800215 

EI5ENHUT*D 0 Division of Operating Reactors 79/12/31 ASpp 


8002110276 Extends comment period ra draft NUREG-D630 to 000116, 

OAMMILL. N p Assistant Director for Standard It Advanced Reactors 
80/01/03 3pp 


8002190038 Accept* util 790927 commitment to remove reactor cavity 
seal ring during normal operations prior to startup 
fullotiilng next refueling outage Commitment resolves issue 
discussed in NRC 790726 Itr 

ZIEHAMN.D L Operating Reactor* Branch 2 80/01/28 2pp 


8002070500 Notification of 000201 meeting u/uti Is* Western Oeophysical* 
KMC. Inc It FUQRO Consulting Engineers & Otologists In 
Bethefrda*HP to discuss site specific seismic inputs 
developed by utils 

Q 'CONNOR. P U Operating Reactors Branch 2 80/01/29 2pp 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license L Itr from State of SC to Ghem-Nuclear 0ys 
describing restrictions for waste disposal in SC 
EISENHUT. D 0 Division of Operating Reactors 80/01/29. 2Bpp 


8002040576 Forwards proposed Tech Spec changes re emergency boiler 
feedwater sy* surveillance requirements 

VANDENBUAOH. D £ Yankee Atomic Electric Co 80/01/30 2pp 


— 8002040SB1 Proposed Tech Spec* changes to Sictions 37l28*47l2r» 
emergency boiler feedwater sys & surveillance requirement* 

• Yankee Atomic Electric Co 80/01/30 2pp 


8002140200 Notification of 800204 meeting w/util in Bethesda.HD to 
discuss assessment of seismic design capability 
O'CONNOR. P W Operating Reactor* Branch S 60/01/31 2pp 


8002220366 Draft. "Hydrologic Probable Max Flood Analysis “ 
# Yankee Atomic Electric Co 80/01/31 50pp 


0002220165 Advises that implementation of Category A items of 800102 
show cause order. except Item 2 1 7 a. will be subj of post- 
implementation review 

OEMTD^. H R Office of Nuclear Reactor Regulation 00/02/01 2pp 


8002280436 Forwards NRC safety evaluation & consultant rept re steam 
generator water hammer Existing means for minimlxlng 
occurence of steam generator water hammer art acceptable 
IIEHANN. D L Operating Reactors Branch 2 00/02/05 2pp 


— 000-3280440 Safety evaluation concluding that existing mean* for 
mlnltnliing occurence of steam generator water hammer are 
acceptable 

• Office of Nuclear Reactor Regulation 80/01/31 3pp 


— 0002280442 "Steam Generator Water Hammer Technical Evaluation. " u/ 
800109 forwarding Itr 

DEARIEN.J A EO it Of Inc 00/01/31 13pp, 


8002220297 Forwards draft evaluation 0 # SEP Topic XV-20* "Radiological 
Consequences of Fuel Damaging Accidents ilnside t< Outside 
Containment) " Evaluation will be used In safety eiieisment 
at completion of SEP W/o end 

CRUTCHFIELD* D. M Systematic Evaluation Program Branch 60/02/11 

Ip 


6002220350 Discusses resolution of asymmetric LQCA loading iseue First 
phase of program will identify plant mods nectisary to 
accommodate LOCA outside reactor pressure vessel cavity. 

Final results It design details available by NoV 1900 
KAY* J A Yankee Atomic Electric Co 80/02/13 Ip. 


8002270294 Responds to NRC BOOlOl request for action plan re anchorage 
& support of saf etg-rclated electrical equipment. Will 
develop list of equipment attached to floor. Inep of Items 
w/cepability to dantage It conduct evaluations 
KAY. J A Yankee Atomic Electric Co 80/02/20. Ip. 
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G Inspection reportii IE Dulletins t< cort' es p ond ence 


Q00Z15O415 Notifies thet regulatloni re resident insp program amended 
to require pouer reactor licensees to provide NRC insp 
personnel u/onsi te. rent-freei exclusive use of ofc space & 

Immediate access to facilitij 

STELLOj V Office of Inspection & Enf orcementi Office of the 
Director 79/12/07 3pp 


0002140^91 Foruards IE Insp Ropts S0-029/79-l3« SO-27 1/79-18 & 
30-309/79-16 on 791022-26 8i 29-31 No noncompliance noted 
QRUNNERi E J Region li Phi ladelph iai Reactor Operations Nuclear 

Support Branch 79/12/19 2pp 


—0002140716 IE Insp Repts 30-029/79-13» 50-271 /79-ia It 50-309/79-16 «c 
791022-26 & 29-31 No noncompliance noted Na^or areas 
inspected QA program implementat loni QA/QC organi latloni 
design changes 8< modsiaction on previous items 

DAUNACKi VJ Region li Phi lade Iphiar Reactor Operations Nuclear 

Support Branch 79/12/13 81pp 


8002130073 Forwards IE Insp Repts 50-029/79-13 «. 50-271/79-18 
30-309/79-16 on 7910l6-19i 22-26 U 29-31 No noncompUance 
noted 

BRONNERiE J Region li Phi ladetphla. Reactor Operations Nuclear 

Support Branch 79/12/19 2pp 


—8002150005 IE Insp Repts 30-029/79-13 & 30-271/79-18 I* 50-309/79-1.6 
on 791016- 19 j 22-26 i- 29-31 No nonconipl iance noted Major 
areas Inspected OA/QC organliatlon design changes/mods tc 
document control 

DAUNACKj W Region 1< Philadelphia) Reactor Operations Nuclear 

Support Branch KEHOEi D r NAPUDA) 0 Region 1j PhiladelpMa» 
Office of the Director 79/12/13 'aipp 


0002200135 Forwards IE Insp Repts 30-089/79-13)50-271/79-10 te 
30-309/79-16 on 791016-19,22-26 U 29-31 No noncompUance 
noted 

BRUNNERrE J Region 1, Phi ladelph la, Reactor Operations Nuclear 

Support Branch 79/12/19 2pp 


B002140176 Forwards IE Insp Rept 30-029/79-18 on 791101-02 No 
noncomplance noted 

CARLSONrR T Region 1, Phi ladelph la. Reactor Construction (c 

Engineering Support Branch 79/12/26 Spp 


—8002140199 IE Insp Rept 50-029/79-12 on 791101-02 No noncompl iance 
noted Major areas inspected quell tg-related activities 
associated u/steam generator feedwater replacement 
0ANDER8,NF Region 1, Ph 1 ladelphia. Office of the Director 
TRIPPrt E Region Ir Philadelphia! Reactor Construction & 

Engineering Support Branch 79/12/10 4pp 


8002130391 Responds to IE Bulletin 79-02 No seismic piping restraints 
supported bg anchor holts in concrete walls Insp/testlng 
program for anchor bolts considered all expansion anchor 
bolts w/o regard for support structure conf Iguration 
MOODVrD. E Yanicte Atomic Electric Co 80/01/09 Ip 


8002130128 Responds to IE Bulletin 79-28 NAMCD Model EAIBO limit 
twitches not used In instrumentation tt control equipment in 
SVC No switches on order 

KAYiJ A Yankee Atomic Electric Co 80/01/11 Ip 


8002190403 Refers to NRC 791207 Hr re amended regulations requiring 
licensees to provide ofc space for resident insp program 
NRG plans to accelerate program Requests written 
notification of accomodations bg 800131 

ORIERiB.K Region 1, Philadelphia) Office of the Director, 
00/01/15 ip. 


8002250173 Forwards IE Info Notice 00-03, "Main Turbine 
Electmhgdraul Ic Control 8gs No specific action required 
ORIERiB H Region Ir Phi ladelphla, Office of the Director 
00/01/31 Ip 


8002260073 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assemblg Interference " No written response required 
ORlERiB H Region I, Philadelphia, Office of the Director. 
80/01/31 Ip 


0002230493 Forwards IE Circular 00-02, "Nuclear Power Plant Staff 
Nark Hours " No written response required 

DRIER, B H Region 1, Philadelphia, Office of the Director, 
80/02/01. Ip 


0002210290 Forwards IE Bulletin 00-03, ^'Loss of Charcoal From Std Type 
1 1, Two-Inch, Trag Adsorber Cells " Action required 
GRIER, B.H Region 1, Philadelphia, Office of the Director 
00/02/06 Ip 


80O2250191 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Saf etg-Re lat ed Piping 4, Components " No written response 
r equir ed 

GRIER, B H Region 1, Philadelphia, Office of the Director 
ao/02/0e Ip 


8002250637 Forwards IE Bulletin 30-04, "Analgsks of PUR Main Steam Line 
Break U/Continued Feedwater Addition " Written response 
required 

GRIER, 0 H Region 1. Philadelphia, Office of the Director 

ao/ 02 /oa Jp 


R Periodic operating reports K related correspondence 


8002190528 Forwards monthly operating rept for Jan 1960 
MOODY, DE Yankee Atomic Electric Co 00/02/12 Ip 


'B002190532 Monthly operating rept for Jan 1930 

8JOOREN.R K Yankee Atomic Electric Co 30/02/12 5pp 


8 Reportable occurrences, LERt h related correspondence 


B002040479 Forwards UER 79-033/03L-0 

AUTI0,H A Yankee Atomic Electric Co BO/Ol/30 Ip 


— 800204048S LER 79-033/0'3L-0 on 791231, during normal op era 1 1 on# wh i le 
performing chemical shutdown sys operability ch eck* posit i on 
indication light indicated C5-MOV-329 was not travelling in 
either direction Caused by tight packaging (( boron buildup 
FRENCH, L D Yankee Atomic Electric Co 60/01/30 Ip 


0002050461 Forwards LER 80-OD1/03L-0 

AUriO^H A Yankee Atomic Electric Co BO/02/01 Ip. 


— 6002050464 UER 0O-OO1/O3L-O on 800103, during normal operation in Mode 
1, steam generator blowdown radiation monitor 2 failed Caused 
by rate meter diode (CR5-1N936} failure Rate meter replaced 
FRENCH, L D Yankee Atomic Electric Co 80/02/01 ip 


0002200084 PMQ-l-aO-08l on BOOl 19, timers which operate accumulator 
nitrogen valves felled to operate Caused by poleritg 
seniltlvity of relays Signal leads were reversed S« timers 
worked properly 

MARTIN,! , BRUNNER, E Office of Inspection 4c Enforcement, Office of 
the Director 80/02/01 Ip 


8002190593 Forwards LER 80-008/01 T-0 

AUTIOiH A Yankee Atomic Electric Co 80/02/15 ip 


— 8002190602 LER 0O-OO8/O1T-O on B00201, during cold shutdown Mode 3, 
safety injection accumulator nitrogen valves ai-TV-604, 605 & 

605 found inoperable Caused by improper wiring of polarity 
sensitive time delay relays Hiring corrected tested 
HAV« E L Yankee Atomic Electric Co 60/02/15 3pp 


0002200480 Forwards LER BO-003/03L-0 

AUTIOiH a Yankee Atomic Electric Co fl0/02/l5 ip 


— 8OO22DO405 LER 80-003/03L-0 on 600118, while performing radioactive 
source inventory & leak testing procedur e« d i tcovered that 
121 B uCl of Cs-137 sealed source had not been inventoried 
or leak tested since 701213 Caused by procedural failure 
FRENCH, L D Yankee Atomic Electric Co 80/02/19 ip 


0002200494 Forwards LER 0O-OO4/O3L-O 

AUriOtH A Yankee Atomic Electric Co 60/02/15 ip 


— B00220049B LER 0O-OO4/OaL-O on 8001 19, durl ng scheduled shutdown, whi I e 
performing secondary plant chomlstry, Steam Generators 1,3 4c 
4 chloride concentration was above 0 5 ppm Caused by steam 
generators chemical hideout Generators drained 
MAY.E.L Yankee Atomic Electric Co 80/02/19 Ip 


0002200530 Forwards LER BO-002/O3L-0 

AUTIO.K A Yankee Atomic Electric Co 80/02/15 Ip 


— 0002200637 LER 0O-OO2/O3L-O on 8001 16, durl ng normal op erat i on, primary 
vent stack iodine monitor failed Caused by natural end-of- 
life of one pump motor bearing Pump motor replaced 
MAYiE L Yankee Atomic Electric Co 80/02/15 Ip 


0002200437 Forwards LER aO-006/03L-0 

AUriO.H A Yankee Atomic Electric Co BO/02/29 Ip 



DOCKETED ITEMS 




— 0002300430 LER 0O-OOA/O3L-O on BOOlSAiWhile pftrFortniTig S4f<tij Injection 
safety valve sstp<iin.t check proc eduref safe valve failed to 
open Caused by dirty internals Safety valve uas 
disas ieJntiled< c leaned 4 succes* fully tested 
M/^V.E L Yankee Atomic Clectnc Co 80/02/25 Ip 


DOCKET 30-30 PLUM SRGOK RESEARCH REACTOR FAC I'Ll TV 


R Periodic operating reports & related cprrespondence 


8002270412 Submits results of personnel monitoring for CY79 Seven 
persotit experienced no measurable piposure One person 
eiperienced measurable exposure greater than 0 1 rent 
DJDELGTiR C .. RlCHLE^VfE A National Aeronautics & Space Admin 
eO/02/20 Ip 


8G02260244 Foruardi "Annual Rept of Reactor Standby Cond 1 tion* 1979 
RICHLEY. E A . OIDELOT. R C National Aeronautics U Space Admin 
80/02/22 ip 


--0002260247 "Annual Rept of Reactor Standby Cond 1 1 Ion* 1979 “ 
» National Aeronautic! U Space Admin 00/02/20 Bpp 


OaCKET 50-37 ARMV MATERIALS RESEARCH REACTOR 


0 Inspection reporti* IE Bulletins & correspondence 


0002250229 Forwards lE Circular &0-02. •‘Nuclear Power Plant Staff 
Worl Kours " Wo written response required 

GRIER* D H Region 1. Philadelphia* Office of the Director 
00/02/01 Ip 


DOCKET 50~S4 UltEQN CARBIDE RESEARCH REACTOR 


0 Inspection reports* IE Dulketins 6* -corresjiondenc e 


0002250246 Forwards |£ Circular 80-QS. "Nuclear Power Plant Staff 
Worl Hour* " Mo written response reRwired 

GRiERrB N Region 1, Philadelphia* Office of the Director 
BO/02 /Ql Ip 


5 Reportab-le occurrences* LERs & related correspondence 


0002140504 RO on 6002D7* control rod withdrawal inhibit on intermediate 
power level period monitor set below specified setpoint 
Possibly caused by inadvertent mavenent during channel 
check Uithdraual inhibit adjusted to proper setpoint 
VOTH.M H Union Carbide Corp &0/02/08 Ip 


0002270392 RO on 000207, con tro I rod withdrawal inhibit on interfliedlate 
pouer level period recorder found set at less than 30-s 
setpoint Caused by nut loosened during 600207 maint aliasing 
sitpoinl to be changed during channel check 
RUZrCHAyH 0 Union Carbide Corp 80/02/18 2pp 


DOCKET 50-57 STATE UN IV OF NEU YORK RESEARCH REACTOR 


0 Inspection reports, IE Bulletins Z* correspondence 


80D2130227 Forwards response to IE Dulletm 79-19 Outlines radwaste 
disposal for campus labs*nuclear science & technology 
facility t hasp labs affiliated w/univ 

P(ERR0,MA New York. State Umv of, Buffalo BO/OJ/03 4pp 


0002250360 Forwards IE Circular 00-02^ "Nuclear Power Plant Staff 
Work Hours " No written response raQUired 

GRIER, B K Region 1* Philadelphia, Office of the Director 
e0/D2/01 Ip 


S Reportable occurrences* LERs t related correspondence 


6002290544 RO on 600204* dry chamber nosepiece tank was flooded w/carbon 
dioxide while reactor uas operating at full power Caused by 
personnel error Dry chamber valve left in wrong position 
Pool level will be periodicallg noted in lag book 
ORLDSKY, P M New Vorl. State Univ of* Buffalo. 00/02/12 2pp 


DOCKET SO -70 GENERAL ELECTRIC TEST REACTOR 


F Security* medical, emergency U fire protection plan* 


8002010323 Fortuards revised security plans for facilities 
Implementation of separate plans for each facility wiU not 
decrease effectiveness of security program Plan* withheld 
(ref 10CFR2 790) 

MQSCKNERi R A General Electric Co BO/Ol/23 2pp. 


8002190679 Forwards revised pages of security plan for protection of 
reactor facilities Pages withheld <ref 10CFR2 790) 

Ha5CHNER*ft A General Electric Co 00/02/11 2pp 


0 Advisory Committee on Reactor Safeguards reports It correspondence 


800215O131 Submits opinions on geolog le/selsmic condition* at site 
to be discussed at 791114 subcommittee meeting 
PAGE* B n Stanford Univ 79/10/12 2pp 


P Operating license stage documents & correspondence 


8002030272 Notification of 000131 meeting w/OE in Betheida, MD to 
discuss licensee probability analysis Meeting rescheduled 
from 000130 

kelson* C Light Mater Reactors Branch 4 BO/Ol/lO 2p 


8002200140 Discusses 000124 Northern CA earthquake* measuring 5 6 on 
Richter Scale Nd serious damage occurred at OETR Slight 
iDoklon was felt at Rancho 8eco Hlnor architectural damage 
experience at LLL 

CRUTCHFIELD* D Systematic Evaluation Program Branch NOONAN f V 
Engineering Branch JACKSON* R Geosciences Brench 80/01/25 Ofp 


Q Inspection reports* IE Bulletin* It correspondence 


8002250669 Forwards IE Circular 00-02* "Nuclear Power Plant Staff 
Nark Hours " No written response required 

ENGELKEN* R H Region 5* San Francisco* Office of the Director 
00/02/01 Ip 


S Reportable occurrences* LERs It related correspondence 


6002040443 PNO-V-aO-006 on 000124* a arthqua I e of approx 9 B Richter 
occurred w/epicenter between Stockton It LivermorarCA No 
damage to facility structures identified Radio repts 
indicate evacuation of LLL in progrtss 

STERNDERO. 0 Region 5, San Francisco* Office of the Director 
00/01/24 Ip 


DOCKET 50-72 VNIV OF UTAH RESEARCH REACTOR 


F Security, medical* emergency I* fire protection plans 


8002200392 Forw-ards physical security plan It emergency plan Security 
plan withheld (ref 10CFR2 7?0) 

TURLEY* R £ Utah* Univ of 00/01/31 Ip 


— 0002200397 Emergency plan for research reactors 

SANDGUISTiG.M * JENSEN, C M Utah* Univ of UTEC ME 00-015 
80/01/01 IBpp 


Q Inspection reports* 1£ Bulletins 4^ correspondence 


0002200002 Forwards IE Insp Repts 50-07S/B0-OI Ic 50-407/00-01 on 
@00117 No noncomp llance noted 

MADSEN«0 L Region 4, Dallas* Reactor Operations Nuclear Support 

Branch 00/02/11 2pp 


—8002200087 lE Imp Repts 50-072/00-01 U 50-407/00-01 on 0OO1S5 No 
noncomp I kanc e noted Major areas Inspected review of security 
plan, profcec ti on of SNM*security orgainzation l( access 
control Details withheld (ref iOCFRB 790) 

HADSON, O L Region 4* Dallas^ Reactor Operations Nuclear 

Support Branch EVANS i C A Region 4* Dallas, Office of the 
Director SO/OS/OB Ip 


eaCKET 50-62 UNIV OF VIRGINIA RE3EARCH REACTOR 
R Periodic operating reports t related correspondence 


0002060561 Submits Annual Operating Rept 1979 

FARRARrJ P Virginia* Univ of 00/01/16 13pp 



DOCKETED ITEMS 


DOCKET 50-73 GENERAL ELECTRIC NUCLEAR TEST REACTOR 


F S«curltg< mscficali efliar^encg U fire protection plane 


Q002010323 Forward* revieod tecuritg plans for facilities 
Implementation of separate plans for aach facility uilL not 
decrease effectiveness of security program Plans withheld 
(ref 10CFR2 790) 

MDSCHNERiR A General Electric Co 80/01/23 2pp 


8002200487 Forwards revised page* for security plan for protection of 
reactor facilities Plan withheld (ref 10CFR2 790) 

NQSCHNERf R A General Electric Go , Nuclear Energy Products Dlv 
80/02/ U 2pp 


0 Inspection reportsi IE Dulletins U correspondence 


800825DS69 Forwards IE Circular B0'*02r '^Nuclear Power Plant Staff 
Wort Hours " No written response required 

ENGELKENrR H Region 3« San Franci*coi Office of the Director 
80/02/01 Ip 


8 Reportable occurrencesr LERs & related correspondence 


8002040443 PNO-V-SO-OOA on 800124. earthquake of approx S 8 Richter 
occurred w/eplcenter between Stockton LlvermorerCA No 
damage to facility structure* identified Radio repts 
Indicate evacuation of LLL in progress 

8TERN8ER0> D Region 8. 6an Francisco. Office of the Director 
80/01/24 Ip 


DOCKET 30-77 CATHOLIC UN IV OF AMERICA RESEARCH REACTOR 


Q Inspection reports* IE Dulletins U correspondence 


0002070414 Forward* IE Investigation Rept 30-077/79-02 on 791029-30 
No noncompliance noted 

GRIER. D.H Region 1. Ph iladelph la. Office of the Director 
79/t8/12 2pp 


—8002070419 IE Investigation Rept 30-077/79-02 on 791029-30 No 
noncompliance noted Major areas inspected several 
allegations re operations & related radiation safety Sc 
security programs 

OALLINAcC 0 I PLUMLEEiK E r ALLAN, U M Region 1, Philadelphia, 
Office of the Director 79/11/19 31pp 


800S2302S2 Forwards IE Circular BO-02. "Nuclear Power Plant Staff 
Work Hours *' No written response required 

ORIERiB H Region 1, Philadelphia, Office of the Director 
80/02/01 Ip 


DOCKET 30-83 UNIV OF FLORIDA TRAINING REACTOR 


R Periodic operating reports tt related correspondence 


a0021503SB Forward* "Annual Progress Rept," for Sept 197a-Aug 1979 
DIAZ,N J Florida, Unlv of. Gainesville GO/02/07 Ip 


— 800ai503Al "Annual Progress Rept,'* for Sept 1970’'Aug 1979 

DIAZiNU Florida, Univ of, Gainesville 90/02/07 27pp 


DOCKET 50-B7 WEBTINOHOUaE CRITICAL EXPERIMENT 
R. Periodic operating report* related correspondence 


8002190610 Forward* Annual Operating Rept 1979 

RDTHr U M Westlfjghouse Electric Corp BO/02/11 Ip 


— 0002190612 Annual Operating Rept 1979 

* Westlnghouse Electric Corp, 79/12/31 2pp 


DOCKET 30-89 GENERAL ATOMIC CQ 
J, Insurance & indemnity information 


8002060496 Forwards Endorsement U2 to NELIA Policy NF-34 

CORREA. M A harsh & McLennan, Inc , M & M Nuclear Consultants. Inc 
Div BO/01/31 2pp 


0 Inspection reports, IE Dulletins & cOTrespondence 


8002230539 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKEN, R H Region 5, San Francisco. Office of the Director 

a 0 / 02 / 0 l Ip 


DOCKET 50-94 ROCKWELL INTERNATIONAL RESEARCH REACTOR 


G Inspection reports, I£ Bulletins ii correspondence 


8002250374 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Mori Hours " No written response required 

£NGELKEN,R H Region 3. San Francisco, Office of the Director 
80/02/01 Ip 


DOCKET 50-97 CORNELL UNIV ZERO POWER REACTOR 


0 Inspection reports, IE Bulletins & correspondence 


60022S026I Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

GRIER,Q H Region 1. Ph 1 ladelphia, Office of the Director 
80/02/01 Ip 


DOCKET 50-99 BABCOCK it WILCOX TE9T REACTOR 


K General correspondence 


6002270372 Forwards "Recorded Personnel Whole Body Count Exposures 
for CV79 " 

OLSEN. A F Babcock & Wilcox Co 80/02/20 2pp 


DOCKET 50-106 OREGON STATE UNIV 


0 Inspection reports, IE Dulletins & correspondence 


8002230613 Forwards IE Circular BO-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
BO/02/01 Ip 


DOCKET 50-111 NORTH CAROLINA STATE UNIV RESEARCH REACTOR 


Q Inspection reports, IE Bulletins correspondence 


8002110249 Forwards IE Insp Rept 50-1U/79-03 on 791103-06 fc 1 1 No 
noncompl lance noted 

SUTHERLAND, J T Region 2, Atlanta. Fuel Facility 4< Materials 

Safety Branch 79/12/26 2pp 


—0002110256 IE Insp Rept 30-IU/79-03 on 791105-06 & i I No noncomplianc 
noted Major areas Inspected preparation £c shipment of spent 
fuel assemblies 

01BS0N,A F Region 2, Atlanta, Fuel Facility Materk^aU Safely 

Branch EMALD, B C Region 2, Atlanta, Office of the Dlrecfcof 
79/12/21 4pp 


DOCKET 30-113 UNIV OF ARIZONA RESEARCH REACTOR 


0 Inspection reports, IE Bulletins It correspondence 


9002230619 Forwards lE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours '* No written response required 

ENOELKEN, R H Region 5, Ban Francisco, Office of the Director 
80/02/01 Ip 


DOCKET 50-124 VIRGINIA PQLYTECH INST TRAINING REACTOR 


R Periodic operating reports k related correspondence 


6002040361 Feruards Endorsement ill to NELIA Policy NF-34 fit Endorsement 

50 to MAELU Policy MF-S7 0002200529 Forwards Annual Operating Rept 1979 

CORREA, C Marsh fit McLennan, Inc , M fit M Nuclear Consultants, Inc Dlv CURTNER,A P Virginia Tech 80/02/13 Ip 

00/01/20. 3pp 

— 8002200595 Annual Operating Rept 1979 

CURTNERiA P Virginia Tech 80/02/01 GHpp. 



DOCKETED ITEMS 


» 


^CHEr 50-129 WEST VIRGINIA UHlV RESEARCH REACTOR 


Operatinc] Licence st<age documents tt coTrB-apond e-nce 


)020£}0219 Forujrds order authariiir^g reactor d i imantl ing ti disp ion 
of component part*, per 790927 application It 791130 suppl 
Al&o foTuards related safetij eva 1 uation* EIA h negative 
d eclarat ion 

RElDpR U Operating Reaotori Branch 4 BO/Ol/22 2pp 


aQ020d^0224 Order author ii mg reactor dismantling Ic diapocition of 
component parts 

OAhMlLL.M P Office of Nuclear Reactor Regulation 00/01/22 

2pp 


0002060232 Safetg evaluation supporting order aulhoriiing reactor 
dismantling disposition of coraponerit parts 
* Division of Operating Reactors GO/Ol/22 2pp 


0OD2D6O23Q EiA supporting order authoriting reactor dismantling & 
disposition of component parts 

* 0/fice of Nuclear Reactor Regulation BO/Ol/22 3pp 

0002060243 Negative declaration re reactor dismantling it disposition 
of component parts 

REJDi R W Operating Reactors Branch 4 aO/Ol/22 Ip 


}CHET 50-133 HUMBOLDT QAy POWER PLANT, UNIT 3 


Securltg, medicals emergency & fire protection plans 


302040C07 Announces regional uorlshops to discuss feasihility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per utik ty 791231 Foruardi FR notice 
GHlMESiS K Emergency Preparedness Task Force 79/12/31 7pp 


)01300634 Discusses delays in resolving fire protection open items 
due to late & inadequate responses by licensees Requests 
that licensees be called by project managers to obtain 
submittal dates for late or unscheduled items 
LAINASjO Division of Operating Reactors DO/Ol/M 3pp 


)021L00ll Advises that NRC uill perform special appraisals of health 
physics programs during CVGO In lieu of routine insp Scope 
uill include organiia t i on, personne I qual 1 f ica t i on % 
tratning< raduaste proc essing • monl boring U training 
STELLOjV Office of Inspection fc Enforcement, Office of the 
Director GO/Dl/22 3pp 


)020S0495 Responds to 791129 Itr re evacuation time estimates for 
areas near nuclear pouer plants Schedule for submittal of 
info u] 1 1 be prepared after current seismic issues resolved 
CR-ANE. P A Pacific Oas U Electric Co 00/01/31 Jp 


Adjudicatory correspondence 


'02D10563 Responds to A0LB 790619 order For^/ards Wooduard-^Clvde 
Consultants 000114 rep b re status of geologic t seismic 
investigations at facility i outline of work accomplished 
Nov-Dec 1979 Certificate of Svc end 

LOCKE, R F Pacific Gas U Electric Co GO/Gl/21 6pp 


021S029& Comments on KRC decision not to oppose util request for 
nine month reprieve for completing geological survey re 
facility seismic study Decision should be overruled 
ANDERSON* H Affiliation Unknocun 00/Di /23 2pp, 


0002150303 Requests that hearings be held re facility OL 
LOBAKiS Aff il iat ion Unknown 00/01/13 2pp 


02150312 Requests denial of util motion bo hold proceedings in 
abeyancB Also requests that public hearings be held it 
permanent closing of facility be considered 
WHEELER, R A Af f 1 1 ia t ion irntnoun 80/01/23 3pp 


02150229 Requests thatr ASLQ schedule public healings to consider 
safety risks to general public Community is threatened 
by currently active earthquake fault* beneath plant It in 
surrountftng area 

WHEELER, R A Affiliation On k noun 00/01/24 5pp 


P. Operating license stage documents It correspondence 


8002200752 Forwards response to 790726 Itr re IE Bulletin 79-16 on 
vital area access controls Requests withholding end 
re plant security plan (ref lOCFft2 790) 

CRANE, P A Pacific Oas & Electric Co 79/09/17 ip 


0002110276 Extends comment period rs draft NUREO-0630 to 0001 16 

OAMMiLLrM P Assistant Director for Standard ?« Advanced Reactors 
80/01/03 Opp 


8002070-027 Roquests review of QA program re diesel generator fuel oil 
Item should be included in OA program If eiception taken 
to Inc lus ion, response required within 90 days 

EI8ENHUT, D G Division of Operating Reactors 60/01/07 Ip 


6002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites, 

Forwards license tt Itr from State of SC to Chem-Nuclear Sys 

describing restrictions for waste disposal in SC 

EISENHUT, D 0 Division of Operating Reactors 80/01/29 20pp 


0 Inspection reports, IE Bulletins i correspondence 


6002260229 Forwards response to IE Bulletin 79-24 re froian lines 
Adequate protective measures exist or have been provided to 
assure that saf ety-related process, instrument It sampling 
lines do not Ireeie during extremely cold weather 
CRANE, P A Pacific Oas 6 Electric Co 79/ll/OJ 2pp 


6002260242 Responds to IE Bulletin 79-20 re NAKCO limit switches Model 
EAieO malfunctions No NAMCO switches installed in safety- 
related equipment 

CRANE, P A Pacific Oat Ct Electric Co 79/12/26 Ip 


800228027] Forwards response to IE Bulletin 79-26 re BWR control blade 
boron loss Will submit plans for blade replacement following 
seismic issue resolution 

CRANE. P A Pacific Oas i Electric Co 60/01/04 2pp 


9002150522 Forwards IE Insp Rept 50-133/79-04 on 791210-20 No 
noncompliance noted 

CREU3* J L Region 5, San Francisco, Reactor Operations Nuclear 

Support Branch 60/01/11 2pp 


— B002iS0530 JE Insp Rept SO- 133/79-04 on 791210-20 No noncompliance 
noted Hajor areas inspected design, des ign changes 6 mods, 
onsite review commi ttee, requa Uf icatlon training, maint & 
f ol louup on LERs 

67ERNBER0, D Ragion 5, San Francisco, Reactor Operations 

Nuclear Support Branch CARLSON, J 0 Region 5, Sen Francisco, 
Office of the Director 80/01/11 5pp 


0002280267 Responds to IE Bulletin 60-01 re automatic depressur 1 lation 
sys valve pneumatic supply operabilty Proposed info 
submission schedule will be prepared fallowing seismic issue 
resalut Ion 

CRANErP A Pacific Oas & Electric Co 80/01/10 tp 


3002060059 Foruiards IE Bulletin 80-02, "Inadequate QA for Nuclear 
Supplied Equipment " Response required 

ENOELKEN, R H Region 3, Ban Francisco, Office of the Director 
60/01/21 ip 


8002080334 Forwards IE Insp Rept 50-133/79-03 on 791119-21 No 
none ompl lance noted Enel withheld (ref 10CFR2 790} 

NORDERHAUO, L R Region 5, San Francisco. Safeguards Branch 

BO/Ot/23 2pp 


8002000031 Forwards IE Info Notice 60-02, ‘'8)(8R Water Rod Lower End 
Plug Wear " No specific action or response required 
ENOELKEN, R.H Region 5, San Francisco, Office of the Director 
00/01/25 Ip 


0002080139 Forwards IE Info Notice fl0'-03, "Main Turbine 
Elec trohydrau 1 i c Control 8ys " No specific action or 
response required 

ENGEUKEN.R M Region 5, San Francisco, Office of the Director 
60/01/31. Ip 


6002140129 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
ENOELKEN. R H Region 5, Gan Francisco, Office of the Director 
00/01 /3( tp 


8002250505 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKEN, R H Region 5, San Francisco, Office of the Director 
00/02/01 ip 


DOCKETED ITEMS 


15 


B0022200i2 Faruardi IE Info Notice B0-0<lr “DWR Fuel Exposure In Excess 
of Limits " No action or response rei^uired 

ENOELKENj R H Region 5» San Francisco. Office of the Director 
eO/02/04 Ip 


6002210290 Forwards IE Bulletin 00-03. "Loss of Charcoal From Std Typo 
I r. Two-Inch. Trfl-g Adsorber Cells " Action required 
ENOELKEN. R H Region 9. Ban Francisco. Office of the Director 
80/02/06 ip 


6002220079 Forwards IE Info Notice 80-05. '^ChlaritSe Contamination of 
Baf e tg-Re 1 ated Piping tk Components " No written response 
required 

ENOELKEN.R K Region S. Ban Francisco. Office of the Director 
00/02/08 Ip 


R Periodic operating reports U related correspondence 


B002090699 Forwards month Ig operating rept for Dec 1979 
(JEEKBiE D Pacific Oas 6 Electric Co 60/01/03 2pp 


—0002080707 Month Ig operating rept for Dec 1979 

OETTYiB C Pacific Oas «< Electric Co 60/01/02 3pp 


8002140597 Forwards monthlg operating rept for Jan i960 
UEEK 8 . E D Pacific Oas !■ Electric Co 60/02/04 Ip 


—8002140601 Monthly operating rept for Jan 1900 

OETTY. B C Pacific Oas U Electric Ca 80/02/04 4pp 


DOCKET 50-134 U0RCE8TER POLYTECH INBT RESEARCH REACTOR 


0 Inspection reports. IE Bulletins & correspondence 


8002250371 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Wort Hours " No written response required 

DRIER. B H Region 1. Phi ladalph 1 a. Office of the Director 
80/02/01 Ip 


DOCKET 60-139 ON IV OF HASHINOTOhl RESEARCH REACTOR 


0 Inspection reports. IE Oulletins & correspondence 


8002280634 Forwards IE Circular 80-02. "Nuclear Power Plant Staff 
Hark Hours No written response required 

ENOELKEN. R. H. Region 8 . Ban Francisco. Office of the Director 
90/02/01 Ip 


R Periodic operating reports U related correspondence 


8002040504 Forwards Annual Operating Rept 1979 
CHALK. H 8 Hashington. Unlv of, 00/01/24 ip 


—8002040807 Annual Operating Rept 1979 

a Washington. Vnlv of 79/12/31 2 pp 


DOCKET 50-142 UCLA TRAININO REACTOR 


J Insurance U indemnitg information 


8002120602 Requests that all amends re Indemnitg Agreements E-19. E-16. 
E-83 It £-58 be forwarded to Unlv of CA for approval 
DENEB 8 . B, J California. Unlv of. Oerkeleg BO/02/05 Ip 


Q Inspection reports. Bulletins It correspondence 


8002250627 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours '♦ No written response required 

ENOELKEN.R H Region 8 . San Francisco. Office of the Director 
80/02/01 Ip 


DOCKET 50“ 146 SAXTON NUCLEAR EXPERIMENTAL FACILITY 


J. Insurance It indemnity information 


8002200420 Forwards Endorsements 72 It 73 to NELIA Policy NF“i07 

MONTGOMERY. C. R Saxton Nuclear Experimental Corp 80/02/12 3pp 


DOCKET 30-140 UN IV OF KANSAS RESEARCH REACTOR 


F Security, medical, etnergenctj & fire protection plans 


0002010354 Forurards revised physical security plan 
Plan withheldiref lOCFRa 790) 

KRAFT. D C Kansas. Unlv of eO/Ol/24 Ip 


P Operating license stage documents 1 . correspondence 


8002120513 Responds to 79122B request for aiiistance in license 
renewal process Advises that applicant must demonstrate 
that reactor can be operated safely over term of renewal 
Forwards specific items for review prior to renewal 
REID.R N Operating Reactors Dranch 4 90/01/23 Gpp 


Q Inspection reports. IE Bulletins lU correspondence 


8002270130 Ac k receipt of 800101 I 791207 Itrs informing NRC of steps 
taken to correct violation noted In IE Insp Rept 
50-140/79-02 

HA06EN.G L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 60/01/22 Ip 


— B002270135 Responds to NRC 791220 Itr re violation noted in IE Insp 
Rept 50-148/79-02 Corrective actions changes to be made to 
new linear amplifier 

KRAFT. D C Kansas State Univ SO/Dl/lO Ip 


DOCKET 50-t55 QID ROCK, POINT NUCLEAR PLANT 


F Gecurlty. medical* emergency !< fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation o-f one 
representative per util by 791231 Forwards FR notice 
GRIME 6 .B K Emergency Preparedness Task Force 79/12/21 7pp 


6001300634 Discusses delays in resolving fire protection open items 
due to late & Inadequate responses by licensees Requests 
that licensees be called by project managers bo obtain 
submittal -dates for late or unscheduled items 
LAENA 61 O Division of Operating Reactors 80/01/14 3pp 


8002110023 Advises that NRC will perform special appraisals of health 
physics programs during CV80 in lieu of routine insp Scope 
will Include organ 1 tat i on. p ert onne I qualification -b 
training* radwas te p rocessinp. monitor ing 6 training 
STELLO. V Office of Inspection L Enforcement* Office of the 
Director 80/01/22 3pp 


8002200203 Discusses status of fire protection for facility Awaiting 
response from licensee re protection for spent fuel pool 
cooling sys Suggests meeting to resolve issue 
LAINA8.0. Plant Systems Branch 80/01/22 Ip 


—6002200209 Supplement to fire protection SER 

* Office of Nuclear Reactor Regulation BO/Ol/22 Ip 


8002050473 Responds to NRC 791129 Itr requesting estimates of time 
required to evacuate area residents in event of accident 
Info win tie forwarded by 80022? 

HOFFMAN. D P Coniumers Power Co 80/01/31 Ip 


B002270241 Forwards updated safeguards contingency plans in response to 
790907 Itp Plan withheld I ref 10 GFR 2 7901 
HOFFMAN. D P Consumers Power Co 80/02/19 ip 


0 Adjudicatory correspondence 


800-2l400a3 Responds to 791101 telegram & Nov 1977 Itr re startup |< 
continued operation of facility NRC is striving to protect 
public health lx safety Prior to startup. util met specific 
requirements in Tech Specs of OL 

8 TELLO 1 V Office of Inspection I. Enforcement. Office of the 
director 00/01/17 Ip 


8002120313 Notice of OU amend hearing In Charlevoix CountyrMl re spent 
pool fuel expanslon.at time It place to be established. 

Limited appearance statements invited 

ORQBSMAN. H Atomic Safety and Licensing Board Panel 80/01/24 

3pp 
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DOCKETED ITEMS 


6002130412 roruj^rds. dra-ft response to util 791114 telegr-acn roquasted by 
791207 referral NRG treatin'^ petition referenced in teleprani 
as request for order to shsui cause uKij CP should not t>e 
suspended pending resolution of identified issues 

DEMTON^H R Office of Nuclear Reactor Regulation BO/Ol/24 ?pp 


6002190018 Forwards util 600107 £< 791226 Itrs in response to NRC 
request far info re application fur OL ajikend Artend uould 
authonie increase in capacity of spent fuel poaL at 
facility 

GALLO. J Ishaoi,. Lincoln & Seale 60/01/29 Ip 


60'0225048? Interro-gator i es directed to CPC Includes questions on dose 
rates, me reas e in spent fuel pool south uall it on use of 
Tgpe 304 austenitic stainless steel in spent fuel racks 
Certificate of Sve enc 1 

JQHDAN.U S > SHELDONvK P Chr ista-Maria JORI^AN.WS Sheldon. 
Hartnon U Ueiss 80/01/30 32pp 


S00S13O266 Koti-on for relief fro/n burden of supplying 20 copses of 
filings per 10CFR2 708(d) lotervenor resources should be 
devoted to substantive participation rather then procedural 
due to precedent in THl~t proceeding (4/Certificate Of 8vc 
JORDAN. 14 S Chr ista-Mer ta JORDAN. U S Sheldon. Harmon It Ueiss 
80/03/01 4pp 


6002360342 Forwards util 800116 £< 020] responses to NRC questions re 
application for license amend to increase spent fuel pool 
capac I ty 

GALtOi J tshaot. Lincoln 6 Beale 80/02/09 Ip 


6002320157 Qrder granting eitenslon until €00303 for J O'Neill 
parties to file briefs on Contention VI 1 1 

GROSSHAN.H Atomic Safety and Licensing Roard Panel BO/03/12 Ip 


60023SOSJS Response to intervenors Christa-htaria. e t a) 800201 motion 
to he relieved from 20 copy requirement KRC 8t CPC have no 
objection to granting request Certificate of Sve end 
HOOBE.J E Hearing Branch 2 80/03/21 3pp 


H Oeneral correspondence 


60022B0666 Forwards NRC 791012 itr discussing correction of pro-blens 
found during testing on 790420 L plant safety record In 
response to ehcl 790912 tt 17 Itrs expressing concerns re 
reopening of facility 

DENTON. H R Office of Nuclear Reactor Regulation 60/63/07 3pp 


— 80022S0h80 Discusses correction of problems found during scheduled 
testing or 790420 ic plant safety record in response to 
790914 lir forwarding 790912 Itr from constituent eiprcssing 
concern re reopening of facility 

OOSSICit. L V Office of the Eiecutive Director for Operations 
79/10/12 Spp 


J Insurance it indemnity information 


60D20&05li Forwards Endorsement 60 to NELIA Policy NF-117 
IRELANDjJ H Consumers Power Co SO/D2/01 3pp 


P Operating license stage documents % correspondence 


8002040430 Discusses 791017.30.1121.1211 tr 17 Itrs submitting 
commitments & schedules for implementation of Lessons 
Learned Tast Force recomnendations NRC uill be performing 
poit-^implementation ravieu of inp 1 ementation method 
BENTON. H R Office of Nuclear Reactor Regulation 79/i2/J?7 3pp 


80021 1-0276 Ej tends comment period re draft NUREG-0630 to 800116 

GAHHILL. (4 P Assistant Director for Standard Advanced Reactors 
eO/OJ/03 3pp 


8002060052 Submits NRC position re criteria for evaluating pipe whip 
impact L jet impingement effects of postulated pipe breaks 
Criteria apply to &EP Topics 111-5 A 1. 111-5 B 
ZIEHANN, D L Operating Reactors Branch 2 80/01/04 4pp 


8002120752 Requests info to determine whether frequency of control rods 
failing to fully insert has changed since last reported 
occurrence Also requests summary of other control rod drive 
malfunctions for sane tine period 

7IEHANN, D L Operating Reactors Branch 9 80/01/14 2pp 


I220D174 Faruards evaluation of proposed Tech Spec changes to 
mergency paver sources Proposed changes acceptable 
AINAS. G Plant Systems Branch GO/OI/17 Ip 


— 800220017B SER supporting proposed changes to Tach Specs for emergency 
power sources 

-o Plant Systems Branch 80/01/31 2pp 


—0002200184 “Technical Evaluation of Proposed Changes In Tech Specs for 
Emergency Power Sources ” 

LATCRRE. V B Lawrence Livermore Laboratory UCID-1B142 . 

79/12/31 llpp 


8002200164 Summary of 791207 meting u/util it Nutech in Bethesda. MD re 
pipe breaks inside containment “Pipe Break Status Rapt” for 
SEP Topic ni-5 A prepared by NUTECH end 

WETNORE. J Operating Reactors Branch 2 BO/Oi/22 5pp 


—8002200101 “Pipe Break Status ftept" for 9EP Topic 111-5. A 
* Nuclear Technology. Inc (Nutech) 79/12/07 36pp 


6002290311 Forwards request for Tech Spec change revising LOCA analysis 
re util 790307 Itr incorporating limits re NRC 791009 
request XN-NF-yf-ai. Revis Ion l.OE-770331 rept 6c Exxon 
Nuclear Co 790713 rept re LQGA analysis end 
HOFFMAN. D P Consumers Power Co BO/01/25 2pp 


— 9002270316 Application to amend Tech Specs revising LDCA analysis re 
util 790307 Ifcr U incorporating limits re NRC 791009 
request 

DENITT.R fi Cunsumers Power Co 80/01/25 4pp 


—0003290336 Revised Tables I i, 2 it Page 43B 6t D to Tech Specs re LOCA 
ana lysis 

* Consumers Power Co 80/01/25 4pp 


—8003290334 “Facility LOCA Analysis Using Eicon Nuclear Co WREM NJP-BWR 
ECC5 Evaluation Model Max Average Planar Linear Heat 
Oenaration Rate Analysis. '' Revision 1 

VALENTINE. P J . JENSEN, a E . COOKE. 0 C Exxon Nuclear Co . Inc 
dubs of Elion Corp ) XN-NF~79--21 79/04/09 20pp 


— 8002290341 “Single Loop Operation LOCA Analysis for OE Fuel. in 
Conformance u/tOCFR50 App K (Nonjet Pump SNR) " 

* General Electric Co 77/03/31 12pp 


—8002290347 “Effect of 4S-S Diesel Start Time on Facility L0CA-ECC3 
Ana lysis Resul ts “ 

* Enon Nuclear Co . Inc (subs of Exxon Corp ) 79/07/13 7pp 


3002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license Itr from State of SC to Chem*-Nudear Bye 
describing restrictions for waste disposal in 5C 
Et5ENHUT.D(/ Division of Operating Reactors 00/01/29 EDpp 


6002040391 Provides addl response to NRC 791207 Itr re application for 
license amend concerning spent fuel pool storage expansion 
Thermal 6 stress analyses of effects of pool boiling rack & 
linear & concrete structures in progress 
KOFFMAN. D P Consumers Power Co 00/02/01 Ip 


8003050476 Forwards proposed Tech Spec change re Paragraph 6 2 2, f. 
increasing required fire brigade slxe from three to five 
members Class 2 foe end Requests refund since changes are 
of minor safety significance tc result from NRC request 
HDFFMAN. DP Consurters Power Co 80/02/01 3pp 


8002080643' Informs that util has revised 790407 commitment re 
installation of rec irculating pump trip sys Installation to 
begin on 801035 

HOFFMAN^ D P Consumers Power Co 80/02/05 Ip 


6002280273 Forwards evaluation of SEP Topic 111-8 C re irradiation 
damage from use of sensitized stainless steel 6( fatigue 
resistance Incidents of intergranular stress corrosion were 
rare 

ilEMANN. D L Operating Reactors Branch 2 80/02/05 6pp 


6002190442 Responds to NRC BOOlOl request re anchorage Bt support of 
safety related electrical equipment Action plan will include 
type it number of anchorages it adequacy to resist probable 
seJsniLC loads 

FIELDS. H Consumers Power Co 80/02/13 2pp 


8002320344 Responds to NRC 790008 Itr re electric distribution sys 
voltage adequacy Conformation to be provided. through 
analysis & test ver i f ication. by May 1900 
HOFFMAN. D P Consumers Power Co 80/02/19 2pp 



DOCKETED ITEMS 


t7 


8002S60907 concern that application of recent NUREO 

requiremsntf to facility may not be cost effective In terois 
of overall plant safetv Forwards list of actions to be 
deferred pending risk assessment 
DEWITTjR B Consumers Power Co eo/OS/2S 6pp 


0 Inspection reportsi IE Bulletins & correspondence 


8002120468 Forwards IE Insp Rept 50-1 55/79’'17 on 791204-07 No 
noncompt lance noted 

DAVtSiA D Region 3> Chicagoi Fuel Facility & Materials Safety 

Branch 80/01/04 2pp 


—8002120475 IE Insp Rept SO-159/79-17 on 791204-07 No noncompliance 
noted Major areas inspected solid waste handling including 
matters addressed in IE Bulletin 79-19 & licensee followup 
of previous insp findings 

FISHER. N L . BCKUMACKER.H C Region 3. Chicago. Office of the 
Director 79/12/27 6pp 


G0020B0046 Forwards IE Bulletin 79-OlBi "Environ Qualification of 
Class IE Equipment " Action required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/01/16 

Ip 


0002050143 Responds to IE Bulletin 80-01 Reactor depressuri lation sys 
which performs automatic junction does not rei^ulre pneumatic 
source to operate 

FIELDS. H Consumers Power Co 80/01/18 3pp 


8002060093 Forwards IE Bulletin 80-02. "Inadequate QA for Nuclear 
Supplied Equipment " Response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/01/22 

ip 


8002060245 Forwards IE Info Notice 80-02. "BXaR Water Rod Lower End 
Plug Wear " No specific action or response required 
KEPPLER.J 0 Region 3i Chicago. Office of the Director 00/01/29 

ip 


0002120236 Responds to IE Bulletin 79-OlB No detailed response will be 
iisued.Both plants were Included In SEP & are excluded from 
requirement to take actions 

HOFFMAN. D P Consumers Power Co 80/01/25 Ip 


8 Reportable occurrences. LERs S. related correspondence 


8002080037 PND-1 11-80-001 on 791231. fac 1 1 1 ty was shut down Caused by 
need to complete changes necessary to meet requirements of 
NUREC-057B. Changes expected to be completed by weekend of 
000112 at which time facility will resume operation 
BOYD. D C . HEISKMAN.R F Region 3. Chicago. Office of the 
Director 00/01/02 Ip 


8002060993 Forwards updated LERs 79-022/01 X-1. 79-006/01 X-1 U 
79-047/03X-1 

FIELDS, K Consumers Power Co 00/01/30 Ip 


— 0002060601 Updated LER 79-022/01X-i on 790B22. design review revealed 
that. during LOCA. automatic initiation of reactor scram, 
containment isolation, core spray St reactor depressuri ration 
may not function 

a Consumers Power Co 60/01/30 2pp 


—8002060614 Updated LER 79-006/01X-1 on 790221. during special weld insps 
crack-like indications found in pipe junctions in reactor 
cleanup sys Caused by stress corrosion cracking of wrought 
matl Insps planned on four ilmlllar pipe junctions 
e Consumers Power Co 79/02/21 2pp 


—8002060624 Updated LER 78-047/03X-1 on 701031. during plant startup, 
control red drive temp on Drive E-2 exceeded Tech Specs 
Caused by failure of metal 0-Ring seal at flange New seal 
ring installed prior to plant startup All Q-Rlngs replaced 
» Consumers Power Co 80/01/30 ip 


8002120559 R0-B0O4 on 000130. d iameter air tubing line In containment 
which controls valve CV 4029 in reactor cooling water sys 
was accidently broken. Caused by degradation of containment 
integrity Line being repaired 

HOFFMAN. D P Consumeri Power Co 80/02/01 2pp 


8002190674 Forwards LER 0O-OO4/O1T-O 

HOFFMAN. D P Consumers Power Co 00/02/12 Ip 


— 8002190605 LER B0-004/01T-0 on 600201 . 1 nves 1 1 gat i on of minor temp tc 
pressure changes in reactor cooling water auxiliary sys 
revealed broken air tubing line to control valve CV*4029 
Possibly caused by contractor workers Line repaired 
« Consumers Power Co 60/02/12 2pp 


6002190721 Forwards LER 80-001/03L-0 U update of LER 79-027/03X-1 
HOFFMAN. D P Consumers Power Co BO/02/12 Ip 


—8002170731 LER 0O-OO1/O3L-O on 800114. temp data for Loop 2 of 
emergency condenser sys revealed through seat leakage an 
normally closed outlet valve M07053 Cause to be investigated 
at future shutdown 

e Consumers Power Co 00/02/12 Ip 


—0002190740 Update to LER 79-027/03X-1 on 7911 1 5. through seat leakage 
occurred at outlet valve H07053 of Loop 2 Cause not 
determined by vendor investigation Valve packing replaced 
Si valve stem gearing lubricated 
s Consumers Power Co 60/02/12 fp 


6002260531 Forwards LERs ao-002/03L-0 & aO-003/03L-0 
FIELDS. H Consumers Power Co 60/02/21 Ip 


— 8002260537 LER 80-002/03L-0 on 000124. during monthly specific gravity 
checks. cell 14 of battery for Channel C of reactor 
depressurizing sys read below Tech Spec Cause not stated 
Channel removed from svc to replace defective cell 
« Consumers Power Co 00/02/21 Ip 


— 8002260943 LER 60-003/O3L-0 on 600123. fol lowing automatic tost circuit 
alarm ind i cation. channel D of reactor depressur 1 1 ing sys 
removed from svc for troubleshooting Caused by automatic 
test circuit component failure 
« Consumers Power Co 00/02/21 ip 


DOCKET 50-157 CORNELL UNIV RESEARCH REACTCR 


Q Inspection reports. IC Bulletins 4 correspondence 


8002250261 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

ORIER.D H Region 1. Philadelphia. Office of the Director 
00/02/01 tp 


DOCKET 50-163 GENERAL ATOMIC COMPANY 


J Insurance 4. Indemnity information 


8002040361 Forwards Endorsement 111 to NELIA Policy NF-34 & Endorsement 
SO to MAELU Policy MF-59 

CORREA.C Marsh ti McLennan. Inc . M 4 M Nuclear Coneu I bants. I nc Div 
80/01/20 3pp 


60020604B6 Forwards Endorsement 112 to NELIA Policy NF-34 

CORREAiM A Marsh 4 McLennan, Inc . M S M Nuclear Consultants. Inc 
Div aO/Ql/31 2pp 


Q Inspection reports. IE Bulletins 4c correspondence 


8002250559 Forwards IE Circular 80-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKEN. R H Region 9. San Francisco. Office of the Director 
80/02/01 tp 


DOCKET 50-t66 UNIV OF MARYLAND RESEARCH REACTOR 


Q Inspection reports. IE Bulletins & correspondence 


6002250370 Forwards IE Circular 60-02. '’Nuclear Power Plant Staff 
Work Hours '• No written response required 

ORIER.D H Region 1. Philadelphia. Office of the Director 
00/02/01 Ip 


DOCKET 50-170 NATIONAL NAVAL MEDICAL CENTER 


P Operating license stage documents ti correspondence 


6002050161 Forwards list of NRC personnel visiting facility on 600115 
4 16 
REID.R W 


Operating Reactors Branch 4 60/01/11 2pp 



18 


DOCKETED ITEMS 


Q Inipectian r^portSf IE bulletins coTre«pOTid0nc« 


8003010015 Forwards IE Irisp Rapt 50'170/79~03 7909ia-l<» No 
nori'C otnp 1 i4nc 0 noted 

MAPTINfW 0 Regtati 1. Pii 1 1 add phiai Safe-guard's Branch 79/12/05 

2pp 


—9002010017 IE Insp Rep t 50-170/79-02 on 790912'14 No noncomp I ian< e 
noted Major areas inspected security p lani s ecur ity 
organi lat 1 on< access c antr'O L. alarm sys* surv«i llance & 
pTotectiOh against sabotage Info withheld (ref 10CFR2 790) 
|}EVL1N»J M Region I. Philadelphia. Safeguards Branch 

rADDE((.U Rsgiion 1. Philadelphia* Office of the Director 
79/11/14 tp 


0002250227 Forwards IE Circular 00-02. ''NucUar Power Plant Staff 
Work Hours " Mo written response required 

CRIER, B H Region J. Philadelphia. Office of the Director 
90/02/01 Ip 


DOCl^ET 50-171 PEACH BOTTOM ATONIC POWER STATION. UNIT I 


F Security* medical, emergency tr fire protection plans 


00021 1 '0023 Advises that NRC will perfoirm special appraisals of health 
physics programs during CVao in Iteu of routine insp Scope 
(ulll include urge n I zat i on. per s onne 1 qualification U 
tral n I ng I ra duas fce proce ssing. monit-or 1 ng £t training 
STEEL 0. V Office of Inspection & Enforcentnl. Office of the 

Director 80/01/2'2 3pp 


9002060531 Submits info re evacuation time estimates, in response tci 
MRC 7'71129 Itr Two oversize area map* re emergency 
evacuation plan cncl 

DDU7RDFF. S L Philadelphia Electric Co 90/01/30 9PP 


C Adjudicatory c orr e sp ond ence 


6002120459 Responds to 790416 Itr re TMI-2 accident NRC has ordered 
public hearing to determine restart of TMI-l NRC 790720 
order suspended OL for TN(-2 Util customers uill not have to 
pay for restoration of TMl-2 

DENTON, K R Office of Nuclear Reactor Regulation GO/Ol/lB 2pp 


— 9002120467 Requests shutdown of facilities Candles c-oal can be 
substitute for nuclear power Opposes util customer payment 
for TKl-2 accident 

STEFAriOWlC2*F Affiliation Unknown 79/04/16 2pp 


COCKET 50-102 PURDUE UN IV RESEARCH REACTOR 


0 Inspection reports. IE Bulletins L correspondence 


0002210150 Forwards IE Insp Rept 50-182/79-02 on 791127 h 26 No 
none ojnpl lane e noted 

HEISHHAN.R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 80/01/09 2pp 


— B002210162 IE Insp Rept 50-182/79-02 on 791127 E, 28 No noncompl lanc e 
noted Major areas inspected logs & record s. proc edurts. 
survefi 1 lane e. requal [ fl Cation training review & audit 
experiments 

BROWN. C H Region 3. Chicago. Office of the Director BOVD. 0 € 
Region 3, Chicago. Reactor Operations Nuclear Support Branch 
eO/Ol/08 3pp 


DOCKET 50-1B4 NATIONAL BUREAU OF STANDARDS REACTOR 


'U Inspection reports. IE Bulletins he. correspondence 


GO’&2250233 Forwards IE Circular 80-02. "Nuclear Power Plant Staff 
Hqrt Hours " No written reaponie required 

GRIERifi H Region ]* Phi ladel phia. Office of the Director 
90/02/01 Ip 


DOCKET 50-385 PLUM 2R0QK RFACTDR - MDCH-UP 


R Psriodic operating reports U related correspond# nee 


6002270412 Submits results of personnel monitoring for CV79 Seven 
persons experienced no measurable exposure Dne person 
eipinenced measurable exposure greater than 0 I r«im 
DIDELOT, R c . RIGHLEY.E A National Aeronautics 6 Space Admin 

80/02/ 20 ip 


DOCKET 50-196 UNW OF MISSOURI RESEARCH REACTOR 


P Operating license stage documents 6 correspondence 


G0022B0334 Advises of approval of 790B30 route to be used for shipment 
of spent fuel from ColumblaiMO to Aiken. BC Rescinds NRC 
790B10 approval of 790712 proposed route End re legal 
arrangements L copy of route withheld (ref 10CFR2 7901 
HCCDRKLE.O W Physical Security Licensing Branch 79/10/25 

2pp 


S Reportable occurrences. LERs & related correspondence 


9002040503 RO on 791227. while operating at steady state power lave If 
fuse for power supply 2PS6 was removed Roins ta 1 lati on of 
fuse caused reactor scram from temp sensors 9S0A & 980P 
Caused by electrical transient Operator admonished 
BRUfiOER.R K Missouri, Unlv of. Columbia 90/01/22 2pp 


DOCKET 50-187 SPACE RADIATION RESEARCH REACTOR 


Q Inspection reports. IE Bulletins & correspondence 


8002250572 Forwards I£ Circular B0-02( "Nuclear Power Plant Staff 
Wort Hours " No written response required 

ENGELKEN.R H Region 5. Ban Francisco, Office of the Director 
eO/02/Ol Ip 


DOCKET 50-193 RHODE ISLAND ic PROVIDENCE PLANTATIONS AEC 


Q Inspection reports. IE Bulletins & correspondence 


8002250486 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

GRIER. B H Region 1. Ph i lade Iph ia. Office of the Director 
00/02/01 Ip 


DOCKET 50-199 MANHATTAN COLLEGE RESEARCH REACTOR 


•0 Inspection reports, IE Bulletins L correspondence 


S002250347 Forwards IE Circular 60-02. "Nuclear Power Plant Staff 
Wort Hours " No written response required 

CRI£R<6 H Region 1, Ph i ladelph ia. Office of the Director 
80/02/01 Ip 


DOCKET 50-201 WEST VALLEV REPROCESSING PLANT 


F Security, medical, emergency U fire protection plans 


6002250230 Forwards revised Page 9 Of safeguards contingency plan Info 
withheld (ref I0CFR2 790) 

CLARK. J R Nuclear Fuel Services, Inc (subs of Getty Oil Co ) 
79/10/26 Ip 


8002130306 Ack receipt of 791026 Itr submitting page changas to 
safeguards contingency plan Changes acceptable Enel withheld 
iref 10CFR2 790) 

HCCDRKLE.G W Physical Security Licensing Branch 79/12/07 Ip 


P Operating license stage documents 6 correspondence 


6002250396 Summary of 790608 meeting w/vendor 6 NV State Energy 
R«<D Authority in Silver Spring. MD re progress by NFS to 
process technical data useful for future decommlssloninQ ^ 
decontamination of facility 

HADOHNEV, C J Advanced Fuel h Spent Fuel Licensing Branch 
79/06/15 3pp 


8002260443 Notification of 791010 meeting w/vendor & NY State ERDA in 
Silver Spring, MD to discuss vendor progress to process 
technical info for future decontamination h decommissioning 
of site 

MAUGHNEYrC J Advanced Fuel & Spent Fuel Licensing Branch 
79/08/15 2pp 


9002200067 Summary of 791010 meeting w/NFS & NY State ERDA In Silver 
Spring, MD re progress of NFS efforts to process technical 
data for future decontamination & decommissioning of «itc 
HAUCHNEY. C J Advanced Fuel h Spent Fuel Licensing Branch 
79/10/15 23pp 
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Q0032B044i Notification of 79120? maating u/vendor Ic NT Stata EROA in 
Silver SpringiMD to di«cu«B vendor progress to protee* 
technical info needed for future decontamination S< 
decomi B»ioning of site 

HAUOHNEV* C J Advanced Fuel & Spent Fuel Licensing Branch 
79/10/16 app 


7912110294 Notification of 791210 meeting u/NFS in Silver 3pring«MD 
to proient results of NRC analysis of effect of tornado 
dormant Nest Valley facility 

HAUOHNEYi C J Advanced Fuel 8 ( Spent Fuel Licensing Branch 
79/U/lS 2pp 


BD02060027 Forwards results & flow measurements for reporting period 
Nov 1979. per NPBEB 

OUCKNORTHiJ P Nuclear Fuel Servicesr Inc (subs of Oetty Oil Co ) 
79/12/04 6 pp 


0 Inspection reports* J£ Bulletins & correspondence 


8002250243 Forwards IE Circular 80-02, ^'Nuclear Power Plant Staff 
Wort Hours ’* No written response required 

ORIERiD H Region i, Philadelphia, Office of the Director 
80/02/01 Ip 


R Periodic operating reports & related correspondence 


800229049B Forwards "State Preliminary Draft Environ Statement** 
Discharge Monitoring Rept,Jul I979i ” per NY State Dept of 
Environ Conservation Permit Ny0000973 

DUCKNORTHrJ P Nuclear Fuel Services* Inc (subs of Oetty Oil Co ) 
79/09/09 6 pp 


8002290502 Forwards "State Preliminary Draft Environ Statement- 
Discharge Monitoring ReptrSept 1979," per NY State Dept of 
Environ Conservation Permit NY0000973 

DUCKWORTH, J P Nuclear Fuel Services, Inc (subs of Betty Oil Co ) 
79/10/11 6 pp 


S002290479 Forwards "Fifty-Fourth Quarterly Rept for Uul<-Sept 1979," 
per Provisional License CSF-l 

DUCKWORTH, J P Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
79/10/25 Ip 


—8002290404 "Fifty-Fourth Quarterly Rept for Jul-Bept 1979,*' per 
Provisional License C 8 F-*l 

# Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 79/10/25 

59pp 


0002290021 Forward* “Discharge Monitoring Rept for Oct 1979 " 

DUCKWORTH, J P Nuclear Fuel Services, Inc (subs of (?cttg Oil Co ) 
79/11/00 ip 


—8002290022 "Discharge Monitoring Rept for Oct 1979 " 

DUCKWORTH, J P. Nuclear Fuel Services. Inc (subs of Oetty Oil 
Co ) 79/11/09 5pp 


8 Reportable occurrences, LERs S, related correspondence 


3002250323 PNO-I-aO-007 on B00114,one of two gas steam generating 
boilers was damaged when fire-box exploded Licensee had 
just finished testing boiler Licensee currently assessing 
damage No radioactive matl involved No personal injury 
ROTM, J. r CROCKER, H W , SMITH, 0 H Region 1, Philadelphia, Office 
of the Director 80/01/14 Ip 


DOCKET 50-206 0AN ONOFRE NUCLEAR STATION, UNIT 1 


F Security, medical, emergency &< fire protection plans 


B002040007 Announces regional workshops to discus* feasibility of 
proposed change to regulation on radiological emergency 
response plans for fac i 1 itles. Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, B.K Emergency Preparedness Task Force 79/12/21 7pp 


8002110006 Advises that NRC will perform special appraisels of health 
physics programs during CY80 in Ueu of routine imp, Scop* 
will include organl xation, personnel qual if icatlon 8 , 
training, radwaste processing, moni torlng & training 
8TELL0, V. Office of Inspection & Enforcement, Office of the 
Director 00 / 01/22 3pp 


8002060497 Forwards preliminary sector evacuation time estimate in 
response to NRC 791129 request Precise estimate will be 
completed by B00331 

HAYNES, J 0 Southern California Edison Co 00/01/31 4pp 


O Adjudicatory correspondence 


8002050SB4 Informs util of procedures for extension for Imp 1 omenta t ion 
of Laesons Learned Task Force Category A requirements due to 
power rel lab i 1 1 ty , in response to show cause order Info for 
adverse electric sys reliability impact evaluation end 
DENTONrH R Office of Nuclear Reactor Regulation BO/Ol/04 4pp 


8002040574 Forwards 800123 Itr requesting denial of petitions for 
failure to set forth factual bases for conclusions 
PIGOTT. D R Chlckering i Gregory 60/01/22 3pp 


— B0020405BO Requests denial of petitions under ICCFR2 206 Petitions 
fail to particular 1 Je factual basis for conclusions, fa 1 1 to 
rai«a unrevlewed health or safety issues J* fall to seek 
proper reconsideration of resolved issues 
PIOOTT. DR Cbickering Gregory 80/01/23 9pp 


9002120016 Forwards listing of addl petitions received from CA 
residents re seismic conditions at plant 
SMITH, H Operating Reactor* Branch 2 BO/01/31 2pp 


B002200082 Responds to util requests for extension to 800315 to 
complete mads to containment isolation sgs re show cause 
order Lessons Learned Task Force Category A requlrament* 

Grant* extension tt accepts implementation schedule 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/01 3pp 


H General correspondence 


9002050099 Responds to 791217 Itr re nuclear power plant safety 8 , ROs 
Describes steps NRC takes to ensure health U safety of 
public in light of rMI ’'2 accident 

GAMMILL,W P Division of Operatinsj Reactors 80/01/09 3pp 

**“8002050113 Discusses safety of nuclear power plants St potential dangers 
of exposure to radioactivity 

GUERRA, Y Affiliation Unknown 79/12/17 Ip 


J Insurance indemnity information 


8002060100 Forwards Endorsements 75.76 ft 77 to NEHA pplicy Nr-146, 
Endorsements 64,66,67 I, 68 to MAELU Policy MF-3B. 

Endorsement 3 to NELIA Binder EB-10 St Endorsement 3 to 
MAELU Binder XB-10 

HUOHE 64 W 0 Southern California Edison Co 00/01/30 I3pp 


F Operating license stage documents St correspondence 


0OO214O25B Forwards WCAP-9S44, "Meta I lurglcal Invastl gatl on* of Cracks 
in Steam Generator Feedwater Lines " Rept suggest* cracking 
occurred early in plant life i has not progressed W/o and 
HEAD, J T Southern California Edison Co 79/00/10 3pp 


8002080106 Responds to 790910 second request for approval of 
routes for shipments of spent fuel from plant to GE storage 
facility at Morris. IL Route approved w/exceptlon Route 
changed to bypass bridges w/welght limitations 

MCC0RKLE,0W Physical Security Development Branch 79/11/30 

2 pp 

8002110276 Extends comment period re draft NUREO-0630 to 800116 

GAMMILUiU P Assistant Director for Standard i( Advanced Reactor* 
80/01/03 3pp 

8002070337 Submits NRC position re criteria for evaluating pipe whip 
Impact 5- jet impingement effects of postulated pip* breaks 
■Criteria apply to SEP Topics IIIiS-A HI 5-B 
ZIEMANNirZ L Operating Reactors Branch 2 00/01/04 3pp 


0002110624 Forwards draft SEP Topic XV-20, ''Radiological Consequence* 
of Fuel Damaging Accident* (Inside It Outside Containment) " 

Request* comments within 30 day* 

ZIEMANN«0 L, Operating Reactors Branch 2 BO/Ol/17 2pp 


2110629 Draft BEP Topic XV''20, "Rad lollgical Consequencea of Fuel 
/amaglng Accidents (Inside it Outslda Containment)." 

» Operating Reactors Branch 2 flO/OJ/17 3pp. 


8002130100 Discusses scheduling problems re campletlofi of remaining PWR 
overpressure protection reviews Completion Is dependent upon 
Reactor Safety Branch approval of overall ly* aspects of 
propos-ed designs 

LAINAS, 0 Plant 8 y«tems Branch 80/01/17 Ip 
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SGIO519O7S0 cdop«rabian uiyEc^uifai «tudv >'» f«aajbili1;y of 

perfortning ep i denii o 1 o g »ca 1 ctudiea on health effects of 
eipQiure to low level loniimg radiation Ltifcs ind ividvala 
asfigned to Equifax project team 

2IEMA1JM. D L Operating Reactors Branch 2 NRC Ol-T^-OlO 
80/01/17 2pp 


a0020&04‘?-8 Confirms 800124 te 25 tel com re facilitg 800126 ihutdock^n for 
tnpl eaientat ion of Leiions Learned Talk Force Categortj 6 
short’^term req.u irements re reopening of containonent 
isolation valves 

RASKIN. K P Southern California Edison Go 80/01/29 2pp 


Q002140005 Discusses recent developments impacting uaste disposal 
operations at commercial lou level waste burial sites 
Forwards license 6 Ifcr from State of SC to Chem-Nuclear 8g a 
describing restrictions for waste disposal in BC 

ElSEKHliT, D C Division of Operating Reactors SO/01/S9 26pp 


0002140412 Forwards completed assessment of SEP Topic XV-10* 
"^Rad i oLogical Consec^uenc es of Nam Steam Line Failure 
Outside Containment '' Suggested mods incorporated Assessment 
comparei facility design u/neui facility licensing criteria 
ZIEHANrt.D L Operating Reactors Branch 2 80/01/29 7pp 


8002140427 Forwards completed assessment of SEP Topic XV-I9. "LOCAs 
Resulting from Spectrum -of Postulated Piping Breaks 
iiithin Reactor Coolant Pressure Ooundarv*Padiolog 1 ca 1 
Cons«<iuencef ’’ Compares plant design u/liccnsing criteria 
2l£riANR<D L Operating Reactors Branch 2 60/01/29 Spp 


8002140433 Forwards completed assessment of ££P Topic XV-l?* 
"Rad loLogical Conseq.ucnc ei gf Steam Generator Tube Failure 
(fURl " Suggested nods were incorporated Assessment compares 
facility design u/criterla for licensing new facilities 
ZlEflAMN. D L Operating Reactors Branch 2 60/01/29 Bpp 


000214043b Discusses completion of SEP Topic III B C« " Irrad iatiflti 
DamagpiUse of Sensitized Stainless Steel & Fatigue 
Resistance *' Assessment compares facility design w/crlteria 
used in. licensing new facilities 

ZIEMANH. D L Operating Reactors Branch 2 80/01/29 2pp 


3002150230 Forwards completed SEP Topic X'/-12. "Spectrum of Rod 
tnjectxon Accidents IPWRl-ftaiio logica 1 Consequences " 
Assessnent compares facility design u/criteria used by KRC 
In licensing niu facilities 

ZIEHAKN.O L Operating Reactors Branch 2 60/01/29 bpp 


G002i400b8 Advises that facility will shut down weekend of 600202-03 
to complete impl enenta tton of Lessons Learned Task Force 
Categorg A requirements Util had requested extansion until 
Boosts but lacked adequate justif ication 

OENTONvH R Qffice of Nuclear Reactor Regulation BO/Ol/30 Ip 


B002120540 Forwards Amend 88 to 0L« consisting of Proposed Changes 86> 
iB7r88 L 90 to Tech Epees NRC review of Prepofed Change 86^ 
supporting documentation requested prior to resumption of 
pDuer operation -Ec fee end 

DIETCHtR Southern California Edison Co 80/02/08 2pp 


— B002120S41 Amend 88 to OLi cons i sting of Proposed Changes B6. 67i 80 L 90 
to Tech Specs Certificate of Sve end 

ARENALiA Southern California Edison Co DtLhfANi D M San Diego 
Oas it Electric Co 60/02/0& bpp 


— 8002120547 Proposed Changes 86<87/66 it 90 ko App A Tech Specs re 
auxiiiarq feedwater sysi control group insartion iitaits It 
containment integrity & App B Tech Specs re plankton 
s tud les 

« Southern California Edison Co 60/02/08 Llpp 


— B0021 20550 "Reload Safety Eva 1 uat i on, Un 1 1 1< Cycle 8 " 

SKARITA^J » ARLOTTtrh O Southern California Edison Co 60/01/31 
JBpp 


9002190587 Submits addl info re commitment schedule for short-term 
Lessons Learned Tast Force requirements Circuitry to close 
auxiliary feaduraber motor operated discharge valve will be 
Installed during Apr 1900 refueling outage 

OABKIN^K P Southern California Ed I son. Co 60/02/00 3pp 


8002200647 Forwards reiolts Of evaluation re asymmetric LOCA loads 
Util agrees w/llRC assessment that probability of pipe break 
resulting m substantial transient loads on vessel support 
sys is acceptably small 

BASKIN. K P Southern California Edison Co 60/02/13 l{pp 


8002260669 Forwards justification for RCS subcooling setpoint. in 
response to NRC 791227 request Addl info will be forwarded 
in rasponse to IE Qulletln 79-27 by 600228 

BASKIN.KP Southern California Edison Co 00/02/13 12pp 


8002200445 Forwards response to NRC 790912 request for addl info re 
steam generator water hammer Description of feedwater line 
water hammer events tc outline of feedline water hammer 
evaluation program end 

BASKIN. K P Southern California Edison Co 80/02/14 Mpp 


80022005B9 Advises that license amend revising Tech 6pBcs to llioit 
control rod misalignment will be submitted by 600331 instead 
of 8002L5 Delay caused by need for addl work 
BASKIN. K P Southern California Edison Co 60/02/14 2pp 


8002280588 Forwards addl info re conditions L results of endurance 
testing performed on auxiliary feedwater sys pumps in 
support of responses to NRC Lessons Learned Task Force 
requirements 

BASKIN. K P Southern California Edison Co 60/02/14 6pp 


8002260535 Notifies that action plan re anchorage fc support of safety- 
related electrical equipment will be available by 800227. 

Delay is due to conflicting work assignments 

HAYNES. J Q Southern California Edison Co 00/02/19 Ip 


0 Inspection reports. IE Bulletins 1< correspondence 


6002130361 Responds to IE Bulletin 79-14 Submits listing of design 
documents which were sources of input for seismic analyses 
it listing of imp elements for use in verifying that input 
conforms to actual sys configurations 

HEAD. T Southern California Edison Co 79/09/10 28pp 


6002140227 Responds to lE Bulletin 79-18 re evacuation alarm sys 
Immediate evacuation signal will be expanded u/addl large 
warning sireniARNS alarms will be added it plant public 
address sys equipment will be added Visual equipment added 
KEA0.>i T Southern California Edison Co 79/09/19 Spp 


6002130661 Responds to IE Bulletin 79-06C re THl Incident Requests 
relief from requirement for second licensed operator in 
control room, due to design change making RCS pump trip 
automatic Requests return to 6-h shift 

OTTOSON.H U Southern California Edison Co 79/09/26 2pp 


8002150317 Responds to IE Bulletin 79-24 re frozen lines Operating 
procedure to be issued by 791231 describing actions to 
assure operability during sub-freezing temps 
HEAD. J T Southern California Edison Co 79/10/24 2pp 


6002260291 Submits revised schedule for completion of mods Identified 
in 790919 response to IE Bulletin 79-18 Addl time required 
to complete mods due to matl lead times 8* significant 
personnel hours needed for equipment installation 
HEAD. J T. Southern California Edison Co 79/12/04 2pp 


8002280210 Responds to IE Bulletin 7?-23 re failures of Nestinghouse 
BFD relays in safety-related sys No specified Uestinghouse 
relays in use 

HEAD. J T Southern California Edison Co 79/12/12 3pp 


8002280212 Responds to 1£ Bulletin 79-14 re seismic analyses for as- 
built safety-related piping sys Accessible piping sys 
verification complete Rept describing verification results 
will be submitted by 800107 

HEAD.J T Southern California Edison Co 79/12/28 Ip 


8002260250 Responds to IE Bulletin 79-28 re NAMCO limit switches Model 
EA180 malfunctions No NAMCO switches installed 
w/lden tif 1 cat ion 02-79 to 08-79 

DIETCH. R Southern California Edison Co 80/01/02 ip 


8002200147 Forwards lE In»p Rept SO-206/79-16 on 791101-02 U 26 No 
tiomicomp 1 lance noted 

CREUS. J L NRC Regional Offices 60/01/04 Spp 


—0002200153 le Insp Rept 50-206/79-16 on 791101-02 L 26. No noncompliance 
noted Major areas inspected scope k methods of field insp 
for IE Bulletin 79-14»repair of shorted electrical buswork 
k licensee design change proposal 

FAI/LKENBERRYj B Region 5. 8an Francisco. Reactor Operations 

IVuclear Support Branch PATE. D . JOHNSON. A Region 5. San 
Francisco, Office of the Director GO/Oi/04 7pp 
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800S2G0217 Poruards addl Info l;o 79I22Q ro«ponse to IE Bulletin 79'’14< 
re eelimic analgeee for ae-built aaf oty-relatad piping •(/*» 
including list of verified piping sys nonconf ormance* 
coneequent corrective actions 

OTTOBON. H t. Southern California Edison Co 80/01/14 lOpp 


0OD2OBO143 Foruardi IE Info Notice 0O-O3« "Main Turbine 
Elec trohydraul ic Control Bye " No specific action or 
response required 

ENOELKENj R H Region Or San Francisco. Office of the Director 
aO/OI/31 Jp 


S0OS14O12O Forwards IE Circular 79-25. Buppl A. "Shock Arrestor Strut 
Aisepibly Interference " No written reeponse required 
ENGEL KE N. R H Region 5# San Francisco/ Office of tho Director 
BO/Ol/ai ip 


8002250588 Forwards IE Circular 0O’*O2. "Nuclear Power Plant Staff 
Nork Hours " No written response required 

ENOELKEN. R H Region 5. San Francisco/ Office of the Director 
00/02/01, Ip 


8002210304 Forwards IE Bulletin 80-03. "Loss of Charcoal From Std Type 
r I. Two-Inch. Troy Adsorber Cells ” Action required 
ENGELKEN. R H Region Sr Ban Francisco. Office of the Director 
S0/O2/0A Ip 


0002220001 Forwards IE Info Notice 00-05. "Chloride Contamination of 
Safety-Related Piping Components " No written response 
required 

ENGELKEN. R H Region 5. San Francisco. Office of the Director 
80/02/00 Ip 


8002250399 Forwards IE Bulletin 80-04. "Analysis of PWR Main Steam Line 
Break U/Continued Feedwater Addition " No written response 
required 

ENGELKEN. R H Region 5/ Ban Francisco# Office of the Director 
80/02/08 Ip 


8002260620 Clarifies request for relief from inservlee insp 
requirements of A8ME boiler pressure vessel code# Section 
kl Indicates typograph leal errors In NRC safety evaluation 
BABKIN. K P Southern California Edison Co 80/02/14 3pp 


8 Reportable occurrencesi LERs (t related correspondence 


8002050545 Forwards LER 0O-OOi/OlT-O 

dTTQSONi H L Southern California Edison Co 80/01/25 2pp 


—8002050356 LER OO-OOl/OlT-O on 8001 tO. during field verification per IE 
Bulletin 77-14. found supporting configurations on letdown 
line & turbine plant cooling water supply line not installed 
as assumed in seismic stress analysis Cause not stated 
a Southern California Edison Co 80/01/25 Ip 


8002010320 Forwards LER 80-002/01 T-0. 

OTTOSON.HL Southern California Edison Co 80/01/28 2pp 


— 0002010324 LER 80-002/OIT-0 on 0001 16. during normal operation# whl 1 e 
Installing TMI project instrumentati on. aoK i 1 iary relay 
tripped & shut east feedwater pump discharge valve# 
resulting in turbine trip Caused by worker bumping relay 
CURRAN# J M Southern California Edison Co 00/01/20 Ip 


8002040466 Forwards LER 79-024/03L-0, 

OTTOOONfH. L Southern California Edison Co 00/01/31 2pp 


—8002040470 LER 79-024/03L-0 on 791203# during normal operations, mods 
Involving Instrumentation on feedwater flow orifices it steam 
generator hi-lo level alarms discovered made w/o approved 
design change. Caused by failure to follow procedure 
CURRAN. J rt Southern California Edison Co QO/Ol/31 ip 


8002080432 Forwards LER 80-003/03L-0 

GTTOaON. H L Southern California Edison Co 00/02/05 2pp 


— B002080436 LER 0O-OO3/O3L-O. on 800109# during normal operations, uh 1 le 
performing containment isolation valve test CV-537. isolation 
valve for sve water to containment failed to close Caused by 
small particles of desiccant In air lines 
CURRAN. J M Southern California Edison Co 80/02/04 Ip 


0002190494 Forwards LER 80-004 /03L-4 

0TT080NfH-L Boothern California Edison Co 00/02/13 2pp 


— 8002190497 LER SO-004/03L-0 on 8001 19- during normal operation, 
feedwater flow indication B increased about 15X above actual 
flow Caused by missing segments in flow straightener 
indicated by radiograph Straightener was replaced 
CURRAN. J M Southern California Edison Co 80/02/13 Ip 


DOCKET 50-208 COLUMBIA UNIV RESEARCH REACTOR 


Q inspection reports, IE Bulletins & correspondence 


8002250256 Forwards IE Circular 80-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

GRIER, D H Region 1. Ph i ladelphia. Office of the Director 
SO/oa/01 tp 


DOCKET 50-212 FUEL CRITICAL FACILITY 


J Insurance it indemnity information 


8002120651 Informs NRC of suit by BL Phelps v» General Dynamics Corp 
Investigation underway to determine If Policy NS-61 
provides ceverage for claim Suit Involves alleged 
contamination of J£ Phelps by radioactive matls 
HARWARD# J E American Nuclear Insurers 00/02/05 Ip 


DOCKET 50-213 HADDAH NECK PLANT 


F Security# medical, emergency 6 fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards Fft notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002200212 Informs of status of fire protection pi agram review Requests 
addl info re incomplete Items within 20 days 
LAINAS. 0 Plant Systems Branch 00/01/21 Ip 

— 8002200215 Safety evaluation re incomplete items of fire protection 
program 

» Office of Nuclear Reactor Regulation 80/01/21 3pp 

0002110047 Advises that NRC Will perform special appraisals of health 
physics programs during CVBO in lieu of routine insp Scope 
wilt Include organ! lation. personnel qualification tt 
train ing. radwasto process ing. monl tor ing it training 
8TELLO. V Office of Inspection it Enforcomenti Office of the 
Director 00/01/22 3pp 


0002010344 Forwards detailed clarifications of methods used to comply 
w/imp lementat ion of safety evaluation items re fire 
protection muds Blake Equipment Co# Inc 790926 Hr to util 
end 

C0UN8IL.W 0 Connecticut Yankee Atomic Power Co 00/01/24 tOpp 


G002010360 Responds to NRC 791129 it 1226 Itrs re evacuation time 
estimates Project cannot be thoroughly evaluated within 
reque-sted leeponse interval Will submit aetimates by 8D0229 
COUN8IL. U 0 Northeast Utilities 00/01/25 2pp 


8002060156 Forwards fire protection review supporting Item 3 1 1 1 re 
facility vontilation equipment 

HALL# R E Bruokhaven National Laboratory 60/01/30 2pp 


Q Adjudicatory correspondence 


8002190292 Advises that implementation of Category A items (ejcept Item 
2 1 7a ) of 800102 show cause order will be subj of post- 
implementation review Item 2 1 4 should bo implemented 
within 30 dags of equipment delivery# no later than 000601 
DENTON# H R Office of Nuclear Reactor Regulation GO/02/01 2pp 


J Insurance indemnity information 


8002060459 Forwards Endorsement 4 to liAFLU Binder XB-ll 
1FFLAND#R R Northeast Utilities BO/Ol/88 2pp 


0002060475 Forwards Endorsement 5 to NELIA Binder EB-ll 
IFFLANDiR fi Northeast Utilities BO/Oi/Sfl 2pp 
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P Gp«r4tin9 license nt&ge documents & toTr^espondence 


SOOSl^OWO Foruards queitions N^^flEO-0579* TMl ~2 Leisons Lfcarnad Taali 

FartB r^quiretnenta cBnc^r-ning atiiiLiary ^BBdwater sgK 
automatl-c initlatlant tt Mou ind i cafclcnv to isteam 
generators Rei^uests rBsponse bi^ 791314 

ZIEJMANr^D L Operating Reactars Branch 2 79/12/12 3pp 


3002070426 Requests coaperatian in Equifax Health Sys Div study of 
feasibility of 6 p i d emoic 9 I c studLss on haalth effects of 
exposure to loui level icniiing radiation 

ZIEKAHW, D L Operatin} Raactpr* Branch 2 nRC -01-79-0 10 

79/12^27 Spp 


0002110276 Extends commeint period re draft NUREO-0630 to 000116 

GAMHILLiH P Assistant Director for Standard b Advanced Reactors 

aO/Ol/03 3pp 


0002150537 Confirms tn.eating u/util to discuss draft NUREO-0660* "Action 
Plans for Implementing Recommendatio-ns of President's 
Commission b other Studies of TlH-2 Accident ” Proposed 
agenda end H/o enci 

QRlERi a H Regioi 1. Ph i lad e lphia< Office of the Director 
00 / 01 /U Ip 


[0002040392 Responds to HRC 791237 1 tr re mod of srtiall break LOCA 
oparator guidelines Protests indirect manner of requesting 
documentat i on Verification continuing re sufficient 
instrumentation on redundant emergency pouer supplies 
COUHSILrH A Connecticut Yankee Atomic Power Ce 00/01/29 Qpp 


0003140005 Discusses recent developments impacting waste disposal 
operations at commercial loui level uaste burial sites 
Forwards license ic Itr from State of SC to Chem-Nuc I ear Sys 
describing restrictions for waste disposal in SC 
EI&ENHUT^ D G Division of Qperating Reactors 80/01/27 SBpp 


0002060651 Advises of plans to propose Tech Spec change allowing 
plus or minus 40 steps from bank average position for single 
rod misalignment Misalignments (n excess of 16 steps will 
continue to be alarmed 

COUNSiLrN G Connecticut Vantee Atonic Power Co SO/O-t/30 3pp 


0.002120430 Forwards "tfain Steam Line Break Analysts - Return to Powerp 
"Main Steam Line Graak Analysis ** Ganbainment Pressure" b 
"Autonatie Initiation of Au-ciliary Feedt/atcr - Proposed 
Revisions to Tech Specs* " in response to NRC requirements 
COUNSlLitf 0 Conner, ticut Yankee Atomic Power Co 00/01/30 t30pp 


0002120431 Forwards description of TMf Lessons Learned Task Force 
recommendations imp 1 ementat ion Discusses utii concern re 
Task Force Category 3 r«qu iremeti ts 

CQUNSIL.U G Northeast Utilities 80/01/31 I57pp 


0002110493 Requests that He st Inghous e owners group rept, s tingheuse 

Inadequate Core Cooling Analysis Performed to Meet 
Requirements Set Forth in NUREO-O'578i " be included on plant 
docket 

COUNSIL*U 0 Connecticut Yankee Atomic Power Co 80/02/04 2p p 


8002140483 Updates 800U7 response to NUReC-057a Requirement 2 1 4 re 
contairnent isolation Hest ingPiouse estimates delivery of 
four control relays to facility by 800306 

COUNSlLrW 0 Connecticut Yankee Atomic Power Co 90/02/07 2pp 


8002350700 Forwards "Effects of High Energy Piping Sys Break Inside 
■Containmentf SEP Topic 111-5 A " 

CQifHSIL^U 0 I PEErH F Connecticut Yankee Atomic Power Co 
80/02/07 Ip 


--8003S50703 "Effects of High Energy Piping Sys Break Inside Contalniuenbr 
SEP Topic 1 1 1-5 A " 

* Northeast Utilities 00/01/31 20 £)pp 


8002210381 Submits action plan for SEP re anchorage !< support of 
saf ety-r e lated electrical sys. in- response to NRC 800101 itr 
List of safety-related electrical equipment will be 
developed b surveyed to determine what anchoraga exists 
COU'N3tLit4 0 I FE£i H F Connecticut Yankee Atomic Power Co 
80/03/14 2pp 


G0023104B6 Bubmits Info re spurious opening of pouier operated relief 
valva on pressur i i er* in response to NRC 600207 request. 

Spurious opening probatitv -created by dirty contacts causing 
short circuit in power operated relief valve operator 
COUNSIU^H G Connecticut Yankee Atomic Power Co 60/03/14 3 pp 


8002310490 Submits resolution of asymmetric LOCA loads issue in 
response to NRC 7B0125 Itr Inservice insp program required 
by ASKE Section XI U studies on fracture mechanics justify 
long-term operation of facility w/t Installation of mods 
CQUN3IL. H 0 , FEE, W F Connecticut Yankee Atomic Power Co 
60/02/14 3pp. 


9002010S62 Submits NRC position re criteria for evaluating piP* whip 
impact ti jet impingement effects of postulated pipe breaks 
Criteria applies to postulated pipe breaks for SEP Topics 
111 5 A 8 < in 5 B 

T1EHAMM, D L Operating Reactors Branch 2 80/01/04 3pP' 


Q Inspection reports# IE Qulletins & correspondence 


8002150379 Notifies that regulations re resident insp program amended 
to require po-wer reactor licensees to provide NRC Insp 
perso-nnel w/onsite< rent-free, exclusive use of ofe space & 
immediate access to facility 

STELLQ. V> Office of Inspection i Enforcement# Office of the 
Director. 79/12/07 3pp 


6002090410 Forwards IE Insp Rept 50-213/79-06 on 790214 - 16 # 26-28 U 
0305-09. 

GRIER# D H Region 1# Phlladelph ia. Office of the Director 
79/12/13 2 pp 


— 8002000415 IE Insp Rept 50-213/79-06 on 790214-16# 26-20 It 0305-09 No 
noncompl lance noted Major areas inspected radiation 
protection program during 1979 refueling outage# including 
radiation protection procedures 

CROCK£R#HM Region i> Philadelphia# Fuel Facility b Materials 

Safety Branch UHITE# J R # YUHAS# G P Region 1. Philadelphia# 
Office of the Director 79/07/31 29pp 


0OO2I1O4B7 Responds to IE Dulletin 79-25# "Failures of Westinghouse BFD 
Relays in 5af e ty-Re lated Sys " One 6 FD-type control relay is 
used at facility Periodic testing program it unnecessaryj 
eiisting program adequate 

C0UNSIL#H 0 . SU1TZER#D C Connecticut Yankee Atomic Power Co 
79/12/24 3pp 


6002]S0]ea Responds to IE Bulletin 79-28 Stem-mounted limit switches 
mfg by N'AMCO not installed nor planned for installation at 
any saf e ty-relatad sys at Haddam Mack & Millstone l/nit 1 
Twenty four switches installed at Millstone Unit 2 
CQUNSILtU 0 Northeast Utilities 00/01/09 3pp 


6002250041 Forwards IE Info Notice 80-03# "Main Turbine 
El ec trohydraul i c Control Sys " No specific action required 
GRtER # 8 H Region 1# Ph 1 lad e Ip h i a# Office of the Director 

eO/01/31 ip 


8002260033 Forwards IE Circular 79-25# Suppl A# "Shock Arrestor Strut 
Assembly Interference " No written response required 
GRIER# 0 H Region 1# Phi ledelph la# Office of the Director 
80/01/31 Ip 


0002250387 Forwards lE Circular 00-02# "Nuclear Power Plant Staff 
Work Hours " No written response required 

G{ttER#B H Region 1# Ph i ladelphia# Office of the Director 
80/02/01 Ip 


8002210250 Forwards IE Bulletin 60-03# "Loss of Charcoal From 8 td Type 
II# Two-Inch# Tray Adsorber Cells " Action required 
GRlERiB H Region 1# Philadelphia# Office of the Director 
00/02/06 Ip 


8002250089 Forwards IE Info Notice BO-OS# "Chloride Contamination of 
Safety-Re lated Piping it Components " No written response 
required 

GRIER, B H Region 1, Phi ladelphia# Office of the Director 
60/02/08 Ip 


0002250451 Forwards IE Bulletin B0-04i "Analysis of PWR Main Steam Lini 
Break M/Con t inued Feedwater Addition " Written response 
required 

GRiERtB H Region 1# Ph i ladalph ia# Office of the Director 

eo/02/oa ip 


9002200311 Ack receipt of 000117 Ur Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-213/79-19 
SM2TH#G.H Region t# Philadelphia# Fuel Facility <« Materials 

Safety Branch 00/02/08 ip 


—8002200324 Responds to NRC 771220 Ur re violations noted in IE Jnsp 
Rapt 50-213/77—19 Corrective actions drawings on shipping 
container LL-500-100 are stored separately from certificate 
uf compliance $< are on site Documents have been obtained 
COUNSILrW 9 Connecticut Yankee Atomic Power Co 0O/Oi/17 2 pp 
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*'-Q0022a033A Foruiard* IE In*p Rept 50“-2l3/79-l9 on 791107-09 L notico of 
vlolot 1 on 

SMITHi O H Region !< Phi ladelph lai Fuel Facility & Materials 

8 afeti| Dranch 79/12/’28 2pp 


—8002200342 Notice of violation from in*p on 791107-08 

a Region Phi ladelph iar Office of the Director 79/12/21 
ip 


—8002200351 IE In»p Rept 50-213/79-19 on 791107-00 Noncompl iance noted 
all documents referenced bg certificate of compliance not 
available 

CLEMONSiP I STOHRiJ P Region li Ph i ladelphia^ Office of the 
Director 79/12/21 6 pp 


R Periodic operating reports related correspondence 


8002200423 Forwards monthlg operating rept for Jan 1900 

ORAVE 61 R H Connecticut Yankee Atomic Power Co 80/02/06 Ip 


— '0002200431 Monthlg operating rept for Jan 1980 

« Connecticut Yankee Atomic Power Co 80/02/06 6 pp 


0 Reportable occurrenccsi LERs & related correspondence 


8002110436 EN-79-013 on or about 79l206i notice of violation U notice of 
proposed imposition of civil penalties will be issued for 
radiological health U sofatg infractions deficiencies 
BRQGKETT. T 4 QDWER* 0, C Office of Inspection b Enforcementr Office 
of the Director 79/12/04 ip 


8002080173 EN-79-013A NRC news release re 791804 notice of violation 
^ notice of proposed imposition of civil penalties will 
be issued on 791207 rather than 791210 

DROCKETT 4 T 4 OOUER 4 O C Office of Inspection U Enforcement. Office 
of the Director 79/12/05 Ip 


8002000043 PNO-I-79-037 on 7912164 estimated 79 3 Cl xenon fc krgpton 
released from stack Caused bg primarg coolant venting to 
stack due to rupture of relief disc Rupture caused bg boron 
recoverg sgs overpressur 1 1 Ing 

UKITE 4 J P r KEIHIO 4 R R 4 STOKR 4 JP, Region 1. Philadelphia. Office 
of the Director 79/12/17 2pp 


0002050140 PNO-I-79-041 on 791220i approx I4OOO fish were collected 
after being backwashed from traveling screens Situation 
being evaluated bg biologist from corp ofc Cause not stated 
KOTTANrJ J 4 KEIHIO4R R 4 SMITH. 0 H Region 1 . Philadelphia. 
Office of the Director 79/12/21 Ip 


0002000314 PN0-1~79“037B revises rept re 791216 unplanned release 
of 16 3 Ci noble gases In 10 minutes Tech Spec instantaneous 
release rate exceeded bg factor of 5 instead of 1 4 Environ 
samples taken (< TLDs placed for monitoring 
KOTTANiJ J 4 KEIHIO.R R . STDHR. J P. Office of Inspection I' 
Enforcement. Office of the Director. 79/12/21 2pp. 


8002060146 RO 80-03/lP during emergeneg diesel generator load review, 
found that diesels could overload after loss of ac ^ LQCA 
Procedures changed to alleviate prob lem. Fol louiup rept will 
be forwarded within 14 dags 

ORAVE 81 R H Connecticut Yankee Atomic Power Co 60/01/30 Ip 


8002150357 Forwards LER 80-003/03T-0 

ORAVE 84 R H Connecticut Yankee Atomic Power Co 80/02/07 Ip 


—8002150362 UER 80-003/031-0 on 000129. review of emergeneg diesel 
generator loads revealed potential of diesel generator 
overload following loss of normal offsite power It subsequent 
accident Caused bg failure to analgxe situation previouslg 
TRAOOIO.R.P, Connecticut Yankee Atomic Power Co 60/02/12 2pp 


0002190660 Forwards LER a0-004/03L-0 

GRAVES. R H Connecticut Yankee Atomic Power Co 00/02/12 ip 


—8002190669 LER 80-004/03L-0. on 800204. while operating at steady state 
full power, power operated pressurixer relief valve 570 It 
isolation valve MOV-569 opened Apparentlg caused bg 
spurious signal from pressuriie pressure control Channel 1 
FLEMING. 8 T Connecticut Yankee Atomic Power Co 00/02/12 Ip 


DOCKET 50-219 OYSTER CREEK NUCLEAR POWER PLANT 


F Security, medicali emergency b fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util bg 791231 Forwards FR notice 
GRIMES. D K Emqrgencg Preparedness Task Force 79/12/21 7pp 


6002130-653 Discusses NRC 790303 fire protection safety evaluation rept 
Mods described in util 791220 Itr re ventilation sgs for 
control room ^ cable spreading room are acceptable 
LAINAS.O Plant Systems Branch 80/01/10 Ip 


8002110051 Advises that NRC will perform special appraisals of health 
physics programs during CVeo in lieu of routine insp Scape 
will include or gam lat ion. personne 1 qual 1 f icati on |< 
training, raduiaste process ing. moni tor ing It training 
STELLO.V Office of Inspection |< Enforcement. Office of the 
Director 80/01/22 3 pp 


6002070252 Forwards evacuation time estimates for plume exposure 
pathway surrounding plant, in response to 791187 request 
Plans constitute best estimates due to current upgrading of 
govt Ic licensee plans Civil defense comments end 
FINFROCK. I R Jersey Central Power & Light Co BO/Ol/31 ilpp 


J Insurance It indemnity information 


8002120657 Forwards Endorsement 67 to ANI Policy NF-164 

OERETY.H F General Public Utilities - GPU Service Corp 80/02/07 

2 pp 


8002120711 Forwards Endorsement 3 to MAELU Binder Xfl-t3 It Endorsement 3 
to ANI Dinder £tt-13 

OERETY.H F General Public Utilities - GPU Service Corp 80/03/07 
5pp 


P Operating license stage documents It correspondence 


8002110276 Extends comment period re draft NUnEO-0630 to 300116 

OAMMILLiU P Assistant Director for Standard 1. Advanced Reactors 

80/0 t/03 3pp 


8002010566 Bubmlts NRC position re criteria for evaluating pipe whip 
impact It jet impingement effects of postulated pipe breaks 
Criteria applies to postulated pipe breaks for SEP Topics 
(It 5 A & III S B 

ZIEMANN.D. L Operating Reactors Dranch 2 00/01/04 3pp 


6002050S16 Forwards Amend 44 to License OPR-I 61 safety evaluation & 
notice of Issuance !< availability 

ZiEMANNiD L Operating Reactors Dranch 2 00/01/04 2pp 


— Q0020S0229 Amend 44 to License DPR-16 j mod I fy log definitions of shutdown 
It refueling condition in Section I 0 of Tech Specs Sc 
eliminating unnecessary operability 6 surveillance 
requirements on protective Instrumentation 

ZIEHANNrD L Operating Reactors Branch 2 00/01/04 20pp 


— B0020S'0231 Safety evaluation supporting Amend 44 to License DPR-16 
e Operating Reactors Dranch 2, BD/Ol/04 2pp 


— 8002050238 Notice of issuance I availability of Amend 44 to License 
ZIEKANNtD L Operating Reactors Branch 2 BO/01/04 2pp 


0002040161 Requests Info to determine whether frequency of control rods 
failing to fully Insert has changed since last reported 
occurrence Also requests summary of other contral rod drive 
malfunctions for same time period 

ZIEMANN. 0 L Operating Raactort Dranch 2 80/01/11 2pp 


8002200078 Bummary of 791219 !< 20 meeting w/Mark 1 Owners Oroup In 
Dethasda.HP to discuss NRC acceptance criteria for Mark I 
containment long-term program I issues re implementation of 
program 

ORlMEa.C I Plant Systems Branch (Pre 79103(» 80/01/17 ilpp 


—8002200112 Task action plan A-07 "Mark I Load Definition Rept. 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

■» Plant Bystems Drench (Pre 791030) 79/12/19 37pp 
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0002080697 ForuaTtfi Bergen Paterson Drau»n9S 
l-3)p 304< 205. 20i. 207< Al l» 612. 613< 63(> 6 631 


tondinser supports 

HACAl./ Jersey Central Pguer L Llg^t Co 


113 (Sheet 1-3). IIA (Sheet 
r« isolation 

aO/01/21 I9pp 


0002140709 Forwards Aaiend 45 to License DPR- 16. safety evaluation Jc 

notice of (issuance 1. pvailabliity = 

ZIEHAPJLD L Operating Reactors Branch 2 BO/OI/25 3pp 


Q Inspection reports. IE Bulletins S< correspornloric e 


8002150303 Notifies that regulations re resident Imp program amended 
to rei^uire power reactor licensees to provide NRC in®P 
personnel w/onii te. rent-free, exc lus ive use of oPc space It 
immediate access to facility ^ha 

STELLD. V Office of Inspection Sc Enforcement. Office of to 
Director 79/12/07 3pp 


—0002140717 Amend 45 to License DPR-16. changing Tech Specs to permit 
torus to be drained earlier in outage than previously 
allo<,.ed 

ZIEMANN. D L Operating Reactors Branch 2 80/01/25 6pp 


8002010546 Forwards responve to IE Bulletin 79-26. “Boron Lo 
Control Blades “ Computer program developed to track contro 
rod history Identified 81 control rods which reyuirB 
replacement at end of cycle Mnn 


— 8C02140723 Safety evaluation supporting Amend 45 to License DPR-16 
* O/ficre of Nuclear Reactor Rsgulatian SO/OI/25 5pp 


--8002140729 Notice 
OPR-16 
ZIEMANN, D L 


of issuance t availability of Amend 45 to License 
Operating Reactors Branch 2 80/01/25 2pp 


B002210007 Notification of G00207 meeting u/Harl 1 ounfri group. 0NL. 
CE «i KUTECH in Bethesda. HD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program, plans for addl FSTF testing 4* outstanding issues 
CHIHES. C I Plant Systems Branch 80/01/23 Ip. 


8002010329 Forwards Tech Spec Change Request 80 re Tech Specs 3 5 A 9 
to reflect reduction jn min suppression chatober downcomer 
submergence level 

FINFRDCK. r R Jersey Central Pouer & Light Co 80/01/29 Ip 


8002190096 Responds to IE Bulletin 79-20 re possible malfunction of 
NAKCO Modal EAIBO limit switches at elevated temp Facility 
has not Installed nor received NAMCO EAiaO limit luitcnes 
ftOSS.D A vlersey Central Power S< Light Co 80/01/09 Ip 


8002110233 Forwards IE Insp Repts 50-219/78-23 U 50-219/76-27 on 
780906-00.10-19.26-29 t0l7-i9 Details withheld 

(ref 10CFR2 790) 

ORIER.B K Region 1. Philadelphia. Office of the Director. 

80/01/12 2pp 


— B002110242 IE Insp Rept 50-219/70-23 on 73 0906 - 08 . 16“ 19 it 

Noncampllance noted, fai lure to lock doors, fal lure to conduct 
searches. fai lure to post & barricade high radiation areas 
Portions withheld (ref tOCFR2 790) 

CROCKER. H M . N1KIT2. R. L . WHITE, J ft Region Ir Ph 1 ladelphia r 
Office of the Director 78/11/21 27pp 


— 8002010335 Tech Spec Change Request 00 re Tech Specs 3 5 A 9 to reflect 
reduction tn mm suppression chamber downcomer submergence 
level Certificate of Svc end 

FINFROCK. r R Jersey Central Power 4. Light Co BO/Ol/29 6pp 


0002140005 Di scusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license 6 Itr from State of SC to Chem-Nuc I tar Sys 
describing restrictions for waste disposal tn SC 
EISEHHUTiD (f Division of Operating Reactors 80/01/29 2Spp 


3002050520 Submits addl info re reactor protection sys power supply 
Redundant seismically qualified protective circuitry on 
output of each motor generator set 6 auxiliary power source 
will be added Hardware will he installed 

FINFROCK. 1 R Jersey Central Power L Light Co 60/01/31 Ip 


8002000696 Discusses intention to complete NUREO-0576 Category A 
requirements prior to startup at end of outage 
FINFROCK. I R Jersey Central Power i, Light Co 80/02/01 Ip 


8C02I50455 Forwards Berg en-Paterson pipe support drawings for isolation 
condenser, in re-sponse to K Jabbour request Drawings utlJiie 
old pipe support designations Drawings available in 
Central Flies only 

NAOAI.Y Jersey Central Power L Light Co 00/02/07 2pp 


—0002110252 IE Insp Rept 50-219/78-27 on 701017-19 Noncompl iance not»d 
failure to barricade high radiation area L failur* to adhere 
to radiation protection procedures 

CRDCKER. H U . NEELY, D R . YUHAS, 0 P Region 1. Phi lad el ph la. 
Office of the Director 70/11/21 I4pp 


8002040177 Advises of relief from ASME code inservice insp & testing 
requirements. per 790906 request Forwards related FR notice 
ZIEMANN. D L Operating Reactors Drench 2 80/01/14 3pp 


—8002040160 Notice of granting interim relief frofn ASME Section 11, 
inservice insp testing requirements 

ZIEMANN. D L Operating Reactors Branch 2 80/01/14 2pp 


8002280368 Forwards IE Insp Rept 50-219/79-21 on 791127-30 No 
noncompliance noted 

BRUNNER. E J Region 1. Ph i lade iph la. Reactor Operations Nuclear 

Support Branch 60/01/14 2pp 


—8002280370 IE Insp Rept 50-219/79-21 on 791127-30 No noncoinp Uanc a 
noted Major areas inspected followup of previous findings, 
review of plant operat ions. in-of c LER review, onsite LER 
followup IE bulletin followup 

BRKSOS.L Region 1. Ph 1 ladel phia. Office of the Director 
KEtMIOi R R Region t. Phi ladelph ia. Reactor Operations Nuclpar 

Support Branch 00/01/10 7pp 


0002210086 Notification of 800215 mieting w/util in Bethesda.HD to 8002060116 Forwards IE Bulletin 80-02. “Inadequate GA for Nuclear 

discuss core spray sparger cracks repairs Supplied Equipment ** Response required 

NDUICKI.S J Operating Reactors Branch 2 80/02/08 2pp ORIER.B K Region Ir Ph 1 ladelph ia. Office of the Director 

80/01/21 Ip 


8002220379 Forwards Tech Spec Change Request 79. revising Sections 3 6 6 
4 6 to incorporate design objectives for gaseous effluent 
releases as limiting conditions for operation Class HI fee 
L Certificate of Svc end 

FINFRDCK. I R Jersey Central Power h Light Co 80/02/15 2pp 


— 6002220382 Amend to License DPR-16. revis ing Tech Specs Sections 3 6 6 
4 6 to incorporate design objectives for gaseous effluent 
releases as limiting conditions for operation 
4 Jersey Central Power 6 Light Co 60/02/15 2pp 


—0002220305 Revised Pages 3 6. 2a. 2br 5a, 6, 7. G. 9, 10 ^ 4 6-3 to Tech Specs, 
incorporating design objectives for gaseous effluent 
releases as limiting conditions for operations 
» Jersey Central Power i Light Co 80/02/15 |2pp 


9002290299 Suoueariiei results of insp to determine support capability 
of leismU L norsseismlc safety-related electrical equipment 
Some addl bracing needed to upgrade Class II duct supports 
A Class I seismic requirements Addl supports also required 
FINFROCK. I R Jersey Central Power 6 Light Co 80/02/22 2pp 


8002150231 Forwards NRC evaluation of util responses to IE Bullatin 
79-00. “Events Relevant to BWRs Identified During TMI 
Incident “ Licensee has taken appropriate actions to meet 
requirements of il action Items 

ZIEMANN. D L Operating Reactors Branch 2 00/01/24 20pp 


3002060267 Forwards IE Info Notice 00-02, “8X80 Water Rod Lower End 
Plug Wear “ No specific action or response required 
ORIER.B H Region 1, Philadelphia, Office of the Director 
00/01/25 Ip 


8002250055 Forwards IE Info Notice 80-03. “Main Turbine 
Electrohydraul ic Control 8vs ” No specific action required 
GRIER.B H Region 1. Philadelphia. Office qf the Director 
00/01/31 Ip 


B0O2260039 Forwards IE Circular 79-25. Buppl A. “Shock Arrestor Strut 
Assembly Interference '* No written response required 
ORIER.B H Region 1, Philadelphia. Office of the Director 
00/01/31 Ip 


8002250420 Forwards IE Circular 80-02. “Nuclear Power Plant Staff 
Work Hours “ No written response required 

(JRIER. B H Region 1. Philadolphia. Office of tha Director. 

80/02/01 Ip 
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Q0023S0OS4 Foruard* IE Info Notica 80-04* “BWR Fuoi Expotiure in Excels 
of Limits " No action or response required 

ORlERt 8 H Region t* Philadelphia* Office of the Director 
30/02/04 Ip 


B002810357 Forwards IE Bulletin 80-03* ^‘Loss of Charcoal Prom Std Tqpe 
1 1* Two— 1 nch* Tra^ Adsorber Cells " Action required 
ORlERi B H Region 1* Ph i lade 1 ph ia* Office of the Director 
90/02/06 Ip 


G002S5009B Forwards IE Info Notice 00-05* "Chloride Contamination of 
Saf ■ t y —R e lated Piping %r Components " No written response 
r oquirftd 

■DRIER* 9 K Region 1* Philadelphia! Office of the Director 
80/02/ OS Ip 


9002230472 Forwards IE Bulletin 00-04* "Analysis of PWR Main Steam Lino 
Break 14/Continued Feedwater Addition " No written response 
requ 1 renf 

ORIER* B H Region 1* Ph 1 lade Iph la* Office of the Director 
90/02 /OS ip 


8002270164 Discusses IE Insp Rept 30’'219/79~18 & end notice of 
violafc i on* forwarded per 600104 Itr Further penalties may be 
rcquirad to assure future compliance 

BTELLQ* V Office of Inspection £< Enforcement* Office of the 
Director 80/02/20 2pp 


"-8002270166 Notice of violation from insp on 791001-1108 Noncompliance 
noted U clamps found installed w/only one nut 
* Region 1* Ph i ladelph ia* Office of the Director 80/02/20 

6pp 


8002290415 Forwards util "Rept of Insp Conducted at Facility in 
Accordance w/IE Bulletin 79-14* Revision 1 " Nonconformances 
were identified St evaluated to determined effect on sgs 
design requirements 

ROSSt 0 A Jersey Central Power tt Light Co 80/02/22 ip 


—9-002290418 "Rept of Insp Conducted at Facility in Accordance u/IE 
QuILfltl-n 79-14* Revis ion i (Inaccessible Portions of Safety- 
Relatsd Sys) " 

» Jersey Central Power U Light Co 80/02/22 12pp 


R Periodic operating reports i< related correspondence 


8002220349 Forwards monthly operating rept for Jan 1980 
ROSSi B A Jersey Central Power & Light Co 80/02/15 Ip 


—8002220334 Monthly operating rept for Jan 1980 

MCCLAIN* C M Jersey Central Power it Light Co 80/02/12 9pp 


8 Reportable occurrences* LERs related correspondence 


9002080003 PNO-I-79-030 on 791205* while disconnecting dewatering vacuum 
hose* two workers sprayed w/contamlnated resin beads Measured 
3*000-3*500 dpm on one worker Norker decontaminated & eyes 
CKaffllned Dewatering procedure will be reviewed 

BR100B*L * KEIMK^.R . BRUNNER, E Office of Inspection St Enforcement. 
Qffic* of the Director 79/12/06, Ip 


8002080115 PNO-I-79-044 on 791221* c ontrac tor worker received cut on 
back of head Caused by worker slipping while climbing ladder 
u/saf«tv belt disconnected h falling on grating. No 
contani nation of worker detected 

BRI(3QS*L * KEJM10*R * BRUNNER, E Office of Inspection & Enforcement* 
Office of the Director 79/12/27 Ip 


9002070121 Forwards RO 50-219/fl0/l-lP 

CARROLL* J T Jersey Central Power 8t Light Co 80/01/07 ip 


—0002070128 RO 50-21 9/80/ 1-lP on 800105* during electromatlc relief valve 
(EMRV> operability testrEMRV D failed to open Cause 
undetarmined at present time 

HrNRlCH8*0 H Jersey Central Power S« Light Co 80/01/05 2pp 


8002290346 PNO-I-SO-OOB on 900116* crack in core spray sparger piping 
dlscovared during routine Intervice insp conducted per 
refueling outage Crack located inside reactor shroud 
Investigation underway Extension of outage anticipated 
BRI008*L. C I KEIMIOiR R * BRUNNER, E J Region 1. Phi Udelphia* 
Office of the Director 80/01/16 Ip 


9002260394 PNO-I-BO-OlO on 8001 17* Oenera I Public Utils announced 
proposed reorganization w/all nuclear operations under 
direction of GPU Nuclear Corp R Arnold will serve as 
pre sld ent. Mgt of PA utils will be combined 
COUOILL*C * KEIHI(?iR . BRUNNER, E Office of Inspection U 
Enforcement, Office of the Director 60/01/17 2pp 


60022901(5 PNO-I-80— 014 on 80D126*NJ Bureau of Radiation Protection 
reported greater than background radiation reading in site 
area Cause under investigation Plant has been shut down 
for refueling 

ELSAS5ER* T i KElMIQjR , 5MITH>G Office of Inspection b Enforcement* 
Office of the Director 80/01/29 2pp 

8002050466 Forwards LEH 80-003/011-0 

FINFROCK* I R Jersey Central Power «* Light Co 80/01/30 Ip 


— -8002050484 LER G0-003/OIT— 0 on 8001 16* dur ing inservice insp on core 
spray sparger piping for Sys 11* two Indications of cracks 
discovered Ultrasonic tost revealed through-wall cracks 
Possibly caused by spargeh installation method 
HaS3*D A Jersey Central Power it Light Co 80/01/30 3pp 


8002120743 Forwards revised LER 79-041 /03L“* I 

FINFROCK* I R Jersey Central Power b Light Co 80/02/07 Ip 


—8002120745 Revised 79“041/03L~i on 791 102i raduas b e bldg ventilation 
monitoring sys found not yielding accurate effluent data 
since Oct 1979 Caused by inadequate design in effluent 
monitoring sys Mod made for calibr of detectors 
ROSS* D A Jersey Central Power tt Light Co 80/02/07 4pp 


8002220390 Forwards LER 80-002 /03L-0 

FINFROCK,! R Jersey Central Power 1< Light Co- B0/03/I4 4pp 


6002220392 LER 0O-OO2/O3L-O on BOOi 16* d ur i ng fuel bundle clip insp* fuel 
bundle UD-3-023 was mi sor iented was not properly seated 
in core cell location Caused by personnel error 8< inadequate 
procedural controls Procedure 205 revised 
ROSS* D A Jersey Central Power it Light Co 80/02/15 ip 


8002250528 Forwards RO 50/219/80/8-10 

CARROLL* J T Jersey Central Power & Light Co 80/02/19 Ip 


—6002250531 RO 50/219/80/8-lP on 800215* during insp required by IE 
Bulletin 79-14*nine improperly installed pipe clamps found 
on piping to isolation condensers Caused by installation 
error Corrective action will be determined 

HINRICHS,G Jersey Central Power b Light Co BO/oa/19 2pp 


8002290412 Forwards RO-50/2 19/80/8-1 P 

CARROLL* J T Jersey Central Power Light Co 90/02/19 tp 


—8002290414 RO-SO/2l9/aO/0-lP on 800215* during refueling shutdown* 
discovered that nine pipe clamps on piping to isolation 
condensors were improperly installed Caused by failure to 
weld pipe clamps to pipe Corrective action to be determined 
KINRICH8.0 Jersey Central Power b Light Co 80/02/19 2pp 


8002270206 Forwards RD-50/219/B0/ 10-lP 

CARROLL* J T Jersey Central Power L Light Co 90/02/21 Ip 


— '8002270291 RQ'-50/2i9/S0/t0-tP on 80D220i during insp per IE Bulletin 
79-14, three pipe hangers in liquid poison sys found 
improperly installed Hangers reset Restraint in cleanup sys 
under design review to correct deficiency 

HINRlCKSiG H Jersey Central Power L Light Co 00/02/21 2pp 


DOCKET 50-220 NINE MILE POINT NUCLEAR STATION, UNIT 1 


F Security, medical, emergency fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES* B K Emergency Preparedness Task Force 79/12/21 7pp 


B002150166 Forwards review of safeguards contingency plan Review 
indicates need for revisions 6 addl info Revisions should be 
submitted within 30 days Review withheld (ref 10CFR2 790) 
tPPOLlTQi T A Operating Reactors Branch 3 80/01/15 2pp 


0002110199 Advises that NRC will perform special appraisals of health 
physics programs during CY80 In lieu of routine insp Scape 
will Include organ! lation* personnel qualification & 
training, radwaste process ing. moni taring & training 
3TELLQ,V Office of Inspection tt Enforcement* Office of the 
Director 80/01/22 3pp 


6002140690 Request assistance in review of licensees^ proposed mods to 
meet fire protection safety evaluation commitments Schedule 
for evaluations should be consistent w/imp lementing mods by 
001101 

EISENHUT. D Q 


Division of Dpeiatlng Reactors 80/01/26 Ip 
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B00al30457 Confirms 000205 rteefcitig w/NRC in OethesdaiMO to discuss 
progress of ftr» protpctiott program Div of sg« safetij hdS 
resporii x6 1 1 1 1 V for fire protection, program evaluation at 
stir Sites BNL contractors should defer urork on plants 
FERCUSQN'R L Plant Sgstem» Branch 80/01/29 4pp 


B002()4053A Poruards “Evacuation Tim* Esimatss for Areas Near Site of 
JA FitjpatncJt A Nine Mils Point Poueir Plants^" in response 
to 791S29 Itr 

DISEiD P Niagara Mohauk Pouer Corp QO/02/01 ip 


— 6002040540 "Evacuation Time Estimates for Areas Near Site of JA 
Fitzpatrick ?if tline Hile Point Power Plants *’ 

* Parsonsi Brlnterhoff4 Ouada 2i Oouglasilnc 80/01/31 33pp 


6002280325 Faruards revised combined seturitg safeguard contingency 
plan Plan uithhajd irqf 10CFR2 7901 

SAflTCETTi J Niagara Mohawk Power Corp 80/02/25 Ip 


0 Adjudicatory correipondence 


8002010283 Forwards NRC 600102 order to show eause re implementation 
of NUfl£C-057Bj Category A r e (lui reme nts by 600131 
Implenentation of Category A requirements necessary for 
public health tr safety 

bENTOfNH R Office of Nuclear Reactor Regulation 60/01/02 2pp 


— 6002010291 Order to show cause re imp lementati en of NUREG-D57B, Category 
A requirements by 600131 Item 3 1 -'7-a is excepted Justified 
equipment delays ui 1 1 extend imp 1 ementat ion date to 0OO&Oi 
DENTON, H R Office of Nuclear Reactor Regulation 60/01/02 4pp 


J Insurance jc indemnity information 


8002060117 Forwards Endorsement 3 to NELIA Policy 60-12 ir MAELU Binder 
Xfl-J2 

ftUSHMORE, J y Niagara Mohaut Pover Corp 80/01/30 5pp 


6002060450 Forwards Endorsement 58 to MAELU Policy MF-46 
RUSHMOREjJ N Niagara Mohawk Power Corp GO/01/30 2pp 


8003080442 forwards Endorsement 60 to NELIA Policy WF-I6I 
RUSHMORE.J N Niagara Hohaut Power Corp 60/OJ/30 2pp 


6002200425 foruards Endorsement 69 to NELIA Policy NF-161 
RUSHKOREi J N Niagara Mohawk Power Corp 60/03/14 2pp 


P Operating license stage documents & correspondence 


6002110276 Extends comment period re draft NUaEG-0630 to B00116 

GAMMILLiW P Assistant Director for Standard Advanced Reactors 

80/01/03 3pp 


80030700S7 Requests review of QA program re diesel generator fuel oil 
Iten should be included in QA program If exception taken 
to 1 ncluftlon, response required within 90 days 
EI&ENMUr. 0 G Division of Operating Reactors 60/01/07 ip 


8002040034 Forwards summary of 79I210'*13 plant audits 6 simulator visit 
re small break LOCA accident etoergency procedures 
L operator retraining 

ROSS. D F TMl-2 Bulletins & Orders 00/0] /06 ilpp 


8002150178 Supplements 700029 request for infa re 1977 failures of 
control rods to fully insert Requests summany of recent 
failures & other -control rod drive malfunctions Response 
should be sent within 90 days 

IPPOLITOjiT a Operating Reactors Branch 3 80/01/10 2pp 


8002200078 Summary of 791219 6 20 meeting w/Mark ] Owners Group ir» 
Bethestfa.MD to discuss NRC acceptance criteria for Nark 1 
containment long-term program -L issues re imp lementa tion of 
program 

GRIMES.C I Plant Systems Branch <Pre 791030) 80/OI/J7 Ilpp 


— 6002200112 Task action plan A-07 "Nark I Load Cefinitiort Hep t. 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program ’* 

* Plant Systems Branch <FTe 791030) 79/12/39 37pp 


B00221000/ Notification of 800207 meeting w/Mark I auiners group, BNL. 
iJE %i KUTECN In Dethesda^MD to discuss revisions to 
acceptance criteria for Marl 1 containment long-term 
program, plans for addl FSTF testing it outstanding issues 
CRIMES, C I Plant Systems Branch 00/01/26 Ip 


0002140005 Discusses recent developments impacting waste dltposal 
operations at commercial low level waste burial sites 
Forwards license U Itr from State of 8C to Chem-Nuclear By* 
describing restrictions for waste disposal in BC 
EISENHUT, D O Division of Operating Reactors 60/01/29 28pP 

6002060606 Advises that mods to air-operated containment vent «< purge 
valve* Will begin in early Mar 1980. during next scheduled 
shutdown Mod* to limit valve openings to no greater than 
30 degrees were not made by 600130 due to shutdown 
D18E,D Niagara Mohawk Power Corp 80/01/31 Ip 


6002120534 Respond* to NUREO-OS/a, Section 2 16b Shielding de*lgn 
review indicates that reactor bldg would be inaccessible for 
two wks following design basis LOCA Discusses alternate 
means of accessibility 

DIBE.D P Niagara Mohawk Power Corp 80/01/31. 2pp 

8002250501 Discusses util 800122 response to 600102 show cause order. 
Implementation schedule of no later than 000601 Is 
acceptable for Item 2 1 3a equipment 

DENTON/H R Office of Nuclear Reactor Regulation 80/02/01 2pp 

B00222037B Responds to BOOliO request for review of facility control 
rod failures to fully insert during 1976 & 79 Review 
Indicates that control rod never failed to insert or 
malfunction on scram 

DISE, DP Niagara Mohawk Power Corp 60/02/14 ip 


8002280937 Advises that diesel generator fuel oil has been included in 
OA program since May {978, in response to NRC 800107 request 
DI8E, 0 P Niagara Mohawk Power Corp 00/02/22 Ip 


0 Inspection reports, IE Bulletins & correspondence 


8003150401 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRC insp 
personnel w/ons i te, rent-free, exc lusive use of ofc space it 
immediate access to facility 

STELLO, V Office of Inspection !« Enforcement, Office of the 
Director 79/12/07 3pp 


0002060603 Forwards response to lE Bulletin 79-14, Rovi *ion I “Seismic 
Analysis for As— Built Saf ety-Related Piping Sys " 

Implementation of existing OA program ensures that as-built 
info will be obtained Si documented 

DISE. 0 P Niagara Mohawk Power Corp 79/12/3J 3pp 


8002040073 Ack receipt of 791129 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Rept SO-220/79-li 
Util Itr withheld (ref 1CCFR2 7?0> 

MARTIN, NO Region 1, Ph i ladelphia, Safeguards Branch 60/01/03 

Ip 


— 6002040077 Forwards IE Insp Rept 50-220/79-11 on 790723-27 8, notice of 
violation Notice of violation withheld iref 10CFR2 790) 

MARTINiU G Region 1, Ph i ladelphia, Safeguards Branch 

79/11/06 2pp 


—8002040004 IE Insp Rept 50-220/79-11 on 790723-27 Noncompl ianco notsrf 
failure of control room walls 6 celling to provide bullet- 
resistant protection Unresolved item limited test procedure 
for metal detector Details withheld (ref 10CFR2 790) 

DEVLIN, J 4) Region 1, Philadelphia, Safeguards Branch 

RQ5ANO.R , BAILEY, R J Region 1, Ph i ladelphia, Office of the 
Director 79/10/30 2pp 


6002040106 Responds to IE Bulletin 79-20, “Possible Malfunction of 
NAMCO- Model EAieo Limit Switches at Elevated Temps “ No 
NAMCO Model EAlBO limit switches installed at facility, 

BARTLETT, J Niagara Mohawk Power Corp 00/01/04 Ip 


6002050233 Confirms Items to bo accomplished for completion of 
requirements in IE Bulletin 79-14, "Seismic Analysis for As- 
Suilfc Saf ety-Related Piping Sys," per 791220 telcon 
GRIER, B H Region 1. Philadelphia, Office of the Director 
80/01/04 ip 


8002150197 Discusses inability to meet BOOlOl deadline to complete 
comprehensive set of procedures to cover transfer, pac kaging 
& transport of waste Procedures will be ready for use by 
600201 

BARTLETT, J Niagara Mohawk Power Corp 60/01/04 Ip 


B002ES0464 Submits interim rept re IE Bulletin 79-01 Final phase of 
testing of electrical penetration* scheduled for completion 
by Jul 1980 Review of addl environ info proceeding 
D1SE,D P Niagara Mohawk Power Corp 00/01/lt ip 



DOCKETED ITEMS 
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aOOS270027 Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlB 
should tc deleted 

ORlERiS H Region 1. Ph i lad e 1 p h iar Office of the Director 
BO/Oi/17 Ip 


80020&0124 Foruards IE Bulletin 80''02r "Inadequate QA for Nuclear 
Supplied Equipment " Response required 

ORIERiB H Region Ir Philadelphia! Office of the Director 
aO/Ol/ai Ip 


R Periodic operating reports i« related correspondence 


6002190531 Forurards monthly operating rept for Jan I9B0 
LEHP0E8/ T £ Niagara Nohauk Power Coi p B0/O2/J2 Ip 

— 8002190535 Monthly operating rept for Jan 1960 

PERKlNSi T L Niagara Mohawk Power Corp 80/02/11 5p p 


G0020/)027fi Forwards lE Info Notice BO-OSi "6X6R Nater Rod Lower End 
P'luj Wear ” No specific action or response required 
ORIER.B H Region li Phi ladelph ia. Office of the Director 
eO/01/25 Ip 


0OO229O5B4 Ac k receipt of 791221 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50‘‘S20/79-20 
S0-S2O/79-23 

ORlERiD H Region Phi ladelph lai Office of the Director 
60/01/28 Ip 


— e0022905fl9 Responds to NRC 791203 Itr re violations noted in IE Insp 
Repts SO-220/79-20 & 50-220/79-25 Corrective actions 
implemented improved mgt controls & computer dosimeter sys 
error meisagos were programmed 

SCHNEIDER' R R Niagara Mohawk Power Corp 79/12/21 4pp 


— 8002290590 Forwards IE Insp Repts 50-280/79-20 t« 50-220/79-23 on 
790621-22 & 0925-28 tt notice of violation 

ORlERiD K Region 1« Ph i ladelphia* Office of the Director 
79/12/03 2pp 


— 8002890595 Notice of violation from insp on 790621-22 U 092S-2Q 
« Region I* Phi ladelphiar Office of the Director 79/11/13 
4pp. 


— e002890598 IE Insp Rept 50-220/79-80 on 790621-22 h 0925-20 
Noncompliance noted failure to limit quarterly whole body 
dose to 3 rem (c failure to adhere to Tech Spec radiation 
protection procedures 

THONJB.L H I COSTELLO. F M Region Philadelphia, Office of the 
Director STOHRjJP Region 1, Philadelphia. Fuel Facility U 

Materials Safety Branch 79/11/13 I2pp 


—0002290602 IE Insp Rept 50-220/79-25 re 791016 meeting w/llcensee to 
discuss mgt control of radiation protection program 
YUKASrO P , STOHR-J P Region l, Ph 1 ladel phia. Office of the 
Director 79/10/16 Spp 


3002230093 Forwards IE Info Notice BO-03, "Main Turbine 

Electrohy draul Ic Control 8ys " No specific action required 
OniERiB H Region 1, Philadelphia! Office of the Director 
00/01/31 Ip. 


3002260049 Forwards IE Circular 79''25r8uppl A, "Shock Arrestor Strut 
Aesemtly Interference " No written response required 
ORIER'B.H Region Ir Philadelphia! Office of the Director 
80/01/31 ip 


8002260S30 Forwards corrected monthly operating rept for Jan 19B0 
LEMP0E8. T E Niagara Mohawk Power Corp 80/02/21 Ip 


— B002260534 Corrected monthly operating rept for Jan 1980 
PERKINS, T J Niagara Mohawk Power Corp 80/02/20 Ip 


8 Reportable occurrences, LERs t related correspondence 


B0021S0127 RO 80-03 on 000110 during review, it was discovered that 
sample U lab test emergency ventilation ^ control room 
charcoal filters were not sampled at required interval 
Caused by surveillance schedule being in error 
e Niagara Mohawk Power Corp BO/Ol/lO ip 


8002 I 20670 Forwards LER 00-004 /03L-0 

BARTLETT, J Niagara Mohawk Power Corp BO/02/05 Ip 


— 8002120674 LER 80-004/03L-0 on 800129, during steady state aperatloti, 
calculations determined that average plant linear heat 
generation rate was greater than allowed by Tech Specs Cause 
not stated Power decreased by 5 MW 

FALISE, M J Niagara Mohawk Power Corp 80/02/03 Ip 


8002140618 RO-DO-05 on 000203. trip le low level setpoint required to 
be raised 20 inches to account for differences in indicated 
vs actual water level Caused by large increase in dryuell 
temp during LOCA Setpoint adjusted upward 
PERKINS, T J Niagara Mohawk Power Corp fiO/02/05 Ip 


8002230595 Forwards LER 00-005/01 X-0 

BARTLETT, J Niagara Mohawk Power Corp 80/02/15 Ip 


— 8002250604 LER 00-005/0 1 X-0 on 800203, eng ineeri ng evaluation of GF. Dll 
299 required that low-low setpoint for reactor core water 
level be raised 20 inches Caused by efforts to precisely 
measure actual to indicated water level difference 
FALlseiM Niagara Mohawk Power Corp 00/02/15 3pp 


8002260648 Forwards LER 0O-OO6/O4L-O 

BARTLETT, J Niagara Mohawk Power Carp 00/02/20 Ip 


— 8002260650 LER G0“006/04t-0 on 800123-24, condenser inlet/c ire o 1 ating 
water discharge temp exceeded Tech Spec limit Following flow 
reversal . d ischarge temp exceeded lake ambient by more than 
Tech Spec limit Caused by instrument failure 
HEDRICK, M Niagara Mohawk Power Corp 80/02/20 3pp 


3002250449 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
ffork Hours " No written response required 

ORIERiB H Region 1, Philadelphia, Office of the Director 
00/02/01 Ip 


1002220029 Forwards IE Info Notice 80-04, "DWR Fuel Exposure In Excess 
of Limits " No action or response required 

GRIER!B H Region 1, Phi lada Iph ia. Office of the Director 
00/02/04 Ip 


002210270 Forwards IE Bulletin 80-03, "Loss of Charcoal From Qtd Type 
! 1 , Tuu-Ineh, Tray Adsorber Cells " Action required 
ORIER,B,H Region 1, Philadelphia, Office of the Director 
00/02/06 Ip 


002250123 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Baf ety-Related Piping 4 Components " No written response 
required 

DRIER, B H Region i, Ph 1 ladelph ia, Office of the Director 
0O/D2/OB Ip 


>02290576 Forwards IE Bulletin 80-04, "Analysis of PUR Main Steam Line 
Break W/Contlouod Feedwater Addition " No written response 
required 

DRIER, B H Region 1, Ph 1 ladelph ia. Office of the Director 
BO/02/08 Ip 


DOCKET 30-223 UN IV OF LOWELL RE6EARCH REACTOR 


P Operating license stage documents U correspondence 


B00206044B Revises 791226 Itr re contractor personnel film badge rept 
showing penetrating dose equivalent of 1,620 miiUrem 
Corrected rept shows actual reported doses of 4D mlllirem 
penetrating dose tn 140 mlllirem beta dose 
CHAflOT!0 E Lowell, Unlv of 00/01/21 Ip 


Q Inspection reports, IE Bulletins I, correspondence 


8002250368 Forwards lE Circular BO-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

ORIER.B H Region I, Philadelphia, Office of the Director 
00/02/01 Ip 


DOCKET 50-224 UNfV OF CALIFORNIA REEEARCH REACTOR 


H General correspondence 


8002010311 Ack receipt of Itr supporting Friends of the Earth 791211 
request that NRC take four steps to restrict operation of 
facility Request for action being treated under iOCFR2 206 
DENTON, H R Office of Nuclear Reactor Regulation 60/01/10 Ip 



I ct Itr «up(><}rttng f^ri*ndi o# th* Earth 791211 

that t^'Z fcur *t»pi to rrttrict oprratioti of 

> 4 Ctl^t^ *c.tiQf\ b»in 9 tr»atvd und»r lOCFRa 206 

t^NTC'l M P Uffic# <if fti^ctor Regulation SQ/Ol/lO Ip 


J Ini’r’'anc» I. irjerf-nat* in?cr*4t lor. 


i'tr2i2'6'':} Rt^uf It* t^at all a-jnd* re Intfennitg Agrrethents E-15,E-J6p 
f ~53 £'56 b» farwardfi to Unw of CA for approval 

CtUgjo S J Call^c^T^n of* Dertelei^ 80/02/03 Ip 


ti |r>»ptcti3n •‘fipsrtt It. BjllUJns i c orr eip on il*nc a 


'*..2£C62l forwardt If Circular EO-02 *fljcl»ar Power Plant Staff 
L»3rk Hsvhi ' fJj wTittfTP r»»ocnta re^juired 

P H Rag ion 3 Sap Franc iiro. Office of tht Dirfctor 
rO' 05 'Ol IP 


V RepcitaPJf oc.tirrineei tEPt *- r#la»f4 correspondence 


3 FhO“V'30-CCi rn £^0124 tarthAuake of approi 5 8 Rithter 
occurred si/cpittnter hat^een OtocVton !. Ltv«raore»CA Mo 
diTajo to facilitt^ structures identified Radio repts 
indicatH e«ae'.atiQn of Lll in progress 

5Tfcfi%!!IsPi3 D Region 3, 3ii Frarcisco. Office of the Director 
t*0/CHv24 ip 


— 0 OO 2 OIO 3 A 7 “Fire Protection Safe BhutdoiDii Analysis Suppl 1 Cold 
Shutdown Analysis '■ Includes applicable portions of SEP 
revieiu of safe shutdouin sys 
a Coaitnonweal th Edison Co 00 / 01/31 36 pp 


1 Financial information 


8005260519 Forwards Annual Financial Kept 1979 

BRESEMANN^R W Commonwealth Edison Co BO/OS /22 Ip, 


--B 002260538 Annual Financial Rept 1979 

* Commonwealth Edison Co 79/12/31 24pp 


J Insurance & indemnity information 


6002130698 Forwards Endurseinent 2 to AMI Binders ED -1 j ED- 2 j EP'-Pi 
eB “304 EB -42 «« ED -43 & HAEUU Binders XD-l. XD- 2 r XB-^j XB“ 29 f 
XB- 30 . XD -42 it XB- 4 a 

QSTEftiJ Commonwealth Edison Co 80 / 02/05 29 pp 


0 Advisory Committee on Reactor Safeguards reports it correspond i»n« * 


6002150242 Forwards "Rept of ACRS on Selected Safety Issues Relaitad la 
LMRs " 

HOELUERiO U ACRS - Advisory Committee on Reactor Bafeguapde. 

76 / 12/12 Ip 


D,rsET sa'.?23 prj critical eiPcRiMfclJT 


Dperatitij license stage a^cu''#ritj t correspondence 


fj' CJl S/OjI For^rfA^ijs IE Imp Repcs 50-225/79-03 5. 70-0920/ /9-01 on 
fi-i n -nt crp I J arc t n!5*-fd 

f-ARTlN U C Region J ph j Ui • 1 ph I a* Safeguards Branch 79/12/10 

2?p 


“-u:72i4CC5'» IE I'll? Pepts 5:-225''79-G3 t 70-0920/79-01 on 791107-09 Ho 
nc-T-cMp I lartce rotrd rHijr areas inspected orgeni lation |t 
ojeratioi neauressent > tcntrois, storage 0 internal control, 
inventory fe^oros f, -epts i ngt of nucJear AetJ cootroj 
rtARTlN u G Regicn I FhiUdelphia Safeguards Branch 


J Inipettiin reports, It Culleljrs t correspondence 


» ..,J«.50156 PoTwardi 1£ Circular DiJ-C2 "H, clear Pcjer Plant Staff 
work Hqum ' fjj wTi*ter» response required 

uRIFR a Rejio-i t FniladelpMa Office of the Director 

ip 


— 6002150550 Summary of 721207-09 meeting re drift of pressure siutticli 
point at facilities 

* ACRS - Advisory Committee on Reactor Safeguards 72 / 12/09 
3 pp 


P Operating license stage documents i correspondence 


3002040424 Discusses 791018/ 1 121 . 30, ,1203 it 17 Itrs submitting 
commitments 8< schedules for implementation of Lessons 
Learned Tasl Force recommendations MRC will be performing 
post-irplemeutation review of imp lomentati on method 
DENTOR.H ft Office of Nuclear Reactor Regulation 79/12/27 -Spp 


8002110276 Ci tends comment period re draft NUflE0-063C> to 000116 

GAMKILL, H P Assistant Director for Standard U Advanced ReActori 
80/01 /03 3pp 


0002010552 Submits NRC position rp criteria for evaluating pipe uihlp 
impact Sc jet Impingement effects of postulated pipe bveats 
Criteria applies to postulated pipe breaks for SEP Topics 
III 5 A t, in 5 B ^ 

ZIEMANN/D L Operating Reactqrs Branch 2 00 / 01/04 Spp 


Il''i»ET I'i A^POTEaT RAOJC^^APHr t RESEARCH REACTOR 
1 l^lpenun rf-artj IE CjlWtinj h c grr* jpcn d enc • 

h.l2225055T Foi-uan* lE CjrEuUr 60-02 “AJcUar Pousr Plant Staff 

Work “ fo written retpsn* reqivirid 

^ ^ Region 5 Frjrcuco, Office of the Director 

63 02 ^0 1 ip 

CfCurren«.t» LEP* L related correspondence 


- J^04u443 Praj-V-QO-OOis cn BZOl^A #arthqi; 4 t* of apprOi 5 Q RicM 
octvrrei v/»pitenter batwten StJcItm V Li^eroore.CA Ho 
ii^aje to facility isruttj-es t4entifi»d Rjdto repts 

iriJir^t* evacuaticn i?f ill in prp^rei, 

a:/0l/S4" ^ip •' 5a-. Francisco Office of the Direcio 


tc:s£r ^3-» I.4FSLEH f 0*1 EAR Fj^fR STATION WIT 3 

efflergentv A fire protection plans 


Anr5„nt.4 regiortai u.ori»hops to discus* feasibil.tu 
JmS-o cn radiological e/,ergfncv 

’’ ^Muests designation of Jn* 

sSUn L : C Foru,ard* fR notice 

Ii K E.^f^ 5 er^w Preparedness Task Force 79/12/21 7 


'*,'*'*10 fzt 
-*P 9 l V vOtC 
.AfJECFe R f 


wards draft Fifp 
S'‘./'l-5Cw'n Aral^siS ’ 
Cc'^morufal th Edison 


action Safe Shutdown Analy 
Co eO/Ol/24 Ip 


SIS 


0002040034 Forwards summary of 791210-13 plant audits tt simulator 
r€ sm^ll bredk LOCA dcttddit procotJur®* 

4 operator retraining 

ROSS, 0 F TMl -2 Bulletins it Orders 80 / 01/08 Upp, 


viait 


ratling co fuiiy insert has changed since last reported 
occurrence Also requests summary of other control rod drive 
malfunctions for Same time period 

ZIEMANH, D L Operating Reactor* Branch 2 00/Ol/il 3pp, 


-- <7xciii/a vioji itr Dtr- iDfiic 'Pi 

Containment “ Requests that util address outstanding 
times It respond within 30 days “ 

ZIENanNiD L Operating Reactors Branch 2 00 / 01 / 17 . Spp 




■0002060391 Draft SEP Topic I 1 I- 5 B, 
* Operating Reactors Drench 2 


"Pipe Break Outside Conta Jnff 7 #f» t . ♦* 
80/01/17 l9pp 


ZlEMANN/D L Operating Reactors Branch 2 00 / 01/17 


Requests 

^PP 


comments uithjn 30 
ZIErtANN,D L Op< 


C, Irradiation Damage, Us«i 
I U Fatiguo Resistance " Rpnuests 

Reactors Branch 2 00/01/17 2pp 


of- 


—8002110042 Dr ft, 
Seiisitiied Btai 
» Operating 


iii-u c, irradiatlo 
nUss steel J, Fatigue Resista 
Reactors Branch 2 BO/Ol/17 


Damage, Use 
e " 

3 pp 


of 



I CLJ I I CIVIO 
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8002170790 Summarg of 791JJ13 maafcing w/Comm Ed in Btfchacda^ MD rfi anchor 
holt & ba«« plats fUxibillty analyses performed in 
accordance u/IE Bulletin 79''02 Data on anchor bolt analysis 
in close agreement Meeting agenda end 

J0RDAN«E L Division of Reactor Operations Inspections BO/01/17 

6pp 


S00220007B Summary of 791219 U 20 meeting u/Mark I Owners Group in 
BathesdaiMD to discuss NRG acceptance criteria for Mark I 
containment long-term program & issues re implementation of 
prog ram 

ORJMESrC I Plant Systems Branch (Pro 791030) QO/Ol/17 llpp 


— 0002200112 Task action plan A-07 "Mark I Load Definition Reptj 
Revisions to Implement NRG Criteria for Completion of Long- 
Term Program *' 

e Plant Systems Branch (Pre 791030) 79/12/19 37pp 


0OD221OOO7 Notification of 800207 meeting ui/Mark 1 owners graupiBNL» 
Oe 8< NUTECH in BethesdarMD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
pregrami p Ians for addl F8TF testing outstanding issues 
OHrMESiC I Plant Systems Branch 80/01/2B Ip 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & Itr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUTrD 0 Division of Operating Reactors 80/01/29 28pp 


a002130&lS Discusses BVJR automatic depressurization sys operability 
req.ulrements for facilities Automatic depressurization sys 
must meet Seismic Category I requirements Electromatic 
valves would survive earthquake 

TEDESCOrR.L Division of Operating Reactors JORDAN* E Division 
of Reactor Operations Inspections 80/01/30 4pp 


BOO2O0O528 Forwards summary of analytical methods it results obtained re 
■elinlc qua! if i cation of electromatic relief valves prepared 
by 8argent h Lundy 

JANECEK«R F Commonwealth Edison Co 00/01/31 4pp 


a002l5023B Forwards Amends 47 41 to Licenses DPR-19 (• DPR-25, 

resp eetlvely* safety evaluation it notice of issuance & 
availability 

IPPDLITOjT a Operating Reactors Branch 3 80/02/01 2pp 


— 80021S0240 Amends 47 it 41 to Licenses DPR-i9 it DPR-RSi respectively 
allowing ECCS ring header snubbers to be inoperable in 
groups of up to three pairs at same time until 800901rfor 
installation of torus support mods 

IPPOLITOfT A Operating Reactors Branch 3, 80/02/01 12pp 


—8002150243 Notice of issuance U availability of Amends 47 it 41 to 
Uicinses DPR-19 8t DPfi~25r respec tivel y 

IPPDLlTOrT A 11 Operating Reactors Branch 3 80/02/01 2pp 


—0002150349 Safety evaluation supporting Amends 47 U 41 to Licenses 
I)PR“19 it DPR-25r respectively 

« Operating Reactors Branch 3 80/02/01 2pp 


6002200134 Forwards Amends 46r 40 it 55 to Licenses DPR-I9i DPR-25 I* 
DPR-29i respectively! safety evaluation L notice of issuance 
av«i lab i 11 ty 

IPPOLlTOi T A Operating Reactors Branch 3 80/02/01 2pp 


—8002200139 Amends 46.40 U 55 to Licenses DPR~19, DPR-25 it DPR-29. 
respectively. Chang Ing Tech Specs by reducing number of 
operable automatic depressurization sys valves 
IPPOLITO.T A Operating Reactors Branch 3 80/02/01 12pp 


— 8002200145 Safety evaluation supporting Amends 46.40 55 to Licenses 

DPR~19. DPR-25 it DPR-29. respec tively 

» Office of Nuclear Reactor Regulation 80/02/01 Ip 


—8002200149 Notice of issuance it availability of Amends 46.40 it 55 to 
Licenses DPR-I9r DPR-25 U DPR-29f respectively. 

IPPOLITO. T A Operating Reactors Branch 3 <Pre 790625). 

80/02/01 2pp 


8002060550 Updates recirculation pump trip mod Installation schedule 
In response to NRC request Mods for Ouad^'Clties 2 will be 
implemented by 801231 Dresden 2 refueling shutdown will 
begin 801231 

PEOPLES. D L Commonwealth Edison Co 80/02/04 i3pp« 


8002280080 Responds to 791119 request for Info re onsite afe space for 
NRC residant inspectors Provides plans for accommodating NRC 
resident inspector . wh ic h includes remodeling L converting of 
rooms if necessary 

PEOPLES. D L Commonwealth Edison Co BO/02/06 Ip 


8002150274 Forwards proposed amends to App A Tech Specs, add mg two 
automatic primary containment isolation valves to existing 
list of valves Fee enc 1 

PEOPLES. D 1_, Commonwealth Edison Co 60/02/07 2pp 


— 80D2150260 Rovlsed Page 123 to Tech Specs re primary containment 
isolation valves, add ing two automatic isolation valves 
* Commonwealth Edison Co 80/02/07 3pp 


8002210454 Forwards revised Pago 5-2 to CE-l-^A describing OA program. 
In raspotiso to NRC 791108 Ouestion 421 13 
JANECEK. R F Commonwealth Edison Co 60/02/15 Ip 


— 8002210470 Revised Page 5-2 to CE-i-A describing QA program 
* CommofKuealth Edison Co CE-l-A 79/12/21 Ip 


8002250679 Forwards Revision 12 to Topical Rapt CE-l-A. desert b i ng OA 
program 

NAUOHTON. U F Commonwealth Edison Co 80/02/21 Ip 


--6002250706 Revision 12 to Topical Rept CE-l-A. describing OA program 
« Commonwealth Edison Co CE-l-A 80/02/14 44pp 


Q Inspection reports. IE Bulletins & correspondence 


8002040002 Forwards response to IE Insp 50-237/78-26 on 781023-26 
1031—1102 One item of noncomp 1 lance w/code requirements 
noted Response withheld <ref 10CFR2 790) 

REED. C Commonwealth Edison Co 78/12/27 Ip 


0002010498 Forwards I£ Insp Repbs 50-010/79-24,50-237/79-28 
t< 50-249/79-26 on 791105-1204 No noncomp 1 lane o noted 
HEIBHHAN. R F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 79/12/27 2pp 


—8002010503 IE Insp Repts SO-Ol 0/79-24. 50-237/79-28 Is 50-249/79-26 on 
791105-1204 No noncompl iance noted Major areas inspected 
physical protection, security organ! lation. phy sical barriers, 
access control I. communications 

DARKER. 3 L . BPESQARB.R L Region 3. Chicago. OFflce of the 
Director 79/12/18 Spp 


8002080041 Forwards IE Bulletin 79-OlDr "Environ Ouai 1 fleet Ion of 
Class IE Equipment " Action required 

KEPPLER.J O Region 3. Chicago. Office of the Director 80/01/16 

Ip 


8002060667 Responds to IE Bulletin 80-01 re operability of automatic 
deprussuri t ation sys Otil developed program to confirm 
seismic capability (< leakage rates fot valve pneumatic 
supply sys 

PEQPLEBi D t Commonwealth Edison Co 80/01/18 2pp 


8002060084 Forwards IE Bulletin 80-02. "Inadequate OA for Nuclear 
Supplied Equipment " Response required 

KEPFLERiJ O Region 3. Chicago. Office of the Director 80/01/22 
IP 


8002060229 Forwards IE Info Notice 00-02. "QXBR Nater Rod Lower End 
plug Ijaar " No specific action or response required 
KEPPLER, J 0 Region 3, Chicago. Office of the Director 80/01/25 
tp 


8002120254 Submits addl response to IE Bulletin 00-01. Items 1-4, 
Hard-seat check valves installed Leak test results being 
evaluated for corrective measures NRC reviewing results of 
GE analyses 

PCOPLEB. D L Commonwealth Edison Co flO/Oi/HS 2pp 


8002290029 Forwards IE Insp Ropts 50-010/79-25.50-237/79-29 it 
50-249/79-27 on 791203-000104 it notice of violation 
HEiaHMAN.R F, Region 3, Chicago. Reactor Operations Nuclear 

Support Branch BO/Ol/26 8pp 


—0002290031 Notice of violation from insp on 791203-800104 

e Region 3. Chicago. Office of the Director 80/01/25 Ip 


— 8002290035 IE Insp Repts 90-010//9-25, SO-237/79-29 8* 50-249/79-27 on 
791503-B0O104 Noncomp 1 Jancr noted itaiion personnel eating, 
dr Ink Ing . smok ing 1. chewing In radiation area 

SPES9ARD, R L . BARKER. J L . TONOUE. T M Region 3, Chicago. 
Office of the Director 80/01/25 llpp 



30 


DOCKETED ITEMS 


aO{)?2SO107 Forward! IF tnfo Kott.ce 60-03- "Mam Turbine- 

El ec troh y draiJ 1 1 c Control Sys " Wo fftectftc action r«q.uire<l 
J\EPPLER-J <S Region 3i Chicago, Office of the Director 80/01/31 
IP 


0002150191 Act receipt of 791231 Itr inforttiing NflC of i-tops baltefi to 
correct violations noted in IE Inap Rept& SO-237/79-25 
50-249/79-25 

flORELLlrO Region 3> C^iicagoi Reactor Construction L Engineering 

Support Branch 00/02/01 2pp 


— 8002150196 Responds to NRC 791116 Itr re irioletions noted in IE Insp 
Repts 50-237/79-25 «. 50-249/79-25 Corrective actiDns loil 
borings in north dile indicate etisting soil conditions 
shotii no dike stability problems 

PEQPlES-DL Comfflonu^ealth Edison Co 79/12/31 Spp 


R Periodic operating reports ta related correspondence 


0002000605 Forwards "Environ Dose Pathway Stodic s« Spr 1 ng 19/8 - Summer 
1979 

JAMECEK»R F Conimonuiealth Edison Co 79/19/31 Ip 


- -00-0208066 3 "Environ Dose Pathwaij Studies ■ Spring 1976 — Sufwner 1979 " 
s CcjninonujoaHh Edison Co 79/12/31 Slpp 


8002120647 Forwards monthly operating repts for Jan 1960 
STEPHENSON- B G Commonu'ea I th Edison Co 00/02/06 Ip 


—8002120653 Honthly operating repts for Jan 1960 

CIESZKIE^ICZ. 8 Ccmmonuealth Edison Co 80/02/01 t9pp 


S Reportable occurrences* L£Rs L related correspondence 


8002040475 Forwards -LER 79-O60/O3L-O 

STEPHENSON* 8 B Commonwealth Edison Co 60/01/23 Ip 


--8002040481 LER 79^O6Q/03L~Q on 79L229, d uring routine plant insp. 
integrity of fire stop in vicinity of sys 28-2 found to be 
inadequate Caused by inadequate supervision of temporary 
fire installation Fire watch posted 
GADER/S Commonwealth Edison Co 80/01/23 2pp 


B 0020803 71 Forwards LER 60-001 /03L-0 

STEPHENSaN^B B Commonwealth Edison Co 80/01/30 Ip 


--8002080375 LER 60-001 /03L-0 on 800106. -do ring weeily turbine control 
valve eierc 1 s ing* 1/2 scram on reactor protection sgs channel 
A received from closure of turbine control valve 3 Valve 
would not reset Caused by faulty switch 
KORChVRNSAV. M Commonwealth Edison Co 80/01/30 Ip 


□002000567 Forwards LER eO-002/03L-0 

STEPHENSON. B B Commonwealth Edison Co 60/01/30 Ip 


—0002060575 LER BO-002/03L-0 on 800 104. comji ] etad DIS 250-2. main steam 
line low pressure isolation survei 1 1 anc«> three dags later 
than date indicated i-n Tech Specs Caused by personnel error 
In scheduling Respotisibla supervisor notified 
naRCHVNSHy, M Commonwealth Edison Co BO/01/30 Jp 


aooSOS06l2 Forwards kER 80-004 /03L-0 

STEPHENSON, D B Commonwealth Edison Co 60/01/30 Ip 


— 8002080623 LER S0-004/03L-0 on 600110* during surveillance test i ng, HSI V 
2-203-2B had closure time of 2 6-&. outside Tech Spec limit 
Caused by valve packing wear i. heat of valve environ 
hSIV adjusted 

KORCHYNSKY. ri Coflimonwea I fch Edison Co 80/01/30 Ip 


8002200527 Forwards LER 90-003/03L-0- 

3TEPKSDN. B 0 Gommonuiea I th Edison Co B0/02/f3 Ip 


-•*8002200536 LEft 0O-OO3/O3L-O on 8001 14, dur ing routine reactor water 
level switch Lrs-2-263-5aA surve 1 1 lance* setpo int of 67 8 
inches OP found Caused by varway level instrument switch 
4418C drift Reset switch Switches will be tested monthly 
HOLLAND. P Commonwealth Edison Co 00/02/13 Ip 


0002310456 Forward* LER e0-006/03L-0 

STEPHENSON. B D Commonweal th Ed i spn Co B0/D2/15 Ip 


— 8002210462 LER eO-006/03L-0 on BOOl 19. dur ing normal operation, two 
successive samples of waste sample tank A showed 
radioactivity eiceeding Tech Spec limit Cause being 
reviewed Tank reprocessed to underground tank 
DADERjS Commonwealth Edison Co 80/02/15 Ip 


0002280433 Forwards LER 0D-OO7/O3L-O 

STEPHENSON*!} D Codimonwea 1 th Edison Co 60/02/19 Ip 


—8002260437 LER 80-007/03L-0 on 8001 25. during normal operation*, dry w«l I 
oxygen concentration readings on drywell oxygen analyzer 
monitor began drifting Caused by degradation of analysis 
cell by moisture In sampling gas 
HAGROU. R Commonwealth Edison Co 80/02/19 Ip 


DOCKET 50-243 OREGON STATE UNIV RESEARCH REACTOR 


Ct Inspection reports, IE Dulletins correspondence 


8002250613 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENCELKEN, R H Region 5, Ban Francisco, Office of the Director 
80/02/01 Ip 


DOCKET 50-244 ROBERT EMMET OINNA NUCLEAR PLANT, UNIT I 


F Security, medical, emergency U fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological cmargency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRthCSiB K Emergency Preparedness Task Force 79/18/21 7pp 


8002110193 Advises that NRC will perform special appraisals of health 
physics programs during CV80 in lieu of routine insp Scape 
will include organiiation, personnel qual i f Ication & 
training, radwaste process ing, moni toring ^ training 
STELLO. V Office of Inspection 8. Enforcement. Office of the 
Director 60/01/22 3pp 


80020604S4 Forwards "Preliminary Evacuation Time Estimates,’* In 
response to NRC 791129 Itr 

SADDOCK.H 0 Rochester Gas 8. Electric Corp 80/01/30 Ip 


—8002060461 "Preliminary Evacuation Time Estimates '* Two overs i to 
drawings end 

BERKLEY, J A . LI.C Y , NOFT, B N NU5 Corp NUS-3521 80/01/31 

31pp 


6002080591 Forwards input to fire protection design review it 
supplemental items Items 3 1 24,24 & 43 remain open due to 
lack of info from licanso-e 

HALL, R E Orookhaven National Laboratory 60/01/31 9pp 


6002200512 Submits info as followup to 791231 Itr re fire protection 
safety evaluation, Sect ion 3 2 5,re electrical cable 
penetration Southwest Research Inst 790117 rept referenced 
in Itr has been approved for unrestricted release 
HHITE. L 0 Rochester Gas ft Electric Corp 80/02/12 Ip 


8002270306 Advises of no tif icat J on by NOS Corp that 800130 rept, 
"Preliminary Evacuation Time Estimates," contained three 
items needing correction Forwards errata sheet supplied by 
NUS Corp 

lfHITE,L 0 Rochester Gas L Electric Corp 80/02/20 2pp 


6 Adjudicatory correspondence 


0002040176 Forwards NRC 800102 order to show cause re implementation of 
NUREG-057G Category A requirements by 800131 Implementation 
of Category A requirements necessary to assure public 
health It safety 

DENTON* H R Office of Nuclear Reactor Regulation 80/01/02 2pp 


— 8002040I79 Order to show cause re implementation of NURE0-O57B Category 
A requirements by Q00131 Justified equipment delays will 
extend tmpl ementation date for Item 2 I 7 a to 000601 
DENTON, H R, Office of Nuclear Reactor Regulation, BO/01/02 4pp 


B0020B0622 Forwards Moran & Krenzer summons V complalnt.UQ District 
Court for Western District of NY, Civil Action 79-1009, 

LDHRMAMN, A A Rochester Oas 6 Electric Corp 80/02/04 33pp 
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Osncral corraspondence 


&00S0605S0 Accept* util use of Qak Ridge Associated Unlv* certification 
of radiation safety In lieu of basic radiation safety 
course Training necessary for si to-spec i f ic adminl strative i 
security It health physics reciuirements 

WHiTEtL D Rochester Qas & Electric Corp 60/08/01 Ip 


J Insurance It indaninity Information 


8008060443 Faruards Endorsement 3 to NELIA Binder ED-14 It MAELO Binder 
XD-14 

KUSSlEtR R Rochester Oas It Electric Corp 80/01/30 5pp 


B00206046B Forwards Endorsements 63 l< 64 to NELIA Policy NF- 170 I* 
Endorsement S3 to NAEUU Policy h1F-47 

WHITEtL D Rochester Gas It Electric Corp 80/02/01 4pp 


P Operating license stage documents It corrospondence 


8002190144 Forwards questions re NUREO-O570r TMI-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic initlationi flow indications to steam 
generators Requests response by 791214 

ZIEKANNjD L Operating Reactors Branch 2 79/18/12 3pp 


B002130577 Request notice of any developments re use of mixed oxide 
fuel in LWRs Forwards Inside NRC 791203 article re possible 
USB of mixed oxide fuel at facility 

COCHRANi T B Natural Resources Defense Council 79/12/17 2pp 


8002110276 Extends comment period re draft NUREO-0630 to 600116 

OAMMILLjW P Assistant Director for Standard !< Advanced Reactors 
80/01/03 3pp 


8002010949 Submits NRC position re criteria for evaluating pipe whip 
impact l< jet impingement effects of postulated pipe breaks 
Criteria applies to postulated pipe breaks for SEP Topics 
III S A |( III S 0 

ZIEMANNjD L Operating Reactors Branch 2 80/01/04 3pp 


8002190841 Forward* Input to SER for proposed storage of four Po-U 
mixed oxide fuel assemblies in spent fuel pool 
LAINA3<0 Plant Systems Branch 60/01/21 Ip 


— 8002190842 Safety evaluation supporting application for amend to OL to 
store four Pu-U oxide fuel assemblies In spent fuel pool 
a Division of Operating Reactors 80/01/21 4pp 


8002190149 Notifies that NRC has issued Amend 30 to License DPR-18* 
revising Tech Spec requirements for min fire brigade shift 
site Forward* Amend 30< safety evaluation & FR notice 
ZIEMANNrD L Operating Reactors Branch 2. 80/01/23 2pp 


--80021901S4 Amend 30 to License DPR-IB# revising Tech Spec requirements 
for min fire brigade shift size Changes to Tech Specs end 
ZlEKANNiD L Operating Reactors Branch 2 60/01/23 4pp 


— 0002190160 Safety evaluation supporting Amend 30 to License DPR-18 
♦ Office of Nuclear Reactor Regulation 80/01/23 2pp 


— 600S190169 Notice of Issuance of Amend 30 to License DPft-10 

ZIEMANNjD L Operating Reactors Branch 2 60/01/23 2pp 


6008140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license li Itr from State of ac to Chem-Nuclear Sy* 
describing restrictions for waste disposal In SC 
EISENHUT/D 0 Division of Operating Reactors 80/01/29 8app 


B002220039 Advises that imp lementat i on of Category A items iexcept Item 
2 1 7a) of 600102 show cause order will be subj of post- 
implementation review Item 2 1 4 should be implemented 
within 30 days of equipment delivery & no later than B0D601 
DENTDNiH R Office of Nuclear Reactor Regulation 80/02/01 2pp 


6002220134 Forwards safety evaluation re util request to Irradiate four 
nixed oxide fuel assemblies Activities acceptable from 
safety# environ & security standpoint 

DENTDNiH R Office of Nuclear Reactor Regulation 60/02/05 3pp 


B002220136 Safety evaluation supporting amend authorizing receipt |< 
storage of four mixed oxide fuel assemblies In spent fuel 
pool storage racks, 

a Office of Nuclear Reactor Regulation, 60/02/05 3pp 


8002200533 Foruiardi drau/ing* I, info re SEP seismic review Sone oversize 
drawings available in Central Files only 

WHITe,L D Rochester Oas !• Electric Corp 60/08/12 4pp 


— 60022005SB "Auxiliary Bldg Refueling Water Storage Tank, Base Details 
* Cl Ibert/Commohweal th Cos 79/09/14 Bp p 


— 8002200572 "Diesel Generator Bldg Diesel Generator Air Race lvcr> Base 
Details " Sheet 1 

* Oi Ibert/Comoionujeal th Cos 79/09/14 8pp 


— ’8002200594 "Diesel Generator Bldg Diesel Generator Air R ec e i ver# Tab 1 e 
of Base Detail Dimensions ” Sheet 2 
a Oi Ibert /Commonwea Lth Cos 79/09/14 Bpp 


— 8002200576 "Diesel Generator Bldg Diesel Generator Heating l« 
Ventilating Duct Support “ 

d 01 Ibert/Commonuiea 1 th Cos 79/09/14 app 


— 0002200598 "Screen House Sve Water Pump# Base Details 
a Oi Ibert /Commonwea 1 th Co* 79/09/14 Qpp 


— 6002200604 "Chemical t Vol Control Sys Letdown Support# N46Q 
Sheet 301 

e 01 Iberl/Commonweal th Cos 80/02/12 Ip 


— 8002200605 "Chemical it Vol Control Sys Letdown Support# N416 " Sheet 
185 

«■ Qi Iber t/Commonwoa 1 th Cos BO/02/13 Ip 


>8002200607 "Chemical li Vo I Control Sys Letdown Support# N46? " 
Sheet 202 

a Oi 1 ber t/Commonwes 1 th Co* 80/08/12 Ip 


— BOO'2200609 "Chemical 4« Vol Control Sys Letdown BuppQTtiN470 " 
Sheet 203 

« Oi Ibert/Commonwea I th Cos 80/02/12 Ip 


— 800-2200610 "Chemical & Vol Control Sys Letdown Support N4 1 7 " Gheet 
106 

« Oi Iber t/€ommonwea I th Cos 80/02/12 Ip 


‘8002200614 "Chemical Ct Vol Control Sys Loldewn SupportiNAlB " Sheet 
197 

» Oi Iber t/Commonuea 1 th Cos 60/03/12 ]p 


—6002800615 "Chemical it Vol Control Sys Letdown SupportiNdSO " 
Sheet 205 

e Oi Iber t /Commonwea 1 th Cos 60/02/13 (p 


— B002200619 ^'Chemical Vol Control By* Letdown Sup port# N4D2 " 
Sheet 206 

* 0(1 bert/Commonwea I th Cos 00/02/12 Ip 


— 8003200620 "Chemical it Vol Control fiys Letdown Sun port# N4 1 9 " Sheet 

isa 

» Oi 1 bert/Commonwea i th Cos 60/02/12 Ip 


— -8002800621 "Chemical i^ Vol Control Sys Letdown Sup port# » N403 " 
Sheet 207 

a Oi 1 bert/Commonuea I th Cos 80/02/12 Ip 


>8002200624 "Chemical It Vol Control Sys Letdown Support# N420'. " Sheet 
189 

e 01 t ber t/Commonueal th Cos 00/02/12 Ip 


—6002200626 "Chemical i Vol Control Sys Letdown Support# N462 " 
Sheet 195 

a Oi 1 bert/Commonueal th Cos 00/02/12 Ip 


-8002200628 "Chemical U Vol Control Sys Letdown Support# N401 " Sheet 
190 

» on ber t/Commonweal th Cos 00/02/12 Ip 


■8002200629 "Chemical L Vol Control Sys Letdown Support# N463 " 
Sheet 196 

» Oi 1 ber t /Commonweal th Cos 00/02/12 Ip 


—6002200630 "Chemical lii Vol Control Sy* Letdown Support# N4Q0 " Sheet 
191 

a Oi 1 ber t /Commonweal th Cos 00/02/13 Ip 

—6008200631 "Chemical !#> Vol Control Sys Letdown Support# N464 " 

Sheet 197 

« 01 Ibert/Commonweal th Cos 00/02/13 (p 
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-B0O22Q0&35 ‘Chf/ojcal t VqI Control Sv* Uefcdown Stipp or fc. 22459 " SKeot 
19^2 

♦ ( 3 > IbBrt/Cflranonural th Co* 80/02/12 Ip 

— a002200«6 "Chenical h Vol Control Si/s Uetdoun Support. N465 « 

S'**** 

» Oilhert^Cooinonuialth Co* 60/02/12 Ip 


--SOOSiOOfeB? Chf-ixcal i Vol Control Sys Lefcdoun Support, N460 " ShOBt 
193 

» G» Sbfrt/Coirmontiieal tit Co* 80/02/12 >p 


--e00a200t40 "Chemual Vol Control Sy* l^stdoun Supp ort. N46£> •' 
S^•«t 19? 

* Oil ber t/Cofluonwral th Co* SO/02/12 !p 


--aooaaOOMl ''Chemcal k Vol Control Sys tetdown Support, N461 " SK«et 
194 

* <ji 1 brr t /Cotfinonu^a I th Co* SO/02/12 Ip 


-fi002200fr42 ‘Chemical k Vol Control Syi Letdown Support, N4i67 " 
Sheet 200 

* Gi I b tr t /Commonuiea I th Cos 80/02/12 Ip 


•e00220()i4S "Chemical k Vol Control Sys Charging Pump Suction Support, 
N402 “ Sheet 214 

# Gi 1 be r t /Coifnonuea i th Cos BO/02/12 Ip 


■“6002200653 ‘'Chemical t> Vol Control Sys Charging Pump Suction Support 
Switch 31 ' Sheet 223 

♦ Oi Ibert/Cammarniieal tb Cos SO/02/13 Ip 


— 6002200654 “Chemical 6 vol Control Sys Charging Pump Suction Support 
Switch 41 " Sheet 224 

♦ Gi Ibept/Commonueal th Cos 08/02/12 Ip 


-'-5002200626 Chemical ?( Vol Control Sgs Charging Pomp Suction Support 
Switch 42 ‘ Sheet 227 

« Cl Iter t/Commonu<al th Cos 60/02/12 Ip 


1Q022006SB “Chemical i Vol Control Sgs Charging Pump Suction Support 
Switch 43 * Sheet 226 

« Gi Ibert/Commonveai th Cos 80/02/12 Ip 


}022u0o5? “Chemical t Vol Control Sys Charging Pump Suction Support 
f;403 " Sheet 219 

* Gi lb ert/Comrnonwrai th Cos SO/02/12 Ip 


8002200661 “Chemical & Vol Control Sy? Charging Pump Suction Support 
Si/itch 74 “ Sheet 229 

a Oi Ibert/Co-nmonweal th Cos 88/02/12 Ip 


•'3002200662 Chemical k Vol Control Sys Charging Pump Suction Support 
U403 “ Sheet 220 

* Gi Ibert/Carinanwea I th Cos 80/02/12 Ip 


— 3002200667 'Chetnical & Vol Control Sys Charging Pump Suction Support 
N403 “ Sheet 221 

* Gi Jber t/Commonueal th Cos 80/02/12 (p 


}02200669 “Chemical ?r Vol Control Sys Charging Pump Suction Support 
N403 " Sheet 222 

» Cl Iber t/Comnonuea I th Cos 80/82/12 Ip 


302200674 "Chemical K VoJ Control Sys Charging Pump Suction Support 
Switch 45 " Sheet 231 

• Gl Itert/Commonweal th Cos 00/02/12 Ip 

9002200675 "Chemical k Vol Control Sys Charging Pump Suction Support 
Switch ?l “ Sheet 225 

* Cl Sbert/Cemmonuealth Cos 80/02/12 Ip 

1002200676 “Chemical t Vol Control Sys Charging Pump Suctf-on Support 
Switch 73 ' Sheet 232 

♦ Cilbert/Comiisonweal th Cos BO/02/12 Ip 

002200670 “Chemical ^ Vol Control Sy» Charging Pump Suction Support 
Switch 72 “ Sheet 226 m s e 

• Oi I bert/CommonwealtS Cos 80/02/12 Ip 

^Sw^U^L'^^She 0 ^ 233 '^“’ Control Sy^ Charging Pump Suction Support 

* Cl Ibert I Commonweal th Cos 30/02/12 Ip 


—6002200630 "Chemical tt Vol Control Sy* Charging Pump Suction Support 
Suiltch 47 '• Sheet 234 

« 81 Ibert/Commonuaalth Cot BO/02/12 Ip 


— 8002200601 "Chemical 8* Vol Control Syt Charging Pump Suction Support 
Sultch 44 “ Sheet 230 

a Gi Ibei t/Commonweal th Cos 80/02/18 Ip 


— G0022006S4 "Ch'etnical %t Vol Control Sys Charging Pump Suction Support 
Switch 48 " Sheet 235 

* Oi Ibert/Commonwea 1th Cot 00/02/12 Ip 


*--8002200697 "Chemical & Vol Control 8y* Charging Pump Suction Support 
Switch 37 " Sheet 2U 

e Gi Iber t/Commonwea 1 th Cot 00/02/12 Ip 


— a0022006B9 "Chemical k Vol Control Sgi Charging Pump Suction Support 
Switch 34 " Sheet 212 

e Oi Ibert/Commonuaalth Cot 00/02/12 ip 


—8002200691 "Chemical tc Vol Control Sys Letdown Support- N47B it N479, '* 
Sheet 204 

« G1 Ibert/Cdmmonuealth Cos 80/02/12 Ip 


-*•8002200-692 "Chemical it Vol Control Syt Charging Pump Suction Support 
Switch 3S " Sheet 216 

• Cl Iber t/Commonuealth Cot 00/02/12 Ip 


— 8002200699 "Chemical Vol Control Sys Charging Pump Suction 
Support, N40a “ Sheet 2i3 

* G1 Ibert/Commonwea 1 th Cot 80/02/12 Ip 


— 6002200697 "Chemical t* Vol Control Sys Charging Pump Suction Support 
Switch 40 Sheet 208 

« Gi Ibert/Commonuealth Cos 60/02/12 Ip 


— 8002200698 "Chemical it Vol Control Sys Charging Pump Suction 
Support, M401 " Sheet 215 

a Gilbert/Commonwealth Cos 00/02/12 Ip 


— 6002200699 "Chemical 6 Vol Control Sys Charging Pump Suction Support 
Switch 39 " Sheet 209 

a 0i 1 bert/Commonweal th Cos 80/02/iS Ip 


— S002200700 “Chemical Ir Vol Control Sys Letdown Support, N4B4 *' Sheet 
236 

* Gi Ibert/Commonwea 1 th Cos 60/03/12 Ip 


—6002200707 "Chemical & Voi Control Sys Charging Pump Suction Support 
Switch 39 " Sheet 210 

a Oi Ibert/Commonweaf th Cos 80/02/12 Ip 


--8002200709 "Chemical it Vol Control Sy* Charging Pump Suction Support 
N403 " Sheet 216 

* Oi Ibert/Commonweal th Cos 80/02/12 Ip 


— B002280711 "Chemical l< Vol Control Sys Charging Pump Suction Support 
Switch 33 " Sheet 217 

a Gl Ibert/Coihinonwea 1 th Cos 00/02/12 Ip 


8002190739 Notifies that WCAP-7817 Suppi* 1-0, WCAP'7S2J Suppl 2, 
Addendum A & WCAP-7e31 Suppl 14 will be sent to 
Mo odward -Clyde Consul tants, Inc, to facilitate seismic review 
of Class IE electrical e<iuipment 

WHITE.L 0 Rochester Gas L Electric Corp 80/03/13 Ip 


0002200543 Roguests approval of encl proposed mods to spent fuel pool 
cooling sys, p«r License Amend 17 

WHITE, L D Rochester Gas it Electric Corp 80/02/13 Ip 


— 8002200949 "Design Cri teria. Spent Fuel Cooling Sys," Revision 1 

VOCl E K . EASTERBRDOK.K 0. HUTTOM, J C Rochester Gas it Electric 
Corp EWR 1594 Rl 79/10/10 30pp 


0002280449 Responds to V Stello 790125 request for evaluation of 
asymmetric loads developed during LOCA it schedule for 
coimpletion Provides status of evaluation program h results 
of analyses completed 

WHITE, L D Rochester Gas «c Electric Corp 00/02/15 3pp 


B0022S0526 Forwards info to support 791220 application to load four 
mined oiide fuel assemblies in Cycle 10, in response to NRC 
808213 request Westlnghouse Itr re proprietary affidavits 
encl Response in Question 6 withheld <ref lOCFR 790) 

MHITE.L D Rochester Gas Electric Corp 60/02/20 l?pp 



DOCKETED ITEMS 


33 


— 8002230527 Advitps of author i nation to use previously furnished 
affidavits for current reload review re Cycle 10 
Semfl proprietary matl being used 

igjESEKANNiR A Westinghouse Electric Corp QO/02/03 2pp 


0 Inspection reporter 1£ Qulletlns it correspondence 


9002150412 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRC insp 
personnel w/ansite« rent-f reor eic lusive use of ofe space & 
immediate access to facility 

STELLOfV Office of Inspection Enf orcementr Office of the 

Director 79/12/07 3pp 


9002150181 Forwards IE Insp Rept 50-244/79-10 on 770626-29,0829-31 It 
1010''12 No noncompliance noted 

CAflLBOMiR T Region li Philadelphia. Reactor Construction ft 

Engineering Support Branch 79/12/18 2pp 


— 8002150186 IE Insp Rept 50-244/79-1O on 790626-29.0028-31 S* 1010-12 
No noncomp 1 lance noted Major areas inspected concrete test 
data. structural integrity test repts. tendon surveillance 
records tt QA records 

EBNETERiS D Region 1, Ph i ladelph iai Reactor Construction Sc 

Engineering Support Branch MARKOWSKl.R 8 , S/ARELA. A A Region 
Philadelphia. Office of the Oirsctor 79/12/12 iSpp 


8002050254 Responds to IE Bulletin 79-19, "Packaging of Lou-Level 
Raduaste for Transport & Burial " Due to efforts in THI 
matters. utl I unable to finallie process control program by 
900101 Program will be provided by 000301 
UHITE, U D Rochester Oas Si Electric Corp 79/12/28 ip 


0002040199 Responds to IE Bulletin 79-30, "Possible Malfunction of 
NAMCO Model EA10O Ulmit Switches at Elevated Temps " No 
limit switches installed at plant Switches being shipped 
for steam piping Top gasket replacements ordered 
WHITE, L D Rochester Oas 8c Electric Corp 00/01/04 Ip 


0002140336 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-244/79-16 
CARLSQNiR T Region i. Ph i ladelph la, Reactor Construction 8; 

Engineering Support Branch 00/01/10 Ip 


—0002140347 Responds to NRC 791127 Itr re violations noted in IE Insp 
Rapt 50-244/79-16, Correc tlve actions combustible matl 
removed 8< mods in progress 

MHiTEiL 0 Rochester Oai 4: Electric Corp 79/12/20 3pp 


—8002140353 Forwards IE Insp Rept 50-244/79-16 on 791023-26 (a notice of 
violation 

CARLBQN, R T Region 1, Phi ladelph la, Reactor Construction & 

Engineering Support Branch 79/11/27 2pp 


—8002140363 Notice of violation from insp on 791023-26 

» Region 1, Philadelphia, Office of the Director 80/11/21 

Ip 


—8002140371 IE Insp Rept 50-244/79-16 on 791023-26 Noncompliance noted 
failure to follow ignition source procedure it failure to 
complete required mods 

EBNETERiS 0 Region 1, Ph 1 ladelph la. Reactor Construction 8( 

Engineering Support Branch MARK0W8KI,R 8., HOUTAY.P 8 Region 
1. Philadelphia. Office of the Director 79/11/21 I5pp 


8002250161 Forwards IE Info Notice 00-03, “Main Turbine 
Elec trohydraul ic Control 0ys " No specific action required 
ORIER.B H Region 1, Ph 1 lade Iph la. Office of the Director 
80/01/31 ip 


GO-02260060 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
DRIER, B.H Region 1, Philadelphia. Office of the Director 
00/01/31 Ip 


8002230483 Forwards IE Circular 80-02. “Nuclear Power Plant Staff 
Wort Hours " No written response required 

ORIEiRiB H Region 1, Philadelphia, Office of the Director 
00/02/01 Ip 


0002210287 Forwards lE Bulletin 80-03, “Loss of Charcoal From Std Type 
1 1 , Two-Inch, Tray Adsorber Cells " Action required 
ORIERiB H Region 1. Phi ladetphia. Office of the Director 
eO/02/06 Ip. 


800225D183 Forwards IE Info Notice 00-05, "Chloride Contamination of 
Safety-Related Piping it Gqmpenents " No written response 
required. 

ORIERiB.H Region i, Ph 1 ladel ph ia. Office of the Director 
60/02/00 Ip 


0002250641 Forwards IE Bulletin 60-04. "Analysis of P(JR Main Steam Line 
Break U/Continued Feedwater Addition " Written response 
required 

GRIER, B H Region 1. Philadelphia, Office of the Director 

00/02/00 1 p 


6002140565 Responds to NRC 800101 Itr U draft JE info notice re 
safety-related electrical equipment anchorage U support 
Positive anchorage eiists in Class IE equipment Forwards 
electrical equipment seismic action plan 

WHITE, U D Rochester Oas 8* Electric Corp 00/02/11 6pp 


R Periodic operating reports 6 related correspondence 


8002150372 Forwards monthly operating rept for Jan 1980 
SNOM, B A Hochester Gas 6 Electric Corp 80/02/07 Ip 


— 8002150380 Monthly operating rept for Jan 1900 

HARDING, T Rochester Oas & Electric Corp 80/02/08 Spp 


3 Reportable occurrences. LERs tt related correspondence 


8002050211 PND- 1-79-026 on 791201, minor primary to secondary leak 
developed In 8 steam generator Leak rate calculated at 
O 007 gal 1 ons/minute Plant commenced shutdown 791202 
Estimate 7-10 day shutdown for repair Cause not stated 
MARK0N8KI, , KlSTERiH, BRUNNER. E J Region 1, Philadelphia, Office 
of the Director 79/12/03 Ip 


8002060421 PNO-I-79-032 on 791202, plant shut down for repair of steam 
generator tube leakage During inservice insp detected linear 
Indications on pressuriier power operated relief valve 
noisle using liquid penetrant test 

MARKONSKliA , KI8TER. H . DRi/NNER, E J Region 1. Philadelphia, 
Office of the Director 79/12/10 2pp 


8002190502 Forwards updated LER 79-024 

tlHITE. L D Rochester Gas it Electric Corp 80/02/13 ip 


— Q002190506 Updated LER 79-OS4/OIX--1 on 791217. samples of boric acid 
storage tank concentrations found below min limits Caused by 
backflow of refueling water through boric acid tank outlet 
motor operated valve 

SCHULER. T Rochester Oas t Electric Corp 60/02/13 2pp 


8002220359 Forwards LER BO-001/03L-0 

NHITE, L D Rochester Oas it Eloctrlc Corp 80/02/15 Ip 


—0002220365 LER eO-001/03L-0 on 800116. while performing PT-12 1, 
emergency generator lA would not accept nameplate 
steady load rating Caused by adjusting governor setting to 
Incorrect value Indicated on dynotape sticker setting mnd 
SPECTORiS Rochester Oas & Electric Corp 80/02/15 Ip 


docket 50-243 MILLSTONE NUCLEAR POWER STATION. UNIT 1 


F Security, medical, emergency 4 fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans far facllitias Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, B K Emergency Preparedness Task Force 79/12/21 7pp 


8002290037 Notifies that NRC will be performing special team appraisals 
of health physics program at all operating nuclear power 
plants during 1900 Appraisals will be performed in lieu of 
normally conducted health physics Insps 

8TELL0, V Office of Inspection 4 Enforcement, Office of the 
Director 60/01/22 2pp 


8003010344 Foriuai'ds detailed clarifications of methods used to comply 
w/imp lementati-on of safety evaluation items re fire 
protection mods Blake equipment Co. Inc 790926 ktr tn util 
end 

COUNSIL. N 0 Connecticut Yankee Atomic Power Go 60-/01/24 lOpp 


8003010360 Responds to NRC 791129 it 1226 Itrs re evacuation time 
estimates Project cannot be thoroughly evaluated within 
requested response interval Will submit estimates by B00229 
COUNSIL.W 0 Northeast Util ities 80/01/25 2pp 


8003200372 Bubmits response to NRC 000201 request for addl info re 
proposed long-term emergency operations ctr. required by 
KURE0-057B Ctr would be located 1 5 miles from plant 
Preliminary maps t, drawings end 

CQUNSIL.N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 60/02/08 tOpp 
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6002200*163 Foruiard^ safeguards -contingency p Uri> Rev i »ion 1 Plan — 8002200290 Safety evaluation supporting Amend 66 to provisional i-lceni* 

ujithtield (ref I0CFR2 790) DPR-31, r evi sing Tech Specs to allou changes re setpoint 

FEE- W G Northeast Utilities 00702^13 2pp adju*tment for average p ouor range monitors 

* Office of Nuclear Reactor Regulation 80/01/23 3pp 


J Insurance tf indfimnity infornatton 


a002060449 Forwards Endorsement 3 to NEUIA Hinder EB-iS U MAELU Binder 
KD-IS 

IFFLAND.R R Northeast Utilities 30/01/29 Ip 


8002060466 Farbiards Endorsement 3 to KTELIA Oinder ED-16 U HAELU Eicess 
Binder XD''16 

IFFLAND.R R Northeast Utilities 00/01/29 5pp 


P Operating license stage docum-ents tc correspondence 


8003120503 Reaffirms conclusions in safety evaluation for Amend 
64 to DPfl-2i incorporating insarvite insp U testing program 
Grants relief from valve testing req^uirements for non-ECCB 
Eicerpts from safety evaluation end 

ZiEMANfJiD L Operating Reactors Branch 2 79/12/18 lOpp 


— B002150510 Notice of issuance of addl relief from A5ME Section XI 
inservice insp reciui rements Addl relief relates to valve 
testing program for facility non-ECCB 

ZIEMAN|I#0 L dperating Reactors Branch 2 79/12/lB 3pp 


8002110376 El tends comment period re draft NUREO-0630 to 000116 

CANMiLLatJ P Assistant Director for Standard £< Advanced Reactors 
BO/01/03 3pp 


8002050269 Submits NRC position re criteria for evaluating pipe 
uhip impact V jet impingement effects of postulated pipe 
brealrs Criteria apply to SEP Topics III-SA & 1115 B 
ZIEHANNjZ t. Operating Reactors Branch 2 eO/OJ/04 3pp 


0002040167 Requests irifo to determine whether frequency of control rods 
falling to fully insert has changed sines last reported 
occurrence Also requests summary of other control rod drive 
mal f unctions for same time period 

2IEMANN.P L Operating Reactors Branch 2 80/01/11 2pp 


8002190418 Refers to 800111 telcon re water hammer events that occurred 
in steam line between reactor vessel U isolation condenser 
Outlines info & corrective actions that util uill provide re 
steam line U affected parts of isolation condenser sys 
ORIERfB H Region 1. Ph i lade 1 ph ia. Office of the Director 
80/01/14 2pp 


8002110349 Forwards Amend 65 to License DPR-2i^ safety evaluation & 
notice of issuance it availability 

ZIENANN.D L Operating Reactors Branch 2 00/01/17 2pp 


--0002110351 Amend 65 to License DPR-3] < re vi sing Tech Specs to allow 
operation at 40/, of rated ppujer when isolation condenser is 
I nop e rab { e 

ZIEHANN-DL Operating Reactors Branch 2 80/01/17 5pp 


— 3002110354 Safety evaluation supporting Amend 65 to License DPR-2i 
* Office of Nuclear Reactor Regulation 80/01/17 2pp 


— 8002110356 Notice of issuance 4. availability of Attiend 65 to License 
DPR-21 

ZIEHANN.DL Operating Reactors Branch 2 80/01/17 2pp 


8002200078 Summary of 791219 t 20 meeting w/Mart I Owners Group in 
BethesdajND bo discuss NRC acceptance criteria for Mart I 
containment long-term program & issues re implementation of 
program 

CRlMESrC 1 Plant Systems Granch (Pre 7910301 50/01/17 Itpp 


—8002200112 Tasw actidn p Un A-07 "Mark I Load Definition Rept, 
Revlsians to Implement NRC Criteria fur Completi-on of Lang- 
Term Program " 

s Plant Systems Branch tPre 791030) 79/12/19 37pp 


3002200231 Notifies that KRC has issued Amend 66 to pravieional License 
DPR-21 revising Tech Specs to allow changes re setpoint 
adjustments for average power range monitor Safety 
evaluation S< FR notice enc 1 

ZIEMANNrD L Operating Reactors Branch 2 00/01/23 2pp 


--30D2200235 Amend 66 to provisional License DPR-21 , re vi sing Tech Specs 
to allou changes le setpoint adjustment for average power 
range iTionitors Changes to Tech Specs end 

ZIEMANN D L Operating Reactors Branch 2 80/01/23 17pp 


— 3002200294 Notice of issuance of Amend 66 to provisional License DPR-SI 
revising Tech Specs to allow changes re setpoint adjustment 
for average power range monitors 

2IEMANN, DL Operating Reactors Branch 2 80/01/23 2pp 


0002210007 Notification of 800207 meeting w/Mark 1 owners groupiDNUi 
BE * NUTECH in BethesdaiMD to. discuss revisions to 
acceptance criteria for Mark I containment long-ter/n 
prog raPT* p Ians for addl FSTF testing U outstanding issues 
GRIMES. C I Plant Systems Branch 00/01/28 Ip 

B002140005 Discusses recent developments impacting waste disposal 
operations at commeTcial low level waste burial sit«» 

Forwards license 8< Itr Prom State of SC to Chem-Nuclear Sys 

describing restrictions for waste disposal in SC 

EISENHUT, D 0 Division of Operating Reactors 30/01/29 20pp 


8002080449 Discusses review of NRC evaluation of SEP Topic III-8 C 
Two incidents of stress corrosion cracking applicable to 
reactor internal components noted Util 761123 it 770114 repts 
should be added to evaluation 

COUNSIL.N 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 00/01/31 Ip 


0002120421 Forwards description of TMI Lessons Learned Task Force 
recommiendations implementation Discusses util concern re 
Task Force Category fl requirements 

CQUNSIL.U 0 Northeast Utilities 00/01/31 157pp 


GOO219O440 Requests inclusion of NEDO-24503. Revision I* “Plant Unique 
Analysis Application Guido.*' in facility docket 
COUNSIL. W 0 Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/02/07 Ip 


0002190540 Forwards safety sys motor operated valve list requested by 
NRC 000104 Itr Drawings sent on 780929 One new drawing 
It five revised drawings contained in end aperture cards 
COUNSIL.WO Nartheas t Util ities 80/02/07 3pp 


0002210301 Submits action plan for SEP re anchorage S< support of 
safety-related electrical sysi in response to NRC 000101 Itr 
List of safety-related electrical equipment will be 
developed & surveyed to determine what anchorage exists 
CQUNSILiN 0 , FEE. W F Connecticut Yankee Atomic Power Co 
00/02/14 2pp 


8002220328 Provides results of small break LQCA roanalysls Ni 11 submM 
Tech Spec changes to incorporate isolation condenser sys 
into ECCS sys by 800315 

COUNSIL. W 0 , FEEiW F Northeast Utilities 80/02/14 lOpp 


G Inspection reports. IE Bulletins & correspondence 


60021S0390 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRC Insp 
personnel w/ons i te. r ent-frae. e*c lus i ve use of ofc space S* 
immediate access ta facility 

STELLO.V Office of Inspection U Enforcement. Office of the 
Director 79/12/07 3pp 


30021500?? Forwards updated rept & schedule for reanalysls re seismic 
analysis for as-buHt safety-related piping sys. in response 
to lE Bulletin 79-14 

COUNSILiW G Northeast Utilities 77/12/28 4pp 


8002070010 Responds to IE Bulletin 79-26. “Boron Loss From BWR Control 
Blades " Control blade exposure tracked by computer since 
initial reactor startup No blade will experience exposure 
equivalent to 8-10 depletion greater than 34)1 

COUNSILiN G Northeast Nuclear Energy Co (subs of Northeast 
Utilities) 80/01/02 2pp 


60021S0188 Responds to IE Bulletin 79-20 Stem-mounted limit switches 
mfg by NAMCO net installed nor planned for installation at 
any saf oty-rel ated sys at Haddam Nock & Millstone Unit I 
Twenty four switches installed at Millstone Unit 2 
COUNSIL.UG Northeast Utilities 80/01/09 3pp 


8002290559 Forwards IE Insp Repts 50-245/79-23 50-336/79-23 on 

790902-1002 No noncomp H anc e noted 

BRUNNER. E J Region i. Ph i lade Iphia. Reactor Operations Nuclear 

Support Branch 80/01/1 1 3pp 
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—8002290365 IE In*p Repts SO-S^ 5/79-22 U 30-336/79-23 on 790902-1002 No 
nunc omp 1 i ance noted Kajor areae inspected tontrol roomsj 
accetiible portione of Unit li turb Ine* raduae te» gav turbine 
genoratOTj intake bldgs 4( condensate polishing facility 
SHEDLQSKYi U T Region 1« Philadelphia* Office of the Director 
KElMlO, R R Region i* Philadelphia* Reactor Operations Nuclear 

Support Dranch 80/01/10 lOpp 


Q002060120 Foruards IE Bulletin G0-02i "Inadequate QA for Nuclear 
Bupplled Equipment Response required 

ORIER* B H Region 1. Phi lade Iphla. Office of the Director 
80/01/21 Ip 


— '8002110568 LER SO-OOl/OSL— O on 800103* runback of recirculation pump A 
resulted in pump speed mismatch greater than iOX Resulted in 
possible error in LPCI loop selection logic Caused by 
electronic saturation 5q s mods being considered 
BI0IARELLI*M J Northeast Utilities 80/02/01 Ip 


0002250340 PNO- I -80-0 19 during excavation for mods to Isolation 
condensor steam line pipe restraint* one of three reinforcing 
mod mats In reactor bldg floor slab found to be smaller than 
required Licensee to meet u/design engineer 

ShEDLOBKY.T . KEIMIO.R , BRUNNER, E J Region 1* Philadelphia* 
Office of the Director 00/02/01 Ip 


G0020&0274 Forwards IE Info Notice 80-02* "aXBR Water Rod Lower End 
Plug Wear " No specific action or response required 
ORIER* B H Region 1* Philadelphia* Office of the Director 
BO/Ol/25 Ip 


8002230082 Forwards IE Info Notice 00-03* "Main Turbine 

Electrohgdraul ic Control Sys " No specific action required 
ORIER* D H Region 1. Philadelphia* Office of the Director 
80/01/31 Ip 


B002260D4Q Forwards IE Circular 79-25* Buppl A» "Shock Arrestor Strut 
Assembly Interference " No written response required 
ORIER* D H Region i* Philadelphia* Off lee of the Director 
00/01/31 ip 


8002080627 Forwards LER 80-O0a/03L-0 800201 Itr 

OpEKA*J F Northeast Utt titles 80/02/04 3pp 


— 8002080632 LER 80-003/03L-0 on 800104, operation in degraded mode 
permitted by limiting condition for operation occured when 
isolation condenser was removed from sve Insp revealed that 
supply line support may not meet safety factor requirements 
DIOIARELLI*M T Northeast Utilities 80/02/04 3pp 


— 8002090642 Responds to NRC 800H4 Itr requesting info re water hammer 
events Water hammer event on 791219 occurred in isolation 
condenser supply line portions of return line Duration 
was approx 20 minutes 

CDUN8IL*W 0 Northeast Utilities GO/02/Ol lOpp 


Q0D2250439 Forwards IE Circular B0-02» "Nuclear Power Plant Staff 
Work Hours " No written response required 

ORIERfB H Region 1* Philadelphia* Office of the Director 
GD/02/01 Ip 


8002220027 Forwards IE Info Notice 80-04* "DWR Fuel Exposure in Excess 
of Limits " No action or response required 

0RI£R*B H. Region 1* Ph i ladelph la* Office of the Director 
80/02/04 Ip 


B00221026S Forwards IE Bulletin 80-03* "Loss of Charcoal From Std Type 
1 1* Two-Inch* Tray Adsorber Ceils " Action required 
QRIER*D H Region 1, Philadelphia* Office of the Director 
80/02/06 Ip 


8002250122 Forwards IE Info Notice 80-05* "Chloride Contamination of 
Safety-Related Piping i, Components " No written response 
required 

ORIER* D H Region 1* Philadelphia* Office of the Director 
eO/02/08 ip 


8002250779 Forwards IE Bulletin 80-04* "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " No written response 
required 

0RIER*D H Region 1* Ph 1 lade Iphia* Gfflce of the Director 
80/02/08 Ip 


R Periodic operating reports 4t related correspondence 


6002210394 Forwards monthly operating rept for Jan 1980 
QPEKA*J F Northeast Utilities 00/02/14. Ip 


— 8002210402 Monthly operating rept for Jan 1980 
HARRAN*0 Northeast Utilities 80/02/03 6pp 


8 Reportable occurrences* LERs related correspondence 


8002210105 PNO-I-79-043 on 791221* ind ivldual identified as licensee 
engineer stated that seismic restraints for isolation 
condensers would not withstand operational transient based 
on analysis 

8HEDL08KY*T * KEIMIO* R * BRUNNER* E Office of Inspection fc 
Enforcement* Office of the Director 79/12/21 ip 


8002200587 Forwards LER 80-002/011-0 

QPEKA. JF Northeast Utilities 80/02/14 Ip 


— 8002200595 LER 80-002/017-0 on 800131* discovered error in determination 
of max average planar linear heat generation rates based on 
ECC8 capabilities Caused by analysis error due to previously 
assumed ECC6 capability Timer set to 45-s h limits reduced 
* Northeast Utilities 80/02/14 3pp 


0002200600 Forwards LER aO-004/03L-0 

OPEKA/J F Northeast Utl litios 80/02/14 Ip 


— 8002200616 LER 80-004/OaL“0 on 000121* during routine surveillance* 
setpoint of one main steam line high flow switch higher 
than allowed Caused by setpoint drift Switch adjusted U 
tested New alignment procedure being investigated 
e Northeast Utilities 00/02/14 3pp 


DOCKET 50-247 INDIAN POINT STATION* UNIT 2 


F Security* (nodical* emergency (< fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
OftIMESiD K Emergency Preparedness Task Force 79/12/81 7pp 


6002280701 Summary oF 791218 meeting w/Uconsees* state I* local 
officials (i public in Ossining, NY re emergency preparedness 
NRC review of licensee revised plans L public comments end 
OLSHANiL Operating R( 2 actors Branch 1 80/01/07 85pp 


6002120101 Requests addition of evening session for 800115 emergency 
preparedness workshop In NY City Working people will have 
difficulty attending uorkshop as presently scheduled 
MESalNOER.R W New York. MY 80/01/09 2pp 


— 6002120129 Discusses feasibility of emergency evacuation plan for 
facility & surrounding area NRC has two options population 
will be vulnerable to radiation from potential accident 
or facility can be shut down 
RUNEBrJ Affiliation Unknown 80/02/01 Ip 


B002050488 PNQ-I-60-001 . on 800104* 1 solatlon condenser Isolated Addl 
insps of containment wall In progress Power operation will 
continue per Tech Specs for 15 days Precedures require power 
be reduced to 407. 24-h after removing condenser from sve 
8HEDL0SKV* T. * KEMIO/R , BRUNNER. E Office of Inspection t< 
Enforcement* Office of the Director, 00/01/04 Ip 


6002120669 RD-80-02/1P on 000131* error found In analysis in fiAR LPCI 
loop selection logic intrumentation insensitive to low 
pressure differentials resulting from small break in 
recirculation loops Operation will be limited 
OPEKAiJ F, Northeast Utilities 80/01/31 2pp, 


6002110561 Forwards LER 80-001 /03L-0 

OPEKAfJ F Northeast Utilities 80/02/01 Ip 


— 8002f20137 Supports UC8 petition to decommission Unit 1 h suspend 
operation of Units 243 

PASSANNANTEi W. New York. NY BO/Ol/14 Ip 


— 0002120149 Supports UCS 790917 petition to decommission Unit I 4 
suspend operations at Units 2 tt 3 Advises of legislation to 
Create state commission to phase out nuclear power plants 
HINCMEY*M D New Yark* State of 80/01/14 Ip 


— 8002120160 Statement re regulation on emergency planning No remotely 
feasible emergency plan can adequately protect public 
against serious nuclear accidents 

SAND* D Public Interest Research Croup* New York 80/01/15 4pp 
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— BO0212O173 closing of faciUtie* to prokimitg to denso 

pooulatlan Evacuation of rtHlian* of peopds i* not f«a!»il>L« 
KlLLll<ECLY< J » RABINOWITZ^O A# f i 1 tat ion Unknown 00/02/01 Ip 


— 80021201B6 Statonifnt at MRC S00115 ^laaring in NV* NV 
HEfiSlKGER.R W9U VoTk.NY 80/01/15 Ip- 


—6002120196 Stat*m»nt at NRC BOGUS aaiergency pr^paredntas workshop in 
N/.NY 

FUDCEWITZpH Affiliation Unknown BO/Ol/15 2pp 


--8002120206 Urgfs adoption of Alternative B to proposed rule change* 
for eaergtncv planning Nuclear plants shouldn't ffiicirbe 
closed until Qvaculation plans have been completed ii tested 
KARllOflSTeiN, E Affiliation Unknown 80/01/14 2pp 

— 80D2120224 Urges closing of facilities due to problems associated 
u/tv«cuation of dense population 
KAMZaN>L Affiliation Unknown 80/02/01 2pp 


-B00212023S Statement on behalf of Committee to Protect Children from 
Nuclear Cangersiat NRC BOOU5 hearing on emergeneg planning 
in NY. NY 

HOLT./ Affiliation Unknown 80/01/15 3pp 


—3002230318 Director's decision under lOCFRS 20& issuing show cause 
order uihg Unit i OL should not be revoked & discussing 
measures that should be taken to assure continued safe 
operation of Units 2 & 3 in response to UCS 790917 petition 
DENTON. H R Office of Nuclear Reactor Regulation 30/02/11, 
3Jpp 


— D0052B0338 Confirmatory order requiring licensee to perform end 
actions on Unit 2 within prescribed schedule or place unit 
in cold shutdown pending completion of actions Util should 
revise procedures to require base load type of operation 
DENTON, H R Office of Nuclear Reactor Regulation 80/02/11 
19pp 


— 6002280353 Notice of issuance availability of director^! decision 
under 10CFR2 206 granting in part & denying in part UC8 
790917 petition to revoke Unit i OL li suspend operation of 
Units 2 Sc a 

OENTCN. H R Office of Nuclear Reactor Regulation 80/02/11, Ip 


8002210371 Motion to partially strike NRG answer to NY State Energy 
Ofe ft Cltliens Committee for Protection of Environ petitions 
for review of ALAB-436 S. ALAB-56t Opinions re seismic 
activity improperly introduced N/Certif icate of 8vc 
PLEISCHAKERf D Citizens Committee for Protection of the Environment 
FLEISCHAKER. D Fleischakar. D S 00/02/13 7pp 


— 6002120245 Statement at fiRC 800115 hearing sn NY. NV re emergency 
p lanning 

GROSS. N Af fi 1 lation Unknown 80/01/15 5pp 


—0002120260 Request submitted on behalf of village Independent 
Dimacrats that NRC act favorably on DCS petition to 
decommission Unit 1 h suspend operation of Units 2 tc 3 
HOFFMAN.A Affiliation Unknown 79/12/10 Ip 


1002120272 Urges organiied program for public comment at 300115 
emergency prepardness workshop in NY. NY ffo provision 
eilsts to insure that every person v/statement will be 
heard Statement of T Weiss end 
ROSS. C F Affiliation Unknown 00/01/10 4pp 


>02120069 Forwards request for addl info re facility contingency plan 
Request withheld (ref IOCFR2 9701 

SCHWENCER/A Operating Reactors Branch I 80/01/24 Ip 


BOO221O307 Order soliciting comments of interested parfclof public on 
director's decision per lOCFRa 206 denying l/CB petition for 
OL suspension. to be filed by 000229 Grants extension until 
0-00307 to decide to review Giliniky & Bradford views end 
CHILK. S J Office of the Secretary of the Commission 00/02/15 
app 


6002270476 Order granting extension until 800404 for Commission to 
elect whether to review ALAB-436 t relevant portions of 
ALA 9-56 t 

CHILd. S J Office of the Secretary of the Commission, 00/02/21 

ip. 


H General correspondence 


3002260550 Notifies that UP Davis will replace EJ Sack on distribution 

1 1 St 

CARROLL. T M Consolidated Edison Co of New York 80/02/20 Ip 


0002040330 Forwards “Evacuation Time Estkcrates for Areas Near Site of 
Plants." in response to NflC 791129 Itr 

CAHIUL. U J Consolidated Edison Co of New York 30/01/31 tp 


—8002040332 "Evacuation Time Estimates for Areas Near Site of Plants " 
Six oversite drauiings end 

s Parsons, Brinkerhoff. Quada & Douglas, Inc 00/01/31 60pp 


P Operating license stage documents Sc correspondence 


6002150300 Forwards questions re NUREG-0578i TMl-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic initiations flow indications to steam 
generators Requests response by 791814 

SCKNENCER. A Operating Reactors Branch 1 79/12/12 2pp 


302060442 Discusses safety record 6 agrees that further safeguards 
should be studied b implemented as warranted Forwards 
interim actions to be implemented for safeguards progran 
CAHILL. N / Consolidated Edison Co Of New York 30/02/01 27pp 


8002120990 Forwards input to Items 3 I 4<uater supply^D- 1 J6 6 dJesel 
generator protec tion. for fire protection review Design of 
diesel fire pump fc tank b barriers found acceptable 
HALL.R E Brookhaven National Laboratory 00/02/03 Ip 


8002150310 Discusses commitments & schedule re THI Lessons Learned Task 
Force recommendati otis Requests 40**h notification should 
unfoTeseen c ircums tances revise stated position Requests 
documentation of imp I ementatlon methods 

DENTON.H R Office of Nuclear Reactor Regulation 79/12/27 3pp 


8002110276 Extends comment period re draft NUREO-0630 to 800116 

GANNlLLillP Assistant Director for Btandard S< Advanced Reactors 

ao/Ol/03 3pp 


3 0 02190776 Forwards NfiC comments on emergency plan Also forwards 
re/ised pages in response to each comment Najior changes 
occur uniar Section 4 1 . class i f lea ti on ays. which includes 
initiating conditions of Nl/REG-OblO 

CAHILL. W 0 Consolidated Edison Co of New York 0D/O2/14 7pp 


-3002190779 Revised pages to emergency plan for facility 
* Consolidated Edison Co of New York 00/02/29 33pp 


G Adjudicatory correspondence 


0002110563 Requests closure of facilities 
CABASAAALlAN. A Affiliation Unknown 00/02/06 Ip 


8002190035 Responds to 800100 request for info re storage pf spent 
fuel Informs of present authoriied storage pool capacity 
V number of spent fuel assemblies stored in each pool 
SCKNENCER.A Operating Reactors Branch 1 00/01/21 Ip 


— 8002190040 Forwards T Abramson 791231 Itr requesting info re handling, 
storage, packaging & disposal of radwaste 

KERRj G U Assistant Director for State Agreements Programs 

80/01/00 3pp 


8002050525 Forwards "Reactor Containment Qldg Integrated Leak Rate 
Test." containing results of Type A. B C containment tests 
dgring refueling outages 

CAHILL. W J Consolidated Edison Co of New York 80/01/29 Ip 


B0022202B9 Notice of Director's decision per IOCFR2 206. granting 
part denyirg in part UCS 790917 petition to revoke or 
suspend OL Director's decision containing discussion of 
petition available for insp 4, copying 

DENTON.H R Office of Nuclear Reactor Regulation 00/02/11 


in 


ip 


8002280303 Forwards director's decision under iOCFB3 206 re UCS 79091 
petition requesting revocation of Unit 1 license 6 
suspension of Units 2 6 3 licsnsss Sats operation of Units 
2 -ir 3 must be assured 

DENT0N.hr Dffu* of Nuclear Reactor Regulation 80/02/li 4pp 


— 8002050520 "Roactor Containment Bldg Integrated Leak Rate Test " 
* Ehasto Services. Inc (sub# of Enserch Corp i 00/01/29 

81pp 


B0D2I400O5 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license 6 Itr from State of 0C to Chem-Nuclear Sys 
describing restrictions for waste disposal in 8C 
EISENHUT.D 0 Division- of Operating Reactors 80/01/29 S0pp 
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300211.0274 Supplvnienti rfltponie to FOIA raqusst for documanti re 
P^billngiNY fit* Dotmnents lilted In App A located in 
Abriance Memorial Public Library , Rough keepsiei NY & at LPDRt 
in Uhite Plains U Catekill.NY 

FG4»T0N< J M Division of Rules and Record* 00/01/51 2pp 


8002110530 aupplamont* responte to FOIA raq^uests for documents re 
activltlei of four companies at PaullngiNY tit* Documents 
lifted in App are in Abriance Memorial Public Library) 
Poughkecpiie.NY LPDRf in White Plains & CatsklU.NY, 

FELTONf J M Division of Rules and Records BO/01/51 App 


0002250231 Submits info re pouer sys ral lability In event that 
facilities have to shut down for extended period of time) in 
response to NRC G00i31 Itr Transml ss ion line overloading 
could occur uhen both units are simultaneously out of ivc 
ueiNER.R £ EnorgyrDept of 80/02/04 2pp 


8002210D94 Transcript of 000205 presentation in Wash Ingtoni DC by 
commenters in UC8 10CFR2 206 petition Morning session 
Pp 1-141 

* Commission 00/02/05 142pp 


8002220135 Informs of 000219 plant survey to collect data for guidance 
in Imp lemantati on of NUREO-0505 by all licensees Forwards 
lilt of visiting personnel 

SCHUENCERrA Operating Reactors Branch 1 00/02/07 3pp. 


8002200727 Confirms 800208 telcon re results of lou pressure turbine 
examinations Westlnghouse performed ultrasonic scans of 
difc-s in three turbines Two cracks identified in Disc 3 
generator end of Turbine 23 Disc replaced 

CAHILL) W J Consolidated Edison Co of Neu York 80/02/13 2pp 


80022203S5 Forwards draft "Near Site Studyr" in response to NRC 791205 
T«<ii^*et NRC confirmatory order for submittal of plant 
mods to reduce possibility &< consequences of nuclear 
accident, 

PEOPLES) D L ) CAHILL) W U r DAVISi^J F Commonuealth Edison Co 
80/02/19 ip 


—8002220360 Draft *'Near Site Study. “ rept to NRC 

* Consolidated Edison Co of Neu York 60/02/20 60pp. 


a. Inspection reports. IE DuUetins «< correspondence 


8002180375 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRC insp 
pertonnel ui/onsite. rent-free, exclusive use of ofc space t< 
immediate access to facility 

STELLO.V Office of Inspection fc Enforcement. Office of the 
Director 79/12/07, 3pp 


8002010446 Responds to IE Qullotin 79-25 re failure of Westinghouse BFD 
relays in taf ety-related sys Relays are installed in Unit 2 
PerfQrmance is verified by periodic surveillance tests No 
problems encountered 

CAHILL. W J Consolidated Edison Co of Neu York 79/12/24 4pp 


B002130525 Forwards response to IE Bulletin 79-20 Three safety-related 
velvet inside containment have limit sultches installed No 
corrective action considered necessary Will replace top 
cover gaskets prior to using suitches. 

CAHILL. W J Consolidated Edison Co of Neu York 80/01/10 2pp 


8002280676 Forwards IE Insp Rept 50-247/79-21 on 791014-1110 No 
noncompliance noted 

DRUNNERfE J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 60/01/15 2pp 


--8002280679 IE Insp Rept 50-247/79-21 on 791014-1110 No noncomp Uance 
noted Major areas Inspected shift logs & records. tour of 
f acl I ity. phys leal secur 1 ty. emergency p tanning. lurvei 1 lance 
testing it LERs 

KIBTER.H Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch REBELOWSKl.T . JOHNSON. J Region 1. 

Phi ladelphla, Office of the Director 80/01/14 llpp 


0OO227OOOB Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlB 
should be deleted 

ORIER.B H Region 1. Philadelphia. Office of the Director 
00/01/17 Ip 


6002250036 Foruards IE Info Notice 80-03. “Main Turbine 

Else trohydraul ic Control 8ys " No specific action required 
ORIER.B H Region 1. Philadelphia. Office of the Director. 
60/01/31 Ip 


8002260031 Forwards IE Circular 79-25. Puppl A, "Shock Arrestor Strut 
Assembly Interference “ No written response required 
GRIER. B H Region 1. Philadelphia. Office of the Director 

80/01/31 Ip 


0002250305 Forwards IE Circular 80-02. ‘’Nuclear Power Plant Staff 
Work Hours “ No written response required 

GRIER. B K Region 1. Ph 1 lade Iph la. Office of the Director 

60/02/01 Ip 


6002210249 Foruards IE Bulletin 80-03. “Loss of Charcoal From Std Type 
1 1) Two-lnc h) Tray Adsorber Cells " Action required 
GRIER. B H Region 1. Philadelphia. Office of the Director 

80/02/06 Ip 


8002250083 Forwards IE Info Notice 80-05. ''Chloride Contamination of 
8af oty-Rela ted Piping Components ” No written response 
required 

GRIER. B H Region 1« Ph 1 lade 1 phia. Office of the Director 

80/02/00 1 p 


8002250445 Foruards IE Bulletin 00-04. "Analysis of PWR Main Steam Line 
Break W/Contlnued Feedwater Addition " Written response 
required 

GRIER. B H Region If Ph i ladal ph la. Office of the Director 

80/02/08 Ip 


R Periodic operating reports I' related correspondence 


8002050536 Foruards "Annual Nonrad iolog ical Special Environ Operating 
Rept far 1979 " 

CAHILUMJ Consolidated Edison Co of New York 80/01/29 ip 


— 8002050540 "Annual Nonrad iologl ca 1 Special Environ Operating Rept for 
1979 " 

* Cansolidated Edison Co of New York 79/12/31^ 6pp 


60021503B9 Forwards fish monitoring rept for Jan 1980 

MONTI. W A Consolidated Edison Co of Neu York 60/02/10 Ip 


—8002150398 Fish monitoring rept for Jan 1980 

a Consolidated Edison Co of New York 60/02/10 i6pp 


6002200510 Forwards "Thermal Survey Program. Routl ne Monthly Thermal 
Moni tor ing . Aug 1977 Survey." Rept 4 

CAHILL. W J Consolidated Edison Co of New York 60/02/13 Ip 


— 8002200540 ''Thermal Survey Program. Routine Monthly Thermal Monllorlng. 
Aug 1977 Survey." Rept 4 

e Consolidated Edison Co of Neu York 80/01/31 1200pp. 


6002210303 Forwards monthly operating rept for Jan 1900 

ZARAKA8. P Consolidated Edison Co of New York 60/02/14 Ip 


— 8002210309 Monthly operating rept for Jen 1900 

EICH. E Consolidated Edison Co of Neu York: 00/02/04 7pp 


8002210396 Forwards tabulation of dally fish collection for Jan 1900 
Tabulation includes daily species breakdown total weight 
for Unit 2 only Units 1 V 3 circulators were not operating 
during Jan , 

ZARAKA9.P Consolidated Edison Co of New Yo/k 80/02/14 Ip 


— 8002210400 "Tabulation of Daily Fish Counts from Intake Screens for Jan 
1980 " 

* Consolidated Edison Co of Neu York 60/01/31 3pp 


8002190698 Foruards TX Ins trumsnts. Inc 600i3l "Hudson River Ecological 
Study in Area of Fac i 1 i t 1 eo. 1978 Annual Rept " EO Kelleher 
800214 affidavit t. affidavit of sve encl 

CAHILL. W J Consolidated Edison Co of New York 80/02/15 Spp 


— 8002190709 "Hudson River Ecological Study In Area of Fac i 1 i t 1 es. 1976 
Annual Rept " 

e Texas Instruments, tnc 80/01/31 442pp 


S Reportable occurrences* LERs 6 related correspondence 


8002060396 PNQ-I-79-025 on 791202. control room operators noted 
increasing level & temp in. prossurizer relief tank Caused by 
pressurizer code safety valve leakage, Unit removed from svC. 
reactor shut down RCS cooldown begun 

REBOLSKI.T * JtIBTER. H, , BRUNNER, E J Region 1. Ph i ladelf h ia* 
Office of the Director 79/12/03 Ip 
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eiJjSISOjS-* PW-I-BO-009 or> 8001 17, »»Mrttc event of I S on Richter scale 
accvirred in Cortland Stiarp noiie uas heard at site but 
trt.'ientf did not neaiure any indication of event 
STETKA T , KCCASE E Region I, Philadelphia, Office of the 
Director 83/01/17 Ip 


I Financial inf oraiatlon 


8002260519 Forwards Annual Financial Ropt 1979 

DRESEMANN* R W Commonwealth Edison Co BO/02/22 


Ip 


a':0202G077 PSO-I-gO-OO^A on S00117, earkhquat* at site reported as I 5 
cn Richter Scale Updated info shcus range to be 2 5-3 0 
ViI3TEa,h D , EP’UMiER.E J Region Phi ladelphisi Office of the 
Director GO/OWlB Ip 


— 8002260538 Annual Financial Rept 1979 

* Commonwealth Edison Co 79/12/31 24pp 

J Insurance ?* Indemnitv information 


1002250169 Fua-I-ao-Ol? cn 800130, during shutdoun at 450 psip220 F. 
inadvertent safety injection signal generated Caused by lou 
presiure trip activated due to loss of dc instrument bus 
during transfer No safety injection punps started 

STETKA T F, MCCABE, E C Office of Inspection U Enforcement. Office 
of the Director BO/Ol/31 Ip 


T Hearing transcripts On ncn-anfc i trus t natters 


8002200724 Transcript of S0020S presentation in Wash ington. DC by NHC re 
UCS 2 2t0 petition on Indian Point Pp 141/142-261 Afternoan 
session Briefing outline !c vieugraphs end 
e Co-niisior SO/02/05 235pp 


erMj22a0690 Transcripts of 603206 continuation of briefing by NRC on 
10CFR2 206 petition re facility,Fp 262-286 
« Carmissicn 80/02/06 26pp 


8002120698 Forwards Endorsement 2 to ANI Binders EB-l i EB“2< ED-3* ElJ-a9i 
Ea-30i ED-42 6 ED-43 ^ HAELU Binders XD- 1 » XD-2i XB-3# XD-29i 
XB-30i XD-42 U XB-43 

OSTERp J Commonwealth Edison Co 00/02/05 29pp 


0 Advisory Coraniittee on Reactor Safeguards reports correspondence 


B002150242 Forwards "Rept of ACRB on Selected Safety Issues Relalmd to 
LWRs “ 

MOELLER* D M ACRS - Advisory Committee on Reactor Safeguards 
76/12/12 ip 

—8002150550 Summary of 721207-09 meeting re drift of pressure tul fcch lit 
point at facilities 

* ACRS - Advisory Committee on Reactor Safeguards 72/12/07 
3pp 


-'8302260696 Provides outline of available options re UCS petition under 
1QCFP2 206 

BICKMIT,L Office of the General Counsel 60/02/06 6pp 


U Congrisiional /Eiecut ive Correspondence 


Cu020l0570 Cor-ents on UIS 7909J7 petition seeking to resolve issues re 
safety 6 iitt suitability Urges pronpt consideration of 
petit ion rents 

CHlShCLM S House of Rep £0/01/09 Ip 


SC0222C241 Responds to 830109 Itr re UCS petition for proceedings re 
facility safety iiiues Petition referred to flRC technical 
persarnel for e.'aluation NRC must grant petition or state 
reasons for denial 

DICKWIT.L Office of the General Counsel BO/Dl/22 Ip 


P Operating license stage documents St correspondence 


8002040424 Discusses 791018*1121*30.1203 Sc 17 Itn submitting 
commitments S* schedules for implementation of Lessons 
Learned Task Force recommendations NRC will be performing 
post-implementation review of Implementation method 
DEMTOR* H R Office of Nuclear Reactor Regulation 79/12/27 SfiiRi 


8002070027 Requests review of QA program re diesel generator fuel oil, 
Item should be included in QA program If exception taken 
to inc 1 us ion. response required within 90 days 

EtSENHUT.D 0 Division of Operating Reactors 80/01/07 Ip 


8002040034 Forwards summary of 791210-13 plant audits i* simulator i/liil 
re small break LOCA accident emergency procoduros 
ti operator retraining 

ROSS* D F TMf-2 Bulletins & Orders 60/01/06 Upp 


6002290I1S Respends to 79i206 Itr urging expeditious response to UCS 
petition re safety L site location NSC uill present response 
to CCT-iMiion at S00205 public reeling CorrmiBsion wiU hear 
related co-rents prior to nesting 
AHEA^h'E J F Com-iission 80/02/04 ip 


—6002290127 Requests that Cornission begin formal proceedings to 
consider VCS 790917 petition re facility decommissioning 
Continued facility operation may pose serious hajard to 
public health & safety 

HOLTfMANrE Houie 0 # Rep 79/12/06 2pp 


8002290136 Responds to 791217 Itr urging expeditious response to UCS 
petition re safety 6 site location NRC will present response 
to Commssion at 800205 public meeting Commission will hear 
related comments prior to meeting 
AHEARNE, U F Commisfion 80/02/04 Ip 


■'8002290142 Requests that Commission expedite response to UCS petition 
re facility safety & site location issues Failure to correct 
safety problems would be irresponsible 

FISH.il House of Rep , Uudiciary Committee 79/12/17 Ip 


COCKET 50-249 DRESDEN NUCLEAR POWER STATION. UNIT 3 
F Security, nedical, raergency & fire protection plans 


0OO«.O4OOO7 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
repFisentatlve per util by 791231 Forwards FR notice 
GRIMES. 0 K Emergency Preparedness Task Force 79/12/21 7pp 


/’■*'! T*’'* S.*, Sh.,.*oun An.Iq.i. 

Suppl t.Cold Shutdown Analysis “ ^ 

UANECEK.R F Commonwealth Edison Co 60/01/24 Ip 


-0002010367 “Fire Protection Safe Shutdown Analysis Suppl I 
Shutdown Analysis " Includes applicable portions of 
review of safe shutdown sys 
• Coenonwea I th Edison Co 00/01/31 36pp 


6002150210 Supplements 780029 request for info re 1977 failures of 
control rods to fully insert Requests summery of recent 
failures !t other control rod drive ma If unctions Response 
should be sent within 90 days 

IPPflLlTO, T A Operating Reactors Branch 3 00/01/10 2pp 


8002190790 Summary of 791213 meeting u/Comm Ed In Detheada. HD re anchor 
belt base plate flexibility analyses performed in 
accordance w/IE Bulletin 79-02 Data on anchor bolt analysis 
in close agreement Meeting agenda end 

JORDAN. E L Division of Reactor Operations Inspections 00/01/17 

6pp 


6002200070 Goftimary of 791819 «* 20 meeting w/Mark I Owners Group in 
Bethesda* MD to discuss NRC acceptance criteria for Mark I 
containment long-term program U issues re Implementation of 
program 

CRIMES* C I Plant Systems Branch (Pro 791030) 00/0i/i7 i Ip-P 


—8002200112 Task action plan A-07 "Mark I Load Def ini tion Re 
Revisions to Implement NRC Criteria for Completion of Long 
Term Program " * 

* Plant Systems Branch <Pre 791030) 79/12/19 37pp 


Pk* 


8002140200 Forwards request for addl info re 
sys 

IPPOLITQi T A Operating Reactors Branch 


site containment purge 
3 00/01/21 Gpp 




GE it NUTECH in Dethesda.MD to discuss revisions to 
acceptance criteria for Mark I containment long-term 

ORlHerc «< outstanding Usuet 
GRIMES* C I Plant Systems Branch 80/01/20, Ip 




operations at commercial low level waste burial sites ^ 

d«cdbinJ*r''"ri\f^'' Chem-Nuclear ays 

T’estrict ions for waste disposal in SC ^ 

EISENHOT,D 0 Division of Dperating^ead;?* 00/01/29 



DOCKETED ITEMS 


39 


3002L3061S Dl«ciis««s BWR automatic depressurization sijs operabilltij 
requirements for facilities Automatic depressuri lation sgs 
must meet Seismic Category I requirements Electromatlc 
valves u/ould survive earthquake 

T£DEBCQiR L Division of Operating Reactors BO/Ol/30 4pp 


3002060528 Forward* summary of analytical methods & results obtained re 
seismic qual 1 f icatlon of electromatlc relief valves prepared 
by Sargent & Lundy 

JANECEK^R F Commonuealth Edison Co 60/01/31 dpp 


3002190238 Forward* Amends 47 & 41 to Licenses DPR-1? t DPR-25« 
r espectlvely r safety evaluation it notice of issuance it 
availability 

IPPDLITO^T A Operating Reactors Branch 3 80/03/01 3pp 


—B002150240 Amends 47 it 41 to Licenses 0PR-t9 it DPR-25, respec ti vel y 
allowing ECCS ring header snubbers to be Inoperable in 
groups of up to three pairs at same time until 800701 1 for 
installation of torus support mods 

IPPOLITO, T A Operating Reactors Branch 3 eo/OS/Oi ISpp 


-B0031S0243 Notice of issuance it availability of Amends 47 & 41 to 
Licenses DPR-17 it DPR-25, respective ly 

IPPOLITO. T A 11 Operating Reactors Branch 3 80/02/01 2pp 


— B0021S0349 Safety evaluation supporting Amend* 47 8( 41 to Licenses 
DPR-19 It DPR"25i respectively 

*■ Operating Reactors Branch 3 80/03/01 2pp 


3002200134 Forwards Amends 46.40 ti 95 to Licenses DPR-19. DPR-2S it 
DPR~29j respectively! safety evaluation Ic notice of issuance 
aval lab { 11 ty 

IPPOLITQfT A Operating Reactors Branch 3 80/02/01 2pp 


—8003200139 Amends 46r40 It 55 to Licenses DPR-19! DPR-25 It DPR-29, 
respectively! Chang Ing Tech Specs by reducing number of 
operable automatic depressur i tatlon sys valves 
IPPOLITD.T A Operating Reactors Branch 3 00/02/01 12pp 


—0002200145 Safety evaluation supporting Amends 46.40 (c 55 to Licenses 
DPR-19. DPR-29 It DPR-29! respac tively 

a Office of Nuclear Reactor Regulation 80/02/01 ip 


—8002200149 Notice of Issuance It availability of Amends 46# 40 It 55 to 
Licenses DPR-19, DPR-29 l< DPR-2?! respectively, 
rPPOLlTOiT A Operating Reactors Branch 3 {Pre 790629) 

aO/02/01 2 pp 


30020B05SO Updates recirculation pump trip mod Installation schedule 
in response to NRC request Mods for Quad-Cities 2 will be 
implemented by 801231 Dresden 2 refueling shutdown will 
begin 801231 

PEOPLES! DL Commonwealth Edison Co 80/03/04 2pp 


3002120331 Forwards corrected pages to util 791210 request for proposed 
Tech Spec change re reload licensing Original outage 
schedule has been moved up approx 4-6 wks due to jet pump 
operability problems 

JANECEKiR F Commonwealth Edison Go. 80/02/06 Ip 


—6002120337 Corrected Pages 6r 7, lOi 12. 15* 16. 20. 21. 39, 46, 48i 62, 62A l< 63 
tg Util 791210 request for proposed Tech Spec change r« 
reload licensing 

e Commonwealth Edison Go 60/02/06 14pp 


3002200008 Responds to 791119 request for info re onslt# ofc space for 
NRC resident Inspectors Provides plans for accommodating NRC 
Resident inspector, which includes remodeling $< converting of 
'roomi If necessary 

PEOPLES! D. L Commonwealth Edison Co 80/02/06 Ip 


3003190374 Forwards proposed amends to App A Tech Gpecs, adding two 
autonatic primary containment isolation valves to existing 
list of valves Fee end 

PCDPLE6! D L, Commonwealth Edison Co 80/02/07. 2pp 


— 8002150380 Revised Page 123 to Tech Specs re primary containment 
isolation valves, adding two automatic isolation valves 
» Commonwealth Edison Co 80/02/07 3pp 


3002L40600 Notification of 800215 meeting w/utll in Bethesda.ND to 
expedite review of TNI Lessons Learned Task Force 
Implementation 

BEVANi R Operating Reactors Branch 3 80/02/08 ip 


3002210454 Forwards revised Page 5-2 to CE-l-A describing QA program, 
in response to NRC 791108 Question 421 13 
JANECEKiR F Commonwealth Edison Co. 80/02/19 Ip 


— 8002210470 Revised Page 5-2 to CE-l-A describing QA program 
* Commonwealth Edison Co CE-l-A 79/12/21 Ip 


8002230679 Forwards Revision 12 to Topical Rept CE-l-A, descri b ing QA 
program 

NAUGHTaN. U F Commonwealth Edison Co 80/02/21 Ip 


— 8002250706 Revision 12 to Topical Rept CE-l-A, describing QA program 
* Commonwealth Edison Co CE-l-A 00/02/14 44pp 


Q Inspection reports. IE Bulletins & correspondence 


8002010490 Forwards IE Ins? Repts 50-010/79-24. 50-237/79-2Q 
6 50-249/79-26 on 791105-1204 No noncomp 1 lance noted 
HEI6MMAN, R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/12/27 2pp 


—8002010503 IE Insp Repts 50-010/79-24.50-237/79-20 I 50-249/79-26 on 
791105-1204 Ko noncomp 1 lance noted Major areas Inspected 
physical protection, securi ty organt zation. phys i cal barriers, 
access control I, communlcat ions 

DARKER. J L , 8PES9ARD, R L Region 3. Chicago, Office of the 
Director 79/12/18 9pp 


8002080041 Forwards IE Oulletin 79-OlD, “Environ Qual if Ication of 
Class IE Equipment Action required 

XEPPLER.J 0 Region 3, Chicago. Office of the Director 00/01/16 

Ip I 


8002060667 Responds to IF Bulletin 80-01 re operability of automatic 
depressuri lat ion sys Util developed program to confirm 
seismic capability Ic leakage rates for valve pneumatic 
supply sys 

PEOPLES, D L Commonwealth Edison Co 80/01/10 2pp 


8002060084 Forwards IE Bulletin 80-02. ^'Inadequate OA for Nuclear 
Supplied Equipment “ Response required 

KEPPLERiJ 0 Region 3, Chicago. Office of the Director 60/0-1/22 
IP 


8002060229 Forwards IE Info Notice 80-02, "0XGR Water Rod Lower End 
Plug Wear " No specific action or response required 

KEPPLER.J G Region 3. Chicago. Office of the Director GO/01/25 

Ip 


8002120254 Submits addl response to IE Bulletin 80-01. Items i-4 
Hard-seat check valves installed Leak test results being 
evaluated for corrective measures NRC reviewing results of 
OE analyses 

PEQPLEa.D L Commonwealth Edison Co 80/01/25 2pp 


8002290029 Forwards IE Insp Repts 50-010/79-25.50-237/79-29 it 
50-249/79-27 OH 791203-600104 I notice of violation 
HEI8HMAN.R F Region 3. Chicago, Reactor Operations Nuclear 

Support Branch 80/01/26 2pp 


—8002390031 Notice of violation from Insp on 791203-B00104 

a Region 3, Chicago. Office of the Director 80/01/25 Ip 


—8002290035 IE Insp Repts 50-010/79-29,50-237/79-29 I 50-249/79-27 on 
791203-800104 Noncomp 1 i ance noted station personnel eating, 
dr inking, smok Ing l< chewing in radiation area 
SPESSARD.R L. , DARKER, J L . TONOUE. T M Region 3, Chicago, 
Office of the Director 80/01/23 llpp 


8002250187 Forwards IE Info Notice 80-03. "Main Turbine 

Electrohydraul i c Control Sys “ No specific action required 
KEPPLER.J Q Region 3. Chicago, Office of the Director 80/01/31 
Ip 


6002150191 Ack receipt of 791231 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-237/79-25 I, 

50-249/79-25 

FlORELLliO Region 3, Chicago. Reactor Construction Ic Engineering 

Support Dranch 80/02/01 2pp 


—8002150196 Responds to NRC 791 116 Itr re violations noted in IE Insp 
Repts 50-237/79-25 i 50-249/79-25 Corrective actions soil 
borings In north dike indicate existing soil conditions 
show no dike stability problems 

PEQPLES.OL Commonwealth Edison Co 79/12/31 2pp 


8002270340 Submits justification for feedwater noi t le I control rod 
drive return nozzle insp progtams to be (mplemerted during 
present refueling outage Qutilnes long-term plan for mod of 
feedwater noixles 

JANA^EK, R F Commonwealth Edison Co 80/02/25 7pp 
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fi PtPiodU ofkorating rsparts tv related correspondence 


G0020a06B5 Foruards "Environ Dose Pathtua^ Stud i es« 8pr ing 197B ^ Summer 
1979 ■■ 

JAMECEK.R F Commonwealth Edison Co 79/12/31 Ip 


— 8OO2O0O6Sa "Environ Dose Pathway S tud i es< Spr mg 1978 - Summer 1979 “ 
-* Coirmonueal th Edison Co 79/18/31 Slpp 


0002200627 Respond* to EC Eisenhut 791010 Itr re emergency plan* 
Forwards upgraded portions of emergency plans 
UHRIOrR. e Florida Power & Light Co BO/02/15 Ip 


— 8002200632 Upgraded emergency plan 

e Florida Power 8< Light Co BO/02/1S 23pp 


0 Adjudicatory correspondenca 


8002120647 Forwards monthly operating repfcs for Jan 1980 
STEPHENSON. 8 D Commonwealth Edison Co 80/02/06 Ip 


' — 8002120653 Konthly operating repts for Jan 1980 

C lE&ZKlEl^ICZi S Commonwealth Edison Go 00/02/01. 19pp 


S Reportable occurrcn-e esi LERs & related correspondence 


0002220294 PNQ- 1 1 1-BO-oas on 800202i Pac 1 1 i fcy shot down following 
failure of set pump No release of radioactive matl resulted 
SARliER.J L . SPESSARD. R L, , HE18KMAN.R P Region 3« Chicago* 
Office of the Director BD/02/04 2pp 


0002200580 Forward* LEfl 00-001/031-0 

STEPHENSON. B B Commonwealth Edison Co 80/02/11 Ip 


—8002200506 LER 60-001/03L-0 on B00116rlass of sampling point automatic 
advance for dryuell oiygen analyier noted during normal 
operation Caused fay electrical failure of stepping switch 
motor Part 80B376 Hotor replaced il' advance restored. 

STEP HEN SO Ni 0 Q Common wealth Edison Co 60/02/11. Ip 


2200649 Forwards LER 80~003/03L-0 

TEPHENSON* D 8 Commonuaalth Edison Co BO/02/li Ip 


J002200651 LER B0-OO3/O3L''O on 800120. during normal op eration* cure 
spray relief valve 30 found leaking Possibly caused by 
dirty valve Valve cleanedi insp ected tc adjusted 
ZtRifAS. K Common 01 ea 1th Edison Co 60/02/11 Ip 


302200376 Forwards LER aO-002/03L-D 

STEPHEN5GN. 0 B Comjsonweal th Edison Co 0O/D2/13 Ip 


-0002250384 LER a0“002/03L-0 on 000122. while performing LPCI monthly 
suTvei Hance. MO-3-1 501 “1 1 D valve would not close 
Reoccurrence on 800213 Investigation revealed no cause 
ZIRUAS. K R Commonuea I th Edison Co 80/02/14 Ip 


JCKET 50-250 TURKeY POINT PLANT, UNIT 3 


aecurlty. medical, emergency tt fire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regutatinn on radiological emergency 
response plans for facilities Re(tue*tB (resignation of one 
representative per util by 791231 Forwards FR notice 
GRINES. B K Emergency Preparedneis Task Force 79/12/21 7pp 


8002110169 Advises that NRC will perform special appraisals of health 
physic.* programs during CYBO in lieu of routine insp Scope 
will include organ! le tion* personne 1 qualification 8t 
training. radwaste proc essing r mon i tor ing U training 
STELLOiV Office of Inspection it Enforcement# Office of the 
Director BD/ 01/22 3pp 


8002040279 Informs of intention to respond fay BOOhOS bo NRC 791029 Itr 
requesting Info re alternate safe shutdown capability 
UHRIO.R E Florida Power it Light Co BD/Ol/24 ip 


8002150217 Forwards draft supp 1 to fire protection safety evaluation 
re incomplete item* identified in 790321 rep t. Requests 
util response re alternative to satisfy Item 3,2 2 Status 
sheet re open item enc ! 

LAIMAS* O Plant Systems Branch 00/01/26 3pp 


— 8002150221 Draft suppl to Fire protection safety evaluation re 
incomplete items identified in 790321 rept 
e Office of Nuclear Reactor Regulation 00/01/26 i3pp 


8002050532 Responds to NRC 791129 Itr re evacuation time estimates 
Estimates delayed due to rvanpower contraints V working out 
of arrangements w/state agencies Estimates will be forwarded 
8003 1 5 

UHRID, R E Florida Pouei it Light Co 00/01/30 Ip 


8002060266 Order granting certain items of NRC 791227 motion to compel 
Dneavage answers to 790914 8c 1004 interrogatories in steam 
generator repair amend proceeding NRC entitled to know basis 
for alleged deficiencies in safety evaluation It ElA 
BONERS, E S Atomic Safety and Licensing Board Panel 00/01/22 
3pp 


B002070360 Notice of appearance in proceeding re proposed OL amends to 
allow steam generator repair Certificate of Sve end 
FRANTZ. S P Florida Power 8» Light Co FRANTZ. 6 P 
Loutensteint Newman. Reis. Axelrad It Toll 00/01/23 3pp 


8002120333 Order sustaining util objection* to Intervenor MP Dneavage 
Interrogatories l-l, 1-2* 1-3, t-3l. 1-32, 1-36. 7-15 8( 11-35 
Directs util responses to Interrogatories 1-11 It 1-35 
DOWERS.E S Atomic Safety and Licensing Board Panel BO/01/24 
4pp 


8002140203 Supplemental responses to intervenor tiP Oncavags 791027 
interrogatories 8c request for production of documents 
Includes addl info U revision to licensee 800114 reply 
Certificate of Sve 8c OD Whittier affidavit end 
COLL.N A Florida Power & Light Co COLL. N A Steel. Hactor 8( 
Davis 80/01/31 26pp 


8002270029 Answer* to i ntorroga tor i #s per A8LB 800122 order NRC safety 
evaluation 8. EIA are deficient due to NRC reliance on 
licensee Prepared fteam generator repair rept Certificate 
of Sve 8< licensee complaint end 

MARSHALL, R A Marshall. R A LUMER, J V Lumer. J V ROOQM, B B 
Rogow* B 80/02/05 19pp 


8002270459 Supplemental responses to MP Dneavage 791027 interrogatoriei 
& requests for documents. per ASLB 800124 order Includes Info 
re safety retrofitting or backfitting 6 new technologies re 
coal project U/affidavit & Certificate of Sve 

COLL.N A Florida Power It Light Co COLL, N A Steel, Hector it 
Davis ao/02/Il I7pp 


J Insurance & indemnity information 


8002200'493 Forwards Endorsement 3 to MAELD Excess Binders XB-25 & 
XB-26 

FIRLDER.J Marsh 8< McLennan, Inc . M 8. M Nuclear Consul tants, Inc 
Div 80/02/14 3pp 


8002270273 Forwards list of plant s. pel icy numbers Sc endorsemsnt number* 
u/dates for 1980 policy year 

FIELDER. J Marsh It McLennan. Inc . M 8. M Nuclear Consul tants. Inc 
Div 80/02/22 2pp 


P Operating license stage documents 8< correspondence 


8002190150 Forwards questions re NUflEO-0579. TMI-a Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic Initiations 8< flow indications to steam 
generators Requests response by 791214 

SCHHENCER.A Operating Reactors Branch 1 79/12/12 2pp 


6002130292 Advises that util rept re Implementation of EPA U fuel cycle 
st(i should contain dose assessment w/respect to conformance 
u/40CFRi90 

SCKNENCER.A Operating Reactors Branch 1 79/12/19 2pp 


6002150335 Discusses commitments it schedule re TMl Lessons Learned Ta«k 
Force recommendations Requests 48-h notification should 
unforeseen circumstances revise stated position Requests 
documentation of Implementatlori methods 

DENTON.H R Office of Nuclear Reactor Regulation. 79/12/27 3pp 


6002110276 Extends comment period re draft NUREO-0630 to 000116 

OAMMILL.W P Assistant Director for Btandard It Advanced Reactors 
00/01/03 3pp 


8001310048 Requests registration as user of Models HN-100 Berios 1, 
HN-lOO Series 2, HN-100 S, HN-200 It HN-600 
UHR10,R E Florida Power It Light Co 00/01/15. Ip 
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GOOS 07000 & 
Ani«rid to 
MILLER* W 


Rafundt Cl4fti I ^ II s«nt u/790?20 application for 

Toch Sped rs fire protection Feei are uaivod 
0 Liconio Fee Management Branch SO/01/21 Ip 


8002250077 Forward* Amend* 52 to License DPR^Sl* safety evaluation & 
notice of iituanca & availability 

eCHUENCER.A Operating Reactors Branch 1 00/01/25 2pp 


--0003110201 le Insp Repts 50-250/79-36 t* 50-251/79-36 on 791101-30 No 
noncamplianc enoted Major areas Inspected preparation for 
Unit 3 ref ue I ingi p lent physical protectionr safety aspects 
of inadvertent safety sys actuations & plant operations 
MARTIN/ R D Region 2. Atlanta# Reactor Operations Nuclear 

Support Branch VOOT-LQM£LL> R Region 2> Atlanta. Office of the 
Director 79/12/21 2pp 


— 8002250084 Amend 52 to License DPR-31 # p ermi t t i ng continued operation 
for six equivalent months from 000124 at which time steam 
generators will be inspected 

SOKUENCER.A Operating Reactors Branch 1 00/01/25 4pp 


— 0002250099 Safety evaluation supporting Amend 52 to License DPR-31 
* Office of Nuclear Reactor Regulation 00/01/25 6pp 


— 0OO22SO1OS Notice of Issuance (( availability of Amend 52 License 
DPR-31 

SCHWENCERrA Operating Reactors Branch 1 00/01/25 2pp 


6002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & Itr from State of SC to Chem-Nuclear Sys 
deicribing restrictions for waste disposal in 0C 
EISEMHUTjD 0 Division of Operating Reactors 60/01/29 20pp 


8008040245 Forwards info re implementation of TMI Lessons Learned Task 
Farce short-term requirements Unit 3 scheduled to return to 
power operation on 000203 Addl implementation Info will be 
forwarded on 000120 

UHRlOfR E Florida Power li Light Co 00/01/31 22pp 


B002210436 Application for amend to Licenses DPR-31 DPR-41 amending 
Tech Specs to reflect results of EGGS analysis re power 
distribution limits for steam generator tube plugging level 
of 

UHRIOrfi E Florida Power U Light Co 00/02/13 3pp 


—6002210436 Revised Pages 3 2-3 3 2-4 t< Figures 3 2-3 & 3 2-3a to 

Tech Specs re power distribution 1 1ml ts. ref lecting results 
of ECC8 anelgsis for steam generator tube plugging level of 
22 % 

« Florida Power S* Light Co 00/02/13 87pp 


8002120031 Informs that response to IE Bulletin 79-02 will be submitted 
600104 

UHRIO/R E Florida Power 8c Light Co 79/12/28 Ip 


6002070097 Forurards response to IE Bulletin 79-02# Revi* ion 2> "Pipe 
Eupport Anchor Base Plate Designs Using Concrete Expansion 
Anchor Bolts " No expansion bolts used to support aeismic 
Category I sys 

UHRIO. R E Florida Power 8t Light Co 00/01/04 2pp 


6002010023 Responds to IE Bulletin 79-20 re possible malfunction of 
nAmCO limit ewitches No NAMCO limit switches currently 
installed in safety-related sys Util procuring 36 NAMCO 
switches free of defects 

UHRlOiR E Florida Power 1 Light Co 60/01/11 Ip 


0002060023 Forwards IE Bulletin 79-OlB, "Environ Qualification of 
Class IE Equipment " Action required IE Bulletin 79-Oia 
w/encls sent on 790114 should be disregarded 
O'REILLT.J P Region 2# Atlanta, Office of the Director 
80/01/17 2pp 


6002070349 Forwards IE Circular 00-01, "Svc Advice for OE Induction 
Disc Relays ** No response required 

0'REILLT,J P Region 2. Atlanta# Office of the Director 
00/01/17 2pp 


8002110552 Forwards IE Insp Rcpts 50-250/79-37 8c 50-251/79-37 on 
791211-14 No noncompliance noted Enel withheld 
(ref I0CFR2 790) 

KENNA/N D Region 2# Atlanta# Safeguards Branch 00/01/24 Ip 


6002270063 Forwards IE Info Notice 80-03. "Main Turbine 
£1 ec trohydraul ic Control Sys " 

O'REILLY.J P Region 2# Atlanta, Office of the Director 
80/01/31 2pp 


6002220341 Submits request to amend App A of 0L< Amend revises Tech Spec 
326 a(2) to reflect results of recent ECC8 analysis on 
power distribution limits for steam generator tube plugging 
level of 22%. 

UHRIQrR E# Florida Power U Light Co 00/02/13, 30pp, 


8002300557 Informs of completion of mods to containment purge valves 
Ho'ds restrict valve opening ot SO degrees max on Interim 
basis Facility continuing to minlmlxe purging to ALARA 
UHR10*R.E Florida Power h Light Co 80/02/14 Ip 


6002210403 Forwards fee for 800213 request for Class I li III license 
aeiend 

UKRtOiR. E Florida Power 5 Light Co 60/02/15 Ip 


6002260226 Informs of progress re NRC 700125 request for addl info on 
asymmetric LOCA loads analysis Lists technical repts 
submitted by Nestinghouse Concludes RC8 piping flaw will not 
cause guillotine break during safe shutdown earthquake 
UHRtO/R E Florida Power 5 Light Co 00/02/15 3pp 


Q Inspection reports# IE Bulletins 8< correspondence 


8002010148 Forwards IE Insp Rept* 50-250/79-33 U 50-251/79-33 on 
791113-16 No noncompliance noted 

8UTHERLAN0rJ T Region 2, Atlanta, Fuel Facility St Materials 

Safety Branch 7*t/i2/07 2pp 


8002260126 Ack receipt of 6001(6 Itr re violations noted in IE Insp 
Repts 50-250/79-35.50-251/79-35,50-335/79-33 50-309/79-22 

Ltr forwarded to IE for evaluation of no violation 
contention 

BRYANT, vf C Region 2, Atlanta# Reactor Construction t* Engineering 

Bupport Branch 60/01/31 Ip 


— 8002260136 Responds to NRC 791219 Hr re violations noted in IE Insp 
Repts 50-250/79-35. 50-251/79-35, 50-339/79-33 «< 50-'3B9/79“22 
Contends that NRC is citing previously accepted practices 
against new interpretation of 10CFR2( w/o notification 
UHRIOiR E Florida Power Light Co 00/01/16 5pp 


--0002280136 Forward* (E Insp Repts 50-290/ /9-35# 50-251 /79-35, 
50-335/79-33 fr 50-309/79-22 on 791127-30 & notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch 79/12/(9 2pp 


—0002280172 Notice of violation from insp on 79(127-30 

e Region 2. Atlanta. Office of the Director 79/(2/19 Ip 


—0002200(09 IE Insp Repts 50-250/79-35.50-251/79-35.50-335/79-33 
50-309/79-22 on 791127-30 Noncomp 1 lance noted 10CFR21 
requirements cannot be met w/presenfc OA procedures 
MURPHY^C E Region 2. Atlanta, Reactor Construction U 

Engineering Support Branch BURDETTE# T E , DRDUNLEE. V L Region 
2. Atlanta, Office of the Director 79/12/19 7pp 


—0002010152 IE Insp Repts 50-250/79-33 k 50-251/79-33 on 791113-16 No 
noncomp 1 iance noted Major areas inspected auxiliary bldg, 
gaseous radioactive effluent re teases, sol Id radwastes & 
respiratory protection program 

OIBSON.A F Region 2, Atlanta, Fuel Facility k Mfterials Safety 

Branch ZAVAODBKI.R W Region 2, Atlanta, Office of the 
Director 79/12/06, 7pp 


0002110272 Forward* IE Insp Repts 50-250/79-36 k 50-251/79-36 on 
791101-30 No noncompliance noted 

LEU13, R C Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch 79/12/26 2pp 


3 Reportable occurrences, LER* related correspondence 


8002070467 PNO- 1 1-79-04 1 on 79(21 (, confcrac t worker performing Insp on 
Ijnit 3 steam generator, received apparent whole body exposure 
of 3 55 rems Individual restricted from entry into radiation 
controlled area 6 evaluation of overexposure to be made 
EWALD, 8 C , OlBBON, A F Region 2. Atlanta, Office of the Director 
79/12/13 ip 


0OO2O4OSO5 Forwards LER 79-036/03L-0 

SCHMIDT, A D Florida Power k Light Co 79/12/28 Ip 
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— fiooao^osia LER 79-03A/03L-0 on 791123. d ur ing pouer op orat i on. ^uii 1 i ary 
feedwater p^jnp A failed «o start uhen teited Cause unlijiaujn 
Surveillance retesting should prov^ide earlig detection should 
Inoperatri. 1 1 tij reoccur 

SCHOPPHAN. H A Flcrida Power L Light Co 79/12/23 Ip 


G0020-?054a Forwards LER 79“040/aiT~0 

SCHMIDTpA D Florida Power It Light Co 79/12/23 Ip 


—8002040349 LER 79*-040/0t T~0 on 791212. insp in accordance <i^/IE Bulletin 
79-14 revealed incorrect {Modeling of horikontal valve mass 
Cause unkncwn Plant chanqe/mod ulll be implemented to modify 
supports prior to completion of refueling shutdown 
SCMOPPMAN. M A Florida Power h Light Co 79/12/28 2pp 


B0t)204039fi Forwards LER 79-037 /D3L-0 

SCHMIDT. A D Florida Power & Light Co 79/12/31 Ip 


— 8002040399 LER 79-O37/OaL-0 on 791201 . dur i ng RCS coo Id own. s team 
generator feedwater punps tr ippcd. ini t lating closure of 
blowdoiun isolation & sampling isolation valves Caused by 
design deficiency Evaluating sys logic mod 
SCHQPPMAH, M A Florida Power «< Light Co 79/I2/3J 3pp 


8002130471 Forwards LER 79-033/03U-0 

SCHMIDT.A D Florida Power t Light Cn 79/12/31 Ip 


— S0O213O4BO LER 79-03S/03L-0 791 201. during entry into refueling 
shutdouHi HSIV C failed to fully close Caused by high temp U 
moisfcureidue to steam in area Preventative maint at each 
refueling should detect future problems 

SCHDPPMAW. H A Florida Power t Light Co 79/12/31 2pp 


8002130534 Forwards LER 79-O39/03U-0 

SCmtDT, A D Florida Power L Light Co 79/12/31 fp 


—8002130542 LER 79-O39/O3L-0 on 791203. while conducting steam generator 
I nsps j f ore i gn mail observed on 'as found'' «tean generator 
tubesheet photographs Cause not stated hatl retrieved 
Consisted of pieces of carbon steel t tube plug skirt 
SCmiDT, A D Florida Power & Light Co 00/01/02 2pp 


02220362 Forwards LER GO-OOl /03L-0 

SCHMIDT. A 0 Florida Power I Light Co 80/02/04 Ip 


'3002220370 LER GO-OOl /■03L-0 on 800103. dur ing routine sys walkthrough, 
east fire pump found to be inoperable Investigation revealed 
pump may have been inoperable due to power supply breaker 
not being closed Caused by operator error 

SCHCPPrfAMiM A Florida Power 6 Light Co 30/0-2/01 2pp 


0002150465 Forwards response to NRC 791001 & 17 requests for info re 
loss of offsite power events Description of significant 
sys-wtde idip rove-men ts L info re major offsite events end 
tHfilG. R E Florida Power Corp ao/02/U lOpp 


— 60-02150472 Forwards 740301 news release re brief shutdown due to 
electrical disturbance initiated by generator voltage 
control proMem Disturbance not nuclear-related 
SCHMIDT.A D Florida Power L Light Co 74/03/01 2pp 


— 90021S047Q RQ on 740301 « output voltage began to oscillate Operator 
attempted to stahiltre voltage by c-ontroili-ng generator 
voltage manually Caused by lowering machine voltage during 
min load periods 

SCHMIDT.A D Florida Power & Light Co 74/03/25 3pp 


--B0021504G5 RO on 740425. generators tripped when circuit breaker 
protection sys relays energized during functional testing 
Caused by actuation of generator backup relays Addl 
isolation switches installed in protective sys 
SCHMIDT.A D Florida Power L Light Co 74/05/31 6pp 


—8002150491 Forwards 740719 "Rept on fiys Di s turbanc e. 740628 " 
COE, we Florida Power U Light Co 74/07/19 Ip 


--8002150497 "Rept on, Sys Disturbance 740626 *’ 

a riorida Power U Light Co 7<i/Q7/i9 2ipp 


'*-8002150506 Forwards "Rept an Sys Disturbance 770516 " 
UHRIO.R E Florida Power U Light Co 77/Q7/SQ Ip 


'**-8002150512 "Rept on Sys Disturbance 770S16 " 

s Florida Power Light Co 77/06/29 37pp 


— ^8002150518 Forwards request for addl Info re util 770629 *'Rept on 8yi 
Dls turbance. on 770516 " 

LEAR.O Operating Reactors Branch 3 (Pre 7906251 77/10/09 

9pp 

-^0002150519 Forwards respanse to NRC 771005 request for Info re 770516 
sys disturbance Defines power syi stability as attribute of 
sys which enables sys to develop restoring forces equal to 
dlaturbing forces 

UHRIO.R E Florida Power U Light Co 77/12/14 96pp 


— SOOSiSOdAB Foria/ards request for addl Info re util 771214 response to 
NRC 771005 Itr concerning util "Rapt on Gys Oisturbance. 

770516 " 

SCHWEMCERpA Operating Reactors Branch I (Pre 790625) 

78/03/ 1 6 3pp 


— 80-02150403 Forwards response to NRC 700316 request for addl info re 
770516 sys disturbance 

UHRIO.R E Florida Power ?« Light Co 78/04/04 49pp 


— 6002150489 Requests commitment to implement fc submit proposed methods, 
procedures 8. schedules to implement NRC position re 770516 
power sys disturbance Statement of NRC position end 
REID. R W Operating Reactors Branch 4 <Pro 79062S) 78/06/07 

2pp 


—0002150499 Forwards LER 70-O17/O3L-O 

GCHMIDT.A D Florida Power & Light Co 78/06/13 3pp 


—8002150482 LER 7a-0l7/03L-0 on 7Q0514. improper switching at Pratt L 
Mhltney substation it incorrect wiring of protective relays 
at Midway substation led to de’*energliation Offsite 
power lost. Incorrect wiring corrected 

8CHOPPMAN. « A Florida Power L Light Co 78/06/13 Ip 


— 8002150494 Forwards response to NRC 780607 request for proposed methods 
& procedures to implement NRC positions re sys operations 
Util 790522 Itr to DOE end 

UHRIO.R E Florida Power L Light Co 70/07/05 4pp 


— 8002150501 "Sys 01 s turbanc e. Loss of Oeneration at Fac H Ity. 790404 " 
«- Florida Power t Light Co 79/05/08 ISpp 


— 8002150500 "Sys Control Ctr Functions " 

« Florida Power 6 Light Co 80/01/29 24pp 


DOCrtET 50-251 TURKEY POINT PLANT. UNIT 4 


F Security, medical, emergency & fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
(JRIMES.B K Emergency Preparedness Task Force 79/12/21 7pp 


8002110169 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine intp Scope 
will include organi ration, personnel qualification !< 
training, radwasta praces sing. moni taring 1. training 
8TELLG. 9 Office of Inspection & Enforcement. Office of the 
Director 80/01/22 3pp 


8002040279 Infortne of intention to respond by 000605 to NRC 791029 Ur 
requesting info re alternate safe shutdown capability 
UHRIO.R E Florida Power t Light Co 80/01/24 Ip 


000215021? Forwards draft suppl to fire protection safety evaluation 
re Inco/nplete items identified in 790321 rept Requests 
util response re alternative to satisfy Item 322 Status 
sheet re open item end 

LAINAS.G Plant Systems Branch 80/01/26 3pp 


— B0021S0221 Draft sujipl to fire protection safety evaluation re 
incomplete items identified in 790321 rept 
a Office of Nuclear Reactor Regulation 80/01/26 t3pp 


8002050532 Responds to NRC 791129 Itr re evacuation time estimates 
Estimates delayed due to manpower contraints t. working out 
of arrangements w/state agencies Estimates will be forwarded 
800315 

UHRIO.R e Florida Power Light Co 00/01/30 Ip 


8002200627 Responds to EG Eisenhut 791010 Itr re emergency plans 
Fo-rwards upgraded portions of emergency plans 
VHRI(3. R E Florida Power it Light Co 00/02/15 Ip 
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— 8002300632 Upgraded emergency plan 

* Florida Power K Light Co 80/02/15 23pp 


0 Adjudicatory c orrc spond enc e 


8002070022 Forwards confirmatory order re util 791022* 1121 & 1221 
commitments to implement Lessons Learned Task Force 
Category A requirements after G00131 Requests description 
o# implementation methods by 800101 

DENTaN*HR Office of Nuclear Reactor Regulation SO/01/03 2pp 


— 8002070028 Order confirming util commitments to implement Lessons 
Learned Task Force Category A requirements Item 2 1 7 a is 
excepted Implementation is necessary to public health & 
safety 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/02 5pp 


6002060366 Order granting certain items of NRC 791227 motion to compel 
Oncavage answers to 790914 1004 interrogatories in steam 

generator repair amend proceeding NRC entitled to know basis 
for alleged deficiencies in safety evaluation tc EIA 
DOMERSrE S Atomic Safety and Licensing Doard Panel 00/01/22 
3pp 


6002070360 Notice of appearance in proceeding re proposed OL amends to 
allow steam generator repair Certificate of Bvc end 
FRANTZ. 8 P Florida Power t* Light Co FRANTZ* S P 
Lowensteln* Newman. Reis* Axe Irad & Toll 80/01/23 3pp 


8002120333 Order sustaining util objections ta iotervenor MP Oncavage 
Interrogatories 1-1 , 1-2* 1~3. 1-31 . 1-32* 1-36* /'IS h 11-33 
Directs util responses to Interrogatories 1^11 4( 1-35 
BOWERS* E 8. Atomic Safety and Licensing Board Panel 80/01/24 
4pp 


6002140283 Supplemental responses to intervenor MP Oncavage 791027 
interrogator i es U request for production of documents 
Includes addl info Si revision to licensee 600114 reply 
Certificate of 8vc S< OD Whittier affidavit end 
COLLiN A Florida Power Si Light Co COLL* N A 6teel. Hector Sc 
Davis GO/Oi/31 26pp 


8002270029 Answers to interrogatories per ASLB 800122 order NRC safety 
evaluation U EIA are deficient due to NRC reliance on 
licensee Prepared steam generator repair rept Certificate 
of Sve Si licensee complaint end 

MARSHALL, R A Marshall* RA LUHER,%i V Lumer, J Kf ROGOW. B 8 
Rogow* B 60/02/05 19pp 


QQ02270459 Supplemental responses to MP Oncavage 791027 interrogatories 
& requests for documents* per ASLB 800124 order Includes Info 
re safety retrofitting or backfitting Sc new technologies re 
coal project W/affidavlt Si Certificate of 8vc 

CDLL.N a Florida Power Si Light Co COLL.N A Steel* Hector Si 
Davis 80/02/11 I7pp 


J Insurance 8i indemnity information 


8002200493 Forwards Endorsement 3 to MAELU Excess Binders J<D-29 Si 
XD-26 

FIRLDERiJ Marsh Si McLennan, Inc , M Si M Nuclear Consul tants* Inc 
Div 80/02/14 app 


Q002270273 Forwards list of plants* pol icy numbers S' endorsement numbers 
w/datet for 1980 policy year 

FIELDER* J Marsh Si McLennan/ Inc * M & M Nuclear Consultants* Inc 
Div 80/02/22 2pp 


P Operating license stage documents U correspondence 


8002190158 Forwards questions re NUREO-O57fli TMI-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic initiations Si flow indications to steam 
generators Requests response by 791214 

BCHWENCER*A Operating Reactors Branch 1 79/12/12 2pp 


0002130292 Advises that util rept re implementation of EPA li fuel cycle 
s td should contain dose assessment w/respect to conformance 
UJ/40CFR190 

SCHWENCER*A Operating Reactors Branch I 79/12/19 2pp 


8002110276 Extends comment period re draft NUREG-0630 to 800116 

OAMMILLiW P Assistant Dirertor for Standard Si Advanced Reactors 
60/0 1/03 3pp 


80D2070006 Refunds Class I & Jl fees sent w/790?20 application for 
amend to Tech Specs re fire protection Fees are waived 
MILLER*W Q License Fee Management Branch. 80/0i/21 Ip 


0002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license S' Itr ftom State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in 5C 

EI0ENHUT*D G Division of Operating Reactois 00/01/29 2Bp p 


8002040245 Foi wards info re implementation of TMI Les-sons Learned Task 
Force short-term requirements Unit 3 scheduled to return to 
power operaticin on 800203 Add) implementation info will be 
forwarded on 0OO12B 

UHRIG. R E Florida Power A Light Co 00/01/31 22pp 


0002210436 Application for amend to Licenses nPR-31 t DPR-41 amending 
Tech Specs to reflect results ot ECCS analysis re power 
distribution limits for steam generator tube plugging level 
of 2^/, 

UHRIG* R E Florida Power K Light Co 80/02/13 3pp 


—8002210430 Revised Pages 3 2-3 t 3 2-4 b Figures 3 2-3 f< 3 2-3a to 
Tech Specs re power distribution 1 imi ts* ref lec ting results 
of tecs analysis for steam generatoi tube plugging level of 
227. 

« Florida Power b Light Co 00/02/13 27pp 


8002220341 Submits request to amend App A qf OL Amend revises Tech &pei: 
326 a(2) to reflect results of recent ECCS analysis on 
power distribution limits for steam generator tube plugging 
level of 22/. 

UHRI0*R E Florida Power V Light Co 00/02/13 30pp 


6002200557 Informs of completion of mods to containment purge valves 
Mods restrict valve opening ot SO degrees max on interim 
basis Facility continuing to minintlte purging to ALARA 
UHRI0*n E Florida Power b Light Co 80/02/14 Ip 

8002210483 Forwards fee for 800213 request for Class It 111 license 
amend 

UHRIG* R E Florida Power b Light Co 60/02/15 Ip 


6002260226 Informs of prograss re NRC 780125 lequost for addl info on 
asymmetric L8CA loads analysis Lists technical repts 
submitted by Nestinghouse Concludes RCS piping flaw will not 
cause guillotine break during safe shutdown earthquake 
UHRIG. R £ Florida Power b Light Co 80/02/15 3pp 


Q Inspection reports* IE Bulletins b correspondence 


8002010140 Forwards IE Insp Repts 50-230/79-33 b 50-251/79-33 on 
791113-16 No noncomp 1 lance noted 

SUTHERLAND* J T Region 2, Atlanta* Fuel Facility Si Materials 

Safety Branch 79/12/07 2pp 


—0002010152 IE Insp Repts 50-250/79-33 b 50-251/79-33 on 791113-16 No 
noncomp 1 lance noted Major areas inspected auxiliary bldg, 
gaseous radioactive effluent rel eases* sol id radwastes b 
respiratory protection program 

OIBSON.A F Region 2# Atlanta* Fuel Facility «i Materials Safety 

Branch ZAVAODSKl.R W Region 2, Atlanta* Office of the 
Director 79/12/06 7pp 


0002110272 Forwards IE Insp Repts 50-250/79-36 !. 50-251/79-36 on 
791101-30 No noncompliance noted 

LEMI8*R C Region 2* Atlanta. Reactor Operations Nuclear Support 

Branch 79/12/26 2pp 


—8002110201 IE Insp Repts 50-250/79-36 b 50-251/79-36 on 791101-30 No 
noncomplianc enoted Major areas inspected preparation for 
Unit 3 refuel ing. plant physical protection* safety aspects 
of Inadvertent safety sys actuations b plant operations 
MARTIN. R D Region 2, Atlanta* Reactor Operations Nuclear 

Support Branch VQOT-LONELL* R Region 2* Atlanta* Office of tho 
Director 79/12/21 2pp 


0002120031 Informs that response to IE Bulletin 79-02 will be submitted 
800104 

UHRIG. B E Florida Power b Light Co 79/12/28 Ip 


8002070097 Forwards response to IE Bulletin 79-02* Revlsi on 2* "Pipe 
Suppoi t Anchor Base Plate Designs Using Concrete Expansion 
Anchor Bolts '* No expansion bolts used to support Seismic 
Category I sys 

UHRIG* R E Florida Power b Light Co 00/01/04 2pp 


6002010023 Responds to IE Bulletin 79-28 re possible malfunction of 
NAMCO limit switches No NAMCO limit switches currently 
installed in safety-related sys Util procuring 36 NAMCD 
suiitches free of defects 

UHRI0*fl E Florida Power b Light Co 00/01/il Ip 
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G0020600S3 Forijards IE Bulletin 79-OlB. ^'Environ Qualification of 
Class lE Equipment '' Action required lE Bulletin 79-OlS 
u/encJs sent on 790114 should be d i srcg-ardeij 
O'REJLL/.J P Region 2^ Atlanta, Office of the Director 

fl0/01/l7 2pp 


S002070'1‘19 Foruards IE Circular 80-01, "Svc Advice for GE Induction 
Disc Relaiie “ Ho res^ionse required 

O'RElLLf. J P Region 2. Atlanta, Office of the Director 
00/01/17 app 


eooai 10552 For.jards IE Insp Repts 50-250779-37 ^ 50-251/79-37 on 
791211-14 No nancomp 1 1 ance noted End uithheld 
(ref 10CFR2 7901 

^(ENhlA.W a Region 2, Atlanta, Safeguards Branch aD/0t;/24 Ip 


S0032700A3 Forward s IE Info Notice SO-03, '"Mam Turbine 
Electrotiijdrau 1 1 c Control Sg s " 

O^REILLYp J P Region 2. Atlanta. Office of the Director 

00/01/31 2pf 


GO(}25BO!2(> Acb receipt of GOOllS Itr re violations noted m IE Insp 
Repts 5Q“250/79-35. S0-25I/79-35. 50-335/79-33 it 50-389/79-22 
Ltr foTuarded to IE for evaluation of no violation 
contention 

BRYANT, J C Region 2. Atlanta, Reactor Construction t/ Engineering 

Support Branch 00/01/31 Ip 


— E0022e0l3fa Responds to NftC 791219 ltr re violations noted m IE Insp 
fiepts 50-250/79-35, 517-25] /79-35* SO-335/79-33 U 50-369/79-22 
Contends that NRC is citing previously accepted practices 
against new interpretation of 10CFR21 u/o no t i f ica t i on 
UNRIG. R E Florida Power i Light Co 00/01/18 5pp 


2280 13S Forwards IE Insp Repts 50-250/79-35, 50-251/79-35. 
0-335/79-33 fr 50-389/79-22 on 791137-30 L notice of 
lolation 

JRPHf.C E Region 2< Atlanta, Reactor Construction it 

ngineering Support firanch 79/l2/i9 3pp 


—80021504/8 RO on 74030 1. output voltage began to oscillate Operator 
attempted to stabilize voltage by controlling generator 
voltage manually Caused by layering machine voltage during 
min load periods 

SCHMIDT, A D Florida Power t Light Co 74/03/25 3pp 


— *8002150405 RO on 740425, generators tripped when circuit breaker 
protection sys relays energiied during functional testing 
Caused by actuation of generator backup relays Addl 
isolation switches installed in protective sys 
6CHKIDT.A D Florida Power Light Co 74/05/31 App 


— 8DO2150491 Forwards 740719 "Rept on Bys Di s turbanc e, 740628 " 
COE, W E Florida Power U Light Co 74/07/19 Ip 


—8002150497 "Rept on Sys Disturbance 74062B « 

* Florida Power & Light Co 74/07/19, 21pp 


—8002150510 Forwards request for addl info re util 770629 "Ropt on Bys 
Disturbance, on 770516 '* 

LEARiO Operating Reactors Branch 3 (Pre 790625) 77/10/05 

9pp 


—0002150519 Forwards response to NRC 771005 request for info re 770516 
sys disturbance Defines power sys stability as attribute of 
sys which enables sys to develop restoring forces equal tn 
disturbing forces 

UHRIO.R E Florida Power t Light Co 77/12/14 56pp 


—8002150468 Forwards request for addl info re util 771214 response to 
NRC 771005 ltr concerning util ''Rept on Sys Disturbance, 

770516 “ 

SCHWENCER,A Operating Reactors Branch I IPre 790625) 

78/03/16 3pp 


— 80021504B3 Forwards response to NRC 760316 request for addl info re 
770SI6 sys disturbance 

l/HRIC,R E Florida Power Light Co 70/04/04 49pp 


2280172 Notice of violation from insp on 791127-30 

Region 2, Atlanta Office of the Director 79/12/19 Ip 


J022B0ia9 IE Insp Repts 50-250/79-35, 50-251 / 79-35, 50-335/79-33 & 
50-389/79-22 on 791 127-30 None ompl lanc e noted IOCFR2I 
requirements cannot be met u/present QA procedures 
11URPHY, C E Region 2. Atlanta, Reactor Construction It 

Engineering Support Branch BURDETTE, T £ , BROWNLEE, V L Region 

2a Atlanta. Office of the Director 79/12/19 7pp 


8002050515 Forwards analysis to support 600123 request for eitension 
'.f two effective full power months of operation prior to 
rforming neit steam generator msp Analysis evaluates 
ma I plant operation tor 10 effective full power months 
10, R E Florida Power ?, Light Co 80/02/01 app 


10432 Submits addl info re requested operating interval of 10 
ths prior to next steam generator msp Requests late Apr 
tdown due to high peak demand Requests operation for four 
ks, but two months would be preferable 
rc. R e Florida Power h Light Co 80/02/14 2pp 


ieporfcable occurrences, LERs S related correspondence 


— 8002150489 Requests commitment to implement & submit proposed methodi, 
procedures C schedules to implement NRC position re 770516 
power sys disturbance Statement of NRC position end 
REID, R W Operating Reactors Branch 4 (Pre 790623) 78/06/07 

2pp 


— 8002150494 Forwards response to NRC 7B0£07 request for proposed methods 
procedures to implement NRC positions re sys operations 
Util 790522 ltr to DOE end 

DKRIO.R E Florida Power it Light Co 78/07/05 4pp 


— 8002130501 ''Sys Disturbance, Loss of Generation at Fac i 1 ity, 790404 " 
* Florida Power U Light Co 79/05/00 19pp 


0002250524 Forwards LER 80-001 /03L-0 

SCHMIDT, A D Florida Power & Light Co 00/02/20 ip 


— 60022SOS2S LER 60-001/03L-0 on 600121, during semiannual test of fire ic 
smoke detection sys in containment electrical penetration 
lone 6, supply of test gas became depleted Caused by lack of 
assurance by malnt supply personnel re sufficient gas 
SCHQPPMAN.M A Florida Power tc Light Co 00/02/20 2pp 


*070+67 PNO" 1 1 -79-04 I on 79121 !• contrac t worker performing insp on 
lit 3 steam generator, rece ivrd apparent -whole body eiposure 
f 3 55 rems Individual restricteni from entry into radiation 
ontroiled area evaluation of overeeposure to be made 
HALD.S C . OIBSON.A f Region 2, Atlanta. Office of the Director 
79/1 a/ 1 3 tp 


,2070480 PND- n -79-042 on 791219, unit tri 


eactor coolant pump 
flectrically faulted 
repaired or replaced 
ELROD, S A . martin, R 
79/12/19 Ip 


motor 4A tripped Poss 
reactor coolant pump 
Resident inspector to 
Region 2,. Atlanta 


ped from 100*% power uihen 


ibly caused 
motor Motor 
follow up 
. Office of 


by 

to be 

the Director 


DOCKET 50-232 UNIV DF NEW MEXICO RESEARCH REACTOR 
J Insurance indemnity information 


800220Q412 Executed Amend 11 to Indemnity Agreement E-47> mod 1 f y ing 
prefatory language of Paragraph 4, Article I, re course of 
transpar tation 

8AL7ZMAN, J Antitrust & Indemnity Group « New Mexico, Univ of 
79/02/11 Ip 


0 Inspection reports, IE Bulletins tc correspondence 


102(50465 Forwards response to NRC 79(001 b 
Joss of offsite power events Description of 
sys-wide improvements infa re major offsi 
UHRIG. R E Florida Power Corp 00/02/11 


17 requests Fop 
s 1 gnif i cant 
te events enc 1 
lOpp 


info 


re 


8002290042 Forwards IE Insp Rapt 50-252/79-02 on 791119-21 No 
noncdmpl lanc e noted 

MAD5EN,C L Region 4, Dallas, Reactor Operations Nuclear Support 

Branch 79/11/29 2pp 


6002(50472 Forwards 740301 news release re brief shutdown due to 
electrical disturbance itiiiiated by generator voltage 
control problem Disturbance not nuclear-related 
SCHMIOTrA D Florida Power 5- Light Co 74/03/01 2pp 


— B002280046 IE 
noted Major 
review A aud 
procedures 
MADSEN, Q L , 
Nuclear Supp 


Insp Rept 50-252/79-02 on 791119-21 No none omp 1 1 ance 
areas inspected operations & malnt logs, internal 
it program, requal if i cation program b operating 


BP ANGLER, R 
ort Branch 


0 Region 4, 

79/11/20 3pp 


Dallas, Reactor Operation* 



DOCKETED ITEMS 


OaCKET 50-234 QUAD-CITIES STATION, UNIT 1 


f ScCiiril^yi medical, emergency i fire protection plans 


S002040007 Announces regional uiorkshops to discuss feasibility of 
proposed change to regulation on radiol ogit-al emergency 
response plans for facilities Requests designation of ono 
representative per ufcil by 791231 Forwards F='R notico 
ORIHESfO K Emergency Preparodness Task Force 79/12/21 7pp 


H Oetieral correspondence 


flO{>20a037Q Responds to 791105 re Itr NRC 791030 emergency preparedness 
meeting Efforts undoruay to upgrade emergency preparedness 
capabilities Legal responsibility for evacuation rests 
Uf/state II, local authorities 

MILLER, J R Assistant Director for Reactor Safeguards 79/12/21 

app 


I Financial Information 


8002260519 Forwards Annual Financial Rept 1979 

BREBEMAKN, R W Conunonuieal th Edison Co 80/02/22 Ip 


— a00226053B Annual Financial Rept 1979 

» Commonwealth Edison Co 79/12/31 24pp 


J Insurance indemnity information 


8002120698 Fortuards Endorsement 2 to ANI Binders E0~1, EB-2, EB'*29 j 

EB-30.eB-42 ti EB-43 «« MAELU flinders XO-1 . XD~a, XD-3, Xfl-29, 

XB-30, XB-42 XD-43 

DSTER, J Commonwealth Edison Co 80/02/03 29pp, 


8002120699 Forwards Endorsements 120 t 121 to NELIA Policy NF-43 
Endorsement 102 to MAELU Policy MF-22, Endorsements 60 !< 61 
to NELIA Policy NF-t87, Endorsement St to Maelu Policy MF-54 
C( Endorsements 49 j, SO to NEHA Policy NF-201 
QSTERrJ Commonwealth Edison Co 00/02/07 12pp 


Q Advisory Committee on Reactor Safeguards reports t< correspondence 


8002150242 Forwards "Rept of ACRS on Selected Safety Issues Related to 
LWRs " 

MOELLER, D If ACR6 - Advisory Committee on Reactor Safeguards 
76/12/12 Ip 


--Q0021509SO Summary of 721207-09 meeting re drift of pressure switch set 
point at facilities 

* ACRS *• Advisory Committee on Reactor Safeguards 72/12/09 

3pp 


P Operating license stage documents U correspondence 


Q002040424 Discusses 791018,1121,30,1203 ^ 17 Itrs submitting 
commitments U schedules for implementation of Lessons 
Learned Task Force recommendations NRC will be performing 
post-implementation review of Implementation method 
DENTORiH R Office of Nuclear Reactor Regulation 79/12/27 2pp 


800201039S Forwards "Quad-Cities Nuclear Power Station Units 1 8( 2 
Secondary Containment Leak Rate Test Summary, " per Tech 
Specs Section 6 6 C 3 

JANECEKiR F. Commonwealth Edison Co 79/12/31 fp 


— 8002010401 "Quad-Cities Nuclear Power Station Units 1 2 Secondary 

Containment Leak Rat® Test Summary,^' per Tech Specs Section 
6, 6 C 3. 

a Commonwealth Edison Co 79/12/31 2pp 


8002110276 Extends comment period re draft NUREO-0630 to 800116 

OAMHlLLrN P Assistant Director for Standard & Advanced Reactors 
80/01/03 3pp 


8002070027 Requests review of QA program re diesel generator fuel oil 
Item should be included in QA program If exception taken 
to Inc luslon, response required within 90 days 

EI8ENHUT, D 0 Division of Operating Reactors 80/01/07 ip 


8002150210 Supplements 780829 request for info re 1977 failures of 
control rods to fully Insert Requests summary of recent 
failures & other control rod drive malfunctions Response 
should be sent within 90 days 

IPPOLITO, T A Operating Reactors Branch 3 80/01/10 2pp 


B002070010 Confirms 800120 meeting w/util to discuss draft 
NUREG-0660, "Action Plans for Implementing Roc ommen d at ions 
of President's Commission ** Other Studies of TMf-2 
Accident " Forwards draft NUREO-0660 N/o end 

HEI9HMAN-R F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 60/01/51 3pp 


3002190790 Summary of 791213 meeting u/Camm Ed In Dethesda.MD re anchor 
bolt fi base plate flexibility analyses performed in 
accordance w/IE Bulletin 79-03 Data on anchor bolt analysis 
in close agreementt Meeting agenda end 

JORDAN,E L Division of Reactor Opeiations Inspections 60/01/17 
6pp 


8OD22OOD70 Summary of 7912'19 & 20 meeting w/Hark J Ownei s Group in 
fleth&sda*MD to discuss NRC acceptance cribari^ for Hark I 
Cantalnment long-term program issues re implementation of 
program 

GRIMES, C I Plant Systems Branch (Pro 791030) BO/Ol/17 Upp 


—8002200112 Task action plan A~07 "Mark I Load Definition Rept. 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

s Plant Systems Branch <Pre 791030) 79/12/19 37pp 


8002140011 Forvards request foi addl info re containment purge sys 
IPPOLITO, T A Operating Reactors Branch 3 80/01/21 3pp 


6002040537 Notifies of evaluation re util ability to moot design 
objective release rate for radloiodines L radioactive matls 
in particulate form Fo I lowing refueling outage, opera t Ion can 
resume w/design objective release rate routinely met 
KALVIAIANKIS,N Commonwealth Edison Co 80/01/23 2pp 


8002210007 Notification of B00207 meeting u/Marh I owners group. DNL. 
GE (( NUTECH in Dethesda.MD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program, p Ians for addl F8TF testing St outstanding issuos 
GRIMES, C I Plant Systems Branch 80/01/28 Ip 


6002140005 Discusses recent developmonts impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & Itr from State of 8C to Chem-Nut lear 8ys 
describing restrictions for waste disposal in SC 
EISENKUT. D 0 Division of Operating Reactors 80/01/29 RQpp 


6002130615 Discusses BNR automatic deprensur i la t > on sys operability 
requirements for facilities Automatic depressor i lation sys 
must meet Seisnitc Category I requirements Elec tromati c 
valves would survive earthquake 

TeDE8C0,B L Division of Operating Reactors JORDAN. E Division 
of Reactor Operations Inspections BD/01/30 4pp 


6002060526 Forwards summary of analytical methods It results obtained re 
seismic qualification of elcctromalic relief valves prepared 
by Sargent tc Lundy 

JANECEK, R F Commonwealth Edison Co BO/Oi/31 4pp 


6002200134 Forwards Amends 46,40 & 55 to Licenses DPR-19, DPR-29 tt 
SPR-29, respec tively. saf 0 tg evaluation L notice of issuance 
aval lab i U ty 

IFPOLITO, T, A Operating Reactors Branch 3 60/02/01 2pp 


— B002200139 Amends 46,40 «, 55 to Licenses DPR~19, DPH-25 fc DPR-29, 
respective! y, Chang Ingi Tech Specs by leducing number of 
operable automatic depressurization sys valves 
IPPOLITO, T A Operating Reactors Branch 3 60/02/01 I2pp 


— B002200143 Safety evaluation supporting Amends 46.40 U S3 to Licenses 
DPR-19, DPR-25 <c DPR-29, respec lively 

e Office of Nuclear Reactor Regulation 80/02/01 Ip 


— 8002200149 Notice of issuance & availability of Amends 46.40 8< 55 to 
License# DPR-19, DPR-25 DPR-29, respec b ive] y 
IPPOLITO,? A Operating Reactors Branch 3 (Pre 790625) 

80/02/01 Spfi 


8002080550 Updates recirculation pump trip mod installation schedule 
In response to NRC request Imp lemaiitatien of mods for 
Quad Cities 2 will be implemented by 601231 Dresden 2 
refueling shutdown will begin 601231 

PEOPLES, D L Commonwealth Edison Co 60/02/04 2pp 


BOO220OOB6 Responds to 791119 request for info re onsite ofc space for 
NRC resident inspectors Provides plans for accommodat i ng NRC 
resident inspoc tor, wh ic h includes remodeling t converting of 
rooms if necessary 

PEOPLES, D L Commonwealth Edison Co 60/02/06 Ip 
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e002l4C600 

No 1 1 f icd 1 1 
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expedite 

review of 
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BEVAM. R 

Opera 1 1 

i tig 

Re 


600213 u/utii In ISet^esda.WD 

essori$ Usarned Task Force 

actors Branch 3 60/02/08 Ip 


to 


800206022? Forwards 16 Info Notice 00-02. "BXBR Uater Rod Loiuer End 
Pluj Wear " No specific action or response required 

KEPPLER-J 0 Refiion 3. Chicago. Office of the Director 00/01/25 
Ip 


B002210454 Forwards revised Page 5-2 to CF-l-A describing QA program, 
in response to NR-C 791100 Question 421 13 
JANECEK. R F Commonwedlth Edison Co 00/02/15 ip 


--8002210470 Revised Page 5-2 to CE-l-A dostrihjng QA program 
a Commonwealth Edison Co CE-l-A 79/12/21 tp 


B0022S0679 Forwards Revision 12 to Topical Rept CE-1— A* descr ih Ing QA 
program 

NAUOHTGNi tl F Co<rmanujea I th Edison Co 60/02/21 Ip 


--S002250706 Revised pages to CE-I-A describing OA program. Revi sipn 12 
* Commonwealth Edison Co CE-I-A 80/02/14 44pp 


8002120254 Bubmlts addl response to IE Bulletin 80-01; Items 1-4 
Hard-seat check valves installed Leak test results being 
evaLuated for corrective measures NRC reviewing results of 
0£ analyses 

PEOPLES, 0 L Commonwealth Edison Co 80/01/25 2pp 


8002230167 Forwards IE Info Notice 00-03. ''Main Turbine 

Elec trohydraul 1 C Control Sgs ” No specific action required 
KEPPLER.J 0 Region 3, Chicago. Office of the Director 0O/Ol/3i 
Ip 


8002290611 Ack receipt of 800117 Itr informing NRC of steps taken to 
correct noncomp 1 lance noted m NRC 791227 Itr 

HIND; li A Region 3. Chicago; Safeguards Branch 80/02/06 Ip 


Q Inspection leports. IF Bulletins Zt correspondence 


R Periodic operating reports & related correspondence 


8002010469 Forwards IE Cnsp Repts 50-254/79-26 It 50-265/79-25 on 
791205-06 No nonccitip 1 1 anc e noted 

FIDHELLI.O Region 3, Chicago. Reactor Construction J< Eng i neoring 

Support Branch 79/12^27 2pp 


— B0020 10494 IE Insp Repts 50-254/79-26 t 50-265/79-35 on 
791205-06 No noncpinp I tance noted Major areas inspected 
licensee actions relative to IE Bulletin 79-14iWDrk 
prccedure review 6 records 

yjN. ! T Region 3. Chicago^ Office of the Director 
DANIEL50N<P H Region 3. Chicago. Reactor Construction Ic 

Engineering Support Branch 79/12/!? 5p:P 


8002110324 Forwards IE Insp Repts 50-254/79-25 4c 50-265/79-22 on 
791105-1214 No noncorip 1 lanc B noted 

MEISHHAN. R F Region 3. Chicago, Reactor Dperations Nuclear 

Support Branch 00/01/02 2pp 


J0021 10333 IB Insp Repts 50-254/79-25 «« 50-265/79-22 on 791105-1214 Mo 
none amp 1 lane B noted Major areas inspected mainti plant 
op era 1 1 ons« ac c Bss control* review te followup on LERs. 
refueling act I vi ti es . cat i br L radiation protection 
SPESSARtt. R L , CHRISSDTIMDS. M Region 3, Chicago, Office of the 
Director 79/12/27 6pp 


0002190600 Forwards "Simulated Control Rod Out Pushbutton, *' “Fuel 
Moves in Shutdown Mode" t "Local Leak Rate Test of Target 
Rock Valve Pneumatic 8gs* " describing changes, tests ^ 
experiments completed Jan i960 

KALIVIANAHIS«N Commonwealth Edison Co aO/02/Oi 4pp 


5 Reportable occurrences, LERs i related correspondence 


8002050234 PNP-I I I-BO-0S4 on 791203, dur ing ECC8 valve verification 
check, two core spray sys suction valves found closed, Cause 
unknown Licensees investigation continuing 

CHRIdSOTlIiOSrN , BPEBSAROrR L Region 3. Chicago, Office of the 
Director 79/12/04 tp 


0002050219 PNa-Iir-79-0S«lA on 791204. 1 Icensee continued investigation 
re misposltion of core spray sys suction valves Appears 
action was deliberate act by plant personnel FBI involvement 
anticipated 

CHRlSSOTIMQSr W , SPESSARD.R L Region 3, Chicago. Office of the 
Director 79/12/05 Ip 


8002130040 Forwards L€R 80-001 /03L-0 

KALIV1ANAKI5. N Commonwealth Edison Co 60/02/01 Ip 


12120132 Forwards IE Insp Repts 50-254/79-26 & 50-265/79-23 on 
791113-15 No none ompHanc e noted 

DAVIS. A D Region 3. Chicago. Fuel Facility tr Materials Safety 

Drench 90/01/02 2pp 


—8002120147 IE Insp Repts 50-254/79-26 6 50-265/79-23 on 791113-lS No 
nonromp I lane e noted Major areas inspected actions taken 
in response to IE Bulletin 79-1? 6 verification that 
identified packaging discrepancies were corrected 

FlEKERiU L Region 3. Chicago. Fuel Facility 4 Materials Safety 

Branch FECK. C C , (JREt/ER.L R Region 3, Chicago, Office of the 

Director 79/12/21 7pp 


2080'C>41 Forwards IE Dulletin 79-OlD, "Environ Qualification of 
lass IE Equipment " Action required 

EPPLER.J G Region 3, Chicago, Office of the Director 80/01/16 
IP 


02060667 Responds td 3E Bulletin 80-01 re a p erab i I i ty of automatic 
depressurj latlon lys Util developed program to confirm 
seismic capability leakage rates for valve pneumatic 
supply sys 

PEOPLES, D L Commonwealth Edison Co 80/01/16 2pp 


80O225Q79S Forwards IF Insp Repts 50-254/79-29 I 50-265/79-26 on 
79I2D3-04 No noncompliance noted 

F10RELLI,G Region 3. Chicago. Reactor Cperations Nuclear Support 

Branch 80/01/18 2pp 


—8002250808 IE Insp Repts 50-2S 4/79-2 7 t* 50-265/79-26 on 791203-04 No 
noncomp 1 ianre noted Major ai eas inspected toius support mod 
& inservice insp QA/OC program, imp 1 ementing procedures 
U work activities 

DANIELSGN. D H Region 3. Chicago. Reactor Construe t£oti 6 

Engineering Support Branch NARD. K D Region 3, Chicago. Office 

of the Director QO/Ol/iA 6pp 


B002D600B4 Forwards IE Bulletin 80-02. "Ittadequate QA for Nucloar 
Supplied Equipment " Response required 

KEPFLER.J C Region 3, Chicago, Office of the Director 0O/D1/22 

Ip 


—8002130046 LER B0-O01/03L'*0 on 0001 1 1, whi le performing suppression 
chamber to dryuell pressure separation test, d if f erdntial 
pressure transmitter 1-8741-31 was not indicating properly 
Caused by personnel error due to drawing error 
SVfAUE8, J Commonwealth Edison Co 60/02/01 Ip 


8002220299 PNO-1 11-00-024 on 000205, press conference 
to provide findings U respond to questions re IE 
investigations concerning release of 4,000 gallons 
radwaste into MS River tt improper placement of two 
SPE88ARD, R L , KEI8HHAN. R F Region 3. Chicago, 
Director 80/02/04 ip 


held in Molene, IL 

liquid 

valves 

Office of the 


8002220440 Forwards LER 80-002/03L-0 

KALIVIANAKIS, M Commonwealth Edison Co 


80/02/07 


—8002220445 LER eO-002/03L-0 on 0001 11, while performing in-place 
charcoal absorber leak rate test on standby gas treatment 
sys, 1 93>1 leakage found Caused by damaged gasket on 4x4 Inch 
access plate Gasket replaced 

KAN, 6 Commonwealth Edison Co 00/02/07 ip 


DOCKET 50-255 PALISADES NVCLEAR PLANT 

F. Bscurtty, medical, emergency 8( fire protection plans 


8002040007 Announces 
proposed change to 
response plans for 
representative per 
GRIMES, » K Emerg 


regional workshops to discuss feasibility of 
regulation on radiological emergency 
facilities Requests designation of one 
util by 791331 Forwards FR notice 
ency Preparedness Task Force 79/13/21 7pp 


G002110D23 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
will include organ i lation, personne 1 qua 1 if Icatlon & 
training, radwas te processing, moni toring training 
fiTELLO, V Office of Inspection & Enforcement, Office of the 
Director 00/01/22 3pp 
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800^090473 Respands to NRC 791129 1 tr rsquesting estimates of time 
rsqillrcd to evacuate area resident? in event of accident 
Info UJlU be foruarded bg 800229 

HOFFMAN* D P Consumers Pouor Co 80/01/31 ip 


9002270241 Forwards updated safeguards contingency plans in response to 
790907 Itr Plan withheld Irof lOCFRS 790> 

HOFFMANr D P Consumers Power Co 00/02/19 ip 


80022&014B Forwards addl info re fire protection mods per Amend 42 to 
License OPR-20 Includes sprinkler head installation & 
description of penetration fire stops containment bldg 
cable tray fire stops 

HOFFMAN* D P Consumers Power Co BO/02/22 7pp 


0 Adjudicatory correspondence 


8002200333 Forwards B0O117 notice of hearing re Imposition of civil 
penalties for 426 separata items of none amp 1 lance 
SMITH* H Operating Reactors Branch 2 80/01/21 2pp 


— 8002200339 Notice of hearing re imposition of civil penalties for 426 
separate items of noncomp 1 lance 

CHILK* B Office of the Secretary of the Commission 00/01/17 
3pp 


8002220219 Notices of appearance in proceeding & designation of persons 
upon whom sve should be made 

BIELAWSKI.A P * MURPHY* P M . MILLER* M I Consumers Power Co 
80/01/24 4pp 


—0002220227 Answer* to B00117 notice of hearing Noncomp 1 ianc e Item 1 of 
791109 notice of violat^ion mlscategor i zed Civil penalties 
Imposed per 791220 order abused discretion entrusted to NRC 
per Atomic Energy Act 

MILLER* M I Consumers Power Co MILLER* M I Isham* Lincoln U 
Beale 80/01/29 2pp 


8-002220130 Expresses opinion re civil penalty imposed on CPC as result 
of in«p concerning safety valve* found In open condition 
Fine if excessive In comparison w/clvil penalties Imposed on 
TMI-2 for 140 violations Buggests re-ova luatl on of action 
SELLERS* R C Affiliation Unknown. BO/01/31 Ip 


H General correspondence 


800S210467 Informs that DP Hoffman replaces OA Dlxel as Nuclear 
Licensing Administrator* effective 791101 
BU£HRER*£ E Consumers Power Co 00/02/15 ip 


Insurance & indemnity information 


8002060400 Forwards Endorsement 3 to NELIA Binder ED-20 
IRELAND* U H Consumers Power Co 00/02/01 2pp 


6002060503 Forwards Endorsement 64 to NELIA Policy NF-t79 
IRELAND* H H Carolina Power Light Co 80/02/01 2pp 


P, Operating license stage documents U correspondence 


7909040506 Forwards proprietary version of CEN-llS-P* In response to IE 
Bulletin 79-06C Items 2 3 Response withheld (ref 

iOCFR2 790), 

L’lEBLER.O E. C-E Power Systems 79/00/29 lOlpp 


0002040430 Discusses 791017* 30, 1 121* 1211 k 17 Itrs submitting 
commitments t< schedules for Imp lementation of Lessons 
Learned Task Force recommendations NRC will be performing 
post-implementation review of implementation method 
DENTON* M R. Office of Nuclear Reactor Regulation 79/12/27 3pp 


0002110276 Extends comment period re draft NUREO-0630 to 000116 

OAMMILLiW P Assistant Director for Standard 8< Advanced Reactors. 
BO/01/03 3pp 


0002060052 Submits NRG position re criteria for evaluating pipe whip 
Impact jet impingement effects of postulated pipe break* 

Criteria apply to SEP Topic* 111-5 A ^ 111-5 D. 

IlEHANNrD L Operating Reactors Branch 2 80/01/04 4pp 


0002070263 Responds to NRC telcon requesting info re containment. 
Describes fan cooler duty coefficient air cooler duty vs 
containment temp Submits data re shutdown heat exchanger 
mass ^ energy release for double-ended LQCA 
KllEMlNiJ L Consumers Power Co 80/01/59 3pp 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license t Itr from Etate of SC to Chem-Nuclcar Sy s 
describing restrictions for waste disposal in SC 

EISENKUT.D C Division of Operating Reactors B0/0i/B9 2Gpp 


0002140432 Fowards completed assessment of SEP Topic KV-17. 
*^Rad iologi c a k Consequences of Steam Oenorator Tube Failure 
(PWR> Suggested mods were incorporated Assessment compares 
facility design u/critoiia for licensing new facilities 
riEMANN*D L Operating Reactors Branch 2 80/01/29 8pp 


8002150202 Forwards completed assessment of REP Topic XV-12. "Spectrum 
of Rod Ejection Accidents (FUR} - Radiological 
Consequences ” Suggested mods have been incorporated 
Z1EHANN*D L Operating Reactors Branch 2 0Q/OL/29 0pp 


00-02150220 Forwards completed SEP Topic XV- ) B* "Radiological 
Consequences of Main Steam Line Failure Gutsido 
Containment Assessment compares util facility design 
w/critcria used by NRC in licensing new facilities 
ZIEMANNpD L Operating Reactors Branch 2 00/01/29 Gpp 


B002050523 Forwards listing of loss of offsite power events requested 
6y NRC 790925 Itr No loss of offslto power occurred on 
741017 or 780503 

HOFFMAN* D Consumers Power Co 80/01/31 54pp 


9002030-550 Forurards request for proposed Tech Spec change in accordance 
u/Amend 42 to License DPR-20 Revises Pages 3-99* 3-100* 
3-101.3-96*4-75 <* 4-79 U Table 3 22 1 re fire protection 
equipment 

HDFFMANjD P Consumer* Power Co 00/01/31 Ip 


— 6-002050562 Proposed Pages 3-99,3-101.4-79,3-96,3-100*4-75 Table 
3 22 1 to Tech Specs re fire protection equipment 
* Consumers Power Co 00/01/31 llpp 


8002050476 Forwards proposed Tech Spec change re Paiagraph 6 2 2 f. 
increasing required fire brigade slie from three to five 
members Claes 2 fee end Requests refund since changes are 
of minor safety significance f result from NRC request 
HOFFMAN* 0 P Consumers Power Co 80/02/01 3pp 


8002060186 Submits revision to util 791031 request to Change Tech Specs 
re admlni strat 1 ve controls Revision Involves creation of 
po-sition of chemistry U. health physics sup ei intccident 
Proposed Tech Specs Page 6-3 end 
HOFFMAN, D P Consumers Power Co 80/02/01 Ip 


—8002060192 Proposed Page 6-3 to Tech Specs re plant organ! lation 
e Consumers Power Co BO/02/01 ip 


8002070331 Foruiarde "Stoam Generator Repair Rept, Revision 4 ' 

HOFFMAN* D P Consumers Power Co 80/02/04 2pp 

— 8002070338 ‘‘Steam Generator Repair Rept*“ Revision 4 

* Consumers Power Co 79/12/31 42pp [ 

t. 

8002140231 Notification of 000207 meeting ui/utll In Bechtel in t 

Bethefda,HD to review acceptability of pipe supports under i 

seismic loading [ 

8ILVER.R D Operating Reactors Branch S 00/02/04 2pp I. 


8002220143 Forwards results of 600117—18 visit for review of Category 
A requirements of TMI Lessons Learned Task Force 
recommenda tio-ns. Requests written response within ton days to 
items needing further attention 

ZIEMANNiD, L Operating Reactors Branch 2 80/02/03 5pp 


8002280258 Forwards evaluation of 8EP Topic XV-20. re radiological 
consequences of fuel damaging accident Radiological 
consequences are within appropriate guidelines 
ZlEMANNrD L Operating Roactor* Branch 2 SO/02/05 6pp 


8002190736 Responds to NRC 791120 request that C-E ouneri group file 
Interim repfc re asymmetric LOCA by 000215 BGl-E will 
submit rept on behalf of CPC Rept will justify continued 
operation of faclMiy 

HOFFMAN* D P Consumers Power Co 60/02/14 Ip 


0002206555 Responds to NRC GOOlOl Itr requesting action plan re 
potential safety concern on anchorage fn support of lafsty- 
related electrical equipment Checklist will be developed 
insp completed by 800315 Equipment anchored by 800701 
HOFFMANr D P Consumer# Power Co 00/02/14 2pp 
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6002190745 Forwards interim rept in response to WRC 7QOIS5 Ifcr tt 
791120 memo re asijmmetrjc LOCA loads 

LUNDVALL*A F Baltimo-iG Oas t Electric Co BO/02/15 2pp 


0OOS19O76O “PCS Asymmetric Loads Evaluation Progracnt Inter £tn Rept " 
• C>-E PciweT Si|3tems 80/03/08 dlOpp 


80023601^4 Docuifieriits tclcon hettueen R Silver of fJRC h S Frost of util 
re auiiJiary f eeduJaitor pump endurance test conditions 
telecopied by tJRC on 800211 Util re(iue*ted that test be 
conducted after startup t WRC agreed 
HOFFhAN, D P Consumers PoLuer Co 60/02/20 Spp 


GOO-2280523 Foruards comparison For actant of reload H assembly 
tu/ i nter s e c 1 1 on of u^ater gaps of upper left corneri 

ctr 6 tou/er right corner of assembly 
HEJFFHAN, D P Consumers Power Co BO/02/26 2pp 


0 Inspection reports, IE Qulletins A correspondence 


G002070501 Forwards IE insp Rept 50-255/79-22 during ffov 1979 flo 
non c omp 1 1 anc 0 rated 

HEISHMAMiR F Region 3, Chicago. Reactor Operations Nuclear 

Support Branch 79/12/28 2pp 


— 0OO2O7OSO5 IE Insp Rept 50-255/79-22 during Nov 1979 No tioncomp 1 tance 
noted Major areas in-spected procvrementi mods tt followup 
on previously identified items 

BQ7DrE> C r JORGENSEN^ 5 L Region 3* Chicago* Office of the 

Director 79/12/36 7pp 


B002120611 Forwards IE Insp Rept 50-255/79-18 on 791026 No 
pone omp 1 1 a nc e noted 

riCR6LLl*{3 Region 3, Chicago* Reactor Construction & Engineering 

Support Branch 79/12/20 2pp 


--8002120616 IE Insp Rept 50-“255/79-i9 on 791'026 No nonconpl lance noted 
Major areas inspected action re lE Bulletins 79-|4 6 79-02, 
including general r eg.ui rements, wort procedure revieu it 
record review 

DANIELSON* D H , V 1 M, I T Region 3* Chicago* Office of the 
Director 79/12/19 8pp 


’‘2070371 Forwards IE losp fiept 50-255/79-30 on 791022-26,29 ft 30 «, 
Dtlce o-f violation 

EfBHMAN, R F Region 3, Chicago, Reactor Operations Nuclear 

iipport Branch 80/01/02 2pp 


>0207037*V Notice of violation From insp on 791022-36,29 ^ 30 
» Region 3, Chicago, Office of the Director 79/12/10 2pp 


6002070381 IE Insp Rept 30-255/79-20 on 791022-26,29 30 Woncottip t iance 

noted failure to teaporary changes to Tech Specs re 

power reductio-ns & conduct surveillance tests as reguired by 
Tech Specs 

BAKER, K R Region 3, Chicago, Office of the Director 
LlTTLEiN S Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 79/J2/I3 i3pp 


8002070195 Forwards IE Insp Rept 50-255/79-24 on 79U30 No 
none ompl ianc e noted 

KEPPLER, J G Region 3, Chicago, Office of the Director BO/Ol/04 

2pp 


003070199 IE in-sp Rept 50-255/79-24 on 791130 No none onp 1 1 ance noted 
Special mgt meeting held t-o discuss util program for 
resolution of problems associated w/breach of containment 
integrity event of 790911 

HElsHIfAN, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch BOYD. 0 C Region 3. Chicago, Office of the 
Director 79/l2/2a 3pp 


►2390594 Forwards IE Insp Rept 50-255/79-21 on 791203-07 t* notice of 
'io Id tion 

'AVIS.A D Region 3, Chicago, Fuel Facility & Itaterials Safety 

ranch BO/01/I5 2pp 


002290601 Notice of violation from insp on 791203-07 
a Region 3, Chicago, Ofiice of the Director DO/OI/lO Ipp 


J00229060? IE imp Rept 50-PSS/79-21 an 791203-07 None omp 1 lance noted 
eccessive thermal discharge 4 discharge helow ph limits 
GRANT* W B , BGDNE, vf M , ESSIO. T H Region 3. Chicago. Office af 
the Directoi BO/Ol/SO 9pp 


0020B0046 Forwards JE Bulletin 79-01 B* "Enviren Qualification of 
Class IE Eq_uipmenft “ Action required 

I^EPFLER, J G Region 3, Chicago, Office of the Director 00/01/16 

IP 


B002250673 Forward* lE Insp Rept 50-255/79-14 on 790917-20,1017-19, 
24,30.1107.30*1206.10 4< B00109 No noncomp i iance noted 

FIORELH.O Region 3* Chicago, Reactor Construction S. Engineering 

Support Branch 00/01/10 2pp 


—8002250694 IE Insp Rept SO-255/79-I4 on 790917-20,1017-19,24.30*1107, 
30. 1206. 10 4* flOOjO? Ne none omp I iance noted Major areas 
inspected QA/QC program implementing procedures, observation 
of work activities tf IE Bulletin 79-13 

DANIELSON, D H Region 3, Chicago, Reactor Constructiifn 4c 

Engineering Support Branch WARD, K D , KEY.W J Region 3, 

Chicago, Office of the Director 60/01/15 12pp 


B002120236 Responds ha IE Bulletin 79-OlB No detailed response will he 
issued, Both plants <uere included in 6EP & are excluded from 
requirement to take actions 

HOFFMAN* D P Consumers Power Co 80/01/25 Ip 


8002130606 Responds to IE Bulletin 79-17 Will provide written repts 
to appropriate ofes within 30 dags of exams Any pipe cracks 
will be reported within 24-h of identification 
HOFFMAN, D P Consuftiers Power Co BO/02/01 4pp 


0002290611 Ack receipt of 000117 Itr informing NRC of steps taken to 
correct noncomp 1 iance noted in NRC 791237 Itr 

HIND, J A Region 3, Chicago, Safeguards Branch, 80/02/06^ Ip 


0002200390 Forwards util program to meet requirements of IE Bulletins 
79-02 4* 79-14. consol idating various analyses for future SEP 
U ensuring consistency u/drawings Some Seismic Category I 
piping does not meet F8AR requirements 
HOFFMAN. D P Consumers Power Co 90/02/14 30pp 


—8002200395 "‘Rept on Insp Testing Program for Concrete Expansion 
Anchors per IE Bulletin 79-02 4 Revisions for CPC Facility 
in South Haven, Ml " 

•« Dgchtal Associates Prafessional Corp 80/02/11 4pp 


— 8002200400 "Results of Insp & Testing Program in figsponee to IE 
Bulletin 79-02 & Revisions (for Interim Plant Operations) 
for CPC Facility m Sooth Haven, Ml." Revision 0 
e Bechtel Associates Professional Corp 80/02/11 9pp 


--8002200404 "Results It Evaluation of Tests on Phillips "Red Head" Soif- 
Orllling Expansion Anchors for CPC Facility in South Haven* 

MI " 

ROTZ.J V * SOLANKI.N , KAPUR, 8 Affiliation Unknown 0O/Ol/3i 
6Bpp 


— 8002200409 Proposed amend to License DPR-20 incorporating plant moda 
necessary to ensure that Seismic Category I piping meets 
F9AR criteria 

♦ Consumers Power Co 00/05/13 Ip 


R Periodic operating reports 4 related correspondence 


0002150430 Forwards monthly operating rept for Jan 1900 
ADAMS, W E Consumers Pou;er Co 60/02/0B ip 


—8002150436 Monthly operating rept for Jan 1980 

BODTKE, P J Consumers Power Co 80/02/08 4pp 


S Reportable occurrences* LERs related correspondence 


8002000176 EN-79-016 on 791 109* IE issued notice qf proposed imposition 
of civil penalties Licensee 791129 response gave no adequate 
reasons for mitigation or remission of proposed penalties 
Order imposing penalty issued On 791220 

PAULUSiR C . QGHER. O C Office of Inspection Enforcement* Office 
of the Director 79/12/20 Ip 


0002220279 PNO~in-0O-OO9 on 000109. licensee reported deficiencies in 
sys cuhich could not withstand stresses of DDE or QSE Plant 
presently shut down for refueling J, maint Corrective actions 
sn progress 

ROYD, D C , HEl&HMANfR F Region 3, Chicago. Office of the 
Director BO/Ol/il ip 


8002260658 Forward* NPDE0 No nc omp 1 iance Notification PAL-0O~O1-NC3S 
HOFFMAN.O P Consumers Power Co 00/03/20 Ip 


— 8002260661 NPDES none omp I iance notification on 800128* grab sample of 
oil ti grease collected from Outfall 000/000 exceeded max 
limitations Caused by failure of oily waste filter sys 
Filters will bo changed Maint program will be redeveloped. 

FOBES, R I, Consumers Power Co, 80/02/11 Ip 
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DOCKET 50-257 DROWNS FERRY NUCLEAR POWER STATION, UNIT 1 


F Security, medical, emergeitcy 8< fire protection plans 


8002040007 Announces regional uorkshops to discuss feasibility of 
propoied change to regulation on radiolog i cal emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Formards FR notice 
GHiMEBiB K Emergency Preparedness Task Force 79/12/21 7pp 


8002110071 Advises that NRG ufill perform special appraisals of health 
physics programs during GYRO in lieu of routine insp Scope 
will include organl lafcion, personne 1 qualification & 
tra i n ing, radwas te process ing, mom toring Sc training 
3TeLLa,V Office of Inspection t* Enforcement, Office of the 
Director 80/01/22 3pp 


80022^0152 Forwards 800124 revisions to security personnel training (c 
qualification plans Enel withheld <ref 10CFR2 790) 

NILCS, L M Tennessee Valley Authority 80/02/20 Ip 


0 Adjudicatory correspondence 


8002180375 Ack receipt of 800110 Itr check Advises of 000121 meeting 
in AthensjAL to discuss util response to NRC order items 
of fioticomp 1 iance per 800104 Itr Supports util effort to 
review Tech Specs it offers assistance 

STEULQ^V Office of Inspection S< Enforcement, Office of the 
Director 80/01/18 2pp 


8002270293 Forwards NRC 800104 notice of violation, notice of proposed 
Imposition of civil penalties & order modifying licenses 
effective immediately TVA 800110 response end W/o ends 
STELLO, V Office of Inspection (c Enforcement, Office of the 
Director 80/01/21 Ip 


J Ineurance indemnity information 


BOO2O0O597 Forwards Endorsement 42 to MAELU Policy MF'66 

DUCH, J R Mersh McLennan* Inc , M i- M Nuclear Consul tants, Inc Div 

80/02/01 2pp 


80022fi0490 Forwards Endorsement 3 to MAELU Excess Binders }(D-39i XB-39 8( 
XB-40 

FIELDER, J Marsh McLennan, Inc , M M Nuclear Consultants, Inc 
Div 60/02/19 4pp 


GD02270273 Forwards list of p lants, pol i cy numbers It endorsement numbers 
-W/dates for 1980 policy year 

fielder, J Marsh tc McLennan, Inc , M M Nuclear Consultants, Inc 
Div 80/02/22 2pp 


P Operating license stage documents & correspondence 


8002110276 Extends comment period re draft NUREO-O&SC) to 800116 

OAMMILLiW P Assistant Director for Standard it Advanced Reactors 
80/01/03 3pp 


8002070027 Requests review of QA program re diesel generator fuel oil 
Item should be included in QA program If exception taken 
to inc 1 ution, response required within 90 days 
E18ENHUT, D 0 Division of Operating Reactors 00/01/07 ip 


0OO213O3D3 Requests rept on recent experience w/control rods falling 
to insert, Rept should include experience from last reported 
occurrence through 1979 ^ provide summary of other control 
rod drive malfunctions 

IPPOLITO, T A Operating Reactors Branch 3 80/01/10 8pp 


8002140289 Forwards Amends 56,51 8, 29 to Licenses DPR-33, DPR-52 I* 
DPR''68, respectively, safety evaluation Zn notice of issuance tn 
ava 1 lab 1 1 1 ty 

IPPOLITQ, T A Operating Reactors Branch 3 00/01/14 2pp 


—8002140296 Amends 96,51 4^ 29 to Licenses DPR-33, OPR-52 U DPR-6B, 
reepactl vf ly, mod 1 fy ing electrical sys voltage by rearranging 
loadi between common station transformers to individual 
cooling tower transformers 

IPPOLITO, T A Operating Reactors Branch 3 80/01/14 32pp 


— 0002140308 Safety evaluation supporting Amends 56,51 4c 29 to Licenses 
DPR~23r DPR-92 it DPR-68, respectively 

* Office of Nuclear Reactor Regulation 80/01/14 3pp 


— 8002140315 Notice of issuance it availability qf Amends 56,51 4c 29 to 
Licenses DPR-33, DPR-52 4c DPR-60, respec 1 1 ve ly 
ROONEY, V L Operating Reactors Branch 3 80/01/14 2pp 


8002280673 Notice of issuance of amends to facility QLs 

ROONEY, V L Operating Reactors Qianch 3 BO/Ol/14 2pp 


6002200078 Summary of 791219 \ 20 meeting w/Marlc 1 Owners Croup in 
Bethesda,MD to discuss NRC acceptance cnteiia for Mark I 
containment long term progiam f-> Issues re implementation of 
program 

0RIME8,C I Plant Systems Branch (Pre 791030) 80/01/17 l ipp 


— 6D022DDtl2 Task action plan A-07 ‘■Mark I Load Definition Rept. 
Revisions to Implement NRC Criteria for Completion of Lorig- 
Term Program “ 

* Plant Systems Branch (Pre 791030) 79/12/19 37pp 


8002040207 Forwards notice of violat i on, not i ce of proposed impoaitinn 
of civil penalties 4t order modifying 1 1 c ense, of f ec tx ve 
immediately Also forwards util 800110 response W/o ends 
8TELL0, V Office of Inspection t Enf or c ement, Office of the 
Director 80/01/21 Ip 


6002210007 Notification of 800207 meeting w/Mark I owners group. BNL, 
GE it NUTECK in Bebhesda<MB to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program, p Ians for addl FSTF testing & outstanding issues 
GRIMES, C I Plant Systems Branch 80/01/28 Ip 


6002040543 Forwards addi info re Tech Spec change request submitted on 
791004 Requests approval by 600215 

MILLS, L M Tennessee Valley Authority BO/01/29 3pp 


8002080281 Notification of 000214 meeting ui/util in Bethesda.riD to 
discuss proposed radiological effluent Tech Specs 
CLARK, R J Operating Roactors Branch 3 80/01/29 2pp 


B002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license 4, Itr from 8tate of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUT.O 0 Division of Operating Reactors 00/01/29 SBpp 


8002120562 Notification of 600214 meeting w/NRC in Bethesda.MD to 
discuss proposed radiological effluont Tech Specs Forwards 
written responses to pi oposod agenda items Fourteen overswe 
drawings available in Central Files only 
MILLS, L M Tennessee Valley Authority 00/02/08 43pp 


Q Inspection i eports, lE Bulletins correspondence 


8002120449 Forwards IE Insp Repts 50-259/79-30,50-360/79-30 
50-296/79-30 on 791009-12 4' 15-17 V notice of violation 
LEWISiR C Region 2. Atlanta, Reactor Operations Nuclear Support 

Branch 79/11/27 2pp 


— 6002120452 Notice of violation from insp on 791009-12 15-1/ 

« Region 2, Atlanta, Office of the Director 79/11/26 3pp 


—8002120455 IE Insp Repts 50-259/79-30, 90-260/ /9-30 U 30-296/79-30 on 
791009-12 It 15-17 None omp 1 1 ance noted failure to inspect, 
conduct test, aud 1 1, review, comp letc unreviewed safety 
question, mat ntaln records Ir follow procedures 
RUHLMAH, W A Region 3, Atlanta, Reactor Operations Nuclear 

Support Branch WESSMAN, R H , BROWNLEE, U L Region 2, Atlanta, 

Office of the Directoi 79/11/26 24pp 


8002040195 Responds to IE Bulletin 79-28- re possible malfunction of 
NAKCO limit switches No NAMCQ Model EAIQO limit switches 

are in use at facilities ■ 

MILLS, L M Tennessee Valley Authority 80/01/07 Ip t 

i 

8002030098 Forwards monthly status rept in response to lE Bulletin | 

79-14, “aeismic Analysis for As-Built 8af ety-Relatcd Piping , 

Sys *' Presents work status as of 600101 Inspected 60 core I 

spray unitsi55 exhibited deviations 4 six repaired 1 

MILLS, L M Tennessee Valley Authority 80/01/07 14pp | 


8002040158 Forwards supplemental info rc use of deadweight supports in 
original seismic analysis Reanalysis verified that safety 
margins Inherent to deadweight hanger design were adequate 
for QBE 4c 8SE conditions 

MILLS, L M Tennessee Valley Authority 80/01/Jl 2pp 


8002D4007B Ack receipt of 791231 Itr informing NRC of steps taken to 
correct violation noted m IE Insp Repts 50-259/79-41, 

50-260/79-41 4i 50-296/79-41 

SUTHERLAND, J T Region 2, Atlanta, Fuel Facility )/ Materials 

Safety Branch 00/01/14 Ip 
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■eOQ204009£ Httponris to NRC 791206 Itr re violatmii noted in IE tnsp^ 
Rapt* 50-^59/79-41.50-260/79-41 6 SO-296/79-41 Corrective 
actions pli|ujaod containeis in turbine bldg labeled & 
training i mp> I erne n t ed re c anta^iiinated matls 
f'llLLS.L hi Tennessee Valley Authontg 79/12/31 3pp 


■9002040096 Forujards IF Insp Pcpts 50-559/79-41^50-360/79-41 
50-296/79-41 on 791113-16 C. notice of violation 

Sl/TilERLAKD. J T Region 2- Atlanta. Fwal Facility t Materials 

Safety Draiitb 79/12/06 2pp 


— B002060S13 Fish impingement repfc for fourth quarter of 1979 
» Tennessee Valley Authority 79/10/04 I3pp 


B002I90654 Forwards monthly operating repts for Jan 1980 

AOERCRQKaiE.H L Tennessee Valley Authority 00/02/08 Ip 


— 0002190659 Monthly operating rept* for Jan 1900 

GREENi D Tennessee Valley Authority BO/02/03 35pp 


"0002040099 Notice of violation from 
* Region 2, Atlanta. Office off 


insp on 791113-16 
the Director 79/12/06 


»P 


0002260652 Forwards "Annual Operating Rept 1979" "Radiological Impact 
Assessmenti Jul-Dec 1979 " 

MILES. L M Tennessee Valley Authority BO/02/20 Ip 


— 0002040105 JE Insp Repts 50-259/79-41.50-260/79-41 K 50-296/79-41 
on 791113-16 None amp 1 1 ance noted failure to adequately label 
certain containers off radioactive matls 

01B6QN.A F Region 2. Atlanta, Fuel Facility 8< Materials Safety 

Branch PUCKETT. J M , JACKSON. L L Region 2. Atlanta, Office of 

the Director 79/12/06 6p p 


—9002260656 "Annual 
« Tennessee Va 1 


Operating Rept. 1979 " 
ley Authority 79/12/31 


22pp 


—0002260659 "Radiological Impact 
« Tennessee Valley Authdrity 


Assessment! Jul-Doc 1979 " 
RH-0O-2-DFI 79/12/31 


47pp 


0002120191 Forwards response to IE Bulletin 80-01 Hard-seat chect 
valves changed to soft-seat in-line in mod-1976 Tests 
peTformed per Procedure Mf1t-42 Automatic depressun la 1 1 on 
syc pneumalic supply sys seismically qualified 
lilLLS. L M Tennessee Valley Authority 80/01/16 2pp 


0OOSO6OO1S Forwards IE Dulletin 79-010. "Environ Qual i f 1 cation of 
Class IE Equipment " Action required IE Bulletin 79-013 
w/encls sent on 790114 should be disregarded 
O'REtLLV^J P Region 2. Atlanta, Office of the Director 
00/01/17 2pp 


8002D70367 Forwards IE Circular 80-01, "Bve Advice Pur CE Induction 
Disc Relays " No response required 

0'R£ILLV,J P Region 2. Atlanta, Office of the Director 
@0/01/17 3pp 


S Reportable occurrences, LERs related correspondence 


8002210101 PNO-I 1-79-045 on 791221, insp of two dryuell equipment access 
hatches revealed improper alignment in closing dogs t* one 
closing bolt hot torquad TVA informed of actions to be 
taken Action completed by 791222 

PRICEiD 3 , DAKCEiH C Region 2, Atlanta, Office of the Director 
79/12/2i Ip 


B0020S0117 PNO-I 1-80-002 on 800103, util announced that onsite storage 
for low level rad-waste uill be provided Decision made after 
licensee waste burial contractor imposed allotment on waste 
to be received 

RILEY, S N , DANCE. E C Region 2, Atlanta. Office of the Director 
80/01/04 Ip 


0002150244 Requests util disregard IE Bulletin 79-018 & ends dtd 
000114 Forulards IE Bulletin 79-OlQ, "Environ Qua 1 1 f ica tion 
of Class l€ Equipment " Action required 

O'REILLY, J P Region 2. Atlanta, Office of the Director 
00/01/17 2pp 


8002040495 RQ 50-259/804 on 8001 1 0, w/Un 1 1 1 in refueling outage. water 
cleanup sys inboard primary containment isolation valve 69-1 
had indication requiring repair Cause unknown Indication 
removed 

ABERCROMQLE, H Tennessee Valley Authority BO/Ol/lQ Ip 


0002120392 Ack receipt of EOOtlO Itr toruarding fee Util response to 
NRC 800104 order ^ I terns of noncompl i ance will be discussed 
at 800121 mgt meeting in Athens.AL 

STELLO. V Office or Inspection !< Enforcement. Office of the 
Director 80/01/18 Ip 


12060072 Forwards IE Bulletin 0-0-02, "Inadequate OA for Nuclear 
lupplied Equipment " Respense required 

I'REILLV.J P Region 2, Atlanta. Office of the Director 

10/01/2 1 2pp 


8002040529 RO 50-259/005 on 8001 18. during insp. determined that seismic 
restraints not installed on reactor bldg closed-cooling 
water lines inside drywell Restraints will be installed 
ABERCROMQIE.H L Tennessee Valley Authority 80/01/18 Ip 


0OO2OQOO6B PNO-I 1-80-013 on 800121, smal 1 smouldering fire in cable 
tray beneath turbine bldg operating floor was detected 6 
eitingulshed Cause is being Investigated Damaged insulation 
on two power cables will be repaired 

RILEV.O W . DANCE.H C Region 2, Atlanta. Office of the Director 
80/01/22 Ip 


02070035 Forwards notice of vio la tion, noti ce of proposed imposition 
of civLl pena 1 ties, order modifying license effective 
immediately 6: util BOOEIO response W/o end 

STELLD.V Office of Inspection & Enforcement, Office of the 
Director 80/01/21 Ip 


8002060311 Forwards IF Info Notice 00-03, "BX6R Mater Rod Lower End 
Plug Wear " No specific action or response required 
a'RElLLY, J P Region 2. Atlanta, Office of the Director 
80/01/25 2pp 


GGO2O7C460 Ack receipt of 791219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-259/79-30, 

50-260/79-30 4, 50-296/79-30 

LEWIS.!? L Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 00/01/25 2pp 


-S0020V0477 Responds io NfIC 791127 Itr re violations noted in IE Insp 
Repts S0--2S9/79-30. 50-260/79-'30 t 50-296/79-30 Corrective 
actions more attention will 6e paid to quality requirements 
in trouble repts 

HILLS. L M Tennessee Valley Authority 79/12/19 IPpp 


J002270070 Forwards IF Circular 80-02. ■‘Nuclear Power Plant Staff Work 
Hours " 

Q'RECLLV.J P Region 3, Atlanta, Office of the Director 
00/02/01 3pp 


0002060631 Forwards LER 0O-OO4/aiT-O 

CALHOUN, J R Tennessee Valley Authority 80/01/31 Ip 


-8002060641 LER B0~004/01T-0 on 8001 10, dur i ng refueling 
revealed linear indication 7/8 inch long in reactor 
dean-up sys weld DRWC-1-2 Cause unknown Defect will 
removed weld repaired prior to startup 
e Tennessee Valley Authority 00/01/31 2pp 


outage, NDT insp 
or water 
be 


0002060645 Forwards LER B0-00S/OlT~0 

CALHOUN, J R Tennessee Valley Authority 


BO/Ol/31 Ip 


— 0OO2D606S1 LER 0O-OD5/O1T~O on BOOl 1 8. d ur i ng refueling outage, while 
performing insp per IC Bulletin 79-14, found no seismic 
restraints in drywell of reactor bldg closed cooling water 
piping Restraints will bo installed prior to startup 
» Tennessee Valley Authority 80/01/31 2pp 


80022103/2 RD 50-259/511 on 800201 , w/Uni t 1 in cold shutdown tt Units 8 
t 3 operating nurmal ly, discover ed potential loss of 
secondary containment if primary containment purging is 
conducted during hot standby Caused by pressure surge 
ABERCRDMIE.H Tennessee Valley Authority 80/02/01 Ip 


8002000420 Forwards LER 80-003/03L-0 

CALHOUN, J R Tennessee Valley Authority 60/02/04 Ip 


Periodic operating reports f/ related c 


IQ020605IO Forwards fish impingement rept 
MILLS, LH Tennessee Valley Authority 


orrespondence 


for fourth quarter 
aO/Ol/a? Ip 


of 


1979 


—8002000423 LER 80-003/OaL-0 on 000112. while performing local leak rat* 
testing during refueling shutdown, path leakage through MSIVs 
for 3 of 4 main steam lines exceeded leak rate per Tech 
Specs Caused by normal wear U erosion 
* Tennessee Valley Authority 80/02/04 2pp 
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0008^0571 Forwards LER BO-QOa/OaL-O 

CALHOlPNiJR Tennessee Vallet^ Authority B0/02/0B Ip 


-*-00021^10505 LER 0O-OO2/O3L-O on BOOl during shutdown for refueling« 
wind direction channel at 33-ft elevation failed upscale 
Canted by lightning damage at meteorological tower Senes 
3120 tni 1 1 1 vol t to current converter repaired 
* Tennessee Valley Authority BO/02/0B Spp 


0002200623 Forwards LER BO-OU/OIT-O 

CALHOUN. J R Tennessee Ualley Authority 00/02/14 2pp 


— 80022-00630 LER eO-Oll/OlT-0 on 800201< anal ys i s of containment purge fc 
venting sys indicated potential loss of secondary 
containment if primary containment purging were conducted 
during hot standby or power operations concurrent w/LOCA 
» Tennessee Valley Authority 80/02/14 Ip 


SOO226O604 Forwards LER 80-015/01T-0 

CALHaVNi J R Tennessee Valley Authority 00/02/19 Ip 


— >8002260694 LER 80-015/01T-0 on 800206i during refueling operations two 
spare one-inch lines were found penetrating primary 
containment w/isolation provided by only one manual 
isolation valve per lino Cause unknown Lines capped 
* Tennessee Valley Authority 00/02/19 2pp 


B002260631 Forwards LER 0O-OO6/O3L-O 

CALHOVMr vJ R Tennessee Valley Authority 00/02/20 Ip 


— 60-02260636 LER GO-006/03L-0 on 800122. during refueling operations, 
control rod driveline accumulator level switch L8-1-305-129 
on unit 30-11 was found inoperable Caused by broken reed 
switch Switch replaced 

e Tennessee Valley Authority 80/02/20 2pp 


3002260616 Forwards LER 00-01 3/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/02/22 Ip 


— a-002260623 LER 0O-O13/O3L-O on 600124. dur ing refueling operat ions, time 
dela-y relay 2E-K 34 of automatic depressurization sys timed 
out at 93-f Caused by random mechanical failure Relay. 

Agastat Model 7012SE replaced t set within tolerance 
NORRIS. JR Tennessee Valley Authority 80/02/22 2pp 


0002260639 Forwards LER 80-007/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/02/22 Ip 


— 8002260642 LER 0O-OO7/Oau-O on 800125. while performing 91 4 2 A-16. 
eailbr reactor bldg isolation St/or logic timers. □ logic 
channel did not isolate Caused by intermittent sticking of 
relay RIQ resulting In time delay contacts being closed, 
e Tennessee Valley Authority 80/02/22 2pp 


9002260645 Forwards LER BO-009/03L-0 

CALHOUN. J R Tennessee Valley Authority 80/02/22 Ip 


—8002260646 LER a0-009/03L-0 on 800125.91 4 2 A-IO. reactor bldg 
nonitorlng was performed three weeks late Caused by 
oversight by cognizant section Personnel instructed to be 
mar* aware of due dates 

* Tennessee Valley Authority 60/02/22 2pp 


9002270356 Forwards LER 00-01 6/01 T-0 

CALHOUN. J R, Tennessee Valley Authority 80/02/22 2pp 


— 8002270364 LER fl0-016/01T-0 on 800210. w/Uni t i in scheduled refueling 
outage it Units 2 3 at steady power. Div of Engineering 

Design advised degradation of primary sys integrity could 
result from line break followed by sys drainage 
e Tennessee Valley Authority 80/02/22 ip 


8002290441 Forwards LER 0O“Oi4/O3L-O 

CALHOUN. J R Tennessee Valley Authority 80/02/29 Ip 


— 0002290447 LER 80-01 4/03L-0. on B00126. during refueling outage.whlle 
perfurtning EMI-SO. scram accumulator level switch L8-1-B9-34 
for control rod driveline 26-27 would not give annunciation 
for high accumulator level. Caused by broken reed switch 
NORRIS. J R Tennessee Valley Authority 00/02/25 2pp 


3002290450 Forwards LER 80-OOB/03L-0 

CALHOUN. JR Tennessee Valley Authority 80/02/25 Ip 


—0002290464 LER a0-0OB/O3L-0 on 000127, during Unit 1 refueling outage, 
found HPC I turbine had crack in coupling bearing support 
psdaetal Possibly caused by water hammer in main steam 
supply line Pedestal is being replaced 
e Tunnesseo Valley Authority 00/02/25 2pp 


DOCKET 50-260 BROWNS FERRY NUCLEAR POWER STATION. UNIT 2 


F Security, medical, emergency t fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on rad s o 1 ag i ca ) emergency 
response plans for facilities Retiueats designation of one 
representative per util by 791231 Forwards FR notice 
CRIMES. B K Emergency Preparedness Task Force 79/12/31 7pp 


6002110071 Advises that NRC will perform special appraisals of health 
physics programs during CY60 in lieu of routine insp Scope 
will include organs la tion. personne 1 qualification & 
training, radwaatc process ing. monitor ing S< training 
8TELL0. V Office of Inspection U Enforcement. Office of the 
Director BO/Ol/22 3pp 


8002260152 Forwards 000124 revisions to security personnel training 8< 
qual i f teat ion plans End withheld (ref 10CFR2 790) 

NILL6.LH Tennessee Valley Authority 00/02/20 Ip 


0 Adjudicatory correspondence 


0002120379 Ack receipt of 600110 1 tr it check Advises of 000131 meeting 
in Athens. AL to discuss util response to NRG order it items 
of none otnp 1 lance per B00104 Itr Supports util effort to 
review Tech Specs it offers assistance 

STELLOi V Office of Inspection i Enforcement. Office of the 
Director 80/01/18 2pp 


0002270253 Forwards NRC 600104 notice of violation, notice of proposed 
imposition of civil penalties order modifying licenses 
effective immediatelg TVA 600110 response end U/o ends 
BTELLO. V Office of Inspection it Enforcement. Office of the 
Director 80/01/21 Ip 


J Insurance & indemnity information 


0002080597 Forwards Endorsement 42 to MAELU Policy Mr-66 

DUCK* J R Harsh & HcLennan. Inc . H & M Nuclear Consultants. Inc Div 

00/02/01 2pp 


0002260490 Forwards Endorsement 3 to MACLU Excess Binders XD-30. XO-39 & 
XB-40 

FIELDER. J Marsh i HcLennan. Inc , H it h Nuclear Consul tants . Inc 
Div 00/02/19 4pp 


0002270273 Forwards list of p lants. pol icy numbers St endorsement numberB 
w/datee for 1980 policy year 

FIELDER. J Marsh t< McLennan. Inc . M ^ M Nuclear Consul tants . Inc 
Olv 80/02/22 2pp 


P Operating license stage documents it correipondonce 


8002110276 Extends comment period re draft NURF0-06aO to 800116 

GAMMILL.W P Assistant Director for Standard $ Advanced Reactors 
00/01/03 3pp 


8002070087 Requests review of OA program re diesel generator fuel oil 
Item should be Included in OA program If exception taken 
to Inc luslon. response required within 90 days 
EtBENMUr. D Q Division of Operating Reactors 00/01/07 Ip 


6002130303 Requests rept on recent experience w/control rods falling 
to Insert Rept should include experience from last reported 
occurrence through 1979 it provide summary of other control 
rod drive malfunctions 

IPPQLITO, T A Operating Reactors Branch 3 80/01/10 2pp. 


8002140289 Forwards Amends 96.51 U 29 to Licenses DPR-33. DPR-52 it 
DPR-66( respect ively. safety evaluation notice of issuance Sc 
ava i lab i 1 i ty 

IPPDLITQ. T A Operating Reactors Branch G 80/01/14 2p p 


—8002140296 Amends 56.91 it 29 to Licenses DPR-33. DPR-52 it DPn-68. 
respectively. mod I fy ing electrical sys voltage by rearranging 
loads between common station transformers to individual 
cooling tower transformers 

IPPOLITO. T A Operating Reactors Branch 3 60/01/14 33pp 
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— B00ai433ca Sjfffri* «^aludtion lupporting Anends 55.51 29 to Licenses 

LPP*21 nFf?-£2 I CPft-tB reipecfcivslv 

4 Qfftct cf riu:1«4r P« 4 ctcr Regulation 60/01/14 3pp 


B0C3140315 Notice cf issuance l> availability of A-nends 55i 51 tt 2? to 
Licenses t:FR--33 CPfi-53 6 CFR-tS. respec tively 
ROOf'Et.V L Operating Reactors Branch 3 80/01/14 2pp 


{3X'2I50672 Notice of tssirance cf anends to facility 0L« 

FuONEy V L Operating Reactors Qranch 3 80/01/14 2pp 


QOO2O4OO70 Ack receipt of 791231 Itr Informing NRC of etepi taken to 
correct violation noted in IE Insp Repts 30-259/79-41# 

50-260/79-41 U 50-276/77-41 

SUTHERLAND. J T Region 2# Atlanta. Fuel Facility ic Mater lal« 

Safety Branch 60/01/14 Ip 


— 8002040092 Responds to NRC 791206 Itr re violation noted in IC Iri«p 
Repts 50-259/79-41.50-260/79-41 it 50-29A/77-41 Corrective 
actions plyuood containers in turbine bldg labeled &< 
training implemented ro contaminated matls 
MILLS, L M Tennessee Valley Authority 77/12/31 3pp 


'Jj 0220CC7G Su'^-ary of 791219 6 20 reetmg u/Hark I Ouiners Group In 
fisthssda.MD to discuss NPC acceptance criteria for Mark I 
cantairifltnt long-tern progran t issues re implementation of 
progran 

CRIMES C I Plant Systems Branch (Pre 791030) 80/01/17 Itpp 


— 8002040096 Fnrwards IE Insp Repts 50-259/77-41 # 50-260/79-41 8* 
50-276/79-41 on 791113-16 8. notice of violation 

SUTHERLAND, J T Region 2# Atlanta# Fuel Facility & Material* 

Safety Drancfi 79/12/06 Spp 


— e002iC0ll2 fast action plan A-07 ‘'Mark I Load Definition Rept. 
Revisions to loplement NRC Criteria for Completion of Long- 
Term Program " 

# Plant Systems Branch (Pre 791030) 79/12/17 37pp 


?»0(}r040207 Poruards notice of vt o1 at 1 on. no 1 1 ce of proposed imposition 
of cwil penalties ft order modifying 1 icensi. effective 
imuidiately Also for.wards util BOOllO response W/q ends 
STEllO. y Office of Inspection !# Enforcement. Office of the 
fiirector 00/01/21 ip 


— 8002040097 Notice of violation from in»p on 791113-16 

* Region 2. Atlanta# Office of the Director 77/12/06 Ip 


—8002040105 IE Insp Repts 50-257/79-41# 50-260/79-41 tt 50-276/79-4 1 
on 771113-16 Noncompliance noted failure to adoqiuately label 
certain containers of radioactive mails 

QIBS0N»A F Region 2. Atlanta# Fuel Facility it Materials Bafet 

Branch PUCKETT# J M # JACK8DN. L L Region 2# Atlanta# Offlca n 
the Director 79/12/06 6pp 


rDOaaiDCO*^ Notificaticn of 600207 meeting w/Mark I owners group, BNL# 
CE 6 NUTECH in QetheSda.MD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program. p Ians for addl F3TF testing fc outstanding issues 
GRIME3 C I Plant Systems Branch 80/01/26 Ip 


g:02ja02ei Notification of 600214 meeting w/otil in Bethesda.MD to 
4MCUSS proposed radiological effluent Tech Specs 
CLARK R J Operating Reactors Qranch 3 BO/Ol/29 2pp 


6002120191 Forwards response to IE Bulletin 00-01 Hard-seat check 
valves changed to soft-seat in-line In mod“i976 Tests 
performed per Procedure MMl-42 Automatic d epressurl latlon 
sys pneumatic supply ays seismically qualified 
MILLS»L M Tennessee Valley Authority 00/01/16 2pp 


Q002060015 Forwards IE Bulletin 79-OtB, "Environ Qual if icatiort of 
Class IE Equipment " Action required IE Bulletin 79-OlD 
w/encls sent on 790114 should be rftsregarifed 
0'RE|LLY#J P Region 2# Atlanta, Office of the Director 
80/01/17 2pp 


C'jC 2140005 Discusses recent developments impacting waste disposal 
operations at comnerc la I low level uaste burial sites 
Forwards license L Itr from State of SC to Chen-Nuclear Sys 
deicribirg restrictions for waste disposal in SC 
Eis-ENHUT.D 0 Division of Operating Reactors 80/01/29 2Bp 


8002070367 Forwards IE Circular BO-Ol# "Bvc Advice for OE Indue tl on 
Disc Relays ** No response required 

J Region 2# Atlanta. Office of the Director 
80/01/17 3pp 


--v..l205i2 Notification of 600214 meeting w/NfiC in Bethesda.MD to 
discuss proposed radiological effluent Tech Specs Forward, 
written responses to proposed agenda items Fourteen oversue 
drawings available in Central Files only 
MILLS. L M Tennessee Valley Authority 80/02/00 43pp 


800114 Forwards IE Bulletin 79-OlB. "Environ Qualification 
of Class IE Equipment “ Action required 

^ Rogion 2, Atlanta# Office of the Director 
qW/UI/ 17 epp 


Oyiletins I# correspondence 




50-259/79-30,50-260/79-30 1# 

® ^ Atlanta. Reactor Operations Nuclear Support 

2pp 


LEWIS. R C 
Branch 79/U/27’ 


—8002120452 Notice of violation from insp on 791009-12 & 15-17 

rgion 2, Atlanta. Office of the Director 79/11/26 3pp 

50-259/79-30,30-240/79-30 5 50-294/79-30 on 
cInS.re ? . failure to inspect, 

unreviewed safety^ 

Suf^MAN U ^ procedures 

nlLLS.L M T.nn,.,.. v.ll„j Author,*, 80/01/07 Ip 

.n r.,po„„ *. „ eu.Ut.n 
ennessee Valley Authority 80/01/07 I 4 pp 
.rUli.t support, in 

NILU.LM T, Op, „„ 60/01/11 2„ 


NRC nnnina t ,1.1 ryiuj^roing ree utii response to 

Dlr«?pr TO/mM' «. En#.r„m#nt. 0##,c. o# th. 

6002060072 Forwards IE Bulletin 00-02. "Inadequate QA for Nuclear 
Sup^hUed Equipment " Response required Nuclear 

B 0 %I/ 2 r'' 2 pp *' Offi” of tk. Dlr.rtor, 

in».dl4t.i, J u,„ sooiio rp.pon.i «/o ,„cj 

Dlr«?;r eS/iwa; >■ Enforcm.nt, OAf.c, p# th, 

8002060211 Forwards IE Info Notice 00-02, "OXGR i t? j 

o!6i,LLrj"p''" 

BO/ol/2S 2 pp " ” of th. DIr.ctcr 

8002070468 Ack receipt of 791219 l f »• inPn., t k.nn 

Br.ncii B0/01/a5***app' ''***'’**' R»*.t(jr Cp.rAtion, Nucl.pr Support 

MILl.B,L M Tenne,,.. ValU, Authority 79/18/19 13pp 

BOD2270070 Forwards IE Circular Sfi-no itw.. t #, 

Hours " rcuiar 00 02p Nuclear Power Plant Staff Hork 

3PP Of th. Dlr.ctor. 
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R P«TlDdic opurdting rsports related torrespofidence 


0OO2OAO91O Forward* fish impingement rept for fourth quarter of 1979 
MILLS, L M Tennessee Valley Authority 00/01/59 Ip 


— 8002060913 Fish Impingement rept for fourth quarter of 1979 
* Tennessee Valley Authority 79/lO/Oq 13pp 


0002190654 Forwards monthly operating repts for Jan 19B0 

ABERCROMBIE, H L Tennessee Valley Authority 00/02/00 Ip 


— 8a02190&5? Monthly operating repts for Jan 1900 

0REEN,D Tennessee Valley Authority 00/02/03 39pp 


6002260698 Parwards "Annual Operating Rept 1979" "Rad i olog leal Impact 
Assessmentj Jul-'Dec 1979 " 

MILLS. L M Tennessee Valley Authority 80/02/20 Ip 


--0002260656 "Annual Operating Repfc. 1979 " 

* Tennessee Valley Authority 79/12/31 22pp 


— 8002260659 "Radiological Impact Aisossment, Jul-Dec 1977 " 

* Tennessee Valley Authority RH-0O-2-BF1 79/12/31 47pp 


3 Reportable occurrences, LERs 2, related correspondence 


0002050004 PNO-Il-79-035 on 791208, reac tor tripped on high float level 
Caused by failure in electro-hydraulic control sys resulting 
In turbine control valve closure pressure spite Regulator 
repaired & reactor repaired 

PRICE, D a , DANCE, H C Region 2. Atlanta, Office Of the Director 
79/12/03 Ip 


8002210161 PNQ-1 1-79-045 on 791221, insp Of tuo dryuell equipment access 
hatches revealed improper alignment in closing dogs It one 
closing bolt hot torqued TVA informed of actions to be 
taten Action completed by 791222 

PRICE, D a , DANCE. H C Region 2. Atlanta, Office of the Director 
79/12/21 Ip 


6002090117 PNQ-1 1-00-002 on 000103, util announced that onsite storage 
ftJT low level raduaste will be provided Decision mad* after 
licensee waste burial contractor imposed allotment on waste 
to be received 

FIILE7. D 14 , DANCE, E C Region 2, Atlanta. Office of tho Director 
aO/Dl/04 Ip 


0OOS21O372 RO 90-299/511 on 000201, u/l/n it 1 in coU shutdown U Unit* 2 
if 3 operating normally, discovered potential loss of 
secondary containment If primary containment purging Is 
conducted during hot standby Caused by pressure surge. 

ABERCROKIE,H Tennessee Valley Authority 00/02/01 Ip 


□002260722 Forwards LER 00-004 /03L-0 

CALHOUN, J R Tennessee Valley Authority 80/02/20 ip 


— S 002260726 LER 0O-OO4/O3L-O on 000122, reactor water level switch UlS-3- 
203D switch 2 exceeded Tech 6pec limit during normal 
operation Caused by model 200A switch drifting above 
satpolnt Switch tested, intpec ted & recalibr 
• Tennessee Valley Authority 80/03/20 2pp 


8002260759 Forwards LER 80-003/03L-0 

CALHOUN, J R Tennessee Valley Authority 60/02/20 Ip 


— 0008260764 LER 80-003/03L-0 on 000122, dur ing normal operation, ipomentary 
breach of secondary containment occurred when air lock 
doors between turbine 6 reactor bldg were simul taneous ly 
opened. Caused by misaligned latch lock ^ latch bolt 
» Tennessee Valley Authority 80/02/20 2 pp 


8002260732 Forwards LER 0O-OO9/O3L-O 

CALHODM, J R. Tennessee Valley Authority 80/08/22 Ip 


— 8002260737 LER 0O-OO9/O3L-O on 000125, while performing special 
instruction 4 2 Q-1 during normal operation, swi tches 1.2 (< 

4 on LIS-3-S0A did not operate at proper setpoint Caused by 
switch 4 hanging on magnet Switches adjusted 
* Tennessee Valley Authority 00/02/82 2pp 


DOCKET SO-261 H » ROQIWSON i^LANT, UNIT 2 


F Security, medical, emergoncy fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
rasponse plans for facilities Requests designation of one 
representative per util by 79L23J Forwards FR notice 
0RIli£8, 0 K Emergency Preparedness Task Force 79/12/21 7pp 


G00211D164 Advises that NRC will perform special appraisals of health 
physics programs during CVSO In lieu of routins insp Scope 
will include organl lat ion, personne I qual i f ica t ion & 
training, radwaste process mg . mon i tor i ng tf training 
STELLOpV Office of Inspection h Enforcement, Office of the 
Director 90/01/22 3pp 


G002140284 Ack receipt of 790817 Itr forwarding security personnel 
training V qual i f ica 1 1 on plan Requests submittal of Class ) 

Class III fees 

MlLLERrll 0 License Fee Management Oranch 30/01/29 Ip 


G002060346 Forwards revision to 771123 Itr re fire protection 
administrative controls Includes changes in or gan i t ation. 
fire brigade ti a ining, con tra 1 of combustible tf ignition 
sources fire fighting procedures 

UTLEY. G C Carolina Power & Light Co 00/02/01 17pp 


0002210529 Forwards Class III amend fees far security personnel 
training tt qual if i cat 1 on plans, 

UTLEV, E E Carolina Power if Light Co 00/02/12 8pp 


J Insurance i, inde-mnlty information 


0002270229 Forwards Endorsements 61 & 62 td NELIA Policy NF-180 
GRAHAM, V4 E Carolina Power Light Co 30/02/11 3pp 


P Operating license stage documents U correspondence 


0002190309 Forwards questions re NUflEG-0970, TKl-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic Initiations & flow indications to steam 
generators Requests response by 791214 

SCHWEKCER.A Operating Reactors Branch 1 79/12/12 2pp 


8002150380 Discusses commitments U schedule re TMI Lessons Learned Task 
Force rocommendat 1 ons Requests 46-h no t 1 f icat ion should 
unforeseen c ire urns tanc os revise stated position Requests 
documentation of implementa t ton methods 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/27 3pp 


0002110276 Extends comirient period re draft NI;REG-0630 to 000116 

GAMMILL, W P Assistant Director for atandard 6 Advanced Reactors 
00/01/03 3pp 


8002200196 Forwards corrected Page 4 I-IO of Tech Specs restoring Item 
16 Item 16 was inadvertent 1 y removed when NRC issued 791105 
Amend 45 to DPR-23 

GCHVIEN-CER, A Operating Reactors Dranch 1 00/01/10 Spp 


--0OO2SBO159 Corrected Page 4 l-lO of Tech Bpees Restores Item 16 
inadvertently omitted when NRC Issued 791105 Anond 45 to 
DPR-23 

a Carolina Power h Light Co BO/01/10 Ip 


8002050362 Notification of □00205 meeting w/utll in nethB*da,MD to 
discuss shielding survey results 

NEIOHDORB, » Operating Reactors Branch 1 00/01/17 2pp 


BOG2140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license fc Itr from State of BC to Ch emWfuc leaf Gys 
ifescriblng restrictions for waste disposal in SC 
EISENHUT, 0 Q Division of Operating Reactors 00/01/29 28pp 


30G&060337 Forwards suppi to 790306 request for amand to License 
DPR’‘23f in response to NRC 791003 request for add I info re 
injection block switch Nest ingh ouse performed analysis 
verifying generic nature of issue & applicability 
i;TLEY, E E Carolina Power «< Light Co 00/02/01 lOpp 


a0DSli0431 Forwards response to NRC 791024 Itr re dedicated safe 
shutdown sys Onsite power supply It possible new or rerouted 
bus work undergoing engineeilng analysis Final design will 
be submitted by 000301 

UTLEY, E E Carolina Power Light Co 00/02/01 49pp 
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— B002ll043^? "DE<Jicat«d Shutdnun Coble Fiai/ttng Blacii Dtogrom “ Figure l3 
^ NUS Corp 80/02/01 ip 


"<"6002110441 'Oedicaied SKutdoun Coble Roubing Blocit Diagram 
Figure 14 

NUS Corp 60/02/01 Ip 


— B00211044& "Reactor Auitliarij Bldg Ground Floor Conduit Ic Grounding " 
Sheet 1 of 7 

H» rJUS Corp 79/1 I /07 Ip 


— 90&2tl04S0 "Reactor Auxiliary Bldg Upper Floor Conduit & Grounding " 
Sheet 2 of 7 

* Corp 79/1 J/07 Ip 


•eoOail04S4 "Charging Pump Room Conduit << Grounding " Sheet 3 of 7 
* NUS Corp 79/11/07 Ip 


—0002110459 "Turbine OeneratoT Area Ifeeianine Fl oor. Sui tchgear Room 
Conduit ?r Oraundmg " Sheet 4 of 7 
• NUS Corp 79/11/07 Ip 


--S0021 10462 "rteiianine Dect Conduit \ Grounding " Sheet 5 of 7 
♦ NUS Corp 77/06/19 Ip 


— 8OO211046G "Control Room Conduit t Grounding " Sheet 6 of 7 
e NUB Corp 79/11/07 Ip 


_GQ0snO472 "Reactor Dldg Elevation 22B Feet " Sheet 7 of 7 
* NUS Corp 77/06/25 tp 


Q002S20335 Submits inter ini rept re asyiDmetr U LOCA loads study 
Addresses structural Integrity of reactor vessel supports* 
steam generator 6 reactor coolant pump supports & attached 
ECCS'related piping No plant cnods necessary 
UTLEY* C E Carolina Pouer it Light Co aO/G2/lB 3pp 


0022903flil Forwards addl info re containxnent purge & venting sys per 
NRC 800109 ItT Discusses air flou path through purge valves 
Isolation function of purge i venting sys confirmed << 
closing times checked No seal leakaye 
UTLEY* E E Carolina Power 6 Light Co 00/02/22 4pp 


Inspection reports* IE SuJletins S correspondence 


[02010155 Forwards IE Insp Rept 50-261/79-26 on 791113-16 No 
noncompMance noted 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility !i MaterlaJi 

Safety Branch 77/12/14 2pp 


- G002010UO IE Insp ftept SO-261/79-26 on 791113-16 Wo noncompliance 
noted fiajor areas inspected GC of analytical measurements (< 
inplemen fcation of monitoring program 

JENKINS. 0 f? Region 2. Atlanta, Fuel Facility & Materials 

Safety Branch MACARTHUff* T C Region 2* Atlanta. Office of the 
Director 79/12/Ifl 3pp 


03040364 Responds to IE Bullstin 79-28 re possible malfunction of 
KAMCG limit suitches No NAM-CO limit switches ara used at 
fac i li ty 

FURR* B J Carolina Power 6 Light Co 00/01/04 ig 


32060026 Forwards IE Bulletin 79-Olfl, "Environ Qua! I f i cat ion of 
Class IE Equipment Action required IE Bulletin 79-OlB 
w/oncli sent on 7901 J4 should be disregarded 
D'REILLY. J P Region 2* Atlanta. Office of the Director 
BO/01/17 2pp. 


)0207033D Forwards IE Circular 80-01, "Bvc Advice for OE Induction 
Disc Relays " No response required 

O'REILLV'J P Region 2, Atlanta, Office of the Director 
eo/ot/i7 app 


I02D70I94 Act receipt of 300121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapt 5D-261/7?-a7 
LEUIS. R C Region 2, Atlanta* Reactor Operations Nuclear Support 

Branch 0D/OI/29 ip 


0OO2O7OJ97 Responds to NRC 791227 Mr re violations noted IE tnsp Rapt 
50-261/79-27 Corrective aefcioas personnel to be Instructed 
in importance of vePbatim compliance w/approved procedures 
STARKEY. R 9 Carolina Power L Light Co BO/01/21 2pp 


002070200 Forwards IE Insp Rept SO-26 1/79-27 on 791203-06 notice of 

VI 0 latioti 

LEWIS, R C Region 2. Atlanta* Reactor Operations Nuclear 

Support Branch 79/12/27 2pp 


— 9002070202 Notice of violation from insp on 791203-06 

* Region 2, Atlanta. Office of the Director 79/18/26 Ip 


— B002070204 IE Insp Rept SO-261/79-27 on 791203-06 None omp 1 i anc e 
noted failure to properly review if approve change to safety 
Significant procedure 

UPRIGHT.C M Region 2. Atlanta- Reactor Operations Nuclear 

Support Branch JULIAN* C Region 2. Atlanta* Office of the 

Director 79/12/26 4pp 


R Periodic operating reports related correspondence 


80D2040353 Forwards corrected monthly operating repts for Nov 8* Dec 
1979 

STARKEY, R B Carolina Power 8< Light Co 60/01/21 Ip 


— B002040356 Corrected monthly operating rept for Dec 1979 
WATFORD* M Carolina Power 8* Light Co 00/01/03 Ip 


—0002040358 Corrected monthly operating rept for Nov 1979 
WATFORD* M Carolina Power St Light Co 79/12/06 Ip 


0002130526 Forwards monthly operating rept for Jan 1980 
STARKEY* H D Carolina power St Light Co 00/02/05 Ip 


—8002120530 Monthly operating rept for Jan 1980 

WATFORD* M L Carolina Power S. Light Co 80/02/04 3pp 


S Reportable occurrences, LERs St related correspondence 


8002130045 Forwards LER 8<>“00l /03L-0 

STARKEY, R B Carolina Power t Light Co 00/02/07 Ip 


—8002130051 LER BO-001/03L-0 on 800109* while moving spent fuel assembly 
from storage position to spent fuel pit elevator for imp* 

SFB ventilation uas not aligned for exhaust through HEPA 8< 
charcoal filters Caused by inadequate procedure 
STARKEY* R B Carolina Power 6 Light Co 80/08/07 Spp 


B0O2280367 Forwards LER 80-002 /03L-0 

STARKEY* R B Carolina Power t Light Co 80/02/25 Ip 


"6002260372 LER BO-ODa/OOL-O on 800127* during monthly periodic testing^ 
engine driven fire pump was rendered inoperable Caused by 
improper lubrication of coupling U joints Damaged parts 
replaced it pump returned to eve 

STARKEY. R 0 Carolina Power tt Light Co 80/02/25 3pp 


DOCKET 50-262 BRIGHAM YOUNG UNlV RESEARCH REACTOR 


n Periodic operating reports 4* related correspondence 


8002210451 Forwards Annual Operating Rept for 1979 
DIXON. DR Brigham Young Unlv 80/02/09 Ip 


— 8002210457 Annual Operating Rept for 1979 

DIXON* D R Brigham Young Univ 80/01/01 2pp 


DOCKET 50-863 MONTICELLG NUCLEAR GENERATING PLANT 


F aecufity, medical, emergency ^ fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per otll by 771231 Forwards FR notice 
GRIhE6»B K, Emergency Proparodnsss Task Force 79/12/21 7pp. 


6002050279 Advises of acceptability of licensee proposal in fire 
protection SER to relocate diesel fue oil piping presently 
above safety-related pumps In intake structure 
LAINAS. 0 Plant Systems Branch 80/01/09 Ip 


6002110049 Advises that NRC will perform special appraisals of health 
physics programs during CV80 in lieu of routine Insp Scope 
will include organi latiom pers onne 1 qualification 
training, radwaste processing* moni tor ing & training 
STELLO'V Office of Inspection & Enforcement* Office of the 
Director 80/01/22 3pp 

8002190022 Notification of 000203 meetings u/util to discuss review of 
emergency plan It w/pubUc to hear public opinion 
KEVERN*TA Operating Reactors Branch 3 80/01/29 Ip 
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80020S06'76 Datcnboi pl*n far Isolation of fire suppression water to 
roactot' bldg 15< measures to provide compensatory protection 
rire suppression water sys will be isolated during G 00222 
refueling outage far hookup of new hose stations 
HAVERfL D Northern States Power Co 00/01/30 2pp 


0O-O2MO476 Describes plan for isolation of turbine bldg fire 
suppression water for installation of sys interconnection 
w/rea< tor bldg Installation will occur during refueling 
outage scheduled for 800222 

PAVER»L D Northorn States Power Co OO/03/il Ip 


B002140934 Provides info re commitment in fire protection safety 
evalua tioDi Sections 3 1 12<2) (i 4 3 1 3 j to install redundant 
connection to interior piping sys New Interconnection will 
be designed to specs e<iual to original installation 
HAVER* O Northern States Power Co 00/02/i 1 3pp 


9002210469 Forwards fire protection review Item 3 t I re fire detection 
sys Licensee submittal acceptable upon successful completion 
of in situ tests demons tratlng adequacy of detector 
placematit 

HALLjR E Drookhaven National Laboratory 60/02/13 2 pp 


0002210464 Forwards fire protection review Items 3 1 2 < 1 | & 3 1 0 ( 3 ) re 
automatic water suppression sys A firo barr ler/pene trat ion 
scale Recommends approval of both items 

HALLj R. E Orookhaven National Laboratory 60/02/14 2pp 


B0022B0572 Forwards DHL input to fire protection review* Items 3 1 llA & 
2D Licrntte proposals to provide addl hose stations & 

Improve access for hoso handling are acceptable 

HALLiR E Orookhaven National Laboratory 80/02/19 3pp 


0OO226O69B Forwards "Fire Barrier deal Upgrade Program*" Initiated to 
qualify designs %i upgrade existing penetration seals as 
required iy NRG 790929 fire protection safety evaluation 
KAVERi L 0. Northern States Power Co 80/02/20 Ip 


— 80022 6D7 0 1 "Fire Barrier Seal Upgrade Program " 
o Northern States Power Co 80/02/20 4dpp 


6002280963 Forwards DNL input to fire protection review Input considers 
fire detection sys*firB barr 1 ers/penetratton seals* interior 
hpte stations 6 emergency svc water pump cables Early 
warning fire detectors are adequate 

HALLrR E Drookhaven National Laboratory 00/02/21 3pp 


0 Adjudicatory correspondence 


0002040164 Forwards NRG 900102 order to show cause re implementation of 
NURE0-037Q Category A requirements by 000131 Implementation 
of Category A requirements Is necessary to assure public 
health U safety 

DENTONrHR Office of Nuclear Reactor Regulation. 80/01/02 2pp 


— 6002040171 Order to show cause re implementation of NUREO-OS70 
Category A requirements by 800131 Justified equipment delays 
ulll extend implementation date for Item 2 1 7 a to 800601 
1>ENTDN*H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


0002190357 Advises that implementation of Category A items (except item 
2 I 7al of 000102 show cause order will be subj of post- 
imp lamentation review Item 214 should be implemented 
within 30 days of equipment delivery & no later than 600601 
DENTQNtH R Office of Nuclear Reactor Regulation 00/02/01 2pp 


H General correspondence 


8002290177 Forwards NRC analysis of end 790409 comments re technical 
issues representing compromises to safe operation of 
fad 1 itles . Analysis demonstrates that safety of plants was 
adequately addressed in final design Related matl encl 
STELLQ, V. Office of Inspection Enforcement* Office of the 
Director. 79/U/Ol 4pp 


— 0DO226O186 Forwards matl addressing issues of Lessons Learned Task 
Force items re hydrogen control & penetration limits to 
suppl response to JR Augustyn 790409 Itr U/a end 
aCHROEDERiF. Division of Systems Safety 79/00/17 ip 


— 8002280192 Submits comments on response to JR Augustyn 790409 Itr re 
technical Issues representing passible compromises to safe 
operation of facilities No legal objection to response 
MURftAVrJ Rulemaking U Enforcement Division 79/07/30 Ip 


-^8002290207 Alleges that inadequate care was taken In design const of 
saf ety-related sys at facilities Pipefitters used 30-ton 
codiB-along to align pipes at Nonticollo which could have 
prestressed lines beyond acceptable levels 
AUOLfSTYfl. J R Affiliation Unknown 79/04/09 3pp 


— 0002280606 Forwards NRC analysis of 790409 comments re technical issues 
representing compromises to safe operation of facilities 
Analysis demonstrates that safety of plants was adequately 
addressed in final design 

STELLO* V Office of Inspection & Enforcement* Office of the 
Director 79/11/01 4pp 


J Insurance U Indemnity information 


0002040369 Forwards Endorsement 54 to HELIA Policy NF-174 
JQHNSQNi R O Northern States Power Co 00/01/29 2pp 


P Operating license stage documents t* correspondence 


0002110276 Extends comment period re draft NUREO-0630 to 800116 

OAHMlLLi N P Assistant Director for Standard U Advanced Reactors 
80/0 t/03 3pp 


8002040218 Forwards requests for addl mechanical It electrical info re 
containment purge S* venting sys 

IPPOLlTQiT A Operating Reactors Branch 3 80/01/07 9pp 


0002070027 Requests review of QA program re diesel generator fuel oil 
Item should be included in OA program If exception taken 
to Inc lusion* resp onse required within 90 days 
£I8ENHUT*0 0 Division of Operating Reactors 80/01/07 ip 


8002150301 Supplements 700829 request for 1977 Infu re failure of 
control rods to fully insert Requests summary of recent 
failure ^ other control rod drive malfunctions Response 
should be sent within 90 days 

IPPQLITO/T A Operating Reactors Branch 3 GO/Ol/lO 2pp 


8002200078 Summary of 791219 t* 20 meeting w/Mark I Owners Group in 
OethesdatilD to discuss NRC acceptance criteria for Hark I 
containment long-term program V Issues re implementation of 
program 

ORIHE 61 C I Plant Systems Branch (Pre 791030) 00/01/17 llpp 


— 8002200112 Task action plan A-07 "Mark I Load Definition Repb* 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program “ 

a Plant Systems Branch (Pre 791030) 79/12/1? 37pp 


8002070241 Forwards NEDO-23749’*! . "Mark I Containment Program 
Comparison of Analytical Model for Computing Safety/ReUef 
Valve Discharge Line Transient Pressures h Forces to Plant 
Data*" nonproprietary version 
BDDONiL J General Electric Co 00/01/29 Ip 


— G00207024S "Mark I Containment Program Comparison of Analytical Model 
for Computing Safety/ReUef Valve Discharge Line Transient 
Pressures S< Forces to Plant Data*" nonproprietary version 
UKEELER*A J * OQUOHERTY. D A * ROGERS* A E General Electric Co 
NEDO-23749-1 79/09/30 37pp 


0002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license Itr from Slate of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUT.O O Division of Operating Reactors 00/01/29 2af)p 


8002190499 Notifies that Item 2 1 4 of short-term TMl Lessons Learned 
Task Force recommendations re relays to modify primary 
containment isolation completed on 000202 during scheduled 
plant outage 

MAYER* L 0 Northern States Power Co 00/02/14 Ip 


0 Inspection reports* IC Bulletins & correipondenr e 


0008200323 Forwards IC Insp Rept 50-863/79-19 on 791817-18 No 
noitcompliance noted 

DAVI 8 *A 0 Region 3* Chicago* Fuel Facility tt Materials Safety 

Branch 80/01/07 2pp 


—0002800329 IE Insp Rept 50-263/79-19 on 791217-10 No none omp I lance 
noted Major areas inspected licensee response to IE Bulletin 
79-19 

MILLER* D E Region 3* Chicago* Office of the Director 
FISHER.W L Region 3* Chicago* Fuel Facility t> Materials Bafety 

Branch QO/Ol/OS 4pp 
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aooa08005& Foruai'da f£ HuUetin 79-01B, ‘’Environ Quai i f icat J on of 
Claa« IE Equipment " Action required 

UEPPLER.J 0 Region 3, Chicago, Office of the Director 80/01/16 

Ip 


B002L10S33 Respond* to ?E Bulletin 80-01 re automatic depreisur i lation 
valve pneumatic supply operability Check valves 
installed on accumulator sya are bronze bodies u/ASTH Dl 6 
brass (baif-hard) discs 

GILBERTS, 0 E Korthern States Foiuer Co 80/01/18 2pp 


000S250315 Forwards IE Insp Rept 50-263/79-21 on 791217''1B & 21 No 
none omp 1 i anc e noted 

DAVISiA D Region 3, Cbicago, Fuel Facility & Materials Safety 

Branch BO/Ol/fQ 2pp 

—8002250320 IE Insp Rept 50-263/79-21 on 791217-lB tt 21 No noncompliance 
noted Major areas inspected c onFIrmatory measurements, 
including QC of analytical measurements evaluation of 
effluent sample analysis 

ES 8 IQ, T H QESTmNH. H J Resion 3. Chicago^ Office of the 
Director 80/01/11 7pp 


9002060261 Forwards IE Info Notice 80-02. "BXeR Water Rod Lower End 
•^log Wear “ No specific action or response required. 

EPPLER.J 0 Region 3, Chicago. Office of the Director 00/01/25 
P 


DOCKET 50-265 QUAD-CITIES STATION, UNIT 2 
F Security, medical, emergency & fire protec tion p Ians 


8002040007 Announces 
proposed change to 
response plans for 
representative per 
ORlMESiBK Emerg 


regional workshops to discus* feasibility of 
regulation on radiological emergency 
facllltle* Requests designation of one 
util by 791231 Forward* FR notice 
ency Preparedness Task Force 79/12/21 7pp- 


H Ocnerai correspondence 


800208037B Responds to 791505 r 
meeting Efforts underway to u 
capabilities Legal rosponsibi 
w/state li local authorities 
MILLER, J R Assistant Direc 

2 pp 


e Itr NRC 791030 emergency preparedness 
pgrade emergency preparedness 
lity for evacuation rests 

tor for Reactor Safeguard* 79/12/21 , 

1 


I Financial Information 


80022605 J 9 Forwards Annual Financial Rept 
BRE5EKANN. R M Commonwealth Edison Co 


1979 

80/02/22 


IP 


— B002260538 Annual Financial Rept 1979 

* Commonwealth Edison Co 79/18/31 24pp 


>00411 Submits followup response to IE Bulletin BO-01 re relief 
Ive accumulator check valves Seven of eight valves had 
ro leakage One valve exceeded acceptance level Valve was 
eaned t* retested w/jero leakage 

LBERT 8 , D E Northern States Power Co 80/02/12 Ip 


Periodic operating reports t related correspondence 


/0ai40592 Forwards monthly operating rept for Jan 1900 
MAYER, L 0 Northern States Power Co 80/02/12 Ip 


— 8002k40SCa Monthly operating rept for Jan 1730 

NYRADD, A L Northern States Power Co 80/02/04 4pp 


03200593 Forwards. "Effluent 6 Waste Disposal Semiannual Rept, Jul-Oec 
979 " 

VYER, I, 0 Northern States Power Co 80/02/23 tp 


502280598 "Effluent Waste Disposal Semiannual Rept.Jul-Dec 1979 ” 
♦ Northern States Power Co 79/12/31 13pp 


leportable occurrences, LERs U related correspondence 


2190500 Forwards LER 80-001 /03L-0 

NYER^L 0 Northern States Power Co 00/02/13 Ip 


J02I90513 LER fl0-OOi/O3L-O on 8001 17, dun ng routine surveillance test, 
main steam line low pressure isolation switch 82-1334C 
tripped outside allouable limits Caused by setpoint drift 
Switch replaced 

HILL*W J Northern States Power Co 00/02/13 tp 


J Insurance 8< indemnity Information 

8002120698 Forwards Endorsement 2 to ANI Binders EB-1, EB-2, EB-3 j EB- 29f 
EB-30. EB-42 <t ED-43 MAEUi) Binder* XD-l, XB-2, XB-3, XB-29, . 

XB-30. XB-42 U xa-43 ' 

0STER,J Commonwealth Edison Co 80/02/05 29pp, . 

i 

□ Advisory Committee on Reactor Safeguards report* i* correspondence ' 


8002150242 Forwards "Rept of ACR9 on Selected Safety Issues Related to 

LWRs *' ^ „ J 

MOELLER, D W ACRS - Advisory Committee on Reactor Safeguard* 
76/12/12 Ip 


—8002150550 
point at 
# ACR 8 
3pp 


Summary of 721207-09 meeting re drift of pressure switch tM j 
-^Advisory Committee on Reactor Safeguard* 72/12/09, 1 


P Operating license stage documents U correspondence 


9002040424 Discusses 791018,1121.00,1203 tt 17 Itr* submitting , 

commitments l< schedules for implementation of Lesson* j 

Learned Task Force recommendation* NRC will be performing J 

post-implementation review of implementation method j 

D£NT0R,KR Office of Nuclear Reactor Regulation 79/12/27 2pp | 


8002010390 Forwards "Quad-Cities Nuclear Power Btation Units I 8 < 2 
Secondary Containment Leal? Rate Tost Summary," per Tech 
Specs Section 6 6 C 3 

JANECEK.n F Commonwealth Edison Co 79/12/31 Ip 


iET 50-264 DON CHEMICAL CO 
Insurance indemnity information 


— 8002010401 "Ouad-Ci t ies Nuclear Power Station Units 1 << 2 Secondarg 
Containment Leak Rate Test Summary," per Tech Spec* Section 
6 6 C 3 

e Commonwealth Edison Co 79/12/31* 2pp 


2260523 Forwards Endarsementi 38 li 39 to NELIA Policy NF-160 
JALNEtL. T N Dow Chemical Co 80/02/22 3pp 


Inspection reports. 1£ Bulletins It correspondence 


2120599 Ack receipt of 791214 Itr informing NRC of steps taken to 
urrect /lolations noted In 791205 Ifer 

"ISHMARtR r Region 3, Chicago. Reactor Operations Nuclear 

pport Branch 80/0i/23 Ip 


02120604 Responds to NRC 791205 Itr re violations noted in lE insp 

on 791022-24 Corz'oetive action* reminder board established 

for posting due dates far periodic checks 

MACK.J 11 , LANOKER.R R Dow Chemical Co 79/12/14 Ip 


6002110276 Eitcnds comment period r« draft NUREO-0630 to 800116 

OANNILL.W P Assistant Director for atandard 6 Advanced Reactors 
BO/Ol/03 3pp 

a002070(}27 Requests review of QA program re diesel generator fuel oil 
Item should be included *n QA program If exception taken 
to inc luslon, response required within 90 dags 

EIBENHUT, D 0 Division of Operating Reactor* 80/01/07 tp 


6002150210 Supplements 700029 request for info re 1977 failure* of 
control rods to fully insert Requests summary of recent 
failures l« other control rod drive malfunction* Response 
should be sent within 90 days 

1PP0LIT0,T A Operating Reactors Branch 3 00/01/10, 2pp. 


8002070010 Confirms B00120 meeting u/utll to discuss draft 
NUREO-O 66 O 1 "Action Plans for Implementing Recommendation* 
of President^* Commission I' Other Studies of TMI-2 
Accident *' Forwards draft NUREO-0660 W/o end 

HEISHMANiR F Region 3, Chicago, Reactor Operation* Nuclear 

Support Branch 00/01/11 3pp 
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8002170770 Sumcnary of 791213 tneeting u/Coattn Ed in Bothesda<MD re anchor 
bolt; 1« bane plate flexibility analyiea performed in 
accordance w/lE Oulletin 79-02 Data on anchor bolt analysis 
In close agraomentt Meeting agenda end 

JQRDAtl« E t_ Division of Reactoi Operations Inspections 00/01/17 
6pp 


6002200070 Summary of 791219 20 meeting u/Marlt 1 Ounors Group m 

B«the»da*HD to dlecuss Mrc acceptance criteria for Mark I 
containment long-term program t issues re Implementation of 
p r o g r am 

ORIHES.C I Plant Sy|^te(n 3 Branch (Pre 791030) BO/01/17 llpp 


—8002200112 Task action plan A-D7 “Mark 1 Load Definition Rept, 
Revisions to implement NRC Criteria for Completion of Long- 
Term Program “ 

♦ Plant Bystems Branch <Pre 791030) 79/12/19 37pp 


8002140011 Forwards request for addl info re containment purge sys 
IPI*OLITOj T A Operating Reactors Branch 3 00/01/21 3pp 


8008040337 Notifies of evaluation re util ability to meet design 
objective release rate for radioiodines & radioactive matls 
in particulate form Folloyiing refueling outagei operation can 
resume w/doslgn objective reloesa rate routinely met 
KALV^lAIANKIBi N Oorrmonuealth Edison Co BO/Ot/23 2pp 


800-2210007 Notification of 000207 meeting w/Mark I ouners group/ BNLi 
CE & NUTECH In Qethasda/MD to discuss revisions to 
acceptance criteria far Mark I containment long-term 
program/ p Ians for addl FSTF testing b outstanding issues 
ORIMEB/C I Plant Systems Branch 80/01/28 ip 


Q002140003 Discusses reco-nt developments Impacting waste disposal 
operations at commercial lou level waste burial sites 
Forwards license Itr from Btate of BC to Chom-Nuclear Sys 
describing restrictions for waste disposal in 8C 
etSENMUT/D 0 Division of Operating Reactors 80/01/89 2Bpp 


0002130619 Discusses BtlR automiaiic depressor i lat ion sys operability 
requirements for facilities Automatic depressurl tat 1 on sys 
must meet 8«ismlc Category I requirements Elociromatlc 
valves uould survive earthquake 

TEOEBCO/R L Division of Operating Reactors JORDAN i E Division 

of Reactor Operations Inspections 00/01/30 4pp 


80D2080EI2B Forurards summarij of analytical methods U results obtained re 
seismic qualification of electromatlc relief valves prepared 
by Sargent U Lundy 

JANECCKj R F Commoniuea 1 th Edison Co, 80/01/31 4pp 


8002080550 Updates recirculation pump trip mod installation schedule 
in response to NRC requuet Implementation of mods for 
Quad Cities 2 will be implemented by G01231 Dresden 2 
refueling shutdown will begin 801231 
PE0Pl.E3.DL Commonwealth Edison Co 00/02/04 2pp 


□002280008 Responde to 791119 request for info re onsite ofc space for 
NRC resident Inspectors Provides plans for accommodating NRC 
resident i nspec tor i wh 1 c h Includes remodeling St converting of 
rooffli if necessary 

PEOPLEBi D L Commonwealth Edison Co 00/02/06 ip 


B002140600 Notification of 800215 meeting u/util In Bethesda/MD to 
ejipeifite review of TMl Lessons Learned Task Force 
imp lementatlon 

DEVAN/ n Operating Reactors Branch 3 00/02/08 Ip 

0002260679 Forward* Revision 12 to Topical Rept CE-l-Ar descr ib ing OA 
program 

NAUOHTON. If F. Commonwealth Edison Co 80/02/81 tp 

8002210494 Forwards revised Page 5-2 to CE-l-A describing QA program# 
in response to NRC 791108 Question 421,13 
JANECEK/R F Commonwealth Edison Co. 00/02/15 Ip 


— 8002210470 Revised Page 3-2 to CE-i-A describing OA program 
* Commonwealth Edison Co CE-l-A 79/12/21 Ip 


□{>02290706 Revised pages to CE-l-A describing QA program# Revision 12 
e Commonwealth Edison Ca CE-l-A 80/02/14 44pp 


O Inmpection reports# IE Bulletins &c correspondence 


8002010489 Forward* IE Insp Ropts S0-2S4/79-2B It 50-269/79-2S on 
791209-06 No noncowp L iance noted 

FIDRELLI/O Region 3# Chicago# Reactor Construction 6 Engineering 

Support Branch. 79/12/27 2pp 


’-0002010494 IE Insp Repts 50-254/79-20 8# 50-265/79-25 cn 
791205-06 No none amp 1 1 anc e noted Major are^s inspected 
licensee actions relative to IE Bulletin 79-14#uiark 
procedure review 6 records 

YIN# I T Region Chicago# Office of the Director 
DANIELSON, f* H Region 3, Chicago, Reactor Construction t# 

Engineering Support Branch 79/12/19 5pp 


0002110324 Forwards IE Insp Repts 50-254/79-25 U 50-265/79-22 on 
791105-1214 No none omp 1 lanc s noted 

HE1SHHAN# R F Region 3. Chicago# Reactor Operations Nuclear 

Support Branch 00/01/02 2pp 


—8002110333 IE Insp Repts 50-254/79-25 4 50-265/79-22 on 791105-1214 No 
noncompl iance noted Major areas inspected maintrplant 
operations# access control # review ^ followup on LERs# 
refueling activi t i a* . cal i br i radiation protection 
BPESSARD# R L , CHRISSOTIMOS# N Region 3, Chicago. Office of the 
Director 79/12/27 6pp 


0002120132 Forwards IE Insp Repts 50-254/79-26 ^ 50-265/79-23 on 
791113-15 Ho noncomp 1 1 ance noted 

DAVIS. A D Region 3. Chicago. Fuel Facility S' Materials Safety 

Branch 00/01/02 2pp 


—0002120147 IE Insp Repts 50-254/79-26 t 50-265/79-23 on 791113-15 No 
noncompliance noted Major areas inspected actions taken 
in response to IE Bulletin 79-19 verification that 
Identified packaging discrepancies were corrected 

FISKERrW L Region 3# Chicago# Fuel Facility h Materials Safety 

Branch PECK# C C . 0REGER#L R Region 3# Chicago# Office of the 
Director 79/12/21 7pp 


8002080041 Forwards IE Bulletin 79-OlB. "Environ Qualification of 
Class IE Equipment ** Action required 

KEPPLER#J 0 Region 3, Chicago# Office of the Director BO/Dl/16 
Ip 


6002060667 Responds to IE Bulletin 60-01 re operability of automatic 
depressor I cation sys Util developed program to confirm 
seismic capability 6 leakage rates for valve pneumatic 
supply sys 

PEOPLES# D L Commonwealth Edison Co 60/01 /i0 2pp 


0002250798 Forward* IE Insp Repts 50-254/79-29 S. 50-265/79-26 on 
791203-04 No noncomp 1 iance noted 

F10RELLI#0 Region 3# Chicago# Reactor Operations Nuclear Support 

Branch 6O/Oi/t0 2pp 


—8002250908 IE Insp Repts 50-254/79-29 1 50-265/79-26 on 791203-04 No 
noncomp 1 iance notad Major areas inspected torus support mod 
& inservice insp QA/QC program# imp lementing procedures 
work activities 

DANIELSON. D H Region 3# Chicago# Reactor Construction h 

Engineering Support Branch WARD.K D Region 3# Chicago# Office 
of the Director 00/01/14 6pp 


8002060004 Forward* IE Bulletin 80-02. "Inadequate OA for Nuclear 
Supplied Equipment ” Response required 

KEPPLERrJ 0 Region 3. Chicago. Office of the Director 80/01/82 
IP 


8002060229 Forwards IE Info Notice 60-02# "aX8R Hater Rod Lower End 
Plug Hear " No specific action or response required 

KEPPLER.J 0 Region 3# Chicago. Office of the Director 60/01/23 

tp 


0002120254 Submits addl response to IE Bulletin 00-01# Items 1-4 
Hard-seat check valves installed Leak test results being 
evaluated for corrective measures NRC reviewing results of 
QE analyses 

PEOPLES# D L Commonwealth Edison Co BO/Ol/25 2pp 


0002270137 Forwards IE Insp Ropt 50-265/79-27 on 791811-14 6 notice 
of violation 

KEPPLER.J 0 Region 3# Chicago. Office of the Director 60/01/26 
2pp 


— 8002270160 Notice of violation from insp on 791211-14 

« Region 3# Chicago# Office of the Director 00/01/17 2pp 


—0002270163 IE Insp Rapt 50-265/79-27 on 791211-14 NoncompUance noted 
failure to follow temporary ( radiation control procedures 
to continuously monitor unplanned radioactive liquid 
release 

SPESSARD.R L . CHB ISSOTIMOS. N # HUE TER, L J Region 3# Chicago# 
Office of the Director 80/01/17 Bpp 
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8002350 1 B7 FoTuard* lE Info Noti<e- QO-03* i n Turbine 

Elettrohydraul ic Conbt'ol Sijs '' tio specific action required 
KEPPLEP'JG Region Chicago. Office of the Director 80/01/31 

Ip 


R Periodic operating reports ti related correspondence 


QOOS190-600 Forwards “Simulated Control Rod Out Poshbuttani “ "Fuel 
Moves in Ehutdaun Kode‘' Zt “Local Leal Rate Test of Target 
Rock Valve Pneumatic Sys. " describing changes. tests & 
experiments completed Jan 1980 

KALIVIAKAKIS.I/ Commonwealth Edison Co 80/03/01 4pp 


S Reportable occurrences. LERs i' related correspondence 


8003090157 PNO- 11 l'*79‘-0S7A radioactive liquid released into MS River 
Caused liy diffuser gate partiatly opened allowing portion of 
canal discharge to flou into river Plans tn clean sys St 
release contents per requirements 

CHRISSDT1HD5. K Region 3i Chicagu. Office of the Director 
SPESARD»R L Office of rnspecfcian Sc Enforcement. Office of the 
Oirectdr 79/12/10 Ip 


S002060426 PNO-Il l~79''0S7 on 791309* draining operation from avc water 
heaifer of heat exchanger resulted in unplanned release uf 
radioactive liquid from primary side when all valves feeding 
instrument header were opened 

CHRISSDTIMQS. N i SPESSARD* R L Region 3. Chicago. Office of tho 
Director 79/12/10 2pp 


8002220299 Rffa-t n-GO-024 oh 8002 05. press conference held in Moiene. IL 
to provide findings tc respond to questions re |E 
investigations concerning release of 4.000 gallons liquid 
raduasta into MS River t improper placement of two valves 
SPESSARD, R L . HEISHMANjR F Region 3. Chicago. Office of the 
Director EO/02/04 ip 


6002220371 Forwards LER eO-002/03U 0 

KALIVI ANAKIS. M Commonwealth Edison Co 60/03/07 Ip 


--S002220393 LER eO-003/03L-0 on 800 108. while leal testing RHR svc water 
vault penetrations. observed leatage from electrical 
penetration P-12 Caused by loose hold-down bolts Hold-down 
bolts tightened & penetration retested satisfactorily 
CLARK. D Commonwealth Edison Co 80/D3/07 3pp 


6003220309 Forwards LER BO-OOl/OaL-O 

KALIVIAHAKIS.H Commonwealth Edison Co 80/02/07 Ip 


*-8002220404 LER 80-001 /03L-0 on BOOJOa. wh i 1 e performing relief valve 
setpoint Chec ki reac tor vessel 1JI09A actuated at 1.600 
psig i( reactor vessel I lOSQ actuated at 1.500 pslg Possibly 
caused by setpoint drift Valves will be repaired 
VAHREMdALDrJ Commonwealth Edison Co 60/02/07 Ip 


DOCKET 50-266 POINT BEACH KVCLEAR PLANT. UNIT I 


F Security, medical, emergency it. fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 79123J Forwards FR notice 
GRIMES. D K Emergency Preparedness Task Force 79/12/21 7pp 


8002080412 Forwards fire protection review of safety evaluation Items 
31 13 t 3 2 9 Util verification of fire detector location 
adequate Util persarnel qualified to locate detectors 
HALL. R E Rrookhaven National Laboratory 00/02/01 3pp 


0 Adjudicatory correspondence 


8002010431 Summary of 800102 meeting w/P Anderson of WI Environ Decade 
in Nash inglon. DC re request for hearing on tube degradation 
failures since Dec 1979 shutdown 
AUSTIN. J H Commission 90/01/16 2pp 


80022G057B Forwards description of tests S. insps to be conducted during 
outage scheduled to begin 600329. as required by 791130 
confirmatory order for mod of license Graphs ti svc list 
enc 1 

CHARNOFF. 0 Shaw. Pittman, Polta & Trowbridge 90/02/26 7p p 


li General correspondence 


8C030403b6 Forwards Commission 800103 order & safety evaluation re 
reduction in operating pressure from 2.250 psi to 2.000 psi 
U/o encls 

DARTH. C A Hearing Branch 3 80/01/24 tp 


8002040344 Forwards notification of 800206 meeting w/NRC & licensee to 
discuss reduction of primary sys pressure 
DARTH. C A Hearing Dranch 3 80/01/25 Ip 


i Financial information 


G002200436 Provides guarantee under retrospective premium sys forwards 
documents demonstrating adequate cash flow Excerpts from 
1977 annual certified financial statements & 1980 certified 
cash flow projection, encl 

REIiMEL.J 0 Wisconsin floctric Power Co 80/02/15 Itpp 


J Insurance S. indemnity information 


8002040370 Ferwards Endorsements 60 1. 61 to NELIA Policy NP-176. 
Endorsement 51 to MAELU Policy hF-53. Endorsement 4 to NELIA 
Binders ED-IB fc ED-19 if Endorsement 4 to MAELU Binders XD-i0 
e. XD-19 

OUNDAS. N J Wisconsin Electric Power Co 80/01/28 12pp 


P Operating license stage documents t. correspondence 


8002190179 Forwards questions re NUREO-057B. TMI-2 Lessons Learned Test 
Force requirements concorning auxiliary feedwater sys 

automatic initiations U flow Indications to steam ' 

generators Requests response by 791214 . 

8CKNENCER.A Operating Reactors Branch 1 79/12/12 2pp 

y 

8002150350 Discusses commitments ti schedule re TMI Lessons Learned Tssl i 
Force recommendations Requests 46‘-h notification should I 

unforeseen circums tanc os revise stated position Requests 
documentatlen of implementation nnethods 

DENTON. H R Office of Nuclear Reactor Regulation. 79/12/27 3pp 


0002110276 Extends comment period re draft NUREG-0630 to 800116 

OAHMILLrUlp Assistant Director for Standard Advanced Reactors 
80/0 i/03 3pp 


0002150160 Forwards license mod orders t< evaluations re steam geneTat>Qr 
tubs degradation coused by deep crevice corrosion. in 
response to 791107 I tr Facility can be safely operated u/ 
addl tests U Insp N/o encl 

EtSENHUT.DO Division of Operating Reactors BO/01/11 Ip 


0002040343 Requests registration as user of Model CNBI 7-100 
FAY. CM Wisconsin Electric Power Co 80/01/17 Ip. 


8002040492 Forwards mod to Change Request 33 re radiological effluent 
Tech Specs, patterned on NUREO-0472 

aURSTElN. B Wisconsin Electric Power Co 80/01/20 3pp 


-**8002040497 Mod to Change Request 33 for Tech Specs 15 3 re rediologicll 
effluent releasee 

e Wisconsin Electric Power Co 80/01/20 33pp 


8002250566 Forwards proposed mods to 760604 license amend request, 
consisting of Tech 6pec page changes Offsite dose 
calculation manual will be completed 800601 
DURBTCIN. 8 Wisconsin Electric Fower Co 80/01/28 3pp 


— BD02250571 Proposed page changes to Section 15 Tech Specs, per 
NURE0-047Q, “Radiolog leal Effluent Tech Specs for PWRs " 
e Wisconsin Electric Power Co, 80/01/28 32pp 


800207004? Summary of 800102 meeting w/F Anderson of WI Environ Decade 

in Washington. DC re desirability of netallurg ical analysis 800214000S Discusses recent developments impacting waste disposal 

determine susceptibility to i ntergranwlar operations at commercial low level waste burial sites. 

,, , Forwards license J* Itr from State of SC to Chem-Nuclear Sys 

CLEMENTS. W L Cammisston 80/01/16 ip describing restrictions for waste disposal in SC 

EI8ENHUT. D 0. Divlsinn of Operating Reactors 80/01/29 2app 

8003130109 Supplemental affidavit in reply to ASLB question re 
stagnant bo-rated water in facility spent fuel pool 
LANTZ.E Hydrology Meteorology Branch 00/01/15 3pp 
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B0031S046? Rdflponds to KRC 7?0?2l reque&i fot* evaluation of 
r vqu Ir ejnen ts for auxiliarg feeduator ags & associated 
schedule & commitment for implementation of required changes 
it actioTie 

FAV«C M Uisconsin electric Pouer Co 80 / 02/04 4 pp 


B0021S0174 Notifies that NRC has completed reviats of util 771220 
response re potential for reactor cavity annulus seal ring 
ta become destructive missile in event of LOCA pipe break 
Inside reactor cayity Response acceptably resolves issue 
6CH1^ENCER« A Operating Reactors Qranch 1 BO/02/04 Spp 


^002190830 Responds to protest of addl Class HI U I fees for Tech Spec 
Change Request re reporting level for radiochemical 
engineer i* health physicist Change not strictly 
administrative Payment required uiithin IS days 
HILLER*U 0 License Fee Management Branch 80/02/05 Ip 


0002200074 Responds to 771210 Itr objecting to pagmont of Class III & 
I fees for requested Tech Spec change Reviau confirms that 
fee* are appropriate even if application is withdrawn since 
ohject was not to simplify or clarify license 

MILLERr U O Division of Organization and Pereonnel 80/02/08 

Ip. 


0002210480 Responds to NRC 780125 Itr re asymmetric LOCA loads 
evaluation Independent analysis Indicates probability of 
high energy line breaks in reactor piping sys estremely 
small Continued operation justified 

FAV»C U Wisconsin Electric Power Co BO/02/13 4pp 


Q Inspection reportsj IE Bulletins U correspondence 


8002130380 Advlees that insp of both sides of discs on low pressure 
spindles should be conducted based on revieu of Info 
provided bg util & presented by Westlnghouse at 771217 
meeting forwards request for addl Info for review 
SCHHENCiERi A Operating Reactors Branch 1 77/12/27 3pp 


COO-2010377 Responds to IB Info Notice 77-37* "Cracking in Low Pressure 
Turbine Discs " NRC should rescind h reissue notice* due to 
obvious errors NRC was informed of problem during 791105 
meeting u/utll 

ELPRSTEINiS Wisconsin Electric Power Co 80/01/07 2pp 


S002200aa9 Forwards lE Insp Repts 50-266/77-18 ^ 50-301/79-19 on 
791126-30 S« notice of violation 

0At^Id*A D Region 3i Chicago* Fuel Facility 6 Materials Safety 

Qraneh fiO/01/11 2pp 


—8002200295 Notice of violation from insp on 771126-30, 

« Region 3* Chicagoi Office of the Director 80/01/06 Ip 


— 8002200302 IE Insp Repts 50-266/77-10 U 50-301/77-17 on 771126-30 
None ompl ionce noted failure to analyze shoreline silt sample 
Number S for second half of 1978 

DESTMANrh J r ESSlOrT K Region 3. Chicago* Office of the 
Director. 8O/O1/O0 app 


BO02Oa00S7 Forwards IE Bulletin 79-010* "Environ Qual If Icatlon of 
Class IE Equipment " Action required 

KEPPLER.J O. Region 3* Chicago* Office of the Director BO/01/16 
Ip 


ao02070l31 Notification of 800206 meeting w/util in DethesdarMD to 
discuss steam generator insp program* turb Ine disc crack 
future insp plans 

TftAHELL.C H Operating Reactors Branch 1 00/01/17 2pp 


QOO-21 10124 Advises that NRC will perform special appraisals of health 
physics programs during OVSO in lieu of routine insp Scope 
will include organ! zat ion* personne 1 qualification t* 
trai ningj radwaste process ing* moni tor ing & training 
STELLOrV Office of Inspection 8< Enforcement* Office of the 
Director. 80/01/22 3pp 


B002060434 Forwards "Low Pressure Disc Ultrasonic Insp Rept* " prepared 
by Westlnghouse 

FAYiC,M Wisconsin Electric Power Co 80/01/30 2pp 


0003060438 “Low Pressure Disc Ultrasonic Insp Rept " 

e Westlnghouse Electric Carp 00/01/23 22pp 


€1002270516 Notification of 800207 meeting in Olen Ellyn* TL te discuss 
IE Bulletin 79-010 actions to be taken by NRC Proposed 
agenda end 

KEPPLERiJ 0. Region 3* Chicago* Office of the Director 80/02/07 
3pp 


R Periodic opetating reports 4 related correspondence 


8002190686 Forwards monthly operating repts for Jan 1900 
FAY* C W Wisconsin Electric Power Co 00/02/00 Ip 


— B002190691 Itonthiy operating repts fo? Jan 1780 

FAY, C N Wisconsin Electric Power Co 80/02/05 9pp 


S Reportable otcun ence«i LERs it iclated correspondence 


8002050149 PNO-ll I— 79-060 on 79181 1 , condenser air ejector monitor 
showed small sie-p increase, then climbed slowl y. ind lent 1 ng 
primary to secondary leakage or 260 gpd Cause not stated 
Examination of tube sheet will bo perfoimed 
SMITH, J D , WARWICK. R F Region 3, Chicago. Office of the 
Director 79/12/12 ip 


8002070492 PND— 1 1 1 — 79-060A following shutdown on 791211* two leaVinc^ 
plugs dotecto-d during static head test of steam generator B 
& leaking tube detected during hydrostatic tests Inspector 
dispatched to follow tes t ing* repair it re-hydro of leaks 
SMITH* J P * WARNiCKiR F Region 3, Chicago* Office of the 
Diraefcor 79/i2/17 ip 


8002110025 PNO- n I- 79 -O 6 OD on 791223, unit returned to operation after 
shutdown caused by steam generator leak Twenty tubes plugged 
In steam generator A S' fifteen in generator D 

TAMDLlNOrT N * HEISHMAN*R F Office of Inspection Enforfement* 
Office of the Director 77/12/26 Ip 


8002210036 PNO- 1 11-00-02^ on 800202, while performing routine calibr, 
technician discovered pressure transmitters on two motor 
driven auxiliary feedwater pumps were valved out One pump 
was available for each unit Licensee investigating matter 
SMITH, J D , HEISHMAN*R F * WARWICK* R F Region 3, Chicago* Office 
of the Director 00/02/05 Ip 


9003220421 Forwards LGR 00-001 /OlT-0 

FAY, C W Wisconsin Electric Power Co 00/02/15 ip 


—8002220435 LER 00— 001 /0l T-0 on 800202, dur i ng routine caiibr of pressure 
transmitters for motor driven auxiliary feed pumps* 
transmitter isolation block valves discovered closed Caused 
by inadvertent closing of isolation valves Bnubbers added 
FAY, C W Wtsconein Electric Power Co BO/02/tS 3pp 


0 Congress iona I /Ex ecuti ve Correspondence 


8002130126 Forwards 791213 Itr from J Estes requesting NRC hold hearing 
in Manl towac, Ul area to explain current situation at plant 
PETRliTE House of Rep 80/01/12 app 


0002130120 Forwards 600107 Itr from M Char I ler, express ing support for 
negative vote on windfall profits tax t* offering help in 
fight to keep plant closed until needed repairs performed 
PROXHIRE.D «3enate 00/01/17 2pp 


8002200207 Forwards NRC 800111 Itr to Lakeshore Citizens for Safe 
Energy* in response to j Estes 791213 request Meetings re 
steam generator condition will be scheduled in ManitowociWl 
area upon request 

GD 88 ICK 1 L V Office of the Executive Director for Bperations 
BO/Ol/31 Ip 


— BD02200226 Responds to 791107 Itr re scheduling meeting to discuss 
steam generator condition Meeting will be scheduled in 
Man! toupoc* W{ area upon request, if Info contained in safety 
evaluation la inadequate J Fates 791213 Itr end 
EI8EMHUT*D 0 Divialon of Operating Reactors 80/01/11 App 


DOCKET 50-267 FORT ST VRAIN NUCLEAR GENErATINO STATION 


8002280107 Notifies that payment is due for NRC review of Topical Rept 
OLF-5640* "Use of Thorium Oxide Fertile Fuel Particles in 
Fort Saint Vraln Fual Elements " 

MILLER* N 0 License Fee Management Branch 80/02/07 Ip 


F Security* medical, emergency 6 fire protection plans 


0002110016 Advises that NRC will perform special appraisals of health 
physics programs during CYBO in Hou of routine Insp Scope 
will include or gan 1 lati on, personnel qualification tk 
training* raduas te p rocess ing* mon i tor ing ^ training 
6TELL0* V, Office of Inspection 6 Enforcement* Office of the 
Director 80/01/22 3pp 
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a0020f>0451 Ihfarm-t of late receipt o# 791129 reiiuest ft»r evacuation 
BstiRidtes Will not be able to respond until fl00307 
WAREMBQURC.D N Public Service Co af Colorado 80/01/29 ip 


P Operating Ilcbpso stage dacupienti It correspandetic e 


8002130635 Forwards final. "Rept to NRC on Effect of Installing Core 
Ragion Constraint Devices on Seismic Response of Facility 
Core ■■ Unchanged from draft vers ion. Submits response to 
Structural Engineering Branch comments 

GEI^METT, J 0 Los Alamos Scientific Laboratorij 79/(14/24 2pp 


—8002130639 "Rept to NRC on Effect of Installing Core Region Constraint 
Devices on Seismic Response of Faciiltv Core '* 

DOVE. R C I SENNE r Ti J O . ANDERSON. C A Los Alamos Scientific 
Laboratorg 79/04/24 l^PP 


800211D641 Advises of completion of review of util 79lDl7i 29. 1212 1* IS 
committment* V schedule for implementation of Lessons 
Learned Tail Force Categort/ A re<iuirerTients Implementation 
should be completed bi| 791231 

DENTON. H R Office o.f Nuclear Reactor Regulation aO/Ol/16 2pp 


8002150290 Forwards Rept RT-SOOH Revision 4. incorporat ing f 1-uciuat 1 on 
testing w/region constraint device* installed Test limits & 
corrective action remain sa/ne as past fluctuation tests 
Discusses plans for return to pouer 

WAREMBOURO. D If Public Service Co of Colorado BO/02/07 2pp 


— 8002150292 ’’Test Control Record" re fluctuation testing 
* Consumers Power Co GO/Ol/OB 23pp 


8002150247 Poruards supporting documentation for change to Design 
Feature DF 6 i re performance of fissile fuel u/Th U ratio 
of 3 6 to 1 

(4AREI1B01/R0. D Public Service Go of Colorado 80/02/08 Bpp 


8CD222040? Forwards addl info on NUREO-05701 in response to NRC review 
team eOD121-22 site visit 

SI/ARTjF E Public Service Co of Colorado 60/02/20 15pp 


Q Inspection reports. IE Bulletins & correspondence 


80021.504 04 Forwards Category I inservice insp submi ttals. presen ted at 
draft proposed mods to Tech Spec surveillance reiiuir ements 
Application to amend OL will be submitted 

FULLER. J K Public Service Co of Colorado 80/02/06 2pp. 


— 8002150410 Draft Revision 2. "Inservice Intp & Testing. Propo* ed Tech 
Spec Surveillance Requ irements. PCR9 Auxiliary 8ys It." for 
Inservlce inap requirements 

* Public Service Co of Colorado 60/01/26 13pp 


— 8002150420 "Inservlce Insp Testing Program. 8urvel 1 lance Requlremsnti 
Review far PCRV Auxiliary Sys." for inservico Insp 
requirements 

Public Service Co of Colorado BO/Ol/28 3pp 


— 6002150429 Part A. "Survei 1 1 anc e Requirements for PCRV Overpressure 
Protection 6ga. " for inservice insp requirements 
* Public Service Co of Colorado 80/01/28 iSpp 


— 8002150435 Part D. "Survei 1 1 anc e Requirements for PCRV Penetration 
Overpressure Protection Sys." for Inservice insp 
requirements 

e Public Service Co of Colorado 80/01/28 8pp 


— 8002150442 Part C. "Survai 1 lane e Requirements for PCRV Penetration 
Interspace Pr essurl lati on Sgs.PCRV Penetration Purge (}as 
8y« It Core Support Floor tc Vent Column Sys. " for Inservlce 
insp requirements 

* Public Service Co of Colorado 80/01/26 9pp 


60021 50448 Part D. "Surveillance Requirements for Reserve Shutdown By* 
tf Rupture Oas Sys." for inservics insp requirements 
e Public Service Co of Colorado 60/01/26 I5pp 


— B00215D4S3 "Surveillance Insp It Test Criteria." for inservlce insp 
requirement 

* Public Service Co of Colorado 80/01/26 23pp 


R Periodic operating reports It related correspondence 


8002040347 Forwards {monthly operating rept for Dec 1979 

UAREMDOURO.D Public Service Co of Colorado 60/01/26 Ip 


2110036 Forwards IE Insp Rept 50-267/79-19 on 791114-16 It 26-30 No 
ncompliance noted 

DSEN.O L Region 4. Dallas. Reactor Operations Nuclear Support 

anch 79/12/26 2pp 


)21 10041 IE Intp Rept 50-267/79-19 on 791114-16 It 26-30 No 
loncamp 1 lance noted liajor areas inspected actions taken in 
response to IE Bulletin 79-02. Revis 1 on 2 

'lALL. R E Region 4« Dallas. Reactor Construction & Engineering 

Support Branch BEACH. A 6 . NE3TERHAN. T F Region 4. Dalles. 
DfPice of the Director 79/12/21 Spp 


J2l5037a Responds to IE Bulletin 79-25 ITestitighouse DFD/NBFO relays 

not in use nor planned for use at facility 

LEE. □ R Public Service Co of Colorado 79/12/27 Jp 


8002080130 Foruards IE Info Notice 60-01. "Fuel Handling Events " No 
specific Qctior* or response required 

SEypRlT.K V Region 4. Dallas. Office of the Director 80/01/04 
IP 


2150394 Responds to Bulletin 79-28 Namco Model EA18D limit 
witches are not used nor planned for use at facility 
EE.D R Public Service Co of Colorado. 60/01/04 Ip 


J20B0217 Forwards Table C-l to be included w/App C. End 4 of 
IE Qulletin 79-013. "Environ Oual i fi cation of Class IE 
Equipment " 

MADSENjO L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 80/01/07 Ip 


1002080175 Faruards IE Info Notice 80-03. "Main Turbine 
E I ectrobydraul ic Control Sys " No specific action or 
response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 90/01/31 

Ip 


BOO2140064 Forwards IE Circular 79-25. Suppl A. "Shock Arrestor Strut 
Assenblg Interference No written response required 
8EYFRIT. K V Region 4, Dallas. Dffice of the Director 80/01/31 
Ip 


— 6002040331 Monthly operating rept for Dec 1979 

OAHM.J M Public Service Co of Colorado 80/01/03 9pp 


8002040570 Forwards semiannual effluent rept.Jul-Dec 1979 

tlAREMOOURO. D U Public Service Co of Colorado 80/01/29 Ip 


--B0Q2040S94 Semiannual effluent rept.Jul-Dec 1979 

« Public Service Co of Colorado 60/01/31 36pp 


80-02150447 Forwards monthly operating rept for Jan 1980 

UAREMBOURO. D Public Service Co of Colorado 80/02/11 Ip 


—6002150451 Monthly operating rept for Jan 1980 

OAHM.J W Public Service Co of Colorado 80/02/01 Spp 


6002190471 Forwards corrections for Table 1 3 re liquid effluent 
released via turbine bldg It reactor bldg sump li Table 2 I re 
radioactive gaseous effluent releases. for semiannual 
effluent rept for second half of 1979 

WAREMDOURO. D U Public Service Co of Colorado 60/02/11 3pp 


9002260687 Forwards 197? "Rept of Changes. Tests & Experiments Not 
Requiring Prior Commission Approval per 10CFR50 59(AJ. " 
IfAREMOOURO. D Public Service Co of Colorado 00/02/15 I6pp 


9002290403 Forwards "Annual Operating Rept 9 for 1979 " 

WAREMBQVRO. D Public Service Co of Colorado 60/02/25 ip 


— S-002290405 "Annual Operating Rept 9 for 1979 " 

e Public Service Co of Colorado 79/12/31 37pp 


3 Reportable occurrences. LERs It related correspondence 


9002210016 PNO-IV-80-003 on 800108# leak on 18 helium circulator static 
seal actuated mechanism caused continuous bleed-off of seal 
pressuri ration sys Replacement of IB circulator will result 
In 60-day outage 

MADSEN. 0 i. Office of Inspection 4 Enforcement. Office of the 
Director 00/Oi/ll Ip 
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B00S210034 PMS-tV'-SO-OOS on 8001 16# mi 1 1 tary smoka bomb found under 
powdt* line touer near eite Nob triggered to function << 
caueed no danger 

MADdENrO L Office of Inspection & Enforcement* Office of the 
Dlrfctor 80/01/17 Ip 


BO<12S 10417 Forward « LER 0O-OO2/O3L-O 

NARENBOURO* D Public Service Go of Colorado 80/02/05 4pp 


— 8002110426 LER 80~002/03L-0 on 600107* during region constraint device 
instal lation* found that startup channel scram protection not 
operable at lesi that or equal to 100*000 counts/second 
Caused bij improper setpoints Setpoint change initiated 
OAHHfxJ N Public Service Co of Colorado 60/02/05 Ip 


8002 1207 13 Far wards LER 0O-OO3/O3L-O 

NARENBQUROi D Public Service Co of Colorado 60/02/07 3pp 


— G002120724 LER aO-003/03L-0 on QOOl 10. wh 1 1 e reactor was in shutdown 
condlt iorii three hangers found impaired, uh ich caused 21 
sgs to be impaired Caused bg failure to reinstall hangers 
lallowiTig removal for sgs mod Hangers will be modified 
OAHN. J U Public Service Co of Colorado 80/02/07 Ip 


8002120675 Forwards LER 8O-O0S/O3L-0 

UARENBOURO. 0 public Service Go of Colorado 80/02/08 4pp 


--8002120686 LER 80-005/03L-0 on 8001 1 1 . during release from gaseous 
waste holdup sgs. recorder did not function properly Caused 
by bad bull drive gear 8* clutch assembly Parts replaced 
& recorder returned to operation 

OAHK. J M. Public Service Co of Colorado 00/02/08 ip 


B008JB0269 Forwards LER aO-004/03L“0 

HAnENBOUROi D Public Service Co of Colorado 80/02/12 3pp 


— 8002150277 LER 0O-OO4/O3L-O on 8001 14. fol 1 owing performance of Class I 
shock suppressor surveillance test. two snubbers found 
Inopareble Caused by personnel using snubber units as 
ttdppirig platforms Snubbers repositioned 
OAHM^S.W Public Service Co of Colorado 80/02/12 ip 


DOCKET 50-268 MIDWEST FUEL RECOVERY PLANT 


P Operatitig license stage documents & correspondence 


8002080275 Responds to FOIA request for info re sabotage at Morris 
operation Documents 1-9 6 11 of App A end Documents 
10 L 12 of App A at NTIS Info in App B documents partially 
withhald security measures (ref FQIA Exemption 4) 

FELTtTNrJ ti Division of Rules and Records 60/01/30 4pp 


—8002060288 Discusses review of safeguards manual 6 fundamental matls 
central Proposes to incorporate cncl requirements Requests 
description of means In which physical protection 
requirements will be met U addl info re sabotage 
PAOEi R. 0 Atomic Energy Commisston* Directorate of Licensing 
72/06/02 i3pp 


DOCKET 50-269 OCONEE NUCLEAR STATION* UNIT 1 


E Bicurityi medicali emergency fire protection plans 


800S040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological amergency 
response plans for facilities Requests designation of one 
rapre sentati ve per util by 791231. Forwards FR notice. 

ORIHEB*B K. Emergency Preparedness Task Force 79/12/21 7pp 


8002130012 Discusses cable penetration fire stop qual i f Ication test 
Modified fire stop design Is acceptable 
LAINASjO Plant Systems Branch 79/12/28 2pp 


8OO2110J77 Advises that NRC will perform special appraisals of health 
physics programs during CY60 in lieu of routine insp Scope 
will include organ! zation. personnel qualification 6 
training. radwaste process Ing. moni tor Ing L training 
STELLDjV Office of Inspection Ik Enforcement. Office of the 
Director 80/01/22 3pp 


81002110390 Responds to NRC 791129 Itr L provides evacuation time 
astlnates for various areas adjacent to unit, 

PABKERrW O Duke Power Go 80/01/31 8pp 


BOD2140401 Notification of 800219-21 meeting w/util at site to discuss 
review of site emergency plan 

FAIRTILEjM B Operating Reactors Branch 4 60/02/01 Ip 


H General corr espondenice 


8002140469 Comments on NRC requnotnent that util demonstrate 
availability of power supply or face shutdown 
Simultaneous outage of facilities would create sei lous 
generating capacity shortage in area 

DRONNi N 0 National Electric Reliability Council 60/01/22 3p p 


6002060S5B Responds to 791002 proposal re utils acceptance of Oak Ridge 
Associated Univs radiation safety couise for visiting NRC 
staff Proposal acceptable 

PARKER. W a Duke Power Co BO/Ol/30 Ip 


P Operating license stage documents it correspondence 


7906250091 Forwards memos discussing S McDermott concerns re shutdown 
of D&W plants 

ROSS, D F Division of Project Management 79/05/17 Ip 


6002260122 Forwarded proposed revised page for Chapter 11 of 7B0309 
rept supporting amend to License 8NM-I773 Revision changes 
qualifications necessary for supervisory personnel 
responsible for spent fuel handling during shipping 
PARKER, W 0 Duke Power Co 79/09/07 2pp 


8002150179 Notification of 791211 meeting w/licensee in Charlotte, NC 
to discuss exchange of info between NRC L local Uui 
enforcement agencies re shipments between facilities it to 
visit McGuire facility 

KASUN. D J Physical Secuiity Licensing Branch 79/12/04 Ip 


9002110276 Extends comment period re draft NUREO-0630 to 000116 

OAMHILLi U P Assistant Director for Standard <* Advanced Reactors 
80/01/03 3pp 


8002130100 Discusses scheduling probloms re completion of remaining PWR 
overpressure protection reviews Completion is dependent upon 
Reactor Safety Branch approval of overall sys aspects of 
proposed designs 

LAINA8.0 Plant Systems Branch 80/01/17 Ip 


8002080380 Informs that appropriate changes to Tech Specs are needed to 
assure high degree of steam generator tube integrity 
Requests notification within 30 days re agreement u/course 
of action 

OAMMILLr(>f P Division or Operating Reactors 80/01/18 3pp 


— 8002080383 Proposed Pages 4 17-1 through 4 17-5 to Tech Specs for steam 
generator tubing sur>eillance 
e Duke Power Co 80/01/18 Bpp 


—8002080387 Safety evaluation supporting proposed amend to Tech Specs 
re steam generator tubing surveillance 

e Office of Nuclear Reactor Regulation 60/01/18 5pp 


8002060424 Discusses delay until 000205 for submittal of rept re 
control habit ability analysis during DDA events Analysis 
conducted in response to NUREO-0570 
PARKER* N 0 Dube Power Co 80/01/22 Ip 


8002050357 Not i f ication of 600206 meeting w/uUl in QethesdarMD to 
discuss reload design methodology rept (NF8-1001) 

FAIRTILE. M D Dperating Reactors Branch 4 80/01/25 2pp 


8002040526 Informs NRC that HPI crosS-c onnec t mod as approved by Staff 
on 7BI213 has been completed for Unit I 
PARKER* W □ Duke Power Co 80/01/20 ip 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards licenee t* Itr from State of EC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
ElSENHUTtD 0 Division of Operating Reactors 60/01/29 26pp 


8002060314 Provides suppl to previous Itrs le implementation of TMI 
Lessons Learned Task Force requirements Submits current 
status of facilities Unit 1 at full power*Unii 2 operating. 

Unit 3 refueling for Cycle 6 

PARKER, N D Duke Power Co BO/Ol/30 Ip 


0002060441 Forwards response to NRC 791213 questions N 800111 telcon re 
degraded grid voltage 

PARKER*W 0 Duke Power Co 60/01/31 6pp 


8002060537 Forwards supplemental response to NUREO-0578 covei mg 
emergency power supply requirements U instrumentation for 
detection of inadequate coie cooling 
PARKER* N 0 Duke Power Co 80/01/31 6pp 
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3002030459 Wotifie-s of plan to irraiJiate Harlt-BZ Zircalo^ grid 
demonstration assemblies in Cycle- 5 DAW“l.553(P> uHl be 
revised accordingly U for-uarded by 600301 
TAVLQf*. J H Bafccocit Wilcoi Co 0O/O3/'O4 ip 


0002120535 Fortuards "Startup Physics Test Program '* 
PARSER, W 0 Duke Power Co 60/02/05 Ip 


— 8002120537 "Startup Physics Test Program 
-ft Duke PotLier Co 00/02/29 I2pp 


0002120670 Foruiatds pi eposed Tech Spec 4 17 for steam generator tubing 
sur ve 1 1 lane e • in response to NRC B0O130 Itr Pregram 
comparison end 

PARKERrW 0 Duke Power Co 80/02/06 7pp 


— 6002120602 Proposed Tech Spec 4 17 Pot steam generator tubing 
surveillance 

Ht DuVe Power Co 00/02/06 9pp 


9002200746 Forwards addendum to evaluation eP Cycle 6 fuel load 
approving startup test program U/c end 
CHECK. P S Reactor Safety Branch 80/02/06 Ip 


9002200202 Forwards Amends 79. /9 t 76 to Licenses DPR-SS. DPfi-47 U 
DPR-5S. respec 1 1 vel y.. ta f ety evaluation S- notice of Issuance 
V availability 

REID.R W -Operating Reactors Branch 4 00/02/07 2pp 


--800220029I Amends 79.79 76 to Licenses DPfl-3a. DPR-47 tr DPR~55. 

re spec tl vel y . re VI s i ng Tech Specs by delaying irradiation of 
matl surveillance capsule in host reactor front third cycle 
to sixth cycle of operation 

REID.R (if Operating Reactors Branch 4 80/02/07 6pp 


— ■0OO22OO290 Safety evaluation supporting Amends 79.77 76 to Lirenses 

DPR-^38. DPR-47 U DPR-SS. reapec Li vely 

* Office or rfudear Reactor Regulation 00/02/07 3pp 


‘“‘G0022003&3 Notice of issuance 6 availability of Amends 79.79.6 76 to 
Licenses DPR-30. OPR'47 ^ DPR-55. respcc bive 1 y 
RElDiR IJ Operating React-ors Branch 4 30/02/07 2pp 


BQ02150249 Forwards supplemental info to 800131 k tr re NUREO-OS78 Items 
2 t 36. 5c. oa. 0a ii 8c Provides Into on instrumentation for 
detection of inadequate core coo 1 ing. capabi 1 1 ty to i-nstall 
hydrogen purge unit V inplant iodine monitoring 
PARKER. 5f O Dube Power Co 00/02/08 3pp 


8002190767 Responds to NRC concern re voiding during transients an B&M 
plants Void formation is not occurring in identified 
transients & does not occur in normal operational 
transients Forwards evaluation 
PARKER. W 0 Duke Power Co QO/02/13 2pp 


8002190775 "Potentidl Reactor Sys Voiding During Anticipated 
Transients " 

* Babcock U Wilcox Co 80/01/31 BSpp 


02150255 Forwards DAW-1597. “Effects of Asymmetric LOCA Lnadings. 
Phase II Status." on behalf of D6W 177 fuel assembly owners 
group Final rept will be submitted by 800701 
TAYLGR. J H Babcock i. Milcor Co 80/02/14 Ip 


-9002150263 "Effects of Asiymetric L8CA Load mgs. Phase II Status 
« Affiliation Unknown DAW-1597 80/02/14 SOOpp 


9002200455 Forwards analysis or small break LOCA which repr essur i res to 
power operated relief /alve setpoint. in response to MRC 
790821 request Repressur 1 1 at ion will not oc-cui in primary 
sys unless feedualei is lost to steam generators 
PARKERfW 0 Duke Power Co 00/02/15 I4pp 

300S200486 Document* submittal of interim rept BAH-i597. "Effects of 
Asymmetric LOCA Laatfings “ Continued operation justified per 
HSSS component evaluations Final rent will be submitted by 
00070 J 

PARKER. H 0 Duke Power Co 80/02/15 Ip 

0002200606 Forwards Amend 12 to restart ropt t. D6W Kept "Small Qreak 
Operating Guidelines " Amend piovides responses 4- schedules 
for respoTisei to 800121 Itr 

HERBElNi J G Metropolitan Edison Cg 00/02/15 Ip 


BOO-2200646 "Small Break Operating Ouidelmes " 

BECKKHR. O A Bab-cock 6 Wilta* Co 79/11/30 63pp 


6002200617 Advises of further delay re analysis to be performed In 
response to 790921 Itr on reactor vessel thermal-mechanical 
conditions during recovet y from small break Rept will be 
submitted 800415 

PARKER. U 0 Consumers Power Co 60/02/15 Ip 


8002220155 Notifies of proposed Tech Spec change for expansion of I 

storage capacity by installation of rack modules utilizing ! 

boron absorbing matl to allow closer spacing of spent fuel 
assemblies Description of racks, fee 4 affidavit end 
PARKER, W □ Duke Power Co 80/02/15 3pp 


800229Q122 Notification of 000223 meeting w/Q^W owners group. Abn ormal 
Transient Operation Guidelines Committee, in Wash ington. DC 
to discuss progress on abnormal transient operational 
guidelines program ic NUREG-0578 

CAPRA, R A Standardization Branch 00/02/lS 2pp 


0 inspection reports. IE Bulletins ^ correspondence 


0002110224 Discusses responses to IE Bullotins 79-05C 79-06C re 

need for tripping reactor coolant pumps for certain small 
break LOCAs Recent events force more prompt solution to 
problems lieeting necessary to resolve issues 
ROSS. DF T(1I-2 Bulletins U Orders 79/JO/OS 25pp 


6002110197 Forwards tE Jnsp Repts 30-269/79-32.50-270/79-30 6 
50-207/79-32 on 791119-21 No noncompl iance noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/12/10 2pp 


—6002110202 IE Insp Repts 50-369/79-32.50-270/79-30 8. 30-287/79-32 on 
79H19-21 No none omp 1 lance noted Major areas inspected 
previously identified QA Items 

WESSMAN. R H . ASHENDEN.n C Region 2. Atlanta. Office of the 

Director 79/12/13 5pp * 


8002010569 Ack receipt of IE Insp Repts 50-269/79-31.50-870/79-29 4. 
50-297/79-31 No proprietary info. 

PARKER. W 0 DuVe Power CP 79/12/19 Ip 


6002040369 Responds to IE Bulletin 79-25 re failures of Westinghiouse 
DFD relays No Westlnghouso BFD/N8FD relays are used in 
safety-related equipment at facility 
PARKER. W 0 Duke Power Co 79/S2/19 Ip 


0002110235 Forwards IE tnsp Repts 50-269/79-33.50-270/79-31 U 
30-2B7/79-34 on 79U30 U I20i No noncompliance noted 
SUTHERLAND. J T Region 2. Atlanta. Fuel Facility It Materials 

Safety Branch 79/12/19 2p p 


— 00021 1024S IE Insp Repts 50-269/79-33.50-270/79-31 U 50-207/79-34 cn 
791130 it 1201 No noncompl lance noted Major areas inspected 
emergency drills 

JENKINS. G R Region Sr Atlanta. Fuel Facility it Materials 

Bafety Branch TAYLOR, P A . PERROTT. D J Region 2, Atlanta. 

Office of the Director 79/12/19 3pp 


8002120092 Responds U IE Bulletin 79-25. 'failure of Ulestinghouae 
BFD Relays in Ba fety-RoIated Sys " No relays used or planned 
for use in safety-related equipment at facility 
PARKER. U 0 Duke Power Co 79/12/1? Ip 


8002040430 Responds to IE Bulletin 79-10. "Audibility Problem , 

EncounteTod o-n Evacuation of Personnel from High Noise j 

Areas " New alarm sys will be Installed by 8D0531 

PARKER. WO Duke Power Co 79/18/27 Ip I 

i 

6002110216 Forwards IE Insp Repts 50-269/79-36. 50-270/79-33 & ! 

50-287/79-36 on 791101-30 No noncompliance noted | 

LEWtS.R C Region 2. Atlanta, Reactor Construction & Engineering 

Support Branch 79/12/27 2pp 


— a002il0225 IE Insp Repts 50-269/79-36,50-270/79-33 tc 50-207/79-36 on 
79ki01-30 No noncompliance noted Major areas inspec ted, plant 
operations, LER revleuj it f ol lowup. sei ec ted emergency 
procedures i review drawing control 

MARTIN.R D Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch JAPE. F Region 2, Atlanta. Office of the 
Director 79/12/26 5p P 


B0Q205O217 Ack receipt of 791115 Itr informing NRC of steps taken to 

correct violation noted In IE Insp Repts 50-269/79-26. ] 

50-270/79-24 i, 50-287/79-26 i, 

LEWIS. R C Region 2, Atlanta. Office of the Director 00/01/07 [k 

ip ! 
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— S^0030S02S9 Respond* to HRC 79103i> Itr re violation noted in IE Insp 
Repts 50-269/77-26130-270/79-24 & 50-2Q7/79-26 Corrective 
acti ons. changes to re^tulsition ljIII be docuirented u/same 
level of revieiu as original 
PARKEftiU 0 Duke Power Co 79/U/15 2pp 


—8002050241 Forward* IE Insp Repts 50-269 / 79-26 » 50-270/79-24 «. 
30-237/79-26 on 790904-28 notice of violation 
LEUISjR C Region 2r Atlantai Reactor Operations Nuclear 

Support Branch 79/10/26 2pp 


— Q00205024B Notice of violation from insp on 790904-2B 

* Region 2i Atlanta. Office of the Director 79/10/24 Ip 


—8002030260 IE Insp Repts 30-269/79-26,50-270/79-24 t 50-287/79-26 on 
790904-28 Noncemp 1 iance noted failure to control procurement 
of reactor vessel head Q-ring failure to follow maint 
procediure for installing reactor vessel head 0-rings 
DyERfJ Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch JAPE, F Region 2, Atlanta. Office of the Director 
79/10/24 9pp 


8002040133 Responds to IE Bulletin 79-28 re possible limit switch 
malfunction at elevated temp* Facility ha* no NAMCQ 
180 limit switches Installed or in stock 
PARKER, N O Duke Power tio 80/01/09 Ip 


8002130013 Ac k receipt of IE Insp Repts 50-269/79-33,50-270/79-31 6 
50-287/79-34 No proprietary info 
PARKER, H O Duke Power Co 80/01/14 Ip 


8002060020 Forwards IE Dullatin 79-OlD, ^'Environ Dual 1 f ication of 
Class IE EKiuipment ** Action required IE Bulletin 79-010 
tj/#ncls sent on 790114 should be disregarded 
O'RElLLTrJ P Region 2. Atlanta, Office of the Director 
80/01/17 2pp 


— 8002150432 LER 80-002/03L-Q on QOOUO. during besting, high pressure svc 
water pump B declared inoperable when motor insulation broke 
down Caused bg moisture in conduits containing motor cables 
Conduits drained it cleaned 
LEWIS, 3 R Duke Power Co 80/02/08 Ip 


8002210532 Forwards LER 80-003 /03L-0 

PARKER. W 0 Duke Power Co 80/02/15 2pp 


— 6002210533 LER 80-003/03L-0 on 8001 17, dur ing installation of cable 
between cable room it control room found two cables missing 
fire-stop mat! Caused by omission during installaiiDn 
Conduit* filled w/firestop niatl within 2 5-h 
LEWIS, 8 R Duke Power Co 80/02/15 ip 


DOCKET 50-270 OCONEE NUCLEAR STATION, UNIT 2 


F Security, medical, emergency A fire protection plan* 


0002040007 Announces regional workshops to discus* feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORIliEB, D K Emergency Preparedness Task Force 79/12/21 7pp 


8002130012 Discusses cable penetration fire stop qua 1 1 f icatton test 
Kodlfled fire stop design is acceptable 
LAINAS.G Plant Systems Branch 79/12/28 2pp 


8002110177 Advises that NRC will perform special appiaisals of health 
physics programs during CYBO in lieu of routine insp Scope 
will include organl latioii, p ersonnet qualification & 
training, radwaste pi ocess tng, mom boring b training 
STELLO, V Office of Inspection 6 Enforcement, Office of the 
Director 80/01/22 3pp 


8002070334 Forward* IE Circular 80-01, "8vc Advice for GE Induction 
Disc Relay* " No re*pon*g required 

O'REILi.V'.J P Region 2, Atlanta. Office of the Director 
eO/01/17 2pp 


B0021S0127 A«k receipt of lE Insp Rept* 50-269/79-36,50-270/79-33 U 
50-207/79-36 No proprietary info 
PARKER, MO Duke Power Co 00/01/22 Ip 


8002110390 Respond* to NRC 791129 Itr t< provides evacuation time 
estimates for various area* adjacent to unit 
PARKER, W 0 Duke Power Co 60/01/31 Opp 


8002140401 Notification of 80-0219-21 meeting w/util at site to distu** 
review of site emergency plan 

FAIRTILE.h 0 Operating Reactors Branch 4 00/02/01 Ip 


BOO 2 1303 70 Ac k receipt of IE In«p Repts 50-269/79-38, 50-270/79-35, 
50-207/79-38 on 791205-07 No proprietary info 
PARKER, M.O Duke Power Co 80/01/22 Ip 


—0002130379 Forward* IE Insp Repts 50-269/79-38,50-270/79-35 b 
S0-2&7/79-3B on 79I205‘-07 No noncomp 1 lance noted 
LEWI8,R C Regloi 2, Atlanta, Reactor Operation* Nuclear 

Support Branch 80/01/09 2pp 


—8002130390 IE In*p Roptis 50-269/79-38,50-270/79-35 & 50-287/79-38 on 
791205-07 No noncomp i iance noted Major area* inspected 
refueling activities In Unit 1, routine operations of Unit 
2 K( post-refueling power escalation 

UPRIGHT, C M Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch BURNETT, P T Region 2, Atlanta, Office of the 
Director 80/01/00 4pp. 


8002120030 Responds to IE bulletin 79-17. No indication of leakage 
through cracks in stagnant borated water *ys piping 
observed 

PARKER, M O Duke Pouei Co 00/01/24 Ip 


8002120046 Forward* updated response to IE Bulletin 79-14 summary of 
seismic Input nonconformance through 000108 W/o end 
PARKER, M O Duke Power Go 00/01/24 Ip 


0 Adjudicatory correspondence 


0002250050 Forwards NRC 800207 order modifying 000102 show cause order 
Grant* extension until 600315 foi shutdown to implement 
Lesson* Learned Task Force Category A requirement* 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/07 2pp 


— 8002250059 Order modifying NRC 800102 show cause order Grant* extension 
until 0OD315 for shutdown to implement THl Lessons Learned 
Task Force Category A requirements 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/07 3pp 


H General correspondence 


8002140469 Comments on NRC requirement that util demonstrate 
availability of power supply or face shutdown 
Simultaneous outage of facilities would create serious 
generating capacity shortage in area 

DROWN, W D National Electric Reliability Council 80/01/22 3pp 


8002060558 Respond* to 791002 proposal re utils acceptance of Oak Ridge 
Associated Mnivs radiation safely course for visiting NRC 
staff Proposal acceptable 

PARKER, iJ 0 Duke Power Co 80/01/30 Ip 


8 Reportable occurrences LERs & related correspondence 


8002120749 Forwards LER 00-00 l/OlT-0 

PARKER, M □. Duke Powei Co 80/02/05 Ip 


— S002I20753 LER EO-OOi/OIT-O on 000108, during NUREQ-0570 review, 
discovered control room habitability analysis error, omitt ing 
airborne activity contribution dose to control room 
operators Realistic Analysis verified Dose acceptable 
MILSDN.K R Duke Poiber Co 80/02/05 3pp 


P Operating license stage documents correspondence 


0002150179 Notification of 791211 meeting w/licensee in Charlotte, NC 
to discuss exchange of info between NRC b local law 
enforcement agencies re shipment* between facilities 6 to 
visit McGuire facility 

KASUNi D J Physical Security Licensing Branch 79/12/04 Ip 


8002110276 Extends comment period re draft NUREO-0630 to 800116 

GAMMILL, W P Assistant Director for Standard 8: Advanced Reactor* 
80/01/03 3pp 


0002130417 Forwards LER B0-002/03L-0 

PARKER, M 0 Duka Power Co 00/02/08 2pp 


8002130100 Discusses scheduling problem* re completion of remaining PWR 
overpressure protection reviews Completion 1* dependent upon 
Reactor Safety Branch approval of overall sy» aspects nt 
proposed designs 

LAINA6,0, Plant Systems Branch B0/0t/l7 Ip 
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@002000380 Informs that appropriatp changes to Tech Spaci are needed to 
4 tst;re high degree of %team. generator tube integrity 
RtijOBcts notification uithin 20 days re agreement u/course 
of action 

GAKlilLLiU P [>lviBion of Operating Reactors BO/Qi/iB 3pp 

— 80{>30803Q3 Proposed Pages 4 17-1 throjgh 4 17-^5 to Tech Specs for steam 
generator tubing surveillance 

* Du9re PouJer Co QO/'Oiyta Gp p 

— 8002080337 Safety evaluation supporting proposed amend to Tech Specs 
re steam generator tubing surveillance 

• Office of bfuclear Reactor Regulation 80/01/10 5pp 


0002060424 Discusses delay until 000205 for submittal of r^pt re 
control hati-it ability analysis during DDA events Analysis 
conducted in response to NUREG-0S7B 
PARKER, W O Duke Poajer Co 0O/£)l/&2 Ip 


B002nol79 Discusses MRC 800118 proposed Tech Specs re steam generator 
tubing surveillance Objections uill be submitted in info re 
steam generator insp program prior to Cycle 5 refueling 
outage 

RElDrR 14 Operating Reactors Dranch 4 80/01/23 2pp 


0002050357 Notification or 800206 meeting u/utii in 0«ihe&da<HO to 
discuss reload design methodoiogy rcpt (NFS^lOOl) 

FAlRTILEih D Operating Reactors Dranch 4 80/01/25 3pp 


Q002040526 Informs NSC that MPI cross-connect mod as approved by staff 
on 7G1313 has been completed for Unit I 
PARKER, id 0 Duke Power Ct> 00/01/28 ip 


8002!l40005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license t I tr from State Of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUT, D 0 Division of Operating Reactors BO/Ol/29 28pp 


SDO206O314 Provides suppl to previous Itrs re implementation of Till 
Lessons Learned Task Foice requirements Submits current 
status of facilities l/nit I at full power^lTnit 2 operating' 

1/nit 3 refueling for Cycle 6 

PABKERjW □ Duke Power Co 30/01/30 Ip 

8002060441 Forwards response to NRC 791212 questions U GODlll telcon re 
degraded grid voltage 

PARKER. U 0 Duke Power Co 80/01/31 6pp 


0002060537 Forwards supplemental response to Nl/IIE0~057D covering 
emergency poLier supply r equarements -tc instrumentation for 
detection of inadequate core cooling 
PARKER. N 0 Duke Pouet Co 80/01/31 6pp 


Q0C2D8045R Notifies of plan to irradiate Hark-9Z Zircaloy grid 
demonstration assemblies in Cy4le 5 I)AH-b353(P> will be 
revised accordingly & forwarded by 600301 
TAYLOR. J H Dafccaek C. Wilco* Co 00/02/04 Ip 


8002120&76 Forwards proposed Tech Spec 4 17 for steam generator tubing 
survei llanc e, in response to NRt. EOOIGO I br Program 
comparison end 

PARKER, N a Duke Power Co 80/02/06 7pp 


'}O^I206D2 Proposed Tech Spec 4 17 for steam generator tubing 
sur vei llanc e 

e Duke Power Co 00/02/06 9pp 


J2OO202 Forwards Amends 79,79 S 76 to Licenses DPR-ae. DPR-47 U 
?R-55i respec 1 1 vely I safety e/aluation |< notice of issuance 
ava liability 

REiD'R N Operating Reactors Branch 4 00/02/07 2pp 


0002200291 Amends 79.79 & 76 to Licenses DPR-3Qi DFR-47 «t DPR-55, 
respectively, revising Tech Specs by delaying Irrad la fc i on of 
matl surveillance capsule in host reactor from third cycle 
to sixth cycle of operation 

REIDiR if Operating Reactors Branch 0 00/02/07 Bpp 


'0002200298 Safety evaluation supporting Amends 79.79 76 to Licenses 

Dpn-38, DPR-47 i, DPR~S5- respec tively 

« Office of Nuclear Reactor Regulation 00/02/07 3pp 


B002200303 Notice of issuance availability of Amends 79, 79, <5< 76 to 
Licenses DPR-3B, DPR-47 L DPR-55i respective ] y 
REID.R M Operating Reactors Branch 4 80/02/07 2pp 


B0021 50249 Forwards sup p lomenta 1 info to 000131 1 tr re KUnE0-057e lUsi 
C 1 36, Sc. 6a, 8a 0c Provides Info on Instrumentation for 
detection of inadequate core cool Ing, capab i 1 Ity to Install 
hydrogen purge unit 84 Inplant iodine monitoring 
PARKER' M 0 Dote Power Co 80/02/00 3pp 


8002190767 Responds to NRC concern re voiding during transients ir eiil 
plants Void formatlan is not occurring in Identified 
transients & does not occur in normal operational 
transientfi Forwards evaluation 
PARKER. W 0 Duke Power Co 00/02/ 13 2pp 

— 8002190775 "Potential Reactor Sys Voiding During Anticipated 
Transients " 

a Babcock & Ullcox Cu 80/01/31 35pp 

0002150255 Forwards DAW-1597, “Effects of Asymmetric LOCA Loadings, 
phase II Status,** on, behalf of D&N 177 fuel assembly owners 
group Final rept will be submitted by 000701 
TAYLOR, J H Babcock & Wilcox Co 00/02/14 Ip 


— 8002150262 “Effects of Assymetric LOCA Load ings, Phase II 8tatu« *■ 
» Affiliation Unknown DAW-IS?? 80/02/14 500pp 


800S200-455 Forwards analysis of small break LOCA which represiurltii to 
power operated relief valve setpoint, in response to NRC 
790821 request Repressur 1 eation will not occur in primary 
sgs unless feedwater is lost to steam generators 
PARKER, U 0 Duke Power Co 00/02/15 14pp 


8002200486 Documents submittal of interim rept BAN-i597, "Effects of 
Asymmetric LOCA Loadings “ Continued operation justified per 
NSB8 component evaluations Final rept will be submitted by 
000701 

PARKER, W 0 Duke Power Co 80/02/15 Ip 


8002200606 Forwards Amend 12 to restart rept i< B^UI Rept "Small Drtek 
Operating Guidelines " Amend provides responses li schedules 
for responses to 800121 I tr 

HERBEtN.JO Metropolitan Edison Co 80/02/15 Ip 


— 0002200646 "Biriall Break Operating Guidelines *' 

BEGKNER.D A Dabcock it Wilcox Co 79/U/30 63pp 


0002200617 Advises of further delay re analysis to be performed In 
response to 790821 Itr on reactor vessel thermal-mechanical 
conditions during recovery from small break Rept will be 
submitted 000415 

PARKER, If 0 Consumers Power Co 80/02/15 Ip 


0002220155 Notifies of proposed Tech Spec change for expaniion of 
storage capacity by installation of rack modules utiltiin-g 
boron absorbing mat! to allow closer spacing of spent fuel 
assemblies Description of racksrfee (< affidavit end 
PAHKERiW 0 Duke Power Co 00/02/15 3pp 


8002290122 Notification o-f 800222 meeting w/DLW owners group, Abnorail 
Transient Operation Quidelines Committee, in Washington, DC 
to discuss progress on abnormal transient operational 
guidelines program NURGG-0578 

CAPRA, R A Standardization Branch 80/02/15 2pp 


Q Inspection report^, IE. Bulletins & correspondence 


8002110224 Discusses respoinaas to IE Bulletins 79-05C 8t 79-06C n 
need for tripping reactor coolant pumps for certain small 
break LOCAs Recent events force more prompt solution to 
problems Meeting necessary to resolve issues 
ROBS, D F TMl-2 Bulletins 8, Orders 79/10/05 25pp 


8002110197 Forwards IE Insp Ropts 50-269/79-32,50-270/79-30 Si 
50-287/79-32 on 791119-21 No noncompliance noted 

LEWIS, R C Region 2, Atlanta, Reactor Operations Nuclear Buppdrt 

Branch 79/12/lQ 3pp 


—8002110202 IE Insp Repts 50-269/79-32,50-270/79-30 it 50-287/79-32 on 
791119-21 No noncomp 1 1 ance noted Major areas inspected 
previously identified OA Items 

WESBMANfR H , ASHENDEN, M C Region 2, Atlanta, Office of the 
Director 79/12/13 3pp 


8002010569 Ack receipt of FE Insp Repts 50-269/79-31,90-270/79-296 
50-287/79-31 No proprietary info 
PARKER, W a Duke Power Co. 79/13/19 Ip 


9002040569 Responds to IE Bulletin 79-25 re failures of WestinghouM 

DFO relays No Westinghouse BFO/NDFD relays are used in , 
safety-related equipment at facility ^ 
PARKER, M D Duke Power Co 79/12/19 Ip 
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0002110235 Forwards IE Insp Rapts 90-269/79-33, 90-270/79-31 & 
30-207/79-34 ijn 791130 Sc 1201 No noncofnp 1 lance noted 
SUTHERLAND, J T Region 2i Atlanta, Fuel Facility Sc Material* 

Bafetg Branch 79/12/19 2pp 


—8002110245 IE insp Repts 50-269/79-33,50-270/79-31 Sc 50-207/79-34 on 
791130 S( 1201 No nonco/np liance noted Major areas inspected 
emergency drills 

JENKINBiO R Region 2r Atlanta, Fuel Facility Sc Materials 

Safety Branch TAVLQR-P A , PERROTT,D J Region 2, Atlanta, 

Office of the Director 79/12/19 3pp 


0002120092 nespondf to IE Bulletin 79-25, “Failure of Hestinghause 
BFO Relays in 8af ety-Relatod 8ys " No relays used or planned 
for use in saf «ty-related equipment at facility 
PARKER, U 0 Duke Pouer Co 79/12/19 Ip 


0002040430 Responds to IE Bulletin 79-10, “Audibility Problem 
Encountered on Evacuation of Personnel from High Noise 
Areas " Neu alarm sys mill he installed by 600531 
PARKER, W □ Duke Pomer Co 79/12/27 Ip 


000211021/1 Foriuards IE Imp Repts 50-269/79-36,50-270/79-33 Sc 
30-207/79-36 nn. 791101-30 No noncomp Uance noted 

LEInllSiR C Region 2r Atlanta, Reactor Construction S< Engineering 

Support Branch 79/12/27 2pp 


—8002110225 IE Insp Repts 50-269/79-36,50-270/79-33 Sc 50-207/79-36 on 
791101-30 No noncompliance noted Major areas inspected plant 
opera tlonSf LER revieu, i' f ol louup, so lected emergency 
procedures it revieui draining control 

MARTIN, R.D Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch JAPE, F Region 2, Atlanta, Office of the 

Director 79/12/26 5pp 


8002030217 Ack receipt of 791115 Ur informing NRC of steps taken to 
correct violaitlon noted in IE Insp Repts 50-269/79-26, 
50-270/79-24 SO-207/79-26 

LEUl8*n C Region 2, Atlanta, Office of the Director 60/01/07 

If 


—6002050229 Responds to NRC 791026 Ur re violation noted in IE Insp 
Repts SO-269/79-26, 50-270/79-24 Sc 50-207/79-26 Corrective 
actions changes to requisition mill be documented u/same 
level of revieu as original 
PARKER, U 0 Duke Pomer Co 79/11/18 2pp 


—8002050241 Forwards IE Insp Repts 80-269/79-26,50-270/79-24 S< 
50-237/79-26 on 790904-26 S< notice Of violation 
LEWIS, R.C Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/10/26 2pp 


— BOO2OSO240 Notice of violation from Insp on 790904-28 

« Region 2, Atlanta, Office of the Director 79/10/24 ip 


— 0002130379 Forwards IE Insp Repts 50-269/79-30,50-270/79-35 It 
50-287/79-30 on 791205-07 No noncompliance noted 
LENISiR C Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch 00/01/09 2pp 


—8002130390 IE Insp Repts 30-269/79-38,50-270/79-35 it 50-267/79-30 on 
791205-07 No noncomp 1 1 anc e noted Major areas inspected 
refueling activities in Unit 1, routine operations of Unit 
2 S( post-refueling power escalation 

UPRIGHT. C M Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch BURNETT, P T Region 2, Atlanta, Office of the 
Director 60/01/00 4pp 


0002120030 Responds to lE Bulletin 79-17 No indication of leakage 
through cracks in stagnant borated water sys piping 
oil served 

PARKER, g □ Duke Power Co 00/01/24 Ip 


8002120046 Forwards updated response to IE Bulletin 79-14 t< summary of 
seicmic input nonconformance through 0OO1OB W/o end 
PARKER, g 0 Duke Power Co 00/01/24 Ip 


DOCKET 50-271 VERMONT YANKEE NUCLEAR POWER STATION 


F Security, medical, emergency tt fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, Q K Emergency Preparedness Task Force 79/12/21 7pp 


8002060342 Forwards evaluation of licensee response to incomplete Items 
in fire protection safety evaluation Licensee complies \a/ 
admlnistrat Ive control guidelines except fire brigade drill 
frequency it controls for untreated wood 
LAINAS, 0 Plant Systems Branch 79/12/26 5pp 


0002110196 Advises that NRC will perform special appraisals of health 
physics programs during CY0O in lieu of routine insp Scope 
will Include organl xation, per sonnet qualification S' 
tra ining, radwaste processing, mom tor ing V training 
STELLQ, V Office of Inspection t Enforcement, Office o-f the 
Director 80/01/22 3pp 


0002200220 Informs of status of fire protection Requests addl info 
within 20 days Suggests meeting within 20 days if 
requirements not met 

LAlNASiG Plant Systems Branch 00/01/22 ip 


—8002200222 Safety evaluation re incomplete items of fire protection 
program 

* Office of Nuclear Reactor Regulation 79/08/09 7pp 


—8002050260 IE Insp ftopts 50-269/79-26,50-270/79-24 80-287/79-26 on 

79O?O4-20 Npncomp 1 lance noted failure to control procurement 
of reactor vessel head 0-rlng it failure to follow maint 
procedure for Installing reactor vessel head 0-rings 
DVER,J Region 2, Atlanta, Reactor Operations Nuclear Bupport 

Branch JAPE, F Region 2, Atlanta, Office of the Director 
79/10/24 9pp 


6002040133 Responds to IE Bulletin 79-20 re possible limit switch 
malfunction at elevated temps Facility has no NAKCO 
ISO limit eu/lbches installed or in stock 
FARMER, H 0 Duke Power Co 00/01/09 Ip 


0002130013 Ack receipt of IE Insp Repts 50-269/79-33.50-270/79-31 4, 
30-y&7/79-34. Md proprietary info 
PARKER, U. 0 Duke Power Co 60/01/14, Ip 


0002140594 Notification of 800219-20 meeting w/utll in Vernon, VT to 
discuss results of NRC review of upgraded state, local t, 
licensee emergency plans 

ROONEY, V L Operating Reactors Branch 3 00/02/05 4pp 


P Operating license stage documents correspondence 


0002110276 Extends comment period re draft NllREO-0630 to 000116 

CAHMILL, W P Assistant Director for Standard t< Advanced Reactors 
00/01/03 3pp 


0002070027 Requests review of OA program re diesel generator fuel oil 
Item should be included In QA program If exception taken 
to Inc lus ion, response required within 90 days 

EI8ENHUT, D 0 Division of Operating Reactors 80/01/07 Ip 


9002060020 Foruiards lE Bulletin 79-OlD, ''Environ Qualification of 
Clast IE Equipment " Action required IE Bulletin 79-OlB 
u/eticls sent on 790114 should be disregarded 
0'REILLY,J P Region 2, Atlanta, Office of the Director 

ao/oi/17 app 


0002260228 Responds to NRC 791109 8< 27 Ifcrs requesting confirmation 
WVY-30-8 tODiD) of GE info re fuel swelling ^ ruptures 
Models applied by OE are conservafcely equivalent to NRC 
moil el 

VAN DEN BURGH I D E Vermont Yankee Nuclear Power Corp 00/01/00 2pp 


80D2070334 Forwards IE Circular 80-01, ''8vc Advice for OE Induction 
Disc Relays. " No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 

aO/Ol/17 2pp. 


8002150236 Supplements 780B29 request for info re 1977 failures of 
control rods to fully insert Requests summary of recent 
failures it other control rod drive malfunctions Response 
should be sent within 90 days 

IPPQLITO, T A Operating Reactor* Branch 3 BO/Ol/10 2pp 


eD0212Dl27 Ack receipt of IE Insp Repts 50-269/79-36,50-270/79-33 8, 
50-2B7/79-36 No proprietary info 
PARKER, H.O Duke Power Co 80/01/22 ip 


0002130370 Ack receipt of IE Insp Repts 50-269/79-39,50-270/79-35,?, 
50-207/79-30 on 791205-07 No proprietary Info 
PARKER, M □ Duke Power Co 90/01/22 Ip 


0002000255 Summary of 791211 meeting w/utxls in BethesdatMD re 
operational h istory, recent hot lab examination results It 
water rod lower end plug wear on fuel assemblies 
RODNEYiVL Operating Reactors Branch 3 00/01/16 5pp 
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G002120&<42 hfatlf ication of 800t2? meeting ui/utll & Franklin Research 
In&t in Dtthe^daiHD tn discuss loitipliance u/|0CFR5D App J 
ROONEV.V L Operating Reactor* Branch 3 00/01/16 2p p 


8002200078 Sum.tJai ^ of 7^1219 8< 20 meeting ui/tiart I Ouner* Gi oup in 
Gethesda^MO tg discuss NRC acceptance criteria for Hark I 
containment long-term program ta issue* re imp lamentation of 
program 

CRIHES.C I Plant Systems Dranch tPre 791030) BO/Ol/17 llpp 


— 8002200112 Task action plan A-07 '*Harlc I Load Definition Rept« 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program ” 

* Plant Systems Branch (Pre 791030) 77/12/19 37pp 


8002210007 kotification of B00SO7 meeting u/Mark I ogkfnert group* ORLi 
GE t» HUTCCR in Bethesda.HD to discuss revision* to 
acceptance criteria for Hark I cGntainmenl long-term 
p rogramj p t ans for add i PSTF testing 1* outstanding issues 
GRIHES.C I Plant Systems Branch 00/01/20 Ip 


is®** SO- 029 / 79 - 13 , 50 - 271 / 79-18 i. 90 - 309 / 7 ^- 1 * 1 

771022-26 ^ r,on c omp 1 lanc b tinted Major areas 

Inspected QA program irap 1 ementat ion. OA/QC organ! lat 1 on. 
design change* ^ mods, action on previous itettta 

BAOfJACH. w Region 1 . Phi lade Iph ia> Reactor OperatloTia Nuclear 

Support Dranch 79/13/13 3lpp 


9002150073 Foriitards IE Inso 
90-309/79-16 on 791016-19. 
noted 

BRUNMERpE J Region 1. 

Support Dranch 79/1P/19 


Repts 50-029/79-13 i- 50-271/79-10 
23-26 h 29-31 No none omp I ianc e 

Philadelphia# Reactor OperatiDti* 

2pp 


ti 


Nurc 1 ear 


0002150005 IE Insp Repts- SO-029/79-13 ) 50-27 
on 791016—19.32-26 ti 29-31 No noncamp ) lane e 
areas Jnspectod QA/QC orgatii lation design c 
document controJ 

DAUNACM.W Region t, Ph i lade 1 ph ia> Reac 

Support Dranch KEHOE* D * NAPUDA. 0 Reg 
Office of the Director 79/la/13 2]pp 


1/79-10 h S0-3O9/79-14 
noted Major 
hangos/mods & 

tor Operatlani NuclsAr 
ion i« Ph i lado I ph idi 


8002140Q05 Discusses recent developments impacting (uaste disposal 
operations at ccnmercial lou; level waste burial sites 
Forwards license t- Itr from State of SC to Chem-Nuclear Sys 
describing restriction* for waste disposal in SC 

ElSEI^UT.D G Division of Operating Reactors 00/01/29 20pp 


30-029/79-13i SO-271/79-lO U 

50-3D9/79~l6 on 791016-19.22-26 U 29-31 No none ontp 1 ian c o 
noted 

QRUNNE0.E J Region i. Ph 1 1 ad e 1 ph la* Reactor Operations Nuclear 

Support Branch 79/13/19 2pp 


8Q02040A89 Forwards response to KRC 791317 re<iuest for addl info re 
containment purge venting sys Discusses primary 
containment atmosphere control piping penetration* SS. leal 
rate testing of contalnnbont purge t vent valve* 

MOODV, 0 f Vermont VanVeo Nuclear Power Corp 80/02/01 6pp 


G00204D137 Reepond* to lE Bulletin 79-26. "Boron Loss from DHH Control 
Blade* Util has progr^oi In place to monitor ti replace hiflh 
exposure control blades QE ib supplied w/tube* from hlgheet 
exposed blade for destructive examination 

MOOBViO E Vermont Vankoe MucUar Power Corp 79/12/S7 3pp 


8002150093 Discu*se* status of Lessons Learned Task Force 
recommendations' implenentati on Oeliverii of all necessary 
ecjuipment expedited Util intends to shut down on 000201 to 
complete implemeatation of all Category A items 

DENTDN.H R Office of Nuclear Reactor Regulation 00/02/01 2pp 


S00208039B Discusses commitment to install recirculation pump trip sys 
Sy* has been integrated ^/extensive instrumentation upgrade 
Completion is delayed until after 0O1O|O because of 
equipment unava i labi H ty 

VANDENBUPOH* 0 Vermont Yankee Nuclear Power Corp 00/02/04 2pp 


8002050243 Responds to IE Bulletin 79-29i "Failures of Mestinghouai BFD 
Relay* in 3af o ty-Re lated Sys " Relays will be physically 
checked during 000216 plant shutdown to determine style 
numbers 

HOOD/. D E Vermont Yankee Nuclear Power Corp 79/12/27 2pp 


9002040224 Submits supplemental mfo in response to IE DulJeLln 79“02 k 
R evision 2, “Pipe Support Dase Plate Designs Us i nfl Concrete 
Expansion Anchor Bolts " All expansion anchor boltB used in 
block walls replaced w/boltlng & backing plate* 

MOODY. D E Vermont Yankee Nuclear Power Corp 80-/01/04 Ip 


a002250'565 Submits Implementation schedules for TMI Lesson* Learned 
Task Force short-term requirements re environ ili seismic 
testing of acoustic accelerometers ti charge amplifiers 
MOaDy. D £ Vermont Vankee Nuclear Power Corp 80/02/12 2pp 


102200615 forwards minutes of B002M meeting w/MRC in Betliosda.MD le 
reload licensing capability Outlined program for development 
b approval of analytical models to enable util to perform 
completed flWR reload analysis 

SMITH. R L Vermont Vanlee Nuclear Power Corp 80/02/39 5pp 


Inspection reports# IE Bulletins & correspondence 


003150369 Notifies that regulation* re resident Insp program amended 
to require power reactor licensee* to provide NRC Ifisp 
porioinnel w/onsi te. rent-free, e *< lusive u*e of ofc space & 
immediate acees* to facility 

STELLQ, U Office of Inspection li Enforcement. Office of the 
Director 79/12/06 3 pp 


00201D43B Forward* " 
Nuclear Power Stati 
HOODY. D E Vermont 


Insp of Safety-Related Piping Sys at VT 
on in Accordance u/JE Bulletin 79-J4 " 
Yanlee Nuclear Power Corp 79/12/13 


Yankee 

Ip 


Q002150149 Respond* to IE Bulletin 79-28 NAKCO Model EAlOO Li mi I 
Switches do not bear stampings 02-79 through 08-79 
MOODY. D e Vermont Yankee Nuclear Power Corp 80/01/07, Lp 


Q002190I62 Forwards Fft notice of granting of 
XI inservice Insp Iteetlng) requirements 
IPPOLITO, T a Operating Reactors Branch 


relief from ABME Q«ctL-ori 
3 80/01/10 3pp 


’0002150164 Notice of granting of relief from ASHE Section 
insp (testing) requlremon ts 

IPPOLITO# T a Qperatin-g Reactors Branch 3 00/01/10 


XI Ineervic 

app 


0002290197 Forwards IE Itisp Ropt 50-271/79-22 
none ompi 1 ancG noted 

8MITH.0H Region 1, Philadelphia# Fuel 

Safety Branch 00/01/10 2pp 


on 791205-06 Nn 
Facility Material* 


— Q002290202 IE Insp Rept 50-271/79-22 on 79120S-06 No noncomp I 1 anc • 
■noted Major area* Inspected response to IE Dullotin 79-19 
Including regulatory roqulrements procadur e*. tra ining. aud 1 1* 

& records of shipment* 

CROCKER, HW Region 1, Philadelphia. Fuel Facllltu U H«terl#a 

Safety Branch CLEMON9rP Region 1. Philadelphia, Offkto oF 
Director 00/01/09 7pp ^ v* wr 


U 

ihi 


PtPing Sys at VT Vankee Nocleal 
PowB-r Station in Accordance w/|£ Bulletin 79-J4 " 

-* Vermont Yankee Nuclear Power Corp 79/12/14 I4pp 


□002140219 Forwards IE tnsp 
none omp t ian c e noted 
DRVWNER, E J Region 1. 

Support Branch 79/12/19 


Rept 50-271/79-19 on 791029-30 No 
Philadelphia# Reactor Operation* Nuclear 

2pp 


no *2 M^ir 50-271/79-19 ot, /9I029 6 30 No noncompUan- 

inspected containment Integrated leak rate 
^ «>P«ratlan*, previous Jn*p Items sy* seismic 

CAPHTOn'd L Office of the Director 

Support’ Dranch 79/!2/1 b’ Operations Nucli 


0002270034 Advise* that Page 3 of Attachment 3 to 
should be delotod 

GRIER, BH Roglon I, Philadelphia, Office of 
80/01/17 lp 


IE BuUetln 79-OlB 
the Director 


8002060136 Forward* IE Qullebin BO-02, "Inadequata OA 
Supplied E<|ulpment " Response required 
CRIER, D H Region 1^ Philadelphia, Office of tho 
80/01/21 ip 


for Nuclerar 
Diret: tor 


B0020405B9 Responds to unresolved item of Insp Rept 50-271/79-17-05 
791025 Position constitute* reiteration of operational QA 
program which was approved by NRC 

MOODY# D E Vermont Yankee Nuclear Power Corp 80/01/24 S0p 


on 


140691 Forwards It ln*p 
“309 / 79- S 6 On 791022-26 
UNNER.E J Region I# 
pport Branch 79/12/19 


Repts 50-029/79-13,50-271/79-10 t 
29-31 No none ompI ianc e noted 
Philadelphia# Reactor Operations 
2pb 


Nuclear 


8002060294 Forwards IE Info Notice 00-02, "0X8ft Water 
Plug Near '* No specific action or response req,uired 
0RIER#D H Region 1# Ph i ladq lp h ia# Office of the 
00/01/25 lp 


Rod Loui»r Eftd 
Di rec tur 
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nooaavoaoa Ack receipt of 791231 it? informing NRC of stops taken to 
correct vlokotions noted m liisp Rept 50-271/79-17 
DRUM!NERpI£ J Region 1, Philadelphia. Reactor Operations Nuclear 

Ouppart Oranch 00/01/29 2pp 


- — 00021290544 Nosponds to NRC 791205 Itr re violation noted m IC Insp 
Rapt 50“a7l/79-l7 Corrective action verified that shift 
supervisor acted in timely conservative manner re 
Inoperability of residual heal removal svc luater pump 
hOUDYfU C t/ormont Yankee Nuclear Power Corp 79/12/31 3pp 


--5002290551 Tnrujards IE Insp Rept 50-271/79-17 on 791022-31 notice 
Of violation 

QFtUHNCRi E J Roglon 1. Philadelphia. Reactor Operations Nuclear 

Support nranch 79/12/05 Spp 


--nOOaa'90534 Notice of violation from insp on 791022-31 

* Region 1« Philadelphia. Office of the Director 79/12/03 

Ip 


“"0002290561 IE Insp Ropt 50“27l/79"l7 on 791022-31 Noncompl iance noted 
failure to chock oporabilltg of redundant sgs during 
rimoval of pump from svc 

8TETKA.T P . KEIlOE* D V Region li Philadelphia. Office of the 

Olractor hCCA5ErE C Region 1. Philadelphia. Reactor 

Dperabi-ons Kuclear Support Branch 79/12/03 9pp 


U0OS25016D norwards IE Info Notice 80-03. "Main Turbine 

El ec trohg drau 1 ic Control Sgs No specific action required 
OniERHl n Region 1. Philadelphia. Office of the Director 

ClO/01/31 Ip 


11002260D70 Porwards 1C Circular 79-25. Buppl A. "Shock Arrestor Strut 
Asismblg Interforence " No written response required 
DRIER# n H Region 1. Philadelphia. Office of the Director 

DO/Ol/31 ip 


— 0002040449 LER 0O-OO2/O3L-O on 80D1 03. during surveillance testing of 
HPCl sgs. turbine tripped h HPC 1 steam valves were isolated 
Latter caused bg spurious high steam flou Cause of turbine 
trip not determined Sgs tested monthlg 

CDNNAY. 14 F Vermont Yankee Nuclear Power Corp 90/02/01 2pp 


8002000414 Forwards LER 80-003/ OdL-0 

CONWAY. 14 F Vermont Yankee Nuclear Powei Corp BO/02/04 Ip 


— 8002080418 LER 0O-OO3/O3L-O on B00107. d isco./ered that air sample 
station 3 3 was not drawing continuous sample No sample 
obtained 791230-000107 Caused bg tggon tube being 
disconnected from gas flow meter to air sampling head 
CONNAYi 14 F Vermont Yankee Nuclear Power Corp 60/02/04 2pp 


0002080477 Forwards LER B0-004/O3L-0 

CONNAY.N F Vermont Yankee Nuclear Power Carp flO/02/04 Ip 


— Q002080489 LER B0-004/C3L-0 on 000109. power supplg ovarheated J. failed, 
resulting In loss of all rod position ind icat ion. RPIS 
alarm, all rod drift alarms. RNII rod block l« overtravel alarm 
Caused by failure of cooling fan in power supplg 
CONWAY. W F Vermont Yankee Nuclear Power Corp 80/02/04 2pp 


8002000516 Forwards LER 80-006/01 T-0 

CONWAY. W F Vermont Yankee Nuclear Power Corp BO/02/04 Ip 


— 80020B0525 LER 00-006/011-0 on B00122. received low flow alarm on off 
gas sampling sys Flow disturbance rendered both radiation 
monitors 17-150A {. B inoperable Apparently caused bg flow 
blockage Flow increased, c lear ing blockage 

CONWAY, W F Vermont Yankee Nuclear Power Corp 00/02/04 2pp 


8002190503 Forwards LER a0-005/0aL-O 

CONWAY. W F Vermont Yankee Nuclear Power Corp 00/02/14 Ip 


0002250483 Fot wards 1C Circular 80-02. "Nuclear Power Plant Staff 
Work Hour* " No wrlbten response required 

ORlERiB fl Region 1, Philadelphia. Office of the Director 

00/02/01 Ip 


(1002220041 Forward* IE Info Notice 80-04. "DWR Fuel Exposure in Excess 
□# Limit* " No action or response required 

OniEn.B N Region 1. Philadelphia. Office of the Director 

80/02/04 Ip 


8002210289 Foriuard* IE Bulletin 00-03. "Los* of Charcoal From Std Tgpe 
1 1# Two-Inch, Trag Adsorbor Cells " Action required 
ORIERiD M Region 1. Philadelphia. Office of the Director 

□0/02/06 1 p 


<1002230108 Forward* IE Info Notice 00-05. "Chloride Contamination of 
Bafatg-Ri lated Piping U Component* " No written response 
required 

CRIER. 8 (I Region 1. Philadelphia. Office of the Director 

00/02/00 1 p 


0002250631 Forward* IE DuUetin 80-04. "Analgsls of PWR Main Steam Line 
Break W/Contlnued Feedwater Addition " No written response 
fedcjlred 

CRlERfD H Rogion 1. Philadelphia# Office of the Director 

80/02/00 Ip 


—0002190507 LER 80-005/03L-0 on 800115. during weekly review of 
surveillance test data. di scovered time limit for total max 
combined interval exceeded bg one day for Qct 1979-Jan 1980 
period Caused bg early collection prioi to 1979 refueling 
CONWAY, W F Verment Yankee Nuclear Power Corp 00/02/14 2pp 


DOCKET 50-272 SALEM NUCLEAR GENERATING STATION, UNIT i 
F Securltg, medical, emergency & fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002110020 Advises that NRC will perform special appraisals of health 
physics programs during CYBO in lieu of routine insp Scope 
will include organi lat ion. personnel qualification 6 
training, radwaste process ing. moni toring 6 training 
STELLO, V Office of Inspection t, Enforcement. Office of the 
Director 80/01/22 3pp 

8002050481 Forwards updated emergency plan. Submittal 2 

LIDRiZZIiF P Public Service Electric 6 Gas Co of New Jersey 
80/01/25 Ip 


R P*rtodlc bpgrafclng reports L related correspondence 

0OO2L9O6/6 Forwards mahthlg operating rept for . 

MOODY. D E Vermont Yankee Nuclear Power Corp. 80/02/12 ip 

--00021V06DI Monthly operating rept for Van 1960 an/no/i^ Son 

0 JOOREft. n M Vermont Yankee Nuclear Power Corp 80/02/12 app 

B Reportable occurrences. LER* ^ related correaponderice 

D002DL0343 Forwards LER 80-00 1/03L-0 on/rtiyoo in 

CONWAY# W F Vermont Yankee Nuclear Power Corp 80/01/29 p 

— BOO2OIO340 LER Q0-O01/03L-0 on 000102. during routine surveillance 
^ testing of reactor low pressure Jlllsed 

P0a“3-S2C actuated at lower pressure than Tech Specs C 
bu ewltch »Btpoiiit drift Switch adjusted on/oi/29 2dd 

CDHWAY.W F Vermont Yankee Nuclear Power Corp 00/01/29 2pp 

0002040444 Forward* LER flO-002/03L-0 onjnt>/ai Id 

cSJwAY.W F Vermont Yankee Nuclear Power Corp. 80/02/01. ip 


— 8002050405 Updated emergency p Ian, Submi ttal 2 

* Public Service Electric It Gas Co of New Jersey 
i29pp 


80/01/25 


8002050403 Forwards State of DE evacuation time estimates, in response 
to NRC 791129 request Calculations are based on estimates 
by experienced emergency planners NJ tt DE find NRC 
emergency planning response method inappropriate 
LIDRIZZI.F P Public Service Electric It Gas Co of New Jersey 
00/01/31 6pp 

G Adjudicatory correspondence 

8002030004 Forwards B00121 press release issued by util re 
investigation of cause of minor leak in spent fuel pool at 
facility Hater is being contained in holdup tank 
represents no danger to public o/v,ai / oo 'inn 

METTERHAHN, M J Conner, Moore t Corber 00/01/22 3pp 

0002260076 Requests info on behalf of inlervenors re ongoing leak of 
radioactive water from spent fuel pool Interveners believe 
that satisfactory resolution of problem will involve 
extensive in-pool repairs w/attendant ’'^^rds 

ONSDORFFi K A New Jersey. State of 80/01/20 3pp 
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BC02210200 Director decision p*r 10CFR2 206 denying A Coleoian 791010 
petition ko suipsnd or revoke license Continued operation of 
facilitij uill not violate Endangered Species Act 

DENTOMpH R office of huclear Reactor Regulation 8Cj/v?/11 ip 


0002250017 Request for taking official notice of tJhite House 600212^ 
"Fact Sheeti President 's Prograni on Radwasfce Hgt» “ duo to 
reltv-ancy of first bullet-Page 2 I third bullet*Page 6 »/ 
Certificate of Svc t* Fact Sheet 

UETTERHAH'l. M J Public Service Electric Cc Gas Co of New Jersey 
80/02/14 23pp 


aC02270041 Forwards B0D214 Itr ro LER 0O-OD9-O3U reporting minor leak 
from spent fuel pool , submtted as followup to HJ Wetterhahn 
BQ0222 Itr 

WETtERHAHy, H J Connerp Moore & Corber 60/02/20 Ip 


H General correspondence 


— 8002110531 Corrected Page 2 2-1 to Tech Spec* re biocides 

J* Public Service Electric & Oai Co of Netii Jereey 00/01/24 IP 


8002040963 Requests amend to License DPR-70 In response to 790G01 
request for commitment to secondary water chemistry program 
Submitted as Class III amend 

LIBRIZZIjF P Public Service Electric 1 Oas Co of Neui Jereey 
80/01/25 3pp. 


--8002040567 Proposed change to Tech Spec 3 7 16 for secondary water 
chemi strg 

e Public Service Electric t Oas Co of New Jersey 80/01/25 

8pp 


06O2O4O25B Forwards request for amend to License DPR*-70i cons i *t i ng o# 
proposed changes to safety & ET8 admini strat Ive controls 
LtBRIZZlfF P Public Service Electric b Oas Co of New Jersey 

80/01/28 2pp 


8002130414 FOIA request for docoinents re Salem Nuclear Generating 
Stationil/mt 1 

RVAN. C Nuclear Information ?£ Resources Services 79/12/14 Ip 


8002040005 Responds to Cumberland Conservation League 791011 Itr 
concerning emergency planning in environ of facility NRC 
has program for upgrading emergency plans which includes 
site visit h meetings u/public 

MILLER^J R Division of Site Safety L Environmental Analysis 

80/01/10 2pp 


— 8002D4026I Proposed changes to Tech Specs Apps A & B pertaining to 
administrative controls 

SCHN^IDERfF W Public Service Electric fc Gas Co of Neiii Jers«v> 

80 / 01 /at tlpp 


8002140005 Discusses recant developments impacting waste dlsputal 
operations at commercial low level waste burial sites 
Forwards license it Itr from State of BC to Chom-Nwc lear By s 
describing restrictions for waste disposal in 8C 
EI8ENHUT)DG Division of Operating Reactors 80/01/29 2Bpp 


— 800206C010 Notifies that Cumberland Conservation League supports 
proposal that util develop evacuation procedures ulthlti 
50-mil< radius Eiisting lO-mlle radius u/l 1 1 not protect 
people in Cumberland County from risks 
COVERT. J Affiliation Unknown 79/10/11 2pp 


8002080636 Forwards auxiliary feedwater sys info it drawings raqij«siid 
by NRC# in support of util response to NUREO-0578 Drawings 
available in Central Files only 

LlBRlZZlrF Public Service Electric Sc Gas Co. of New Jsrsou 
80/02/04 epp 


I Financial information 


Q Inspection reports* IE Bulletins S< correspondence 


0002293449 Confirms conclusion of 800221 telcon to extend submission 
date for 1980 annual certified financial statements cash 
flow projections to 8Q0415 

SCHNEIDER. F H Public Service Electric i- Gas Co uf New Jersey 
80/02/25 Ip 


J Insurance L indemnity information 


9002190590 Forwards Endorsement 30 to MAELU Pnlity MP-90 

CORREA. K A Marsh t McLennan. Inc . M h Nuclear Consultants. Int 
Div 80/02/12 2pp 


Operating license stage documents 6 correspondence 


■02190174 Forwards questions re NUR£0-057a, TKI-2 Lessons Learned Task 
Force requirements concerning auriliary feedwater sys 
automatic initiations it flow indications to steam 
generators Requests response by 791214 

SCHWENCER.A Operating Reactors Branch 1 79/19/12 2 pp 


02150343 Discusses commitments L schedule re TrtI Lessons tearned Task 
Force recommendations Requests 48-h notification should 
unforeseen circumstances revise stated position Requests 
dflcuoentation of impUnentation methods 

DENTDN.H R Office of Nuclear Reactor Regulation 79/12/27 3pp 


02110274 Extends comsient period re 
OAMMILL.W p Assistant Director 
60/01/03 3pp 


draft NUftEO-0630 to 800116 
for Standard It Advanced Reactors 


9002150411 Notifies that regulations re resident insp program. 
to require power reactor licensees to provide NRC insp 
persannel u/onaite. rent-free, exc lusivo use of ofc space & 
immediate access to facility 

STELLO) V Office of Inspection it Enf orcemenfer Office of the 
Director. 79/12/07 3pp 


8002110502 Responds to I£ Dulletin 79-17. Revis ion 1. "Pipe Cracks In 
Stagnant Borated Water Sys at PWR Plants " Sys Inspt it uelrf 
eiacnlnations revealed no instance of cracking in Identifiexf 
sys, 

SCHNEIDER. F W Public Service Electric & Gas Co of New Jerseu 
79/i2/27 9pp ^ 


9002280017 Forwards NRC evaluation of util responses to IE DuHetins 
79-06A it 79-06A. Revision I Util has correctly interpreted 
bulletins t, understands concerns arising from TMI-2 
accident Actions demostrato concern for public health. 

SCKWENCERiA Operating Reactors Branch 1 79/12/31 16pp 


8002270033 Advises that Page 3 of Attachment 3 to tE Dullelln 79-OlB 
should be deleted 

Region i. Philadelphia, Office of the Director 

80/01/17 Ip 


8002250146 Forwards IE Info Notice 00-03. “Main Turbine 

EUctrohydraul Ic Control Sys “ No specific action required. 

Region I. Philadelphia, Office of the Director 

90/01/31 Ip 


to topic. C.„toio 

in qrafv NUREG-0660. "Action Plans for Implementing 
Rfco^mendations of President's Commission «. Other Studies of 
Tni«*2 Atcident 

eo/oi/ll'^ ip Office cf the Director 


‘‘otuments re interveners' 

[n/n SrM JSL3 hearings. Identified in App A Requested 
FELTON.J H Division of Rules and Records BD/0|/I4 3pp 

EtKLE.L Operating Reactors Branch 1 80/01 /IB 34pp 


1002110525 Advises that NRC 791213 Itr forwarded T-rK e 

SCHWENCER.A Operating Reactors Branch 1 BO/Ol /24 tp 


8002240062 
Assembly 
GRIER. 8 H 
80/01/31 


Forwards IE Circular 79-25, Buppl A. “Shock Arrestor 
Interference '• No written response required. 

Region 1, Philadelphia, Offlco of the Director 


Qtrut 


.. r .. 'forwards IE Circular 80-02, “Nuclear Power Plant Staff 
Work Hours “ ffo uirltten response required 

, R»9lon 1. Philadelphia, Office of the Director 

a J/Ud/UI J p 


8002810304 KorL|.rd. IE D«ll.ttn 80-03, “Lo.. a. CS.rto.J Frera Btd 
II»Twu-liich. Tray Adsorber Colls “ Action required 
80/02/06^ Reason 1, Philadelphia. Office of the Director 


testing program for pumps U valves 
CAPUCCIpA j Materials Engineering Branch 










80/02/07 3pp 
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00012250194 Forwards IE Info Notice e0“05« "Chlaride Contamination of 
Ba f 1 a ted Piping Components No urltten response 

■peqwired 

ORIERiS H Region !■ Philadelphia! Office of the Director 

80/os/oa IP 


G002290649 Forwards IE Dulletin 80-04# ^'Analysis of PNR Main Bteam Line 
Break U/Contlnued Feedwater Addition ** Written response 
required 

Of{IER*B H Region 1# Philadelphia# Office of the Director 
QO/OS/OQ ip 


6002200024 Forwards notice of violation from insp on 77I11B-1315 

liQSELV* N C Division of Reactor Operations Inspections 80/02/11 

2pp 


— 0002200033 Notice of violation from Insp 791110-1215 Noncompliance 
noted unauthorized individual not familiar w/Tech Spec 
requirements approved tagging request form resulting in 
simultaneous lockout of three emergency diesel generators 
* Division of Reactor Operations Inspections BO/02/li 2pp 


8002210440 Responds to NRC 000121 Itr re violations noted in IE Insp 
R«pt 50-272/79-31 Corrective actions new administrati ve 
procedure# "Radwaste Program# " assigning raduraste 
re-Siionsib i litiei# will be written 

SCHKEIOEBiF W Public Service Electric b Oas Co of New Jersey 
60/02/11 9pp 


R Periodic operating reports & related correspondence 


0OO21SO2AA Forwards monthly operating rept for Jan 1900 

KlDURArH 0 Public Service Electric & Oas Co of New Jersey 
GO/OS/tl. ip 


— 6002130270 Monthly operating rept for Jan 1980 

MILLER^ L K Public Service Electric tc Oas Co of New Jersey 
00/02/ U I7pp 


8 Heportable occurrences# LERs Sc related correspondence 


0002000013 PN0^I~79-028A on 79l805i news media attributed shutdown to 
repair of secondary plant steam valve packing gland leaks 
problem u/secondary circulating water condentor cooling 
pump. Raconf Irmi cause as diesel generator seismic restraint 
NORRKOLHiL J I KElMIOiR R . BRUNNER# E J Region 1# Philadelphia# 
Office of the Director 79/1S/05 Ip 


0002000062 PN0-I~79-028 on 791204# while reviewing piping supports per 
IE Bulletin 79-07. three emergency generators found In 
dagradad mode Unit going to cold shutdown for repair Press 
rnleasa issued to local media 791204 

NORRHOLM.L J # KElMIOrR R . BRUNNER# E J Region 1# Philadelphia# 
Office of the Director 79/12/05 Ip 


6002810089 PN0-I-028D on 791207# licensee shut down plant until all 
seismic reanalysif for piping supports completed Recurrent 
problems change estimated plont heatup to 791222 
NQRRKOLMiL j Office of Inspection fc Enforcement# Office of the 
Dlraetur 79/12/10 ip 


0002080090 PNa'I-'79-042 on 791220# ch emical 4- vol control sys Holdup 
TanV 12 partially collapsed Caused by vacuum forming In tank 
duo to vent piping being filled w/overflow water from Tank 
It causing ineffective venting while Tank 12 was emptied 
NORRHOLM. L # KEIMIO, R # BRUNNER.E Office of Inspection fc 
EnPorc ementi Office of the Director 79/12/21 2pp 


6002280204 PNO-1-0O-OU on 8001 17. during routine surve i 1 lance# tel l-tale 
spent fuel pool liner leak indicator observed dripping from 
spent fuel pool Investigating to locate 8< correct leak 
KElliIO#R R J BRUNNER# E J Office of Inspection St Enforcement, Office 
□f the Director 00/01/17 7pp 


0002060464 RO-0O-O7/O3P confirms 000120 verbal rept re util 
engineering dept info that check valve in domineral i i ed 
laatar supply to auxiliary feedwater storage tanks does not 
comply u/design Detailed rapt will be forwarded 
MIDURA#H J Public Gervxce Electric t Oas Co of New Jersey 
BO/Ol/2? ^ Ip 


S002030514 Forward 1 LER 79‘'0/9/03L-0 

LiBRfZZIiF P Public Service Electric Oas Co of New Jersey 
00/01/31 3pp 


— 0002050524 LER 79-079/03L-0 on 791 230# during startup operations, 
radwaste sys tank level indicated less that 350,000 gallons 
Caused by failure of level indicating circuit Pressure gauge 
mounted at tank for temporary local indication 
KAPPLEi A N Public Service Electric V Gas Co of New Jersey 

eo/Ol/31 3pp 


8002050529 Forwards LER 79'-0B0/03L-0 

LlBRlZZIiF P Public Service Electric 6 Gas Co of New Jersey 
00/01/31 3pp 


— B002050537 LER 79-O0O/O3L-O on 791227. duri ng normal startup. IE 4/kV 
group bus was lost while attempting to switch from station 
power to auxiliary power transformer, caus mg loss of reactor 
coolant pump 12 Operating instruction modified 
KAPPLEi A U Public Service Electric Gas Co of New Jersey 
00/01/31 Ip 


8002110391 Forwards LER a0~005/03L-0 

LIDRIZZI.F P Public Service Electric & Oas Co of New Jersey 
00/02/05 ip 


— 8002110395 LER 80-005/03L-0 on 600117. containment pressure allowed to 
increase above limit Design Change 1EC-O474#not 
incorporated, would have raised alarm setpoints on 
containment partlculated monitors Setpoints readjusted 
MURPHY# M J Public Service Electric i, Oas Co of New Jersey 
00/02/05 3pp 


0002120692 Forwards LER eO'*002/03L-0 

LtBRIZZIiF P Public Service Electric 6 Gas Co of New Jersey 
00/02/05 3pp 


—0002120696 LER 0O-OO2/O3U-O on 000104. d i scovered that functional tests 
of power range neutron flui low trip setpoint when greater 
than 55’A power had not been performed since 1976 Caused bg 
lack of procedures for tests 

MURPHY#!-! J Public Service Electric L Oas Co of New Jersey 
80/02/05 Ip 


8002210479 Forwards LER BO-OOa/OSL-O Previous transmittal included 
incorrect LER attachments 

LIBRIZZI.D P Public Service Electric it Gas Co of New Jersey 
00/02/05 3pp 


0002140516 Forwards LER B0-007/03T-0 

LiBRIZZIiF P Public Service Electric b Gas Co of New Jersey 
00/02/11 3pp 


— 0002140524 LER 80-007/03T-0 on 000120. during sys diagratn revi ew. des i gn 
deficiency noted Demineral 1 xed water supply check valve tu 
auxiliary feedwater storage tank iDR7 not selsmically 
qualified Caused by not including valve in spec break 
MURPHY. K J Public Service Electric U Gas Co of New Jersey 
00/02/ 11 ip 


0002200326 Forwards LER 80--009/03L-0 

LIDRIZZI.F P Public Service Electric !< Gas Co of New Jersey 
80/02/14 2pp 


— 0002200532 LER 0O-OO9/O3L-O on 000117 during insp of spent fuel pit. 
small leak discovered at Telltale Drain 6 Cause unknown 
Ongoing insp of walls is in progress utlliilng various non- 
destructive testing procedures Suppl rept will follow 
MURPHY# M J Public Service Electric & Oas Co of New Jereey 
00/02/14 Ip 


0002200564 Forwards LER ao-004/03L-0 

LIDRIZZI.F P Public Service Electric it Gas Co of New Jerecy 
80/02/ 14 3pp 

— 0002200570 LER 80-004/03L-0 on 000114. low flow from boric acid 
Injection tank rendered tank inoperable Caused by line 
clogging during normal operation Line was flushed flow 
meter disassembled & cleaned 

MURPHY.M J Public Service Electric i Gas Co of New Jersey 
00/02/14 Ip 


8002200562 Forwards LER a0-00a/03L-0 

LIDRIZZI.F P Public Service Electric V Gas Co of New Jersey 
00/02/ IS 3p p 


— 8002200568 LER 80-008/03L-0 on 000129# ma in t was performed on inboard 
containment pressure-vacuum relief valve 1VC6 using 
nonsaf ety-related procedures ti nonqualified parts Caused by 
omission on list of safety-related control valves 

e Public Service Electric Oas Co of New Jersey 80/02/15 Ip 
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8002260^06 F oriuai d 4 LGF;^ I3Q-006/03L-0 

80/02/^1^^ 3 Putilic iaet'vice Electric Oas Co of New Jerseij 


LER B0“'006/O3U-'O on Q00t23« ;>Qwor was lost to meteorological 
touer I n&fcrii«i 0 nt* Cau&eii faij fault<^ backup power inverter 
Inverter does not have automatic transfer switch as 
originolly designed 

MURPHY. M J Public Service Electric t Gas Co of Now Jerseij 

ao/oa/21 Ip 


800226060*1 Forwards strp p 1 emental LER 79~077/03X-l 

LI3FiI22['F P Public Service Electric i< Gas Co of New Jersey 
eO/02/S2 3 pp 


—0002260612 Suppl pfnenia i L EH 79-077/03^1'- 1 on 79122*, dun ng startup 
operations, 1 lASD ^le^k&r tripped, d e-etiorg 1 1 ing lA kV vital 
bus 4 supplied pl^rvt Loads Caused by failed cortp onent 4 
Logic drawer ** relay leplacad 

KAPPttiA W Public Service Electric t Oas Co ef Hew Jersey 
QO/Oa/22 Jp 


U Congr essiona 1 /Ercc u 1 1 ve Correspondence 


fiOG2220‘l*>l Forwards Nflc SOOILO response to Cunboriaitd Conversation 
League I fct re emergency f> 1 ann i ng. in response to 791116 
1 eques t 

GOBOICK, L V Office of the Executive Director for Operations 
RQ/01/23 ip 


--Q003220449 Requests info re end Cueiiberland Conservaiion League 791011 
Itr concerning emergcticy planning 
DR AG Lev, D Senate 79/11/16 2pp 


”"0002220453 Requests irvfo ra emergency planning Util is responsible for 
evacuation plans for people uiittin lO-mlle radius of 
facility Llind may carry radioactive plume many miles into 
heavily populated are-as 

CQViCflT. J CumberlAnd Conservation League 79/10/lJ 2pp 


)02220*166 Foruards HRC QOOllO response to Cumberland Conservation 
League Itrs re emergency planning, in response to 79HJ3 
requDs t 

GQ5S]CK,L V Office of the Eiecutive Director for Operations 
BO/Ol/Sl ip 


-Q0022204/1 Requests itifo re one 1 Cumberland Conservation League 791011 
]tr concerning onnosgcncy planning 

HUGHES. H J House of Rap , Judiciary Committee 79/11/13 2pp 


8002S00197 Responds to 791116 Itr concerning 0 Robinson complaint re 
7910tD^i L public mootir^g A* failure to address potential 
radiological eipasuro for distances greater than ten tniles 
from facility I'ublic pai ticipation invited w/o restraint 
OQBSICK.L V ■Ciffice of the Executive Dirccior for Operations 
00/01/31 dpp 


JCKET SO -2/4 U G GECIIDGICAL GJ«'/EV RESCARCH REACTOR 


Periodic operating reports. 4 related correspondence 


5022004*12 Annual dpei^tin^ Rept 1979 

e Interior, Dept of, C«olagic^1 Survey 79/12/31 Spp 


:KE7 50-275 DIAOLO CANVOM NUCLEAR POHER PLANT, UNIT I 


App 1 1 cat lon/construc 1 1 on stage- documents 4 Correspondence 


;52140l&6 Dcord not 1 f i c-ai i on p-o-tantial unrevieyed safety question for 
-HRs -on interaction bot^upisrr -nonsaf ety-grade U safety'- 
ll ade syt 

VARDA. & A Assistant Diroetpr for Light Nater Reactors 79/11/26 

6pp 


302120620 FOIA request for add! incumonis re 791019 meeting an Diablo 
Canyon nuclear plant 

FUEISCHAKER. D Af f 1 1 i-at i Unknown 80/OJ/07 2pp 


1002130600 Submits piopc>'sed prograni cif low power testing to be 
conducted prior to pciwiur -asconsicn Detailed test procedures 
ui n bs developed 

CRANE, P A Pacific Oas 4 Electric Co BO/Ol/07 I2pp 


8002000271 Cpnfirm-s SOOlll arrangements u>/ J Hocb re meeting to dltcuii 
pertinent topics in draft NUREO-0660, ’'Action Plans for 
Implementing Rec onim.endat i on of President's Commission 4 
Other Studios of Trtl-2 Accident “ NRC B00105 memo end 
CNGELKEM.R H Region 5, San Francisco, Office of the Dlrpclgr 
00/01/11 Ip 


— 6002080276 Forwards LV Oossick BOOiOS memo re prerequisites for 
resumption of licensing 8» near-term OL requirements Also 
forwards near-term schedule of TI11-2 action plan events 
DDHAT, T J Region 2, Atlanta, Office of the Director fiD/OL/03 
ip 


— 8OO2OBO202 Discusses prerequisites for resumption of licensing TMl~2 
action plan re near-terin OL requirements end 
QQSSiCii, L \f Office of the Executive Director for Dpeiations 
GO/Ol/05 I4pp 


— 6002060292 Cominents on prerequisites for resumption of licehting 
Commission approval should be obtained prior to full 
implementation of recommendations Proposed meeting agenda 4 
suggested attendees encl 

CUNNINGHAM, , G Office of the Executive Legal Director 6G/01/05 
I3pp 


6002130332 Camments oh proposed Reg Guide 1 97, Revision 2 format 
difficult to read Scope should be same as ANS 4 5 
Cohtmous recording requirements too restrictive 
CRONE, P A Pacific Gas U Electric Co 60/01/21 39pp 


6002110009 Requests determination of effects of facility operation en 
five endanyered species Solicits opinion on whether plant 
operation would effect critical habitat or jeapardiie 
continued existance of any species 

REGAN, 14 H Assistant Director for Environmental Projects 

80/01/23 4pp 


6002120624 Responds to FOIA request for addl documents re 791019 
meeting on Diablo Canyon nuclear plant Forwards documents 
listed in App A U NRG 600103 Ur 

FELTON, J M Division of Rules and Records 60/01/28 3pp 


>6002120630 Discusses util OL application for Diablo Canyon site 
Forwards schedule for conducting preliminary acceptance 
review NRC Isssued FES OL application does not include 
environ rept 

DEYOUNG, R C Atomic Energy Commission - Deputy Director for 
R:eactor Projects 73/07/09 Gpp 


— SOD2120639 Discusses results of completeness review for facilillti 
Includes background info, review conclusions £t review 
schedule Application rejected due to deficiencies noted Add! 
info from licensee requested 

DEYGUNG*R C Atomic Energy Commission - Deputy Director for 
Reactor Projects 73/09/19 2pp 


’—8002120637 Discusses facilities OL review schedule Outlines iitiastef 
dates for const c omp 1 o binn, fuel loading & proposed 
radiological safety review period Forwards target schedules 
for Level C milestones 

GIAMQU6S0, A Atomic Energy Commission - Deputy Director for 
Reactor Projects 73/10/11 2pp 


— 0002120643 Opposes Diablo Canyon 10-manth radiological safety rtviiw 
schedule Accelerated schedule may not be achievable Changes 
uill be made in allocation of NRC resources to accomodata 
facility schedule 

HENDRIE, J M Atomic Energy Commlssioni Deputy Director for 
Technical Review (PTe’-l975} 73/11/02 ip 


— 60G212064S Discusses facility OL review schedule Outlines dales fa' 
const completion, fuel loading radiological safety rovitu 
Forwards revised lO-month review schedule 

OIAMDDSSOtA Atomic Energy Commission - beputy Director for 
Reactor Projects 73/11/00 2pp 


— a0-(>2120649 Summarlies 731119 telcon re discovery of fault Ivio ml Iti 
offshore of facility Applicant F8AR contained discusiipn of 
fault Addl info expected from USOB offshore investigation 
of Nov 1973 

GAMMJLtiW P Atomic Energy Commission, Directorate of licensiof 
73/ i 1/21 2pp 


6002140465 Forwards P08,E ropt, ’’Environ Investigations at Facility 
1979-1977,** Vol s 1 2, in response to 600123 request ReptS 

will be useful in determining impact of facility operation 
on ondangerei} species refarrod to in 791023 Itr W/o end 
HENAN, U H Assistant Director for Environmental Projects 

aO/Gl/20 3p 
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0002130^4*7 9un\mar(| of 000123 mBetin 9 ui/util at plant «lt& rtf util 
«afs<tv impact assessmtfnfc rolative to ncar-torm OL issues 
in draft MUREO"0660 Safotii issues identified will assist N«C 
in plant licensing process 

EMOELHEMi R H Region San Francisco- Office of the Director 

Go/oi/a? Ip 


GOOS-130456 Notification of 000205 meeting w/utils in DethesdaiHD to 
dlccuss loie power tost program for facilities 
DRDMERlCKfA Light Water Reactors tiranch 3 DUCKLEY- B C 

Light Ifater Reactors Branch 1 Q0/01/3i 7pp 


000219-083^ Gummarij of 800100-10 trip re endangered speciesi 
archaeological concerns I* Indian issues Util will issue mgt 
plan to protect archaeological resources at plant site 
KIRBLtGiS 0 Environmental Projects Branch 1 00/02/08 4pp 


□0-02230063 Summary of 800203 meeting w/utils re low power test program 
for near-’term QL applicants 

DROHEfllCKiA H Light Water Reactors Branch 3 00/02/08 7pp 


Q0022BDA69 Discusses interim solution for rod drop problem agreed upon 
at 791119 meeting w/Wesi inghouse In Bethesda«KD Plant matf 
operate in automatic control from O-iOOX power w/no charges 
in current rod insertion limits 

BTOLZ*J F Light Water Reactors Branch 1 80/02/13 3pp 


F 0»curitv4 medicali emergencij l> fire protection plans 


OOOSD400O7 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
respontfl plant for facilities Requests designation of one 
rtpr esentatlvtf per gtll by 791231 Forwards FR notice 
-ORlMEQfD K Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

QRIMEBrO K Emorgency Preparedness Task Force 79/12/26 4pp 


0 Adjudicatory correspondence 


S0O21 1048-8 Cammonts on scheduling of oral arguments re A6LB ruling on 
facIlity.Due to local public interes tj meeting should be held 
is aan Luis Obispo Couniy<CA 

KREJSAiR.J San Luis QbisporCA 80/01/10 Ip 


SD02120426 Opposes decision to hold appeals hearing on facility 
security issues in Gan Francisco A6LD should reissue notice 
of hearing -(( schedule proceeding in Gan Luis QbispotCA area 
at tine convenient to pub 1 Ici parti es &i Board 
GARR0W9i J Affiliation Unknown GO/Ol/lO 2pp 


— 8008128432 Requests that ASLO hearings for facility be held in Gan 
Luis Dblipo CountytCA Citiiens have right to participate 
in bureaucratic process 

THORNTONrO Affiliation Unknown 80/01/23 Ip 


□008120737 Responds to 790408 Itr expressing views on nuclear energy 
Preliminary findings re health effects of radioactive mails 
released are contained In NURE0-0S9G NUREO-OBOB summary 
one 1 Vf/o end 

DENTON, M « Office of Nuclear Reactor Regulation QO/Ol/18 3pp 


--0OO212O744 Urges immediate closing of all plants containing reactors 
einilar to TMI“2 NRC reasons for not closing Rancho Beco are 
insubstantial Diablo Canyon should not be allowed to go on 
1 Itie 

OREEN. E Affiliation Unknown 79/04/lB 2pp 


0002130360 ftasponds to end 791102 Itr requesting moratorium on nuclear 
power & expressing concern re seismic qual If Icatloh of 
facilities A8LU issued favorable finding on seismic design 
adequacy of plants Forwarding Itr dtd 791120 end 

OENTQNiH n Office of Nuclear Reactor Regulation 00/01/20 Opp 


0002270526 Forwards NRC G00202 order granting extension until B00930 to 
complete const for Unit 1 t< 810331 for Unit 2 Order 
transmitted to Ofe op FR for publication NRC evaluation 
end 

aTOLI>J F Light Water Reactors Branch 1 80/02/02 3pp 


— 8002870531 Order granting extension until 000930 to complete const for 
Unit 1 5 G10331 for Unit 2 

ROSS I D F Division of Project Management 80/02/02, Gpp 


' 8008270535 Recommends issuance of order granting extension until 
800930 to complete const for Unit 1 ^ 010331 for Unit 2. in 
response to util 791136 request 

BUCKLEY- B C . STBLZi J F Light Water Reactors Branch 1 

BO/02/02 2pp 


0002210003 Memorandum re ASLD 790927 partial initial decision Directs 
ASLB to submit all documents V matls considered in security 
plan finding u/appropriate descriptive identification by 
900811 

BISHOP- C J Atamic Safety and Licensing Appeal Panel BO/02/06 

2pp 


8002140515 Forwards first amended complaint in Kelley. efc al vs PGbE 
et al,San Luis Dhispo County Superior Court Action 11537 
Seeks injunctive relief ^ compensatory damages as result of 
proposed operation of plant 

CRANEiP A Pacific Oas ^ Electric Co BO/02/OB 37pp 

B002220140 Memorandum in response to ASLAB 800206 order Transcript of 
in-tamera hearing was sole document considered in ASLB 
security plan finding ASLO also made visual insp during site 
visit 

DOWER, E 6 Atomic Safety and Licensing Board Panel 00/02/11 fp 


0002250174 Decision ALAD-5B0- vacating ASLB 790927 initial dec ision, Part 
IV.at Page 93, re exclusion of intervener San Luis Obispo 
Mothers for Peace hearing on security plan contention 
Johnson addl comments end 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 90/02/15 

lOpp 


6002250165 Response in opposition to intervenors exceptions to ASLB 
790927 partial initial decision Urges ASLAQ to affirm 
decision due to findings supported by record re design 
functionab i 1 1 ty during earthquakes Certificate of Sve end 
DAVIS, L 0 , KETCHEN.E 0 , TCURTELLOTTE. J Hearing Branch 4 
00/02/20 7app 


-B002290179 Response to State of CA-Oovernor EG Brown 791207 amicus 
curiae brief re Joint Intervenors Exception 45 to ASLB 
770927 partial initial decision Bruno testimony re seismic 
Issue should not negate expert opinions Certificate of Bve 
DAVIS. L D - KETCHEN, E 0 - TOURTELOTTE- J Hearing Branch 4 

80 / 02/20 20pp 


H General correspondence 


0002130419 FOIA request for documents re Diablo Canyon Nuclear Power 
Plant, Units 1 2 

RYAN. C Nuclear Information Resources Services 79/12/14 ip 


0002150306 Forwards suggestions made to local NRC bearing on emergency 
plan Requests author i lation of study re effects of warm 
water on marine life 

FQRBESiB E Affiliation Unknown 00/01/25 2pp 


0002180177 Responds to 791103 Itr to president urging licensing of 
plant NRC is preparing action plan issues that must be 
resolved prior to resumption of licensing activities Ltr to 
President Carter U DOE 791220 response end 

DENTQNj H R Office of Nuclear Reactor Regulation 50/02/01 4pp 


B0021S0121 Responds to ltr to President re nuclear energy Facility is 
designed to withstand earthquake of 7 5 on Richter scale 
ASLB 790927 decision approved seismic design of facility 
Ltr to Prsident Carter 6 DOE 000116 response end 
DENTON, H R Office of Nuclear Reactor Regulation 60/02/04 3pp 


J Insurance U indemnity information 


8002260517 Forwards Endorsements 22 6 23 to NELIA Policy NF~22B 
CRANE. P A Pacific Gas «< Electric Go 80/02/21 3pp 


D Advisory Committee on Reactor Gafeguards reports It correspondence 


8002010134 Tentative schedule for Ad Hoc Subcommittee on TMI'’2 Accident 
Implications & Sequoyah Nuclear Station 79110S meeting 
* ACRS - Advisory Committee on Reactor Safeguards 79/11/05 2pp 


— 8002010162 Forwards questions re near-term OL Fac 1 1 1 1 1 es ■ prepared for 
consideration during anticipated ACRS subcommittee meetings 
SAVIOifi . MAJOR, R K ACRS - Advisory Committee on Reactor 
Safeguards 79/10/12 Spp 
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Inspcc ii on 


TtpoTti, IE Bulletin* «• 


U Ctttigr«6iioiial /E I Bc ut 1 ve Corrfl«pondence 


B00Z190O47 Farw^rdt reipon** to IE 
control* R«»porL»e giithheJd If-e# 
CRANE.P A Pacific (?*s ^ El*cir 


Btfllo^ln 79~16 on vltJl 
lO-CFRa 790) 
ic Co 79/'0W17 Ip 


arvA accas* 


8002140224 Forwards roiponsa to IE in^t**"*"** 

Itent 2 3 for Unit 2 to be sutiMtttd by 791203 H/o tnci 

CRANE^P A Pacific Oas t Electric Co 79/10/17 P 


G002010Z47 Forwards IE Inap Rept 50^275/79 25 on 79U01 30 No 

5. S.n Fran.I.co, R.«lor Op.rFtt.f. NFcL.r 
Support Branch. 79/12/31 2pp 


8002200243 Roaponso to 791108 Itr r* delay* In Uceniing facility 
TBiuliittg from evaluation of Isauea railed by Profldent^a 
Coffunlttfion on TMI MRC la proceeding w/proparat Ion of ectlon 
plan bd«i« to mlnimiie licensing delay* 

00S3ICK. L V Office of the Executive Director for Operation! 
80/01/00 Ip 

8002250061 Responds to 791108 Itr re HR Houle concern over OAO' «ijd|| 
of facility danger rone OAO ha* not prepared study re 
emergency preparedness for plants Emergency plan* mill 
contain actions to accomodate 10 & 50 mile emergency tones 
COSSICK.L V Office of the Executive Director for Operation! 
80/01/00 2pp 


-8002010256 IE in.p H.pt 50-275/7^-25 

noted Major area* inspected pr eoperati onal testing# 
preoperational testing OA. plant tour, preoperafc i ona 1 teat 
program controls h test in progress - i. in nnc 

gTERNSERO,© M Region 5, 9af> Francisco# F^IJcisco 

nuclear Support Branch YOUNO. T Region 5, San Fraticijco, 

Office of the Director 79/12/26 app 


8002010233 Forwards proposed revision Jill ^1?., 

overpresiuriiation or containment of PUR plant after main 
steam line b r eak. Revl s i on concerns licensee ability to 
detect K Isolate damaged steam generator an/m /fi9 

GAMMH-L/W P Diviiion of Operating Reactors 80/01/D7 Ip 


8002200345 Forwards IE Insp Rept* 50-275/79-27 & 50-323/79-14 on 

791201-29 No none omp 1 lanc e noted 

CREWS- J L Region 5# San Francisco# Reactor Operations Nuclear 

Support Branch SO/Ol/ll 2pp 


8002200348 IE In*p Repts 50-275/79-27 fc 50-323/79-14 on 791201-28 No 
noftcompl lancB noted Major areas inspected preop erati onal 
testing- plant tour, fuel storage, road paving 8< ultneesing of 
testing , 

STERNBERCiO H . YOUNG, T Region 9, San Francisco, Office or tn« 
Director 80/01/10 3pp 


»20a0l39 Forwards IE Info Notice 80-03. “Main Turbine 
Ilf c trohy d raul 1 C Control 3y* ” No specific action or 
response required 

ENGELKEN, ft H Region 5, San Francisco, Office of th# Director 
80/01/31 Ip 


8002140129 Forwards IE Circular 79-25, Soppl A. ''Shock Arrestor Strut 
Assembly Interference *' No written response required 
ENGEUHEN.R » Region 5, San Francisco, Office of the Director 
80/01/31. Ip 


8002250505 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKEN.R N Region 5, San Francisco, Office of the Director 
80/02/01 tp 


>2210299 Forwards IE Bulletin 80-03, "Loss of Charcoal From 8td Type 
t IrTuo-Inchi Tray Adsorber Cells " Action required 
NCELKEN.R HI Region 5. San Francisco, Office of the Director 
80/02/05 Ip 


8002220078 Forwards IE Info Notice 80-05# "Chloride Contamination of 
Safety-Related Piping C( Components " No written response 
required 

ENOELKEN.a N Region 5, San Francisco, Office of the Director 
80/02/08 I p 


— 800Z2S0072 Forward* MR House 791023 request that OAO perform danger 
lone study at facility Requests cominent* 

LA0GMAR9IN0, R Mouse of Rep 79/11/08 2pp 


8002220273 Responds to 800111 Ur requesting that oral argument:! r» 
facility licenalng be held in San Uoi* Obispo, CA Final 
determination of argument time 1 place will be made when all 
briefs are filed 

SALZMAN.R 8 Atomic Safety and Licensing Appeal Panel BO/Ol/25 
IP 


— 8002220283 Requests that oral arguments re facility licenilng be Ml 
in San Luis Obispo, CA to allow participation of cltitens 
affected by licensing 

PANETTA, L E Moose of Rep 80/01/11 Ip 


— 8002220291 Responds to 000110 Itr requesting that oral argumants ri 
facility licensing be held In 8an Luis Obispo, CA Final 
determinat io-n of argument time 6 place will bi made when all 
briefs are filed 

9AL2HAfl, R 8 Atomic Safety and Licensing Appeal Panel 00/01/25 
Ip 


"8002220296 Requests that oral arguments re facility licentlnfr be Ml 
In Ban Luis Obispo#CA to allow participation of citlians 
affected by licensing 

LAQOMARSINOr R House of Rep , Foreign Affairs. 80/01/10 Ip 


DOCKET 50-277 PEACH BOTTOM ATOMIC POWER STATION, UNIT 2 
F Security, medical, emergency 6 fire protection plant 


G0020400D7 Announces regional workshops to discuss featibilitg of 
proposed change to regulation on radiological emergeficy 
response plans far facilities Requests designation of ora 
representative per util by 791231 Forwards FR notice 
GRfMEBrD K Emergency Preparedness Task Force 79/12/21 7pp 


8002010353 Forwards revised title 4{ cover page U Page 16-1 to plivtiidi 
security plan Enel withheld (ref 10CFn2 790) 

BRADLEY, E J Philadelphia Electric Co 80/01/20 3pp 


0002060531 Butmit* info re evacuation time est imatts, in retportse to 
NRG 79112? Itr Two overs lie area maps re emergency 
evacuation plan end 

ODLTRDFF. 8 L Philadelphia Electric Co 80/01/30 9PP 


0002270003 Orente 30-ddy extension for equipment described In phyiKal 
security plan Requests info identified in end Enel withheld 
(ref 10CFR2 790) 

IPPOUITO, T A Operating Reactors Branch 3 00/01/31 Bpp. 


S Reportable occurrences, LERs I, related correspondence 


800S040443 FNO-V-fiO-006 on 000124. earthquake of approx 5 8 Richter 
occurred (j/epic«nter between Stockton it Livermore, CA No 
damage to facility structures identified Radio repts 
indicate evacuation of LLL in progress 

9T£RNBER0i D ftegion 5, San Francisco, Office of the Director 
80/01/24 Ip 


T Nearing transcripts on non-anti trust matters 


8002040270 Transcript of 800123 hearing In San Francisco#CA Pp 1-114 
e Commission GO/01/93 tlSpp 


8002140507 Forwards addl 1 nfo. requested in NRC 800131 Itr ra physical 
security plan Info withheld (ref 10CFR2 790) 

BRADLEY, E J Philadelphia Electric Co 80/02/00 3pp 


8002270414 Forwards design info re selected fire protection mods In 
response to NRC 790523 Itr Mods will be completed by 
001123 Mods to upgrade doors to condensate pump rooms 
completed 770817 Drawings available in Central Files 
OALTROFF,S L Philadelphia Electric Co 80/02/21 9pp 


--G0022704SO "Flr« Endurance Tests on Silicone Foam, Ceramic Fiber* 
Cellular Concrete «t Marinite XL Panel Penetration Beals in 
Masonry Floors " 

a Factory Mutual Research Corp 78/05/10 200pp 


— 0002270430 "Fire Endurance & Hose Stream Teats on Silicon* Foam, Cera 
Fiber. Cel lolar Corcreto U Marinite XL Panel Penetration 
Seals in Masonry Malls " 

e Factory Mutual Research Corp 78/05/10 200pp 
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udicafcory corr«ipon(l«nc(f 


Svc licts end 

E. ghaui Pittmani Potts t Troijbridgfi 00/Ot/iB ?pp 


\ ^^040087 Preparad testimong addressing deficiencies alleged tiy 

*** etnissions attributable to mining Ic 

^jlllng ofU fuel 

Goldman. M. 1 Philadelphia Electric Cn OOLDHAN* M I Metropolitan 
"jiion Cq, GOLDMANiM 1 Public Service Electric & Oas Co of Nelu 
2^r«ey SO/Ol/lS Ip 


.^0458 Responds to 7904iA Itr re TMI’'2 accident NRC has ordered 
hearing to determine restart of TMI-1 NRC 790720 
suspended □(. for TMI-2 Util customers will not have to 
tar restoration of TMr-2 

H R Office of Nuclear Reactor Regulation BO/Ol/LB 2pp 


X^^^^i20467 Requests thutdouin of facilities Candles & coal can be 
^^^^bstltuttt for nuclear pauer Opposes util customer payment 
TMl-a accident 

^tEFANOMICZrF Affiliation i/nknown 79/04/16 2pp 




testimong in response to ALAB-S62 re reclamation of uorlced- 
^ long-term radon releases from uiorted-out U 

If Alleged Deficiencies Sj 4 1< S 

R M Division of Fuel Cgde ti Material Safety 80/01/lG 

I ^pP 


BOO227O210 Notices of appearances sn proceeding Certificate of Svc 
and 

6ILOERO. J E , TRAVIESO-DI AZ rtetr op o 1 i tan Edison Co BILBEROi J E 

Shatii# Flttman« Potts & Troubridge BD/OS/OQ lOpp 


8002260416 Notifies of licensee t infcervenars G00219 agreement re order 
of direct testimong 6 cross examination of scheduled 
uritnesses for radon release issue Submits order of 
presentation 

BORDENICK.B M Hearing Oranch 4 80/02/20 2p p 


B002260104 Foru/ards RM Nilda testimong revised as result of BMNL draft 
rapt re recent measurements of underground mining radon 
releases Supersedes RH Nilde S0B118 testimong 
DORDENICK. D M Hearing Branch 4 80/02/22 2pp 


G0022B0115 Affidavit re Alleged Deficiencies 3i- 4 it 5 concerning 
reclamatian of long-term radon releases from uorked-out 
U mines Value adopted in Perkins proceeding reasonable fe 
conservative 

UELDEpR K Division of Fuel Cycle & Material Safetg BO/02/22 
I7pp 


8002290111 Forwards Battclle draft ropt re recent measurements of 
underground mining radon releases per NRC 791221 
notification to ASLAD Minor changes in RM Nilde 8001 IB 
testimony may Incur as result of rept N/o end 
BORDENlCK^B K Hearing Branch 4 aO/02/22 2pp 


J Insurance 4c indemnitg information 


^o.q^q 2210321 Testimony in response to ALAB-562 re intervenor Alleged 
p«flciency 26 Ascribes radon emissions from phosphate ore 
^lining Ic processing to byproduct li produced 

^a>JENBEROiH Division of Fuel Cycle 4 Material Safety 80/01/10 
SP? 


B0020600B3 Forwards Endorsements 80 b 89 to NELtA Policy NF-I40f 
Endonement 45 to HAELU Policy MF-67 4: Endorsement 3 to 
NELIA Policies EB-B 4 E8-9 Sc MAELV Binders XD-9 & XB-9 
DRADLEV«e J Philadelphia Electric Co 60/01/30 12pp 


002210326 Testimony in reiponie to At,A0-S62 re release of Ra-122 from 
U mllle I( tailings pilesrAUtged Deficiencies 7> lOi 13* 14* 16» 
i7<l3 8( 21 Part IV of 1978 U Mill Tailings Radiation Control 
^cb hi FR notices i. Certificate of Svc end 

J. Uranium Recovery Licensing Branch 80/01/16 

t lOpp 


P Operating license stage documents & correspondence 


60-02110276 Extends comment period re draft NUREO-0630 to G00116 

OAMMILLtU P Assistant Director for Standard & Advanced Reactors 
aO/01/03 3pp 


300:3070423 Order setting location for 800225-26 evidentiary hearings 
r- » ailTcraft crash probability 4 radon release Issues 
Htf «rlngi will be held in Harristown 2 Bldg r Harrl sburg* PA 
R ■ P'resenta tive 4 witness names should be mated by 80021S 
BISHOP* C J Atomic Safety and Licensing Appeal Panel SD/01/21 
P 


60&2 1SC462 Notice of appearance in proceedings 

OI?AHMER*E J Office of the Executive Legal Director 80/01/24 Ip 


B002 1.400-3S Notifies that MF Travies o~Diar 4 JE Bilberg will be 
counsel for util In evidentiary hearing re radon release 
l-mmue MI Goldman will be witness for util 

BIUBEAO, J E Shaw* Pittman* Potts 4 Trowbridge 00/01/29 Bpp 


g0OSSO0741 Notice of appearance at 000226 evidentiary hearing re Radon- 
proceeding MI Morton will testify on behalf of parties 
C^T'tjflcate of Svc end 

RADER, R M Phlledelphia Electric Co RADERiR M Public Service 
^^•ctrlc 4 Oas Ce of New Jersey RADER* R M Conner* Moore te 
COe'ber 80/02/01, 5pp. 


8002070027 Requests review of OA program re diesel generator fuel oil 
Item ehovld be Inclu-ded in QA program If eiceptian taken 
to 1 nc lus ion* response required within 90 days 

EISEWHVT* D 0 Division of Operating Reactors 80/01/07 Ip 


6082150307 Supplements 780829 request for 1977 info re failure of 
control rods to fully insert Requests summary o-f recent 
failure Ic other control rod drive malfunctions Response 
should be sent within 90 days 

IPPOLITQ, T A Operating Reactors Branch 3 80/01/10 2pp 


6002200078 Summary of 791219 & 20 meatlng w/Mark I Owners Oroup In 
Bethesda.MD to discuss NRC acceptance criteria for Mark I 
c onta inment long-term program 4 issues re imp Ismenta tlon of 
program 

ORIMEa,C I Plant Bystems Branch <Pre 791030) 80/01/17 llpp 


— 8002200112 Task action plan A-07 "Mark I Load Definition Rept* 
Revifilons to Implement NRC Criteria for Completion of Long- 
Ter/n Program " 

e Plant Systems Branch iPre 79103D) 79/12/19 370 p 


0OO^jaO6iO Advises that BM Bordenick 

* <ler tlary hearings per ASLAB 800 . . . 

LJ Chandler 9A Treby will appear at 800225 
•i[*^*nblary hearings re aircraft crash Isiue 
JJ*-»f4DENlCM. D M Hearing Branch 4 80/02/04 2pp 


& EJ Grammer will appear at B00226 
800121 order re radon rtleasa 


8002210007 Not 1 f Ication of 800207 meeting w/Mark I owners group* DNL* 
GE & NUTECH in Bethesda*MD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program* p 1 ans for addl FSTF testing & outstandlny lisues 
GRIMES* C I Plant Bi/stems Branch 00/01/20 Ip 


00^^^*0288 Forwards rtvisad MI Goldman testimony re radon emission rate 
inactive abandoned open pit mine Testimony has been 
^|.yised In light of new info contained In NUREO/CR-062S 
® *^6SRG*J E Shaw* Pittman* Potts Trowbridge 80/02/05 2pp 


Revifid testimony re radon emission rate for 
]r^ 4 ndoned open pit mine Testimony has been revised in 
contained in NURE0/CR-06aB 
^^LdHAKIiN I Affiliation Unknown 00/02/05 Bpp 


inactive 

light 


Discusses 600129 telcon seeking NRC assistance in obtaining 
documents. No copies available because only one 
^ t requested is NRC generated Verbal advice given on 

obtain remaining documents 

^ '*5^N1CK. B M Hearing Branch 4 80/02/08 3pp 


8002140005 Discusses recent developments Impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards llcenee 6 Itr from State of BC to Chem-Nuclear Gys 
describing restrictions for waste disposal in GC 
ElBENHUTt-D 0 Division nf Operating Reactors 80/01/29 29pp 


8002060416 Gubmits addl info requested by NRC 791005 Itr re application 
for amend to Licenses DPR-44 8* DPR-56 Describes normal 
operation I* post-accident temp K humidity for each location 
where retrofit hardware will be located 
DALTROFF* 8 L Philadelphia Electric Co 80/01/30 7pp 


8002060533 Forwards completion of airborne dose assessment required by 
NWBE0-0S7B Proposes addl corrective action Equipment 
qualification review Is being prepared in response to IE 
Dulleiin 77-0111 Drawings available in Central Files only 
DAl.TROFF*S L Philadelphia Electric Co BO/01/31 tOpp 
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DOCKETED ITEMS 


Forward? application ror a-ienij of OL r» Teth Specs 
^« 5 i;»reiert fjr pa«’ 9 m 3 of c on ta t ne*eTi t through sfcianilby gas 
Certificate cf Svt/T«,/lsei Tech Specs Pages 209 it 209a 
h fee end 

EPaClE/.E J Philadelphia Electric Co 80/02/19 Ip 


■CD03»t04r3 Application for anend to Licenses DPR-44 b DPft-5fe requesting 
refiucn of Tech Specs to pvrnit purging of pnnarg 
containrent through reactor tldg ventilation eihaust sys 
tuhen specified conditioni eiist 

BQ/ER S Philadelphia Electric Co BO/02/19 &pp 


^30022i05;‘3 Peyind Pages 209 i 209a to Tech Spec* re purging of 
primary ccntairthent 

• Fhiijdelpnia Electric Co G0/02/t9 2pp 


e0O22S01l3 Formards IE Info Nutite S0-03* "Main Turbine 

Elec trohgdraul 1 C Control Sys No specific action required 
GRIER. B H Region i. Philadelphia, Office t>f the Director 
eO/Ol/31 Ip 

8002260057 Forwards IE Circular 79-25. Suppl A, "ShecV ApreetoT Strut 
Asaeinbly InteTference " No uiritten response required 
GRIER.fl H Region 1, Philadelphia. Office of the DiPectoi 
S0/D(/3t Ip 


8002280184 Ack receipt of 791221 Ur informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-277/ 79--19 Ia 
50-278/79-21 

ORDNNER.E J Region 1. Ph i ladetph la. Reactor Operations Nuclear 

Support Branch 00/01/31 Ip 


0 Inspection reports IE Bulletins i carretp Ondenc 0 


Cj(/2l504O6 Notifies that regulations re resident mtp prograrn anended 
to require power reactor licensees to provide NRC insp 
penannel w/ons i te. rent free- sitlusive use of ofc space h 
i^jnediate access to facility 

STELLD ^ Office 0 ^ Inspection 6 Enforcement. Office of the 
Director 79/12/07 3p p 


bvv20l0550 fiespondi to It Bulletin 79-28 "Possible halfunctton of 
fiAMCa Mode) EAieo Unit Switches at PU/ated Temp^ * No 
switches instaJJed Wo plans to install switches in 
safe tyi-related sys 

DALTFCjFF S L Philadelphia Electric Co 80/01/03 2pp 


—3002280193 Responds to NRC 79120S Ur re vlalatlofis noted ih IC [ntp 
Rspts 50-277/79-19 50~27Q/79-21 Corrective actions 

Surveillance Tests ST-6 5 b ST-6 11 havB boon revised to 
establish turbine ref speed 

DALTROFF.S L Philadelphia Electric Co 79/12/21 3pp 


--‘0002200198 Forwards IE Insp Repts 50-277/79-19 8« 50-278/79-21 on 
790829-31 b notice of violation 

BRUNNER, EJ Rogioh 1. Philadelphia. Reactor OperAtlOh* Muclsir 

Support Dranch 79/12/05 2pp 


--0002280203 Notice of violation from in$p on 790029-31 

a Region 1. Ph i ladelph la. Office of the Director 79/10/11 

2pp 


£002260285 Fcrwepfls lE In»p Repks $0-277/79-26 t 50-278/79-20 on 
791001-31 4 nottcf or violation 

DRUNWER.E J Region 1. Philadelphia. Reactor Operations Nuclear 

Rupport Branch BO/Ol/iO 2pp 


022EO29A Notice of violation from msp on 791001-31 
4 Pegion Philadelphia. Office of the Director GO/Oi/09 
ip 


32260324 IE Insp Repts 50-277/79-26 4. 50-278/79-28 on 791001-31 
^ancampj lance noted conducting refueling Operations u/o 
>aving aiode switch locked in refuel 

1-CABE.E C , GREEWHAP6E 0 fiegiOri 1. Phi ladelph la, Office pf the 
Director 80/01/09 lOpp 


^270032 Advises that 
hould be deleted 
jRlER.B H Region 
ao/0l/(7 Ip 


Paga 3 of Attachment 3 to IE Bulletin 79-OlB 
Philadelphia. Office of the Director 


002060132 Forwards IE Bulletin 80-02, ■ Inadequate 
Supplied Equiptnent Response required 
'IRIER.B N Region I Philadelphia. Office of 

0/01/21 Ip 


QA for Nuclear 
the Director 


2060287 Foruards IE Info Notice 80-02. "ajiSR Mater Rod Uwer End 
specific action or response required 
)/0l/L^ Ip *' Office of the Director 

90577 Ack receipt of 800109 Ur informing NRC of steps taken to 
78^79-30 '’*''** 50-277/79-27 I 

i;%r.„ch %i',ruk «■ 

!’f " v.ol.t.on, IE Insp 

intLi . « K ‘k ^ ^i^;*^’S/79-3D Corrective action radwaste 
pUced on controlled distribution U«t 
ir raJuaste procedures ***• 

ALTROrF.S L Philadelphia Electric Co 80/01/09 2pp 

“y'foa^-uorrnrt.i! - 

=?ii"/B"anch ^ 


800/290558 Notice of violation from insp on 791030-^1101 

Region i. Ph i Ude 1 ph i a. Office of th« Director 


the Director 79/12/ai 


—0002280211 IE Insp Repts 50-277/79-19 $i 50-270/79-21 on 790QS9-3L 
Noncomp Uance noted failure to meet insorvice toot 
requirements for pumps 

CAPHTON, D L Region 1. Philadelphia. Reactor Dperations Nuclear 

Support aranch REKITQ.M A Region 1, Pfi i lad elph ia. Office o# 
the Director 79/tO/ll 8pp 


8002250465 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

GRIER. BH Region 1. Philadelphia. Office of the Director 
00/02/01 Ip 


8002220034 Forwards IE Info Notice 00-04. "DWR Fuol Exposure in Excati 
of Limits " No action or response required 

OSIER. D H Region i, Philadelphia. Office of the Director 
80/02/04 Ip 


8002210279 Forwards IE Bulletin 80-03. "Loss of Charcoal From Qtd Type 
I E, Two-Inch. Trag Adsorber Cells *' Action required 

Region 1, Philadelphia. Office of the Director 

80/02/06 Ip 


8002200316 Ack receipt of 800107 Ur informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-277/79-24 b 
90—278/79—26 

CARLSON.ft T Region 1. Philadelphia. Reactor Construction ti 
Engineering Support Branch 80/02/07 Ip 


" U’"* T-e violation* noted in IE 

epts 50-277/79-24 t, 90-278/79-26 Corrective actions const 

^«»''»‘Ji'Ucted to report all nonconformances 
nAi*vonic expansion holt to site representative 

DALTRDFF, S L Philadelphia Electric Co 00/01/07 2)jp 


90-277/79-24 b 9O-270/79-,26 on 
790924-29 6 28 U notice of violation. 

e. *' RMctor Coinlructlon 

Engineering Support Branch 79/12/19 2pp 


B002280343 Nptice of violation from Insp 
* Region 1, Philadelphia, Office of 


on 790924-25 it 20 

the Director 79/12/17 


,, ‘■'-r // & 5O-S70/79-26 Oh 790924- 

TRIpP^L^E*^ ^ Reoio^**i^ ph °^**‘^* Director 




S..?'." tl,, OoH.d.I.h... r«., I 


I„,o NoHc bo-os, "CMoMd. Oont.,in..= I,„ o. 
No written response 


novice 13 

Safety-Related Piping i Component* 
required 

GR lER, B H Region 1 
80/02/08 Ip 


Philadelphia. Office of the Director 



DOCKETED ITEMS 


0002250592 Forward* IE Bvlletin 80-04, 
Or«ah H/tonfciTiwtd F^edwatur Adiitxon 
I r#0 


"Analgsi. of PHR Haln Bteao. Line 
" No written r«apoT»ie 

Office of* thB DirecfcoT 


— 8002010337 LER BO’-OOa/OlT'O on 000 UOi during) lOiik tas-ting of au 
depr e s«UT i tion P vty-i ola t td 1 nstrufrten t 4li supply 

p ip ingr i don t i f’ Ipd hard -boated cteck valves that ihoujed 
Ivalcage in revorse diicctlon Cause not stated 
COONEY, M J PhlUdelphU Electric Co 00/01/34 Ip 


€002280300 Responds to NRC 800102 Ur rn violations noted m IE Insp 
50-277/79-28 t, 50-270/79-31 Corrective action* review 
1980 ^ ert^^fgeneg procedures uill te initiated Jan. 

l>Al-TftQFr. a, L Philajfelphia Electric Co 00/01/21 ^PP 


-8002280305 Forward* 1£ Insp Repts 50-277/79-20 U 50-27B/79-31 on 
79lll3-as %t notice of violation 

BRUNNER# E J Region 1, Philadelphia* Reactor aperatlons Nuclear 

Support Oranch 00/01/02 2pp 


8002200308 Notice of violation firort Jnfp on 791113-31 

* Region l# Philadelphia. Office of the Director 79/13/21 


Q0021l0d07 Forwards LER 00-&03/01T-0 

Ca0NEV,MJ Philadelphia Electric Co 00/02/01 3pp 


— 0002110413 LCR 50-003/017-0 on DOOl 17. dur i ng unit » tar tup. o f f gj 
radlatlen monitoring sys found to be out of sve based on low 
radiation readings Caused by failure to verify tiperahility 
per startup checklist -Checklist uii I J bo revised 
COOMGYftI J Philadelphia Electric Co OO/02/Oi Ip 


0002290473 UCR GO-004/03U-0 on 600 123> tih I Ic per forming routine vi 
falocl* isonitor surve 1 1 lane o, c hanno 1 □ flou biased rod 
setpoints on rad black monitor found out of spec by approx 
11% Caused by diode falluro m analog circuit 
CODNEV.M J Philadelphia Electric Co 00/02/22 Ip 


8002200312 10 Itisp Rept* 50-277/79-20 b 50-270/79-31 on 791113-21 
None omp 1 lane e noted: fai lure of operators to reviecj contents 
of all atnarmat & emergency procedures 

0ETTEKHAU3EN. L Region 1. Ph I ladelph ia, Office of the Director 
CAPHTON. D L Region 1, Philadelphia, Reactor Operation* Nuclear 

Support Branch 79/12/21 7pp 


0OO22CQ419 Praposea that NRC delay use of matl lUbmitted far proposed 
amend re tran*mltter/tr ip analog units Review of IE 
Bulletin* 79-01# 79-OlA 79-OlB indicate* necessity for 
eitanslvc evaluation of entire environ mapping packagov 
CAULAQHERfJ U Philadelphia Electric Co 00/02/13 Ip 


B00222034Q Req.UB*ts relief from ultrasonic ecam requirament in 1974 
edition of ASHE Boiler 8. Pressure Vessel Code, Section XT, 
re tnstrvlce Insf prograin 

DALTROFFiSI- Philadelphia Electric Co 00/02/19. Spp 


8OO2280SB2 Act receipt of 800121 Ur informing NRC of eteps taken to 
correct vloletioni noted in IE Insp Repts 50-277/79-20 ftc 
50-270/79-31 

BRUNNERjE j Region L# Ph i lade Iphia, Reactor Operations Nuclear 

Support Branch. 00/02/08 ip 


R Periodic operating report* related correspondence 


DOCKET 50-270 PEACK BOTTOM ATOMIC POWER STATION, UNIT 3 
r Security, medical, emergency U fire protectlun plans 


8002040007 Announces regional workshops to discuss feasibilitv d 
proposed change to regulation on radiological emergency 
responso plans for facllitlas Request* designation of one 
representative per util tty 791231 Forward* TR notice 
ORII106«n K Emergency Pi oparednes-s Task Force 77/12/21 7p 


0002010353 Forwards revised title & <.ovar page & Page 16-1 ie ph 
security plan End withheld ^rof IOCFn2 /70) 

DRADLEVrG J Ph i lado Iph I a Electric Co 60/01/20 3pp 


0002060531 Submits info re evacuation time estimates, in response 
NRC 791129 Ur Two overslio area maps re emergency 
Qvacuatioh plan oncl 

D-OLTROFF,GL Philadelphia Electric Co 00/01/30 9PP 


0002270003 Grants 30-day eitenslon for equipment destribod in pi 
security plan Requests info identified in unci Eticl withheld 
<ref 10CFR2 7901 

IPPOLITO, T A Opnrating Reactor* Branch 3 00/01/31 2pp 


6002200411 Forward* monthly operating repts for Jan 1900 
COONEVi H J Philadelphia Electric Co 80/02/11 Spp. 


C002140507 Foruiords addl info requested In NRC 00-0131 Ur re phi 
security plan Info withhold <ref lOCFRS 790> 

QRADLEY,£ J Philadelphia Electric Co GO/02/00 3pp 


— B002200413 Monthly operating rapt* for Jan 1980 
« Philadelphia Electric Co 80/02/11 9pp 


5 Reportable occurrences* LERs I, related correspondence 


8^0020^0417 PNO-t— 79-034 on 791212, const worker suffered apparent bro 
wrist after fall from water tower 

KCOABE,0.C.. OREENHAN, E , BR JNNER, E J Region 1, FhikadelphU, 
Office of the Director 79/12/12 IP 


Q002270414 Forwards dutlgn info re selected fire protection mod 
response to NRC 790523 Itr Mods will bb cornploled by 
001123 Mods to upgrade doors to candonsabo pump rooms 
completed 770B17 Drawings available In Central Files 
DALTROrF.S U Philadelphia Electric Co 00/02/21 9pp 


♦'-8002270420 "Fire Endurance Test* on Blllcono foam, Curamic Fib 
Cellular Concrete U Marlnlte KL Pane] Penulratlon Beals in 
Masonry Floors " 

a Factory Mutual Research Corp 70/05/10 SOOpp 


0OD'2O7O474 PINO-I-79-040 on 791210, contractor painter fell from ladder 
(n reactor bldg St sprained ankle Painter was treated Sc 
released from hosp.No radiation or contamination involved 
OREENHAN. E. . CAPHLQN, D , BRUNNER, E Office of Inspection «, 
Enforcement, Office of the Director 79/12/10 Ip, 


8302060628 RO 2-BO-l/lP.on 800103, drywel 1 ventilation laolation 
valve was fully open at time when valve should have been 
limited to 37 degree open ing. Caused by lack of proper 
control to maintain valve at less than 37 degree opening 
ULLRICH. W T Philadelphia Electric Co 00/01/03 2Pp 


800225D043 PND-I“ao-004 evaluation disclosed automatic depres out 1 la t it»n 
sys nitrogen supply not selsmlcally qualified outside II 
possibly unqualified dryuiell NSS vendor issuing Itr &t 
SOCFPat considerations being evaluated 

GREENMAM, E 0 , MCCABE, E. C , BRUNNER. E Office of Inspection U 
Enforcement* Office of the Director 80/01/io. Ip 


8002150122 RO 2-00-2/iP on 800110 leak testing on ADB safety relief 
vaive air supply piping identified check valves in piping 
•ihiblting through leakage tn reverse Caused by ' 

iciappi'opriate design Unit 2 shut doun for piping insp 
ULLRICH.H T, Philadelphia Electric Co 00/01/11. 2pp 


8002010334 Forward* LER aO-002/01T-0 

OOOHEVtW J PhlkadelpMa Electric Co 60/01/24. Spp 


—0002270430 "Ftpe Endurance Hose Stream Tests on Oil icon* Fo 
Fiber, Cellular Concrelo 6 HarJnlte XL Ponol PennlratiDn 
Seals In Masonry Nalls '* 

e Factory Mutual Reseapeh Corp 7Q/05/IO SOOpp 


G Adjudicatory •correspondence 


0002040080 Forwards Ml Goldman t es timonij, p er ASLAD 791003 ordeT 
S66 Bve list* enc I 

GILaERO, J E Bliau, Pittman, Potts TrowUrldgo 00/01/ 10 


— B0020400B7 Prepared tostimony addressing deficiencies allegei 
Intervenors re nn-222 omiitions attributable to mining B, 
miHlng of U fuel 

GOLDMAN, M 1. Ph Uadelp h la Elec trie Co GOLDMAN, HI I M*l 
Edison Co ODUDMAN,M I Public Oervlce Electric b Gas Co 
Jersey 80/01/10 Ip 


0002120430 Responds to 790416 Ur re TMl-2 accident NRC ha« or 
public hearing to determine restart of TMl-1 NRC 790720 
order suspended OL for TMI-S Util customers will not have to 
pay for restoration of Tflt-3 

DENTON, H n Office of Nuclsar Reactor Regulation 80/01/18 


— 80Q2120467 Request* shutdown of facilities Candles t, coal ca 
substitute for nuclear P'ower Opposes util customet payment 
for TMI-a accident 

8TEFAN0WIC7, F Affiliation Unknown 79/04/ U 2pp 


DOCKETED ITEMS 




GQQ2260491 Faru;4i'd« application for atti^nd of GL re Tech Sfiecc 
rsnu I renent for purflifig of cc n ta i notOTi t thripoah standbi/ ga; 
ays Certificate of Svc, revised Tech Spec* Pa^es 309 t 309a 
h fee enci 

BfiADLEy- e J Phi Udeiphid Electric Co 30/03/19 Ip 


— e0'O22iO49a Application, for ainend to Licenses nPR'44 & DPR-SA requesting 
revision of Tech Specs to permit purging op prievary 
containment through reactor Mdg ventilation Bihaust sys 
when specified conditions e*ist 

UayEP^V & PhUadeiphia Electric Co 60/03/19 6pp 

-d0033&.0S03 Revised Pages 3G9 & 30?a to tech Specs re purging of 
prinary containment 

* Philadelphia Electric Co GO/03/19 3pp 


Q Inspection reports^ IE Bulletins K c or rosp ondenco 


a0D3lS{>40& Nfltifios that regulation* re resident tn»p program amended 
la require pou/er reactor licensees to provide liKC Insp 
personnel ut/onsi le< r cnt -f ree^ ezc 1 usive use of ofc space & 

Immediate access to facility 

STELLOi V Office of Inspection & Enforc ement. Office of fcha 
director 79/i3/07 Spp 


80020-10550 Responds to 3E DuMetin 79'-29< "Possible Malfunction of 
NaMCO Model EAieO Limit Switches at Elevated Temps " No 
su^itcpes installed No plans to install switches in 
safety-related sys 

DALTR0FP,5 L Philadelphia Electric Co BO/Ol/03 2pp 


80 0228036 & Forwards IE Insp Repts 50 -377/ 79- 3t, t 50-278/79-50 on 
791001-31 L notice of violation 

DRUNNERiC J Region ]< Ph i iadelph i a< Reactor Operations Nuclear 

Support Cranch EO/Ol/iO' 3pp 


-'8005280296 Notice of violation from tnsp on 791001-31 

a Region i. Ph 1 ladelplii a* Otfice of the Director 80/01/09 


—8002280304 IE Imp Repts 50-277/79-26 S. 50-278/79-28 on 791001-31 
Ndncoimp 1 1 ance noted cunductmg refueling operations w/o 
having mode switch locked in refuel 

MCCAQ£«E C . OREENMANrE 8 Region i. Ph ) 1 adelph ia. Office of the 
Director 80/01 /O? lOpp 


0002270002 Advises that Page 3 of Attachment 3 to l£ Bulletin 79-OlD 
should be deleted 

ORTERpD H Region L Phi lade I phia. Office of the Director 
0O/D1/17 Ip 


8002060132 Forwards IE Bulletin 00-1021 "Inadequate OA for Nuclear 
Supplied Equipment ' Response required 

aRlER.5 H Region 1, Ph j 1 adelph ia» Office of the Director 

ao/OI /21 ip 


8002060287 Forwards IE Irfo Notice 80-02. "0X6R Water Rod Lower End 
Plug Wear No specific action or response required 
ORIER.B 1/ Region 1> Pfi I ladfe Iph la. Office of the Director 
BO/Dl/SS ip 


0002290577 Act receipt of 000109 Ifcr informing NRC of steps taken tu 
correct violations noted In IE Imp Repta 50-277/79-27 A 
50-270/79-30 

SfllTHiC H Ragion Phi lade I phia. Fuel Facility A Materials 

Eafety Ilranch BO/Ol/25 ip 


— 8003290583 Responds to NRC 791221 I frr re violations noted in IE Insp 
Repfcs 50-2/7/79-27 A 50-270/79-30 Corrective action radwaste 
control room ha* been placed on controlled distribution list 
for raduaste proceduies 

DALTR0FF.6 L Philadelphia Electric Co 80/01/09 2pp 


— BOO229O50S Forwards IE Insp Rep Is 50-277/79-27 U 30-278/79-30 on 
791030-1101 A notice of violation 

SniTHrO H Region I* Ph i lade Iph la- Fuel Facility tt Matorfals 

Safety Drench 79/12/21 2pp 


3002290580 Notice of violation from insp an 791030-1101 

« Region !■ Ph i jade 1 ph I a.^ Office of the Director 79/12/21 
Ip 


1002290593 IF fnsp Repts 50-27//79-27 A 50-278/79-30 on 791030-JJOl 
Noncompl lane e noted failure ta adhere iu health physics 
procedures L failure tg maintain current procedures 
at woric location 

THONUa. L N . CLEMONS- P E Region I, PhilarfelpMa, Office of fcha 
Director &T0IIR. J F Region 1- Ph 1 iadel phia. Fuel Facility A 

Materials Safety Branch 79/12/13 6pp 


0002250113 Forwards IE Info Notice 80-03- "Main Turbine 

Electrohydraul ic Control Sys " No specific action required 
ORIER.O H Region i* Philadelphia- Office of the Director 
80/01/31 ip 


8003260057 forwards IE Circular 79-29- Supp I A. '‘Bhoch Arrestor Strut 
Assembly Interference ” No written response required 
GRIER. D H Region 1- Philadelphia- Office of the Director 
BO/OI/31 Ip 


0002280184 Act receipt of 791321 I tr informing NRC of steps taken to 
correct violations noted in l£ Insp Repts 90-977/79-19 A 
50-278/79-21 

DRUNNER-E J Regiun J- Ph i ladelphia- Reactor Operations NucUar 

Support Branch 00/01/31 ip 


—8002260193 Responds to NRC 791205 Itr re violations noted in TE Intf 
Repts 50-277/79-1? A 5Q-37fl/79-21 Corrective actions 
SurveiUance Tests ST-6 S 6 5T-6 It have been revised to 
establlBh turbine ref spued 

DALTROFF, S L Philadelphia Electric Co 79/12/21 3pp 


—8002200190 Forward* IE Insp Repts 50-277/79-19 A 50-278/79-21 on 
790829-31 A notice of violation 

eRUNNER- E J Region 1- Ph i ladelph i a- Reactor Gperatlons Nuclfir 

Support Branch 79/12/OS 2pp 


—8003390203 Notice of violation from insp on 790829-31 

It Region 1- Phi 1 ade I p h ja; Office of the Director 79/10/11 

2 pp 


—0002200211 IE Imp Repts 50-277/79-19 A 50-278/79-81 on 790829-31 
Noncompl ianc c neted failure to meet inservlce test 
requirements for pumps 

CAPHTON-D L Region J. Philadelphia- Reactor Operations Nuclsir 

Support Branch BEKITO- W A Region 1- Ph 1 Udelph ia- Office of 
the Director 79/iO/ll 0pp 


8002250465 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

ORIER-B H Region I- Ph i ladelph la- Office of the Director 
80/02/01 Ip 


0002230034 Forwards IE Info Notice 80-04- "DWR Fuel Exposure in Exceii 
of Limits " No action or response required 

CRIER. D H Region 1. Phi lade Iph la. Office of the Director 
80/02/04 Ip 


6002210279 Forwards IE DulUtin 00-03, "Loss of Charcoal From 3td Tvp» 
111 Two-Inch. Tray Adsorber Cells " Action required 
GRIGR.BH Region 1. Ph 1 1 adelph ia- Office of the Director 
eO/02/06. ip 


80022B03I6 Act receipt of 800107 1 tr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-84 A 
50-278/79-26 

CARLSON.R T Region 1. Ph i 1 adetphia- Reactor Construction A 

Engineering Support Branch BO/03/07 Ip 


—8002200328 Responds to WRC 791219 Itr re violations noted in IE Imp 
Repts 50-277/79-24 t 50-870/79-86 Corrective actions const 
engineer has been reinstructod to report all nonconformances 
found in concrete expansion bolt to site representative 
OALTROFF.S L Philadelphia Electric Co 80/01/07 Spp 


—8002200337 Forwards IE fnsp Repts 50-277/79-24 A 50-370/79-26 on 
790924-35 A 28 A notice of violation. 

CARLSON, R T Region I, Philadelphia, Reactor Construction A 

Engineering Support Branch 79/12/19 2pp 


—0002280343 Notice of violation from insp on 790924-25 A 2Q 

e Region I. Philadelphia- Office of the Director 79/iS/l7 

Ip 

—8002280349 IE Insp Repts 50-877/79-24 A 50-278/79-26 on 790924-25 A 2^ 
Noncompl laiice noted failure to initiate corrective action on 
Identified nonconformance 

CHAUDDARV, a K Region 1. Philadelphia, Office of the Director 
TfllPP,L E Region Ir Philadelphia/ Reactor Construction A 

Engineering Support Branch 79/13/17 4pp 

000223013? Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping 4- Components " No written response 
required 

GRIER.B H Region t, Philadelphia, Office of the Director 
00/02/08 fp 



DOCKETED ITEMS 


75 


3C022SO97S Foruardi IE Bulletin fl0“04( ’‘Anali^sis of PWR Main Steam Line 
Sr««1c H/Continued FeeddJfltor Addition " No written response 
r squir*)! 

CRIEHjD H Region h Ph i lade Iph ia. Office of the Director 

eo/oa/oa ip 


QOOaSeoOOD Responds to NRC 800102 Itr re violations noted in IE Insp 
Repts S0’-277/79-2fl U 5O^S70/79'-31 Corrective actions review 
of abnornal & antergencg procedures will be initiated in Jan 
1900 

OAUTROFFiS L Philadelphia Electric Co 00/01/21 app 


— 6002aa030& Forwards IE Insp Repts 90-a77/79“a8 it 90-270/79-31 on 
791113-21 ii notice of violation 

0 RUNNER 4 E J Region li Ph i ladrlph ia« Reactor Operations Nuclear 

Support Branch 80/01/02 2pp 


— 8002280300 Notice of violation from insp on 791113-21 

* Region If Philadelphia! Office of the Director 79/12/21 

If 


—8002200312 IE Imp Repts 90-277/79-28 & 90-278/79-31 on 791 113-21 
Nonconpl lance noted failure of operators to review contents 
of all abnormal 1: emergencg procedures 

BETTENllAUBENi L Region I. Ph 1 lade 1 ph la< Office of the Director 
CAPHTONr D 1- Region li Ph i ladelph lai Reactor Operations Nuclear 

Support Branch 79/12/21 7pp 


G002200419 Proposes that KRC delay use of matl submitted for proposed 
amend re tranimi tter/trlp analog units Review of IE 
Bulletins 79-0li79-0lA St 79-OlB indicates necessity for 
extensive evaluation of entire environ mapping package 
CALLAOHERi J IJ Philadelphia Electric Co 80/02/13 Ip 


0002220340 Requests relief from ultrasonic exam requirement in 1974 
•dltion of A8ME Boiler L Pressure Vessel Code!Section Xlf 
re inservlce insp program 

DALTROFF!a L Philadelphia Electric Co 00/02/19 2pp 


GOO220O292 Act receipt of 800121 Itr Informing NRC of steps taken to 
correct violations noted in IE Imp Repts 9O'*277/79-20 i 
&0-278/79-3I 

BRUNNERiE J Region 1* Ph I ladelph ia! Reactor Operations Nuclear 

Support Branch 80/02/08 ip 


R Periodic operating reports & related correspondence 


B002200411 Forwards monthly operating repts for Jan 1980 
COONEyiMJ PhiJadelphia Electric Co 00/02/11 2pp 


— 8002200413 Monthly operating repts for Jan 1980 
« Philadelphia Electric Co 00/02/11 9pp 


B Reportable pccurrencts/ LERi 4< related correspondence 


3002060417 PNO-I-79-034 on 791212f const worker suffered apparent broken 
urlet after fall from water tower 

MCCABE, E.C ! OREENMANiE i BRUNNER! E. J Region 1* Philadelphia* 
Office of the Director 79/12/12. iP 


3002070474 PNO-I-79-040 on 791218, contrac tor painter fell from ladder 
li4 riectoT bldg t, sprained ankl e. Pa inter was treated & 
released from hosp No radiation or contamination involved 
OREENMAN.E , CAPHLON, D r BRUNNER, E, Office of Inspection << 

E!nf or C ementi Office of the Director 79/12/10 Ip 


1002060620 RO 2-BD-i/lP;on 800103i drywe 11 ventilation Isolation 
valve was fully open at time when valve should have been 
lln-lted to 37 degree opening Caused by lack of proper 
control to maintain valve at less than 37 degree opening 
ULLRICH# U T Philadelphia Electric Co 00/01/03 2PP 


0-02290043 PHO-I-00-004 evaluation disclosed automatic depressuri lation 
sye nitrogen supply not selsmlcally qualified outside 
possibly unqualified drywdll NSS vendor issuing Itr & 

I0CFR21 considerations being evaluated 

OHEENMAN, C. 0 4 MCCABE, E C , BRUNNER, E Office of Inspection (t 
orcertiv-nt! Office of the Director 80/01/10 Ip. 


X)<2190122 RO 2-80-2/iP on 000110‘leak testing on AOS safety relief 
valve air supply piping Identified check valves in piping, 
arhlbltlng through leakage In reverie. Caused by 
inappropriate design Unit 2 shut down for piping insp. 
ULLRICHiW.T Philadelphia Electric Co 00/01/11. 2pp 


^0-3010334 Forwards LER 00-002/0 1 T-0. 

CODNGY, M J Philadelphia Electric Co 80/01/24. 3pp 


— 0002010337 LER 0O-OO2/O1T-O on 8001 10! dor ing leak testing of automatic 
deprossurl lat ( on sys safety-related instrument air supply 
p ipinp! ident I f i ed hard seated check valves that showed 
leakage in reverse direction Cause not stated 
COaNEV!M J PhtUdelptiia Electric Co 00/01/24 ip 


8002110407 Forwards LGP 80-003 /OlT-0 

COONEY! M J Philadelphia Electric Co 00/02/01 3pp 


—8002110413 LER 50-003/01T-0 on BOOl 19. dur ing unit star tup , of f gas 
radiation monituring sys found to be out of sve based on lew 
radiation readings Caused by failure to verify operability 
per startup checklist Checklist will be ravised 
COONEY, M J Philadelphia Electric Co 80/02/01 Ip 


GOO 229 O 473 LER 80-004/03L-0 on 800123, while performing routine md 
block monitor survei 1 lane o. channel 0 flow biased rod 
setpoints on rod block monitor found out of spec by approx 
IIX Caused by diode failure m analog circuit 
COONEY, M J Philadelphia Electric Co 80/02/22 Ip 


DOCKET 90-278 PEACH BOTTOM ATOMIC POWER STATION, UNIT 3 


r Becurity, medical, emergency It fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 79J231 Forwards FR notice 
0RIHE6, B K Emergency Preparedness Task Force 79/12/21 7pp 


8002010353 Forwards revised title it cover page 8( Page 16-1 tO physical 
security plan Enel withheld (ref 10CFR2 790) 

ORADLEYiE J Philadelphia Electric Co 00/01/28 3pp 


6002060931 Submits info re evacuation time estimates! in response to 
NRC 791129 Itr Two oversize area maps re emergency 
evacuation plan end 

DOLTROFF, 8 U Philadelphia Electric Co 00/01/30 9PP 


0002270003 Orants 30-day extension for equipment described in physica 
socurity plan Requests info identified in end End withheld 
(ref 10CFR2 790) 

IPPOLITO, T A Operating Reactors Branch 3 80/01/31 2pp 


6002140907 Forwards addl info requested in NRC 600131 Itr re physical 
security plan Info withheld <ref 10CFR2 790) 

BRADLEY, E J Philadelphia Electric Co G0/O2/08 3pp 


6002270414 Forwards design info re selected fire protection mods in 
response to NRC 790S23 itr Mods will be completed by 
601123 Hods to upgrade doors to condensate pump rooms 
completed 770B17 Drawings available in Central Files 
DALTnOFF,a L Philadelphia Electric Co 00/02/21 9pp 


—0002270420 ”Fire Endurance Tests on Silicone Foam! Ceramic Fiber! 
Cellular Concrete U Marinlte XU Panel Penetration Seals In 
Masonry Floors 

ff Factory Mutual Research Corp 76/05/10 SOOpp 


—0002270430 "Fire Endurance It Hose Stream Tests on Silicone FoaitiiCera 
Fiber, Cel lular Concrete & Marlnite XL Panel Penetration 
Beals In Masonry Malls 

e Factory Mutual Research Corp 70/09/10 200pp 


0 Adjudicatory correspondence 


8002040080 Forwards MI Ooldmati test imony, per ABLAD 791003 order & ALA 
966 8vc lists end 

eiLBER0!J E 0hau, Pittman, Potts V Trowbridge GO/Ol/18 9pp 


— 8002040067 Prepared testimony addressing deficiencies alleged by 
Intervenors re Rn-222 emissions attributable to mining & 
milling of U fuel 

QQLOMAN, hi 1 Philadelphia Electric Co OOLDMAN, M I Metropolitan 
Edison Co, GOLDMAN, M I Public Service Electric Oas Go of New 
Jersey 00/01/18 Ip 


0002120450 Responds to 790416 Itr re TMl-2 accident NRC has ordered 
public hearing to determine restart of TMI-1 NRC 790720 
order suspended OL far TMI-2 Util customers will not have to 
pay for restoration of TMI-S 

BENTONiH R Office of Nuclear Reactor Regulation, 00/01/18 2pp 


— ‘8002120467 Requests shutdown of facilities Candles coal can be 
substitute for nuclear power Opposes util customer payment 
far TMI-2 accident 

BTEFANOMICZ, F Affiliation Unknown 79/04/16 2pp 



DOCKETED ITEMS 


ALA[i-5*2 re recUmetion of u.orl,ed- 

An^ A relMse. fro» yopk.d-„ut U 

mipB 9< AH«9 cd Deficiencies 3,4 j, 5 

WILDE. R n DivisiQ,, Fuel Cycle •. Material Safetq H0/0t/l8 


^°nn# ^ A ^ response to ALAJH-562 re lnte^^^enor Alleged 

Deficiency 3* Ascribes radon enissions From phosphate ore 
(Tunirg 5, processing to byproduct l; produced 

LGWENDCRG.H Division of Fuel Cycle t Haterlal Safety 00/01/18 


j Insurance indemnity information 


0002050083 Foruards Endorsements 80 87 to NELJA Policy KF-140, 

Entf orsement 40 to MAELU Policy MF~67 & Endorsement 3 to 
NELIA Policies Efl-8 ^ £0-9 ^ MAELU nintfers Xfi-e tt XD-9 
BftAOLEYiE J Philadelphia Electric Co GO/Dl/30 I2pp 


P Operating license $taye documents U correspondence 


8002210325 rest ifnony in lesponse to ALAB -552 re release of Ra~ 1 23 from 
^ tiiilings p i J 05. A 1 1 eged Deficiencies 7. lo> 13, 1 4, 15^ 

17. If? I Jfi Part IV of (978 U (1,11 Tailings Radiation Cantmi 
Act t' FR ni>tice« I Certificate of Bve end 

niLUER.H d Uranium Recovery Licensing Branch 80/01/10 

1 lOpp 


80020704..3 Order setting location for 800255'a6 evident laru hearings 
re aircjFt crash probahjlity K radon release issues 
KaaFings will be held ■ 1 -) Harristoun 2 Uldg. Harr i sburg. PA 
Representative ?. vitneis names should be oaled bg 000215 
RlSHOPfC J Atomic Safotij and Licensing Appeal Panel 00/01/21 
Spp 


8002110375 Extends comment period rp draft NUREO'0530 to 000115 

CAKhlLL. If P Assistant Director for Standard C< Advanced Reactors 
80/01/03 3pp 


8002070027 Requests revleu/ of QA program re diesel genexatiir fuel 0(1 
Item should be included in OA program If exception taken 
to 1 nclusion. response required vlthin 90 days 

EISEWHUT. DO Division of Operating Reactors 80/01/07 Ip 


0VV21 50307 Supplements 7G0929 request for 1977 info re failure o-f 
control rods to fully insert Requests summary of recent 
failure 2< other control rod drive malfunctions Response 
should bs sent vilthin 90 days 

IPpOLiro. T A Operating Reactors Branch 3 80/01/10 2pp 


0urO21 204*2 Do ti cB of appearance in proceedings 

CRADd'ER/ F J Office or the Executive Legal Director 80/01/24 

Q00214DOJS Not I f I es that HF Travieso-Dia i t JE Silberg uiil be 
counsel for util in evidentiary hearing re radon release 
issue HI Goldman uill bo witness for util 

S-ILBCRC. J E flhau. Pittman, Pptks ^ Trotikhridge 80/01/29 0pp 


G002«.0074l .Tiotice of appeal ance at B00225 Pv i denbiary hearing re Radcin- 
222 proceeding MI Martoii util testify on behalf of parties 
Certificate of Sve enicJ 

RADER. R Philadelphia Electric Co RADER, fi (4 Public Service 
Eiectric I Oas Co of New Jersey RADER, R M Conner. Moure ft 
Corber 00/03/01 5pp 


d0(>2|205l0 Advises that DM Dordehick t, EJ Cramaer will appear at 000326 
evidentiary bearings par A6LAD 800121 order re raden release 
issue LO Chandler V SA Troby will appear at 000235 
evidentiary hearings re aircraft crash issue 
CORDENJCK.R M Ifcaplnq Uraneb 80/03/04 2pp 


8Q022602G0 Forwards revised Ml Goldman testimony re radon emission rate 
for inactive abandoned open pit miriB Testimony has been 
revised in light of new info contained ir> MUREG/CR-Oi^a 
SiLDtRG. J r Shaw. Pittman. Potts U Trowbridge 00/03/05 2pp 


"*3002350307 Revised tesbimuny re radon omission rate for inactive 
abandoned open pit mine Testimony has been revised in light 
of neu info contained in fJDREo/CR-D520 
GOLDMAN. H I Affiliation Unltiewn 80/02/05 Gpp 

GQ02190397 Discusses G00I29 tolcon seeking NRC assistance in obtaining 
certain docunonis No copi-c-s available because only one 
docuiTienl requested is NRC generated Verbal advice given on 
how to obtain rerraming documenis 
DORDENICK/D H Hearing Branch 4 80/03/08 3pp 


0UO327O31O Notices 0# appearantes in proceeding Certificate of Sve 
end 

SILQEBO.J E . TRAVICGD-DIAZ He fcrapo 1 i tan Edison Co SILDERO, J E 
Shaw, Pittman, Potts s. Trowbtidge 60/02/00 lOpp 


0002260415 Notifies of licensee ft intervenars 000219 agreement re urdor 
of direct testimony cross oiamination of ecbcdulrd 
witnesses for 1 adpn release issue Submits order of 
presentation 

BOHDCNrCK, n M Hoaring Branch 4 8(3/02/20 2pp 


600228010>|. Forwards BM Wilde testimony revised as result of BNWL draft 
rept le recent measuromonts of underground mining radon 
releases Supersedes NH Uild^ 800110 testimony 
BORDENfCK.O M IfearXng (Iranch 4 S0/02/S2 2pp 


8002300078 Summary of 791219 S< 20 meeting w/MarJt I Owners (?roup in 
Dsthesda. HD to discuss NRC acceptance criteria for Mark I 
containment long-term program 1. issues re implementation of 
program 

GRfllES.C I Plant Systems Drench (Pre 791030) 00/01/17 Upp 


—0002200112 Task action plan A-07 "Mark 1 Load Definition Rapt. 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

e Plant Systems Branch (Pre 791030) 79/12/19 37pp 


8003310007 Notification of 800207 meeting w/Mark I owners group* BNL. 
OE NUTECH in BethesdaiHD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program, p Ians for addl FSTF testing 8« outstanding issues 
0RII1E6, G i Plant Systems Branch 00/01/28 Ip 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & 1 tr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in 5C 
EISENHUT. 0 0 Division of Operating Reactors 80/01/29 28pp 


8003(3£0416 Submits addl info requested by NRC 791005 Itr re application 
for amend to Licenses DPR-44 4« OPR-36 Describes normal 
operation ii po«t-accideht temp A humidity fqr each location 
where retrofit hardware will be located 
DALTROFF.S L Philadelphia Electric Co 80/01/30 7pp 


8002050^933 Forwards completion of airborne dose assessment required by 
Nl/Ree-0S7e Proposes addl corrective action Equipment 
qual 1 f i catl on review is being prepared in response to t£ 

Bulletin 79-010 Drawings available in Central Files only 
DALTROFF.S L Phi ladelphia Electric Co 00/01/31 lOpp 


8002360491 Forwards application for amend of OU re Tech Specs 
requirement for purging of containmenfc through standby gas 
sqs Certificate of Sve, revised Tech Specs Pages 209 & 20?a 
tc fse ancl 

BRADLGY,E J Philadelphia Electric Co 80/02/t9 Ip 


—8002350498 Application for amend to Licenses DPR-44 l< DPR-56 requestlM 
revision of Tech Gpecs to permit purging of primary 
containment thiough reactor bldg ventilation exhaust sys 
when specified conditions exist 

BOVER,V 8 Philadelphia Electric Co 80/02/19 6pp 


— 80022&0503 Revised Pages 207 ?< 209a to Tech Specs re purging of 
primary containment 

a Philadelphia Electric Co 00/03/19 2pp 


Q Ihspection reports. IE Bulletins tt correspondence 


8002200115 Affidavit ro Alleged Deficiencies 3, 4 & 5 concerning 
reclamation of long-term radon roleasos From workod-out 
0 mines Value adopted in Perkins proceeding reasonable V 
cohservati vr 

WILDE. R h Division of Fuel Cycle ^ Material Safety 00/03/22 
17pp 


0003150406 Notifies that regulations re resident insp program emended 
to require power reactor licensees to provide NRC insp 
personnel w/onsi te, rent-free. « xcluslve use of ofc space tt 
immediate access to facility 

STE-LLO* V Office of Inspection t' Enforcement, Office of the 
Director. 79/12/07 3pp 


>2290111 forwards flattollo diaft repl re recent measurements of 
xderground mining radon releases per NRC 791231 
tlflcotion to A'lLAQ Minor Changes in DM Wilde SOOjia 
itimony (nay incur as result or rppt W/o end 
IDENICK D rt ilcarhig Branch 4 00/02/23 2pp 


0002010950 Responds to IE Bullatin 79-28, "Rossible Malfunction of 
NAMCO Model EAIGO Limit Bwltches at Elevated Temps " Mo 
switches installed No plans to install switches in 
safety-related sys 

DALTROFF, S L Ph i ladelphia El ec trie Co 00/01/03 &pp 



DOCKETED ITEMS 


77 


8002280385 Forwards IE Insp Rgpts 50-277/79-26 ^ 50-27B/79-2B on 
791001-31 i, notice of violation 

DRUMMERfE J Region li Ph t ladolph lai Reactor Operations Nuclear 

Support Branch 80/01/10 2pp 


— GD02280296 Notice of violation from Insp on 79t001-3l 

* Region I* Philadelphia, Office of the Director 80/01/09 

Ip 


—8002230309 IE Insp Repts 50-277/79-26 e<i 50-276/79-28 on 791001-31 
None omp 1 lance noted conducting refueling operations iii/o 
having /node suitch lodred in refuel 

MCWBEiE C . OREENMAN,E Q Region 1. Ph 1 ladelph ia» Office of the 
Director 80/01/09 lOpp 


8002270032 Advises that Page 3 of Attachment 3 to IE Bollotin 79-OID 
should be deleted 

ORIERiB H Region Ir Phi ladelph iar Office of the Director 
aO/01/17 Ip 


0002060132 Forwards IE Bulletin e0-0S« "Inadequate QA for Nuclear 
Supplied Equipment Response required 

ORTER.B K Region 1. Philadelphia, Office of the Director 
aO/Qf/21. Ip 


8002060287 Forwards IE Info Notice 80-02, “0XGR Water Rod I-dwop End 
Plug Uaar " No specific action or response required 
0RIER<B H Region 1, Ph i ladel ph ia, Office of the Director 

eo/oi/25 Ip 


BOOS270577 Ack receipt of 800109 Itr informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-277/79-27 
80-279/79-30 

SHITHtO H Region If Philadelphia, Fuel Facility ^ Materials 

Safety Branch 60/01/25 ip 


— 8002290S83 Responds to NRC 791221 Itr re violations noted in IE Insp 
Repts SO-277/79-27 & 50-270/79-30 Corrective action radwaste 
cantrel room has been placed on controlled distribution list 
fop radwaste procedures 

DALTfiOFF, 8L Philadelphia Electric Co 80/01/09 2pp 


— 8002200211 IE Insp Repts 50-277/79-19 t, 50-270/79-21 on 790829-31 
Noncompliance noted failure to meet tnservice test 
requirements for pumps 

CAPKTON, D L Region 1, Philadelphia’ Reactor Operations Nuclear 

Support Blanch REKITQ.W A Region 1. Ph i 1 a d e 1 p h la . Office of 

the Director 79/10/11 9pp 


8009250465 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours ■' No wtitten response required 

ORIER/O H Region 1, Ph i lade Iph la, Office of the Director 

80/02/01 IP 


6002220034 Forwards IE Info Notice 00-04, "OWR Foal Exposure in Excess 
of Limits " No action or response required 

CRIER, D H Region 1, Ph i ladelph la. Office of the Director 

80/02/04 Ip 


8002210279 Forwards IE Bulletin 00-03, "Loss of Charcoal From Sid Type 
1 1, Two-Inch, Trag Adsorber Cells " Action required 
DRIER, B H Region 1, Ph i lade Iph la. Office of the Director 
aO/02/06 ip 


8002260316 Ack receipt of 800107 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts SO-277/79-24 t, 
90-278/79-26 

CARLSON, R T Region 1< Ph i ladelph la, Reactor Construction & 

Engineering Support Branch 60/02/07 Ip 


--6OO220O320 Responds to NRC 791219 Itr re violations noted in IE Insp 
Repts 50-27//79-24 U 50-278/79-26 Corrective actions const 
engineer has been reinstructed to report all nonconformances 
found In concrete expansion bolt to Site representative 
DALTRQFF, S L Philadelphia Electric Co 80/01/07 2pp 

—8002280337 Forwards* IE Insp Repts 50-277/79-24 U 50-270/79-26 on 
790924-25 20 ti notice ot violation 

CARLSON, R 1 Region i, Philadelphia, Reactor Construction & 

Enginoenng Support Branch 79/12/19 2pp 


—8002280343 Notice of Violation from insp on 790924-25 V 28 

* Region 1, Ph i ladelph la, Office of the Director 79/12/17 

Ip 


— B0022905B5 Forwards IE Insp Repts 50-277/79-27 St 50-278/79-30 on 
791030-I10J Si notice of violation 

H Region 1, Philadelphia. Fuel Facility S< Materials 

Safety Branch 79/13/21 2pp 


—8002290588 Notice of violation from insp on 791030-1101 

* Region 1, Philadelphia! Office of the Director 79/12/21 

Ip 


—0002290593 IE Insp Repts 30-277/79-27 S< 50-276/79-30 on 791030-1101 
Noncompi iance noted failure to adhere to health physics 
procedures i. failure to maintain current procedures 
at worli location 

TH0NU9, L rt , CLEMONS, P E Region 1, Ph 1 ladelph i a. Office of the 
Director. STOHR, J P Region 1, Ph i lade Iphla, Fuel Facility Si 

Materials Safety Branch 79/12/12 6pp 


60(722501 13 Forwards lE Info Notice 80-03, “Main Turbine 

Electrohydraul ic Control 8ys " No specific action required 
(^RIERi B H Region 1, Philadelphia. Office of the Director 
80/01/31 Ip 


6002260057 Forwards IE Circular 79-25, Guppl A, "Ghock Arrestor Strut 
Assembly Interference " No written response required 
ORIERiP H Region 1, Phi lade Iph ia, Office of the Director 
80/01/31 Ip 


8ea2280ie4 Ack receipt of 791221 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-277/79-19 I, 
50-270/79-31 

BBUNNEFliE J Region i, Philadelphia, Reactor Operations Nuclear 

Support Branch 80/01/31 Ip 


— B00226(7193 Responds to NRC 791205 Itr re violations noted in IE Insp 
Repts S0-277/79-I9 t 50-270/79-21 Corrective actions 
Surveillance Tests ST-6 5 it ST-6 11 have been revised to 
establish turbine ref speed 

DALTROFF.S L Philadelphia Electric Co 79/12/21 3pp 


8002280199 Forwards IE Insp Repts 50-277/79-19 8< S0-S278/79-21 on 

790029-31 it notice of violation 

BRUNNER, £ vl Region 1, Ph 1 lade Iph la. Reactor Operations Nuclear 

Support Branch 79/13/05 2pp 


0OiO228O2O3 Notice of violation from insp on 790029-31 

a Region 1, Ph 1 lade Iph ta, Office of the Director 79/10/11 
2pp. 


—8002280349 IE Insp Repts 50-277/79-24 V 50-278/79-26 on 790924-25 t . 
Noncompl iance noted failure to initiate corrective action on 
identified nonconformance 

CHAUOBARY.eK Region I, Ph i ladelph la, Office of the Director 
TRiPPiL C Region 1, Ph i ladelph la, Reactor Construction t< 

Cnglnoerlng Support Ihanch 79/12/17 4pp 


8002250139 Forwards IE Info Notice 60-05, "Chloride Contamination of 
Safety-Rela ted Piping 6 Components " No written response 
required 

GRIER, D H Region 1, Phi ladelph la, Office of the Director 
80/02/00 Ip 


6002250S92 Fof wards IE Bulletin 00-04, "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " No written response 
required 

GRIER, B H Region 1, Philadelphia, Offico of the Director 
80/02/08 I p 


8002260300 Responds to NRC 600102 Itr re violations noted >n IE Insp 
Repts 50-277/79-28 V 50-278/79-31 Corrective actions review 
of abnormal emergency procedures will be initiated in Jan 
1980 

DALTROFF, 8 L Philadelphia Electric Co 80/01/21 2pp 


—8002280305 Forwards IE Insp Repts 50-277/79'2G U 50-278/79-31 on 
791113-21 «, notice of violation 

DRUNNER,E J Region 1, Ph i ladclphia. Reactor Operations Nucl 

Support Branch 80/01/02 2pp 


— 8002280508 Notice of violation from insp on 791113-21 

« Region J, Philadelphia, Office of the Director 79/12/21 

Ip 


—8002280312 IE Insp Repts 50-277/79-28 6 50-278/79-31 on 771113-21 
Noncomp Uance noted failure of operators to review contents 
of all abnormal It emergency procedures 

PETTENHAUSEN, L Region 1, Philadelphia, Office of the Director 
CAPHTON,D L Region 1, Philadelphia, Reactor aperatlons Nuclear 

Support Dranch 79/12/21 7pp 


6002200419 Proposes that NRC delay use of matl submitted for proposed 
amend re transmi tter/trip analog units Review of IE 
Bulletins 79-01. 79-OlA «, 79-013 Indicates necessity for 
extensive evaluation of entire environ mapping package 
CAULAQHER/J W Philadelphia Electric Co 80/02/13 ip 


78 


DOCKETED ITEMS 


□ 002».20349 Requests relie-f fro(»> ultrasonic piam r 9 (tuir<Ai 9 nt in i97A 
ffdition Df Boiler t Pi essure Ve-i 4 cl Code. Set tion Xl* 

re inservltfl insp prografli 

DALTBOFFi 6 I Phiiadelphi.i Electric Co 60/02/19 Spp 


G0022Q02.82 Ac I receipt oK G00121 Itr in^onsing NRC of ^teps taken to 
COT ret t violations noted in IE Inap Repts 50-277/79-28 & 
50 ' 270 / 79'-31 

OnUNNEIfj e J Regiao 1* Philadelphia. Reactor Operations Nuclear 

Support Branch 00/02/00 ip 


R Periodic operating reports I related correspondence 


8002300411 Forwards monthly operating ropts far Jan 1980 
CODNEV. M J Philadelphia Electric Co 00/02/11 2pp 


--0002200413 Monthly operating rept* for Jan 1980 
» Ph i Udolphifl Electric Co 00/02/lt 9pp 


S Reportable occurrences. LERs * related correspondence 


Q0020A0417 PNO-I-79-034 on 791212, const luorker suffered apparent broken 
wrift after fall from uater touer 

MCCABC. E C , GREEM1AN, E - DRUWNEfl.E J Regidn 1, PMladolphUi 
Office of the Director 79/12/12 IP 


0002210093 PND-I*‘7'?"036 an 791214. reactor manual scram initiated after 
(nomentery potier loss ho instrument feeds Loss resulted in 
turb I np/generatlon runback. bypass valve opening 4< pressure 
tn level Instrunenta t j on tnstab 1 1 it i es Cause not stated 
CREeNMrtN.E 0 . CAPHTOIJ. D L , BRUNNER, E J Office of Inspection *c 
enforcement. Office of the Director 79/12/17 Jp 


0002060628 HO 2-0O~l/lP on a00t03« drywe 1 1 ventilation laoletlon 
valve uas fully open at time w^hen valve should have been 
liffiited to 37 degree opening Caused by Lack of proper 
control to maintain valve at less than 37 degree opening 
ULLRICH. W T Philadelphia Electric Co DO/Ol/03 2PP 


8002250043 P Nil- 1 ‘■GO'OOR evaluation disclosed automatic d e pressurixatl o-n 
sys nitrogen supply riat solsmlcaily qualified outside 
possibly unqualified dryuell NSS vendor issuing Itf & 

10CrR21 c onsidera t I ons being evaluated 

OREENMAN.E 0 . MCCABE, E C , BRUNNER. E Office of Inspection 4 
Enforcement. Office of the Director 00/01/10 ip 


8002150122 RO 2-G0-2/1P on QOOllO Uak besting on ADS safety relief 
valve air supply piping identified check valves in piping 
uihiblbing through leakage in reverse Caused by 
inappropria to design Unit 2 shut doun for piping Imp 
ULLRiCfl.N T Philadolphia Electric Co 00/01/11 2pp 


8002110403 LER 80-001/03L-0 on 300106. during surveillance tests. main 
iteaei line radiation eno-nltor D failed bo actuate hl-^hi trip 
to initiate channel B one-half scram U Group 1 isolation 
Cause unknown Mo-nlter replaced 

CODNEY. M J Philadelphia Electric Co 00/03/05 Ip 


6002270371 UER BO-002/03L-0 on 000116, uih i le at power during Insorblon 
of tip probe S into core. tip probe inihield light came an 
Arobf could be i nserted. but not withdrawn Caused by tip 
inshleld limit suitch being out of callbr 
COONgV.M J Philadelphia Electric Co 00/02/15 ip 


8002270309 RO 3-P0-7/1P on 800221. sei smlc nitrogen supply to five 
containment ventilation valves found valved out of eve 
Caused by possible lack of info during 800205 inerting 
operation 4 300S20 blocking error during mod work 
ULLRICH, V4 T Philadelphia Electric Co 80/02/22 2pp 


DOCKET 50-200 6URRY POMCR BTATIOH. UNIT I 


r SttcurLtij. m'Odicoli dmorgency 4 fire protection plans 


0002040007 Announcot regional uorkshops to discuss feasibility of 
proposed change to regulation on radiological etnergency 
response plans for facillblas Requests designation of one 
representative per ulll by 791231 Forwards FR notice 
ORlMESi D K Fmergency Preparedness Task Force 79/12/21, 7pp 


8002110120 Advises that NRC will perform special appraisals of health 
physics programs during CVRO in lieu of routtne insp Bcope 
uill include organ i laLion, personne 1 qualification 6 
raining, radwaste process i ng , mon i tor ing 4 training 
TGLLQ.V Office of Inspection 6 Enforcement, Office of the 
Irector 00/01/22 3pp 


8002140690 Request assistance In review of licensees' proposed nodi te 
meet fire protection safety evaluation commitments Schedule 
for evaluations should be consistent w/ imp lementlng mods by 
001101 

EIBENHUT. D 0 Division of Operating Reactors 80/01/S6 Ip 


8002130659 Confirms 6D02D5 meeting w/NRC in Bethesda.MD to discus* 
progress of fire protection program Div of sys safety has 
rasponsib 1 1 1 tg for fire protection program evaluation at 
six sites DKL contractors should defer work on plants 
PEROUSON. R L Plant Systems Branch 00/01/29 4pp 


GD02DB0440 Forwards population 4 evacuation time estimates in rtspontt 
to NRC 791129 request 

8TALL1N03, C M Virginia Electric 4 Power Co 60/02/06 S0pp 


9002130451 Poruierds project status summary for fire protection mods, 
per Amende 53 & 54 to OL iHods to air flow detectors, 
installation of fire extinguishers 4 submittal of Tech Spec 
re auiiliary feedwater pump will ba made by 800229 
STALLINOS, C M Tennessee Valley Authority 00/02/11 2pp 


8002890416 Forwards upgraded emergency plan for facilities, 
erALLlNOS. C M Virginia Electric 4 Power Co 60/02/29, Ip 


— 0002290421 Upgraded emergency plan for facilities 
» Virginia Electric 4 power Co 00/02/29 300pp 


G Adjudicatory correspondence 


0002130397 Forwards decision 4 PR notice denying North Anna Environ 
Coalition 790405 request that NRC revoke QLs for facilities 
DENTON. H R Office of Nuclear Reactor Regulation 79/12/20 Spp 


— 0002130404 Decision denying North Anna Environ Coalition 790405 riquiil 
that NRC revoke OLs for facilities 4 reverse 790201 decision 
re holding show cause hearing on steam generator repair 
program 4 preparing EIS 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/20 Apt 


'—0002130411 Notice of Issuance of director decision denying North Ann* 
Environ Coatition 790405 request that NRC revoke OLi for 
fac 1 11 ties 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/20 2 m 


6002130416 Forwards decision denying 790405 request to revoke OLs of 
facilities 

DENTON.H R Office of Nuclear Reactor Regulation, 79/12/20 Ip 


8002010275 Forwards confirmatory order re implementation of Lessoni 
Learned Task Force -Category A r aqulrementi prior to plant 
operation 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/02, 2p; 


— 0002010201 Confirmatory order requiring implementation of Lessoni 
Learned Task Force Category A items prior to plant 
operation Justified equipment delays will extend 
implementation date for Item 2 1 7a to 800601 

DENTON.H R Office of Nuclear Reactor Regulation 80/01/02 4 m 


8002110513 Forwards North Anna Environ Coalition 790911 Itr requastldf 
EtS 4 hearings re steam generator transport to Richland.NA, 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/25 Ip 


—0002110522 Advises that Commission supports 790201 director's diclilin 
under 10CrR2 206. denying North Anna Environ Coalition 
petition re steam generator repair program Requests 
correspundence between DOE 4 Coalition be forwarded GOOUO 
CHILKrB J Office of the Secretary of the Commission 79/12/87 
Ip 


8002110002 Order advising of Commission determination to review 
790281,0404 1024 director's decisions per 10CFR2 206 

CHILK/8 J Office of tha Secretary of the Commission 00/01/29 

ip 


0002060543 Revises show cause mod completion schedule Nill complete 
eight remaining mods re component coding llries by 800215 
0PENCER. N C Virginia Electric 4 Power Go 00/02/01. Ip 


H General correspondence 


8002130418 Advises of Commission support of director decision re 790411 
1 fcr concerning transport of part of steam generator removed 
from facility Copy of Itr forwarded to DDE for 
considerati on 

DENTON. H R Office of Nvdear Reactor Regulation 80/01/85 if 
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9003290305 Retpond* to appeal of FOIA request for T Olbbon 790314 i, H 
Thompson 790315 memos to PA Bradford Forwards 790314 memo 
Info partially withheld (ref FOIA Eiccmption 9) H Thompson 
imacno withheld <ref FOIA Exemption 5) 

CHILK.S J Office of the Secretary of the Commission 80/03/30 
IP 


~-600239033? Summarires telcon re number of barrels of oil per day 
required by shutdown of nuclear power plants Figures are 
based on five plants running at full capacity using only oil 
fuel Info partially withheld (ref FOIA Exemption 5> 

OIBDON. T Commission 79/03/14 2pp 


■J Imurance U indemnity information 


0-002150359 Forwards Endorsements 20 & 43 to NELIA Policies MF’-9& & 
MF'57. respectively 

AhJDREMSi C L Marsh h McLennan# Inc # M & M Nuclear Consul tants# tnc 

Div eo/02/oa 3 pp 


QOO2iSO3B0 Forwards Endorsement 4 to Binders XD''63 P Endorsement 3 to 
Binders XB-27 P XD-38 

ANOBEUISj C L Karsh & McLennan# Inc # M & M Nuclear Consultantsi Inc 
Div 30/03/ 11 7pp 


P Operating license stage documents P correspondence 


6003190176 Forwards questions re NUflEO-OSya# TMl-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sgs 
automatic Initiations (< flow indications to steam 
generators Requests response by 791214 

BCHWENCERjA Operating Reactors Branch I 79/13/12 2pp 


9002130484 Requests util take immediate action to initiate periodic 
testing of barrier check valves each refueling Valves 
which should be leak tested are 81-79# 81-85# 81-241# 81-342 P 
31 -243 

SCHNEKCERfA Operating Reactors Branch 1 79/12/17 3pp 


6002130203 Forwards safety evaluation of electr leal# instrumentation 1( 
control aspects of overpressure mitigating sys ti EOttO rept# 
''Technical Evaluation of Electrical# Instrumentation P 
Control Aspects of Overpressure Mitigating Sgs 
LArNAS#0 Plant Systems Branch 79/12/26 Ip 


a002i302li Safety evaluation of elec tnea I # instrumentation 8« control 

aspects of overpressure mitigating sys 
» Office of Nuclear Roactor Regulation 79/12/26 2pp 


—*8002130217 "Technical Evaluation of Electr lea 1# Instrumentation tc 
Control Aspects of Overpressure Mitigating Sys " 
a EO b 0# Inc 79/12/26 10pp. 


6002110276 Extends comment period re draft NUnE0*'O63O to 800116 

QAMKILLrN P Assistant Director for Standard P Advanced Reactors 
00/01/03 app 


SOQ2010387 Submits Info r« new steam generator noizle design Design 
Issued prior to present concerns about feedwater pipe 
cracking Poiilble conclusion concerning advantages of welded 
norile in preventing nozzle cracks Is prematura 
STALLJNOa# C M Virginia Electric P Power Co 00/01/29 2pp 


6002140005 Dlicusies recent developments impacting waste disposal 
Operations at commercial low level waste burial sites 
Forwards license p Itr from State of QC to Chem-Nuclear Sys 
describing restrictions for watte disposal in 8C. 

ElSENMUTfD.O Division of Operating Reactors BO/Oi/29 2Bpp 


6002040273 Forwards status of implementation of TMl Lesions Learned 
Task Force short-term requirements, Addl info will be 
provided prior to operation of facility 

8TALLIN&8# C M Virginia Electric P Power Co 80/01/31 3pp 


60D20S045B Forwards response to Lessons Learned Task Force 
Recommendations 2i7a8<2. 1 7b re auxiliary feedwater sys 
automatic initiation Supplsments preliminary info provided 
in 791214 telcon 

STALLINOSrC M Virginia Electric P Power Co 00/02/01 21pp 


S002Q70356 Notifies of implementation of all Lessons Learned Task Force 
Category A requirements. Installation of addl radiation 
nonltors is complete Made two sys mods to facilitate 
past-accident sampling 

STALLIN<}8>C K Virginia Electric P Power Co 00/02/04 ip 


6002210221 Notification of 800200 meeting w/util in Bethesda#HD to 
discuss containment spray mods 

NEIOHSORaiD Operating Reactors Branch I 80/02/06. 2pp 


8002120&B7 Responds to NRC 791217 Itr ro inservlce testing of LHBI 
check valves Valves 51-79.02.05,241.242 P 243 will be tested 
to verify proper operation Design -change requested to 
install leakage monitoring connections on lines 
STALLINGS. C M Virginia Electric t Power Co 00/02/07 Ip 


8003260447 Provides supplemental info to 791213 Itr in response to NRC 
790927 P 1023 Itrs re containment purging during operation 
Containment purging not performed unless plant in cold 
shutdown or refueling mode 

STALLINGS. C M Virginia Electric P Power Co 00/02/21 Ip 


0002260464 Responds to NRC 7B0125 1 br re asymmetric LDCA loads on 
reactor pressure vessels Analysis indicates that backfitting 
will not provide addl protection 

STALLINGS# C M Virginia Electric P Power Co 00/02/21 3pp 


9002200346 Application to amend Licenses DPR-32 L DPR-37 to require at 
least one auxiliary feedwater pump to be operable when temp 
4c pressure of opposite unit are greater than or equal to 
350F P 450 p8 ig# respoc 1 1 vely Tech Spec pages enc 1 
STALLINGS. C M Virginia Electric P Power Co 00/02/26 3pp 


—8002280334 Revised Pages 3 6-1 through 3 6-5 P 4 8-1 through 4 8-3 to 
Tech Specs re availability of auxiliary feedwater pumps 
« Virginia Electric P Power Co 80/03/26 Bpp 


Q Inspection reports# IE Bulletins & correspondence 


S002090063 Submits add! response to IE Bulletins 78-12. 12A P 12B. 
"Atypical Meld Mat! in Reactor Pressure Vessel Melds " 

Forwards response originally submitted to IE by 791029 
Westinghouse Itr W/o end 

STALLINGS. C M Virginia Electric P Power Co 79/12/26 2pp 


0002130020 Forwards IE Insp Rapts 50-280/79-60 P 50-2B1/79-B7 on 
791210-12 No noncompliance noted 

MURPHY* C E Region 2# Atlanta. Reactor Construction P Engineering 

Support Branch 79/12/20 2pp 


—0002130026 IE Insp Repts 50-280/79-68 «< 50-281/79-87 on 791210-13 Ho 
noncoflipl iance noted Mo^or areas Inspected const status, 
engineering task assignment review-, licensee action on 
previous insp findings b nonconf armance rapt review 
MUNT*Hi D Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch MILCOXrV D # BRADLEY. R D Region 2, Atlanta. 
Office of the Director 79/12/27 4pp 


0002110437 Responds to FOIA request for info re Investigations Portions 
of App B b C documents re individual Identl f ication 
partially withheld (ref FOIA Exemptions 5,6 b 7> 

FELTONr J M Division of Rules and Records 00/01/07 6pp 


— 6002110466 Nonpropr letary version of memo re defective welds in neutron 
shield Employee alleges that info re potential safety 
problem was removed from rept 

8CHNE0ELEN#A Office of Inspector P Auditor 76/12/07 Ip 


— B002110473 Nonpropr letary version of memo re defective welds In neutron 
shield Employee alleges that info re potential safety 
problem was removed from rept 

MCTIERNAN-# T J Office of Inspector P Auditor 76/12/10 Ip 


— B002110509 Nonpropr letary version of memo re investigation of rept 
concornlng defective welds in neutron shield of facility 
Defective welding presents no public health or safety 
threat 

RYAN# W E Office of Inspector I# Auditor 77/01/24 2pp 


— 8002110516 Nonproprietary version of memo re defective welds in neutron 
shield tank Melds pose no threat to public safety No 
evidence exists supporting allegation that attempt made 
to conceal defects File closed 

MCTIERNAN* T J Office of Inspector P Auditor 77/01/25 5pp 


— 8002110491 Discusses 761216 safety review of alleged defective welding 
in neutron shield tanks Shield tank provides support for 
reactor vessel Ofc of Nuclear Reactor Regulation will permit 
FUR operation during asymmetric loading analyili 
6EYFRIT#K V Region 1# Philadelphia# Office of the Director 
76/12/28 2pp 


— 8002110496 Forwards 791316 evaluation of safety significance of alleged 
defects in neutron shield tank Defects present no concern re 
public health P safety 

GRIER* D H Region li Ph 1 ladel ph ia# Office of the Director 
76/12/16 ip 



BO 


DOCKETED tTEMS 


~-8002tl050l Submits summarij of rs safeti^ significance from 

alleged welding defects in ne.jtron sliield tanks Failure of 
uields uduld lesult in operational inconvenience rather titan 
satetg concern 

SEVFfilT.KV Con-nnsion 7{>/12/'lfa 2pp 


8002110553! Worp r apr le tar y verlion ot memo f oruarii mg IE InSP fiopts 
5t)-20O/i9-oe t 50 281/79-00 on 691020-31 i 1114 
^ Atomic Fnergij uommi s; lor 70/01/33 Ip 


**-3002110562 Nonpropr let^r g version ot memo forwarding IE In-sp Repta 
50-230/69^03 t 50-28 l/*9“O0 on 69I02Q-31 t 1114 
* Atomic Energy Canmission 70/01/23 Spp 


8002110572 HoikpTopT 1 ptar g version of memo re we 1 d mg defjctencie* at 
Surry Unit I Enplcyee allegations re Unit 1 vessel mere 
mistaVen Allegations roncerned Unit 2 

fiVAfJ, i-l E Office of Inspector 8< Auditor 77/12/05 2pp 


' a002nCM39 foruards repC or pre L j m irjrg inquirg into aUegatlon of 
unresolved pToblem areas identified by NRC regional 
inspector fJeqtiests evaluation of recoirmendat i on re Surry 
neutron shield (J/o enc 1 

TNORNDURiiH 0 Division ot Reactor Construction Inspection 
79/05/30 IP 


-8002110630 fioripropr 1 etary version of K‘RC nemo on NJliC employee concerns 
re closing of Surry l 5 anonymous itr on Brunswick 1 t< 3 
Employee a 1 1 i^gat i on re abortion of inves t igat i on was 
inconect Surry matter should be closed 

RYAfii il E Office of Ifispector b Auditor 77/12/07 Ip 


6002070463 Ac I* receipt of 77J219 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-280/79-06 i 
50-201 /'/9-09 

L£iiir&/R C Region 2. Atlanta. Reactor Operations Muclear Support 

Branch GO/OI/08 Ip 


— Q0C20/05I7 Revises 790524 response to ARC 790501 Itr re violations 
rot^d in IE Insp fiepts 50-230/79-03 8- SO-DOI/79-09 
Coi recti /« actions riew sys formulated for controlling 
Category I matt from receipt to Installation 

SIALLIUGS.C M Virginia Electric i. Power Co 79/12/19 4pp 


8002070466 Ack receipt of 79122b Itr lotarming NRC of steps taken to 
correct violations noted in IE Insp flepts 50-280/79-624 
50-281/ 79-32 

LEldISfR C Region 2 Atlanta. Reactor Operations Muclear Support 

Branch SO/Ol/OO Ip 


—8002070473 Responds to MRC 791203 Itr re violations noted in IE Insp 
Roots 50-290/79-62 A 50-281/79-82 Corrective actions pit 
ua s pumped down^ radiati on monitors reset to lowered 
setpoints f fire extinguishers inspected 4 tagged 
STALUEWGC.C Id Virginia EJeclnc 4 Power CP 79/12/56 4pp 


--3002070478 Forwards IE Insp fiepts 50-280/79-62 4 50-281/79-02 on 
791001 “3 Ia noti ce of violation h notice of deviation 
LEWIS R C Region 2. Atlantor Reactor Operations Nuclear 

Support Branch 79/12/03 2pp 


—8002070481 f^otice of violation from insp on 791001-31 

n Region 2« Atlanta. Office of the Director 79/11/30 Lp 


--80020704Q4 Notice of deviation froo insp on 79JOOl-3t 

a Region 2. Atlanta. Office of the Director 79/11/30 lp 


--3002070491 IE insp fiepts 50 290/79-63 4 50-281/79-82 an 791001-31 
Noiicomp 1 lance noted failure to follaiii alarm procedures; 

CDPldotun rate eiceeded Toch Bpec i leii t t> alarm setpoints un 
radiation mentors not in accordance u/7ech Specs 
nURKE. D J Region 3. Atlanta. Office of the Director 
KELUCGD. P J Region 2. Atlanta. Reactor Operationis Nuclear 

Support Branch 79/11/30 5p p 


8002040228 Forwards response to IE Bulletin 79-20 re passible 
malfunction of NAMCH limit sultches All NAtICO limit 
switches if) safety-related equipment hava had tap gaskets 
replaced in accordance w/nanufac feurer recommendfat iont 
STALLINGS. C N Virg 1 n i a Elec tr i c A Power Co 00/01/09 3pp 


0002040040 AePr receipt af 791220 Itr informing NRC of steps taken to 
correct violation! noted in IE Insp Rapis 50-280/79-61 If 
50-281/79-80 

iBftVANT;-J C Region 2 Atlanta. Reactor Construction !< Engincarifig 

Support Branch SD/Oi/10 lp 


— 900204-00'S4 Responds to NRC 79J127 Ur re violations noted in IE Inii 
Ropts 50-33D/79-61 4> 50-381/79-00 Corrective actions 
transf ermer ramovod from fire door positive latches 
Installed on doors as needed 

STALLINGS. C N Virginia Electric U Power Co 79/12/20 4pp 


—8002040059 Forwards fE Insp Repts 50-200/79-61 tc 50-201/79-80 on 
791017-19 & notices of violation 6 deviation 
WURPHV^C £ Region 2. Atlanta. Reactor Construction h 

Engineering Support Branch 79/11/27 2pp 


— 8002040063 Notice of violation from map on 791017-19 

* Region 2* Atlanta. Office of the Director 79/11/19 lp 


— 6002040069 Notice of deviation from map on 791017-19 

♦ Region 2. Atlanta. Office of the Director 79/11/19 ip 


— 80D2040075 IE Insp Rapt 50-200/79-61 b 50-281/79-00 on 791017-19 
Noncomp i lance noted fire door inoperative between Unite t & 

2 switchgear rooms . sub s td fire door 6 substd carbon dioxide 
tys in SVC water intake structure 

CONLON. T E Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch MILLER. W H Region 3. Atlanta. 
Office of the Director 79/11/19 7pp 


BD02070376 Forwards IE Circular 00-01. "Sve Advice for GE Induction 
Disc Relays ■' No response required 

□ 'REILLV. J P Region 2. Atlanta. Office of the Director 

BD/OI/17 Spp 


8002150246 Requests util disregard IE Bulletin 79-'0lD b ends dtd 
000114 Forwards IE Bulletin 79-OlB. "Environ Dual 1 f Ication 
of Class IE Equipment " Action required 

O'REILLY.O P Region 2. Atlanta, Office of the Director 
80/D1/J7 2pp 


80D2120345 Forwards updated rept df visual insps in response to IE 
Bulletin 79-1 7. Revid i op 1. "Pipe Cracks in Stagnant Berated 
Nater Sys at PNR Plants " Al) applicable welds inspected 
Results consistent w/results in util 791221 Itr 
STALL I MBS. C M Virginia Electric 8< Power Co 80/02/06 2pp 


80D3310521 Forwards response to IE Insp Repts 50-200/79-67 6 
50-201/79-09 on 791101-1214 Corrective actions personnel 
instructed re mechanical t* electrical maint procedures 
S TALL 1 NOS. C N Virginia Electric & Power Co 80/02/19 2pp 


8002260439 Responds to notice of violation included in IE Insp Rept* 
50-280/79-64 S< 50-201/79-04 Does not concur w/infractlon 
Mods being made to gate to prevent deliberate entry 
STALLINGS, C M Virginia Electric L Power Co 80/02/21 2pp 


R Periodic operating reports 6 related correspondence 


0OO2I9O7S7 Foriifards monthly operating repts for Jan 1950 

STALLINOS.C M Virginia Electric 6 Power Co 80/02/15 Ip 


—8002190762 Monthly operating repts for Jan 1980 

STEWART, W L Virginia Electric 6 Power Co 80/02/05 44pp, 


S Reportable occurrences. LER s L related correspondence 


8001090509 Discusses Part 21 repts re overpressur I latian of containment 
in PWfl plant after steam line break Will determine effects 
of emergency feedwater sys on containment pressure b review 
generic aspects on PWRs 

GRillEBi D K Assistant Director for Engineering U Projects 
79/11/13 Spp 


8002070483 PNO- f 1-79-043 on 791219. unit reactor tripped from lOOX powsr 
when reactor coolant pump motor A failed Steam generator A 
presssufe dropped it safety injection occurred on high steam 
header differential pressure Ni 1 1 investigate 
WEBSTER.E H / KELLOGG, P J Region 2, Atlanta. Office of the 

Director 79/12/19 Ip 


8002210213 PNO-lT-79-047 on 791231. NRC issued Ur to VEPCO confirming 
actions to be taken re testing of snubbers at normal 
operating temps. Actions to be completed prior to startup 
from present maint outage 

NEQETERrE H , KELLOOC. P J Region 2. Atlanta. Office of the 

Director 79/12/SX 2pp 


9002040516 RO on 0001 16, dur i ng power operation, boric acid flow in one 
of two required flow paths to core was blocked for approx 
3-|i Caused by inadvertent closing of discharge valve Valve 
immediately opened V boric acid flow verified 
STEWARTrW L Virginia Electric 6 Power Co 00/01/16 Ip 
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800301 0338 Forwards LEW 80-008/01 T-0 

STALLINGS, C M Virgitiio Electric IV Power Co 30/01/30 Ip 


-*'8002010369 LEW 80-008/01T-0 on SOOt 16, dur irig power operati on, valve 
inadvertently c losedi pt event ing boric acid flow in one of 
two flow paths to core for approx 3~h Caused not stated 
Valve opened & boric acid flow verified 

STEWART. W L Virginia Electric h Power Co 00/02/01 3pp 


8002070287 Forwai ds updated LERs 79-031 /03X- 1 , 79~035/03X-l «< 
79-037/a3X-l 

STALL IN Oa. C M Virginia Electric 6 Power Co 80/02/03 Ip 


— 0002070291 Updated LER 79-031/03X-1 on 791117, while reviewing liquid 
uacte release forms, d iscovered that liquid waste monitor 
did tint alarm high ^ trip lelease valve during 791117 
isotope activity release Caused by personnel error 
* Virginia Electric & Power Co 79/11/21 2pp 


— B002070297 Updated LER 79-03S/03X-1 on 791 127, routine surveillance 
ravealed failure of heat tracing circuit 2D, Unit 1 suction 
piping to boric acid transfer pump Caused by water damage to 
heat tracing circuit 

BTEMART.W L Virginia Electric t Power Co 79/12/21 2pp 


--8002070303 Updated LER 79-037/03X-1 on 791 1 19, dur mg normal operation, 
routine surveillance revealed failure of heat tracing 
circuit 13Ai 1 & 2 boron injection rec irculation to boric 
acid tanks Caused by excessive heating of heat tracing tape 
BTEl^ARTtM L Virginia Electric & Power Co 79/12/11 2pp 


Q0021206&6 Forwards LERs 8O-OOS/O3L-0, SO-006/03L-0 i> 0O-OO7/O3L-O 
STALLIWOS. C M Virginia Electric Power Co 80/02/07 Ip 


— 0002120661 LER GO-0D3/O3L-O on 800120, while conducting PT 27D heat 
tracing sy s, d i scover ed that circuit 17A panel 9 was 
inoperative Caused by thermostat failure Maint repb 
initijited Defective thermostat replaced 

STHi^ART, WL Virginia Electric Power Co 80/02/11 2pp 


— 8002120668 LER 00-006/03L-0 on 800113, during routine surveillance of 
liquid waste release, d i scovered that unsampled waste from 
tank 9A was being pumped to tank 5D Caused by inadvertent 
operation of transfer pump Waste release terminated 
STEWART, WL Virginia Electric Power Co 00/02/11 2pp 


— B002120673 LER 80-007/03L-0 on 6001 16, dur i ng normal operati on, heat 
tracing circuit A on line 1“CH-56~152, boric acid supply to 
blender failed Caused by water penetration of heat tracing 
tape Tape replaced w/higher water resistant tape 
BTCMART.M L Virginia Electric K Power Co 80/02/11 2pp 


8002190707 Forwards updated LER ao-006/03X-l 

8TALLINCS,C H Virginia Electric «< Power Co 00/02/14 Ip 


— 0002190710 Updated LER 0O-OO6/O3X-I on 8001 1 9, dur Ing surveillance of 
liquid waste release, unsampled liquid waste discovered being 
pumped to Tank IID Caused by operator error Terminated 
release ft, instructed to use approved procedures 
STEWARTrW L Viiglnla Electric tt Power Co 80/02/15 2pp 


0002190722 Forwards LER 80-01 0/01 T-0 

STALLINGS, G M Virginia Electric ii Fewer Co 80/02/14 Ip 


“-8002190729 LER 0O-O1O/OIT-O on 0OO|3i,pipe stress reanalysis revealed 
Dverstres* on line 10"-CC-9“’12l, Uni t 2 supply to RHR 
exchanger A Caused by inadequacy of supports Hod completed 
prior to final stress calculation 

STEWART. W J Virginia Electric e< Power Cd 80/02/14 2pp 


BOOS220366 Forwards LER 80-009/03L-0 

STALLINGS, G N Virginia Electric «< Power Co 30/02/19 2pp 


— 8002220373 LER 0O-OO9/O3L-O on 000123, dur i ng normal operati on, b or i c 
acid transfer pump 1-CH-P-2A lost flow Caused by broken 
pump shaft inside pump casing Caused by improper 
Installation Pump A replaced ^ maint procedures revised 
STEWART# M L Virginia Electric Power Co 80/09/18 2pp 


DOCKET 50-28 1 BURR 7 POWER STATION, UNIT ? 


F Sacurlty, medical, emergency 1, fire protection plans 


800-2040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
0RIHE8, B K Emergency Preparedness Task Force 79/12/21 7pp 


0OO211O12B Advises that NRC will pei form special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
will include organi lat i on, per sonne 1 qualification I 
t rain I ng . radwaste pi ocess M>g , mom tor ing t training 
STELLO, V Office of Inspection Enforcement, Oifjce of the 
Director 80/01/22 3pp 


8002140690 Request assistance in .eview of licensees' proposed mods to 
meet fire piotection safety evaluation commi tmepits Schedule 
for eva lua t lotis should be consisterit w,' imp 1 emending mods by 
001 lOl 

ETBENH-LfT. D C Division of Operatirig Rea, tors GO/Ol/26 Ip 


6002130659 Connrms 800P05 meeting w/fJRC m Delhosda.MD to discuss 
progress of fire protec t tc*i) program Dlv of sys safety has 
responsibility fen fire piotection piogiam evaluation at 
six sites ONI contractois should defei work on plants 
FEROUSCIN. R L Plant Bystems Dranch tlO/Ol/29 4pp 


8002000440 Forwards population *•> evacuation time estimates in response 
to NRC 791129 request 

STALLINGS, C M Virginia Electric i Power Co 30/02/06 28pp 


0002130451 Forwards project status summai y t-or fire protection modS' 
per Amonds 53 A 54 to QL Mods to air flow detectors, 
installation of fire extinguishers it submittal of Tech Spec 
re auxiliary feedwater puinp will be made by 8002S9 
STALLINGS, C M Tennessee Valley Authoity 00/02/11 «?pp 


0002290416 Forwards upgraded erne i gene y plan for facilities 
BTALLINGS.C H Virginia Electric f. Power Co 00/02/29 Ip 


--8002290421 Upgraded emergency plan for facilities 

» Virginia Electric * Power Co 80/02/29 300pp 


0 Adjudicatory correspondence 


8002130397 Forwards decision h FR notice denying Noi th Anna Etrviron 
Coalition 790405 request that NRC revoke OLs for facilities 
DENTON* ll R Office of Nuclear Reactor Regulation 79/12/20 2pp 


— 3002130404 Decision denying North Anna Envii on Coalition 790405 i equest 
that MHC revoke OLs for facilities t reverse 790201 decision 
re holding show cause hearing on steam generator repair 
program ?- preparing ElS 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/20 4pp 


— 8002130411 Notice of Issuance or diioclor decision denying North Anna 
Environ Coalition 790405 request that NRC revoke OLs for 
f ac i I } t i es 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/20 2pp 


6002130416 Forwards decision denying 790405 request to revoke OLs of 
faci 1 1 tie s 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/20 Ip 


8002110513 Forwards North Anna En/iron Coalition 790911 Hr requesting 
Els & hearings re steam geneiatvr transport lo Richland, WA 
DENTON, H ft Office of Nuclear Reactoi Regulation 80/01/25 Ip 


— S0D211O522 Advises that Commission supports 790201 dirocter's decision 
under 10CFR2 206, denying North Anna Environ Coalition 
petition re steam generator repair program Requests 
correspondence between DOE fy Coalition be foiwarded 0001 10 
CHILK, B J Office of the Secretary of the Cnmmission 79/12/27 
IP 


8002110002 ardor advising of Commission determniat ion to leview 
790201,0404 fr 1024 director's decisions per 10CFR2 206 
CHILK, S J Office of the BacreCary of the Commission 80/01/29 
Ip 


H Oenerai corr'espondenc e 


8002130416 Advises of Commission support of dnector decision re 790911 
Hr con-cerning transport of pact of steam generator renioYod 
from facility Copy of Itr forwarded to DOF for 
consideration 

DENTON, H R Office of Nuclear Reactor Reguiatian BO/01/25 Ip 


8002290305 Responds to appeal of FOIA request for T Gibbon 790314 H 
Thompson 790315 memos to PA Drsdrord forwards *r903l4 memo 
Info partially withheld (ref TOIA Exemption 5> H Thompson 
memo withheld (ref roiA Exemption 5) 

CHILK. S J Office of the Sectetary of the Commiesion 00/02/20 
tp 
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DOCKETED ITEMS 


— eOQ22'<?0329 Summantes telcnn re ni/nbei of barrel* of oil P«i day 
roquiretf by jhutdown of nuclear p&uer j>lants Figiire-s are 
based on five plants running at full capacity using only oil 
fuel Info partially ujthholtf {ref FOIA Erertptian 51 
OIDDOM. T CoffiiTiiseion 79/03/14 2pp 


J Insurance indemnity information 


Q002( 50359 Foruiards Endorsements 20 i 43 to WELIA Policies U 

MF'*5-7p respect! vely 

ANDREWS* C L Marsh ?« ITcLennan. Inc . M i M Nuclear Consul tants« Inc 
Div 80/02/OB 3pp 


8002150388 Fpriuards Endorsement 4 to Dirders XD-ftS it EndorseifieTit 3 to 
flinders XD-SL7 t XB-2a 

ANDfiewStC L Marsh McLennan. Inc - K t. M Nuclear Consul tants^ Inc 
Div BO/02/n 7pp 


P Operating licence stage documents It corresporrfence 


Q002l90]7£i Forusrds question's »e NUREG-057&. TMI-^3 Lessons Learned Task 
Force requirements concerniny auxiltaiy feedtuater sgs 
automatic initiations flow indications to steam 
generators Requests response by 791214 

SCHWEKCER.A Dperating Reactors Brantb 1 79/12/12 2pp 


G002130464 Requests util take immediate action to initiaie periodic 
testing of barrier check valves each refueling Valves 
tuhich should be leak rested are Sl-79, Sl~85. Sl-24 1. 91-242 !« 

31-243 

SCHWENCERi A Oper^iting Reactors Drancb 1 79/12/17 3pp 


e0O22S003O Forwards Amend 54 to License D?R-37. safety evaluation t. 
notice of issuance & availability 

SCHMENCER.A Operating Reactors Branch I 79/12/20 2pp 


■80D22S0040 Amend 54 to License DPR*-37. i ncorporat ing steam generator 
inservice in>p r equu'ements 4 resctoi coolant & secondary 
coolant iodine rad loar ti vi ty concentration limits 
SCHiyeNCEfl.A Operating Reactors Branch I 79/12/20 25pp 


— 0002250052 Safety evaluation supporting Amend 54 to License DPR-37 
* Office of Nuclear Reactor Regulation 79/12/20 7pp 


— 0002250058 Notice cf issuance ^ availability of Acneeid 54 to lican^e 
DPR-37 

SCHlVENCEfl. A Operating Reactors flranch k 79/12/20 2pp 


6002130203 Foruards safety evaluation nf elec trlcal « i natrumenta t i an t 
control aspects of overpressure mitigabins sys & EG&iCI rept. 
"Technical Evaluation of Elec tr i ca 1 • I nstrumentai ion U 
Control Aspects of Overpressure Mitigating 3ys 
LAINA5. G Plant Systems Branch 79/12/26 tp 


— G00213021 I Safety evaluation of eiectr ical. I ns trumenta tlon b control 
aspects of overpressure mitigating sys 

a Office of Nuclear Reactor Regulatlori 79/12/26 2pp 


— 80021302)7 "Technical Evaluation of Gkcc trica 1 * I nstrumentatlon & 
Control Aspects of Overpressure Mitigating 8ys “ 
a EQ $ G* Inc 79/12/26 lOpp 


0002150347 Discusses commitments schedule re TMI Lessons Learned Task 
Force recommendations Requests 46-h notification should 
unforeseen circumstances revise stated pos i tion Requests 
documentation of imp 1 ementat i on methods 

DENTDNi H R Office of Nuclear Reactor Resulabion 79/12/27 3pp 


6002110276 Extends comment period re draft NliR£O-063O to 600116 

&AMMII-L.W P Assistant Director for Standard t Advanced Reactors 
00/01/03 3pp 


8002010387 Submits info le new steam generator nuiile design Design 
Issued pilor to present concerns about feedwater pip« 
cracking PossibU conclusion concerning advantages of tJelded 
nazcle in preventing nozile cracks is premature 
STALLINGS. C M Virginia Electric U Rower Co 60/01/39 2pp 


8002I40Q05 Discusses recent developments impacting waste- disposal 
operations at commercial lou level waste burial flttes 
FoTUards license & i tr from State of SC to Cheai-Nuc 1 ear Sys 
describing restrictions for waste disposal in SC 
EJSENKUT, D G Division of Operating Reactors 00/01/29 2app 


S002040273 Forward# status of implementation of TMI Lesaons Learned 
Task Fores short-term lequlrsments Adtfl info ull) be 
provided prior to operation of facility 

STALLINGS. C H Virginia Electric « Power Co 80/01/31 3pp 


8002050458 Forwards response to Lessons Learned Task Force 

Recommendations 317at.2l7bre auxiliary feedwater sys 
automatic initiation Supplements preliminary info provided 
in 791214 telton 

STALLINGS. C M Virginia Electric tt Power Co 80/02/01 3lpp 


8002070356 Notifies of implementation of all Lessons Learned TAst Fcrci 
Category A requirements Installation of addl radiation 
monitors is complete Made two sys mods to facilitate 
post-accident sampling 

STAULINOS.C M Virginia Electric U Power Co 80/02/04 Ip 

8002210221 Notification of BO020B meeting u/util in Dethesda. MP to 
discuss containment spray mods 

neighbors. D Operating Reactors Branch 1 80/02/06 2p p 

&0021206B7 Responds to NFC 791217 Itr re inservice testing of LHST 
check valves Valves 31-79,02.85.241,242 6 243 will be teited 
to verify proper operation Design change requested to 
install leakage monitoring connections on lines 
STALLfNGS.C M Vargtnla Electric t Power Co 80/02/07 Ip 


800222039a Forwards responses to NRC questions r© LOCA-ECCS analysis 
for amend to License DPR-37 Zt proposed Tech Spec Change 70 
Ulll provide info re low hoad safety injection flow tests 
at later date 

6TALLING6.C M Virginia Electric & Power Co 80/02/20 5pp 


6002260447 Provides supplemental info to 791213 Itr in response to fWC 
790927 U 1023 Itrs re containment purging during operation 
Containment purging not performed unless plant in cold 
shutdown or refueling mode 

STALLIMOS, c M Virginia Electric 6 Power Co 80/02/21 Ip 


8002260464 Responds to NRC 780125 Itr re asymmetric LOCA loads nn 
reactor pressure vessels Analysis indicates that backfitting 
will not provide addl protection 

STALLINGS. C t1 Virginia Electric & Power Co 60/02/21 3pp> 


8002250534 Requests facility startup following installation of piping 
sys nods identified in end "Rept on Reanalysls of Safety- 
Related Piping Sys ** Remaining analytical Sc mod work outsida 
containment will be expedited during operation 
SPENCER. U C Virginia Electric it Power Co 80/02/22 2pp 


--8002250537 "Rept on Reanalysis of Baf ety-Related Piping Sys '' 

» Ebasco Services. Inc (subs of Enserch Corp ) 80/02/22 

eipp 


6002280346 Application to amend Licenses DPR-32 Zt DPR-37 to require at 
least one auxiliary feedwater pump to be operable when temp 
6 pressure of opposite unit are greater than or equal tO 
350F l( 450 psig. resp ect 1 vely Tech Spec pages end 
STALLING9. C H Virginia Electric U Power Co 60/02/26 3pp 


— B002280354 Revised Pages 3 6-1 through 3 6-5 & 4 0-1 through 4 8-3 U 
Tech Spec# re availability of auxiliary feedwater pumps 
a Virginia Electric Power Co 60/02/26. 0pp 


0 Inspection reports. IE Bulletins ^ correspondence 


8002050063 Submits addl response to IE Bulletins 78-12. 12A 12B. 

“Atypical Weld Matl in Reactor Pressure Vessel Welds " 

Forwards response originally submitted to IE by 791029 
West inghouse Itr W/o end 

STALLINGS. C « Virginia Eloctric & Power Co 79/12/26 2pp 


8002130020 Forwards IE Insp Rapts 50-200/79-66 Zt 50-281/79-87 on 
791210-12 No nonco/npl lance noted 

MURPHT. C E Region 2. Atlanta. Reactor Construction 6 Enginetrlr} 

Support Branch 79/12/20* 2pp 


—8002130026 IE Insp Ropts 50-280/79-69 5^ 50-201/79-87 on 791210^12 No 
noncompliance noted Major areas inspected const status, 
engineering task assignment reyiewi 1 Icensae action on 
previous insp findings ^ nonconformance rept review 
HUNT. M D Region 2, Atlanta. Reactor Construction & Engineering 

Support Branch, MILCDK. J D . BRADLEV. R D Region 2. Atlanta* 
DPfico of the Director 79/12/27 4pp 


8002110437 Responds t-o FQIA request for info re investigations Fortioni 
of App H & C documents re individual identification 
partially withheld tref FOlA Exemptions 5.6 Sc 71 
FELTON I J M Division of Rules and Records 00/01/07 6pp 
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— BOO211O470 Discuttts allc^atian re defective uelds in neutron shield 
tank of Surry Unit 1 Deficiencies related to surface 
roughness in some uelds ii discontinuities in one weld seam 
Analysis indicated minimal throat to public health Sc safety 
VOLOENAU. E Office of Inspection Sc Enforcement* Office of the 
Director 77/01/14 Ip 


-“0002110304 Nonproprletary version of memo re review of proposed draft 
of IE Itr re Region 4 allegations about neutron shield 
Defective welding has no safety significance 
GCHNEBELENrA Office of Inspector Sc Auditor 77/01/14 Ip 


-“6002110484 Nonproprletary version of NRC memo forwarding excerpts from 
nonproprietary versions of Insp Repts S0-S80/70-01 * 

SO-201/70-01 c 30-280/70-03, 50-281/70-03, 30-280/70-04, 

50-381 /70-04. 50-280/70-06 8< 50-281/70-03 re defectivo welds 
HOSELEYi N C Region S, Atlanta* Office of the Director 
77/01/05 12pp 


— e0-021104?l Discusses 761316 safety review of alleged defective welding 
In neutron shield tanks Shield tank provides support for 
reactor vessel Ofc of Nuclear Reactor Regulation util permit 
PUR operation during asymmetric loading analysis 
SEVrRlTiK Region 1, Philadelphia* Office of the Director 

76/12/28 2pp 


— BO-02110496 Forwards 791216 evaluation of safety significance of alleged 
defects in neutron shield tank Defects present no concern re 
public health h safety 

CR lERr B H Region Ir Ph 1 lade 1 phia. Office of the Director 
76/12/16 Ip 


— 6002110901 Submits summary of asiossment re safety significance from 
alleged welding defects in neutron shield tanks Failure of 
usldi would result In operational inconvenience rather than 
safety concern 

EEYFRITrK V Commission 76/12/16 2pp 


**-6003110953 Nonpropr letary version of memo forwarding IE Insp Repts 
30-280/69-08 t- 50-201/79-00 on 691028-31 8< 1114 
a Atomic Energy Commission 70/01/23 Ip 


—8002110362 Nonproprietary version of nemo forwarding IE InSp Repts 
8O-2BO/69-O0 ii 90-281/69-09 on 691028-31 4, 1114 
* Atomic Energy Commission 70/01/23 9pp 


—B0021 10609 Forwards repfc of preliminary Inquiry Into allegation of 
unresolved problem areas identified by NRC regional 
Inspector Requests evaluation of rocommendation re Surry 
neutron shield U/o end 

THORNBUROcH D Division of Reactor Construction Inspection 
79/05/30 Ip 


6002070463 Aek receipt of 791219 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Repts 90-280/79-08 h 
90-261/79-09- 

i-EUlEtR C Region 2* Atlanta, Reactor Operations Nuclear Bupport 

Branch 60/01/OB Ip 


-•-aO{>2070Si7 Revises 790924 response to NRC 790901 Itr re violations 
noted in IE Insp Repts 50-280/79-08 90-281/79-09 

Corrective actions’new sys formulated for controlling 
Category I matl from receipt to inetallatlon 
STALLIKOSiC, M Virginia Electric it Power Co 79/12/19 4pp 


8002070466 Ack receipt of 791226 Itr Informing NRC of etepi taken to 
correct violations noted in IE Insp Repts 90-280/79-62 it 
S0-29I/79-S2 

LGUlSiR C Region 2, Atlanta* Reactor Operations Nuclear Support 

Branch 80/01/08. Ip 


>8002070473 Responds to NRC 791203 Itr re violations noted in IE Insp 
Repts 30-2B0/79-62 it 90-201/79-62 Corrective actions pit 
was pumped down, rad latlon monitors reset to lowered 
setpoints 6 fire extinguishers inspected it tagged 
BTALLIN-03i C. M Virginia Electric h Power Co 79/12/26 4pp 


— 8002070476 Forwards IE Insp Repts 50-280/79-62 & 50-201/79-82 on 
791001-31 r notice of violation 6 notice of deviation 
LGWIBrR. C Region 2, Atlanta, Reactor Operations Nuclear 

Bupport Branch 79/12/03 2pp 


— 6002070461 Notice of violation from insp on 791001-31 

e Region 2, Atlanta. Office of the Director 79/11/30 Ip 


--OOO2O7O404 Notice of deviation from Inep on 791001-31 

» Region 2, Atlanta, Office of the Director. 79/11/30 Ip 


—0002070491 IE Insp Repts 50-280/79-62 «< 90-28 1/79-B2 on 791001-31 
Noncompliance noted failure to follow alarm procedures, 
cooldown rate exceeded Tech Spec limit tc alarm setpoints on 
radiation monitors not in accordance w/Tech Specs 
BURKE, D J Region 2* Atlanta, Office of the Director 
KELLOGG, P J Region 2, Atlanta, Reactor Operations Nuclear 

Bupport Branch 79/11/30 5pp 


800204022B Forwards response to IE Dulletin 79-2B re possible 
malfunction of NAMCO limit switches All NAt^CO limit 
switches in saf ety-rc lated equipment have had top gaskets 
replaced in accordance w/manuf acturer recommendations 
6TALL1N08.C N Virginia Electric it Power Co BO/01/09 3pp 


0002040040 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-260/79-61 i 
50-201/79-00 

BRYANT, J C Region 2* Atlanta* Reactor Construction ^ Engineering 

Support Branch 00/01/10 Ip 


— 800S040054 Responds to NRG 791127 itr re violations noted in IE Insp 
Repts 30-200/79-61 6 50-201/79-80 Corrective actions 
transformer removed from fire door it positive latches 
installed on doors as needed 

STALLINGS, C h Virginia Electric U Power Co 79/12/20 4pp 


—8002040059 Forwards IE Insp Repts 50-2B0/79-61 it 50-281/79-80 on 
791017-19 1, notices of violation it deviation 
NURPHY, C E Region 2, Atlanta, Reactor Construction 

Engineering Support Branch 79/11/27 2pp 


—8002040063 Notice of violation from insp on 791017-19 

o Region 2, Atlanta, Office of the Director 79/11/19 Ip, 


— 0002040069 Notice of deviation from insp on 791017-19 

* Region 2, Atlanta* Office of the Director 79/11/19 ip 


—0002040073 IE Insp Rept 50-260/79-61 it 50-201/79-80 on 791017-19 
Noncompliance noted fire door inoperative betuoen Units 1 It 
2 switchgear rooms, substd fire door it substd carbon dioxide 
sgs in sve uater Intake structure 

GONLON, T E Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch MILLER* N H Region 2, Atlanta* 
Office of the Director 79/11/19 7pp 


6002080206 Ack receipt of 791226 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-2Q1/79-GI 
BRYANT, J C Region 2, Atlanta* Reactor Construction 4 Engineering 

Support Branch ao/oi/U Ip 


—0002080213 Forwards IE Insp Ropt 50-2B1/79-B1 on 791031-1102 it notice 
of violation 

MURPHY* C E Region 2, Atlanta. Reactor Construction Jc 

Engineering Support Branch 79/12/05 2pp 


— 0OO2OBO2I9 Notice of violation from Insp on 791031-1102 

* Region 2, Atlanta, Office of the Director 79/12/04 Ip 


—0002060237 IE Insp Rept 50-281/79-61 on 791031-1102 NoncompUance 
noted improper rigging techniques it reactor coolant pump 
open flanged nipples 

BRYANT* J C Region 2* Atlanta, Reactor Construction ?c 

Engineering Support Branch WILCOX. J D Region 2. Atlanta, 
Office of the Director 79/12/04 4pp 


0002070376 Forwards IE Circular 80-01, "Sve Advice for OE Induction 
Disc Relays “ No response required. 

O'REILLYtO P Region 2, Atlanta, Office of the Director 

60/01/17 2pp 


8002150246 Requests util disregard IE Bulletin 79-OlB it ends dtd 
000114 Forwards IE Dulletin 79-OlBc "Environ Qualification 
of Class IE Equipment " Action required 

O^RElLLYirJ P Region 2, Atlanta, Office of the Director 

00/01/17 2pp 


0002120345 Forwards updated rept of visual inept in response to IE 
Dulletin 79-1 7, Revlsi on 1, "Pipe Cracks in Stagnant Borated 
Uater Gyt at FUR Plants " All applicable welds inspected 
Results conslstont w/results in util 791221 Itr 
8TALLIN08,C M Virginia Electric it Power Co 80/02/06 2pp 


6002210521 Forwards response to IE Insp Repts 50-200/79-67 it 
50-201/79-89 o-n 791101-1214 Corrective actions personnel 
Instructed re mechanical 4t electrical maint procedures 
STALLINOB,C M Virginia Electric it Power Co 60/02/19 2pp 
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300a2'ti0439 R&^ponda to jnotice of vioiatton ancJuded in IE In*p Repts 
50 -200/ 79-6-4 i 50-28l/79'S4 Doffi not co>ncur ^/infraction 
Mo-d > being niade to gate to prevent deliberate entrg 
STALLjNCJS.C M Virginia Electric & Pouer Co 00/02/21 2pp 


ft Periodic operating reports i related correspondence 


0002190757 Formards monthly operating repts for Jan 1900 

STALLIM^S.C K Virginia Electric tt Power Co SO/02/15 Ip 


— 00021907^2 Monthly operating repts for Jan 19B0 

srEUART.W L Virginia Electric & Power Co 00/02/05 44pp 


S Reportable occun eiice^i LERe % related con c spondenc e 


8002060393 Pfl-O- 1 1-79-040 on 79l2S7< partat 1 e heater caught fire in 
containment a r ea < re 4 u i r i ng bldg evacuation Ko injuries Mark 
limited prior ta atmospheric tasting Unit shut down for 
atcain generator replacement 

WEDSTER.fl H 4 KEULGOG. P J Region 2> Atlanta. Office of the 
Director 79/12/20 JP 


DOCKET 50-202 PRAIRIE ISLAMD NUCLEAR STATION. UNIT I 


F Securjtgi medical, emeigency t fire protection plans 


8002040007 Apnaunce-s regional workshops to discuss feasibility of 
proposed change to regulation on radiological emsrgencg 
response plans for facilities Requests designation of one 
representative per uti! by 79IS31 Forwards FB notice 
CRIMES. fl K Emergency Preparedness Tasi Force 79/12/21 7pp 


0002140690 Request assistance in revieu of licensees' proposed mods to 
meet fire protection safety evaluation commitments Schedule 
for evaluations should be consistent le/imp 1 ementing mods by 
801 101 

EISENHUT^O G Division of Operating Reactors 00/01/26 Ip 


BDO 2 OIO 397 Forwards draft emergency plan uhich includes county t 
local emergency plans Plan contains info protected under 
Privacy Act 

MAYE-R, L 0 Northern States Power Co 60/OL/Sd Ip 


6002130659 Confirms 600203 meeting w/lfRC in Dethesda.MD to discuss 
progress of firs protection program Div of sys safety has 
responsibility for fire protection program evaluation at 
sir sites ONL contractors should defer wort on plants 
FERGUSON. R L Plant Systems Branch 60/01/29 4pp 


6002070271 Advises that four wits is needed to respond to 791129 
request for estimate of time required for evacuation of 
areas near nuclear power plants 

MAYERiL Cl Northern States Power Co B0/O1/3I 2pp 


G Adjudicatory correspondence 


0002070031 Forwards confirmatory order re util 79I017»1120 1214 

•commitments to implement Eessons Learned Task Force 
Category A requirements Requests desti ipfcion of 
implementation methods by 800101 

DEN TON. H n Office of Nuclear Reactor Regulation 80/01/02 2pp 


— 8002070035 Order confirming util commitments to implement Lessons 
Learned Task Force Category A requirements Item 217a is 
excepted Implementation is necessary to public health 6 
safety 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/02 4pp 


H Genera) correspondence 


BQ0227Q3B3 Forwards "Annual Rept of Occupational Radiation Eiposore for 
1979 ■■ 

TIERNEV. F P , SCNUEi KE. 0 A Northern States Power Co 80/02/19 

app 


J Insurance & indemnity information 


0&03040365 Forwards Endorsement 54 to NEl lA Polity NF-174 
JOHNS DWi R G Northern States Power Co 80/0J /29 Spp 


>02040360 Forwards En-dorsement 45 to NFLIA Policy lvlF-197 
JOHNSON. R 0 Northern States power Co 60/01/29 3pp 


P Operating license stage documents tt correspondence 


S00219D164 Forwards questions re KUREG^^OS/B. TMl-2 Lessons Udarned Tail 
Farce requirements concerning auxiliary feedwater sys 
automatic initiations & flow indications to steam 
generators Requests response by 79J214 

SCHWENCER.A Operating Reactors Qranch 1 79/10/12 2pp 


8002110110 Foruards request for addl info re containment purge syt it 
venting sys. to complete contai nment purge electrical 
overrid e/bgpass evaluation 

LAINAS.G Plant Systems Dranch 79/12/17 3pp 


6002110276 Ejctends comment period re draft NUREO-0630 to 000116 

GAMJirUL.lI P Assistant Director for Standard tc Advanced Raacterf 

80/01/03 3pp 


8002000117 Summary of 79IH7 meeting w/Westinghouse 8t utils In 
Sethesda. liO re dropped rod protection 

ENOLE. L Operating Reactors Branch 1 80/01/16 34pp 


6002140005 Discusses recent developments impacting waste disposal 
oparatioits at commercial low level waste burial sites 
Forwards license Ltr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EIEENHUT. DC Division of Operating Reactors 80/01/29 SRpp 


0002050455 Submits licensing fee determination for amend to OL re mod 
of spent fuel storage facility Amend involves single 
safety issue only Class 1 3 fees apply 

a Northern States Power Co 80/01/31 Ip 


8002050510 FoT-urards application to amend OL. submi tted as changes to 
Tech Specs re spent fuel storage facility mod 
MAYER. L O Northern States Power Co 00/01/31 Ip, 


— 80020SOS13 Application to amend OL. submitted as changes to Tech SflCi 
re spent fuel storage facility mod 

Northern States Power Co 00/01/31 Ip 


—8002050517 Proposed changes to Tech Specs re spent fuel storage 
facility mod 

e Northern States Power Co 80/01/31 67pp 


8002220417 Forwards request for amend to App A Tech Specs re rod 
misalignment-related specs Amend fee end 
MAYER. L 0 Northern States Power Co 80/02/20 Ip 


— 8002220423 Requests for amend to Licenses DPR-42 6 DPR-60 re App A Ti 
Specs for red rai sal i gnmen t limitations 
MAYER. L a Northern States Power Co 60/02/20 Ip 

—8002220426 Proposed revised Page 3 10-3 to Tech Specs for rod 
misalignment limitations 

** Wo-rtherii States Power Co 80/02/20 8pp 


8002350654 Submits licensing fee determination re revised rod 
misalignment specs 

4 Northern States Power Co 80/02/20 Ip 


Q Inspection reportsi IE Dulletins t< correspondence 


8002090241 Forwards IE Insp Repts 50-202/79-29 «t SO-306/79-23 on 
791101-30 No noncomp 1 lance noted 

HEISHMAN.R F Region Chicago. Reactor Operations Nuclear 

Support Branch 80/01/04 2pp 


—8002080247 IE Insp Repts 50-232/79-29 h 50-306/79-23 on 791101-30 No 
noncompliance noted Major areas inspected plant operationsi 
secur i tgi raduas be sys. IE bulletins circulars & fir* drill 
WARNlCKrR r , FEIER-ORANJ), C V Region 3. Chicago. Office of the 
Director 79/13/28 4pp 


8002200307 Forwards lE Insp Repts 50-282/79-31 & 50-306/79-25 on 
791126-30 tc notice of vialatiun Notice of violation withheld 
<r<f I0CFR2 790> 

HIND. J A Region 3. Chicago. Safeguards Branch 80/01/14 2pp 


— 0002200315 IE Intp Repts 50-283/79-31 & 50-306/79-25 on 791126-30 
Noncomp 1 lance noted' key control sys security plan Detail* 
withheld (ref 10CFR2 790> 

HIN8.J A Region 3< Chicago. Safeguards Branch CREED, J R ( 

(1ADEDA, T J Region 3. Chicago, Office of the Director 
80/01 /OB Ip 
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&OOSOS0055 Foruards IE Bulletin 79-01]}. “Environ Qualification of 
Ctais IE Equipment " Action roqulrod 

KEPPLER- J O Region 3. Chicago* Office of the Director 00/01/16 


30032^30530 Forwards lE Insp Rapts 50-282/79-30 50-306/79-24 on 

791201-31 No noncomp 1 iance noted 

HEI9HMAN*R F Region 3. Chicago* Reactor Operations Muclear 

Support Branch 00/01/26 2pp 


— 3002200236 IE Insp Repts 50-202/79-30 t 50-306/79-24 on 791201 -3i No 
no-nconip I lance noted Major areas inspected maint review 6 
audliSi secut i tg* cal ibr I rad iati on protec tion* radwaste sys & 
followup on IE bulletins ir circulars 

MARNtCK*R F t FEIERABEND* C D Region 3i Chicago* Office of the 
Director BO/01/25 6pp 


8002200269 Forwards IE Insp Ropt 50-282/79-25 on 791006-10 6 800103 No 
none empl i ancB noted * 

FIQRELLKO Region 3* Chicago* Reactor Construction & Engineering 

Support Dranch 80/01/26 2pp 


— 8002200274 IE Insp Rept 50-202/79-25 on 791006-10 & 000103 No 
noncomp 1 ianca noted Major areas inspected QA/QC programs! 

Isipl ement Ing procedures* worV activities records relative 
to steam generator tube insps 

V^ARDrK D , £)ANIEL80N*D H Region 3* Chicago* Office of the 
Director 80/01/22 6pp 


0002190077 Advises of satisfactory completion of visual insp* in 
response to lE Bulletin 79-17* Revi sion 1* "Pipe Cracks in 
Stagnant Eorated Water 6ys at PURs '* No corrective action 
necessary 

0I1.SERT8jD E Northern States Power Co 80/02/04 Ip 


0002200713 Clarifies Items 5 6a of IE Bulletin 79-02. Revision 2*per 
Gallagher request Contrary to util 791207 1 tr* containment 
Imps revealed no seismic Category 1 hangers Approx 307> of 
hangers had structural steel shapes base plates 
GILBERTS! D C Northern States Power Co 60/02/04 2pp 


6002270271 CoTifirms 000207 meeting in Qlen Ellyn* IL to discuss IE 
Bulletin 79-010 actions planned by NRC Proposed agenda 
enc 1 

KEPPLERrJ 0 Region 3. Chicago* Office of the Director 00/02/07 

app- 


H Periodic operating reports 6 related correspondence 


6002200415 Forwards monthly operating repts for Jan 1980 
HAVER. L O Northern States Power Co 00/02/12 tp 


— 8DD22004S4 Konthly operating repts for Jan 1900 

HUNS TAD* A A Northern States Power Co 00/02/12 7pp 


3 Reportable occurrences* LERs (< related correspondence 


B0020304S4 PNO- 1 II-BO-004 on 800102. licensee notified resident 
Cnepvctor that sodium hydroxide addition to Unit i 
containment spray sys was valved out of sve Unit 2 was 
fhufcdouTi for refueling ( Unit 1 valves were closed in error 
FEIEERABENDtC 0* UAFNICK* R F . HEI8HHAN, R F Region 3* Chicago* 
Office of the Director 00/01/07 Ip 


0OO2O9D579 RQ-00-06 on 000123* d i esel generator D2 tripped on high 
crankcase pressure when crankcase eductor supply pipe came 
loose During operability testing of other diesel generates* 
jacket coolant hose on water pump ruptured 
TIERNEY#r P Northern States Power Co 00/01/24 Ip 


6002110611 Forwards LER 80-006/0 I T-O 

MAYER* U □ Northern States Power Co 80/02/06 ip 


— 8002110616 LER 0O-OO6/O1T-O on 800 123. during testing of diesel 
generator D-2)* ability to reduce generator load from control 
room was lost Caused by loose front end shield an govonor 
synchronizing motor Motor replaced 

NUNSTAD. A A Northern States Power Co 80/02/06 Ip 


8002200*199 Forwards LER 0O-OO4/O3L-O 

MAYER, L 0 Northern States Power Co 80/02/15 Ip 


—0002200467 LER 0O-OO4/O3L-O on 000 11 0. d i stover ed that Loop A steam 
flow transmitter had drifted out of spec Caused by failure 
of differential pressure unit in Barton flow transmitter 
Model 304 Pressure unit rep lac transmi tter recalibr 
HUN8TAD. A A Narthern States Power Co 80/02/15 ip 


0002210407 Forwards updated LER 79-027/OIT-0 

MAVER* L 0 Northern States Power Ce 80/02/19 Ip 


—8002210493 Updated LER 79-027/01T-0 on 791002. tube break occurred in 
steam generator Caused by mechanical wear Defective tubes 
plugged Nlll be inspected during neit refueling outage for 
anomalous behavior of plugged tubes 

OONYEAU* J Northern States Poiuer Co 00/02/19 67pp 


0002260575 Forwards LER 0O-OO5/O3L-O 

MAYER* L 0 Northern States Power Co 80/02/20 Ip 


—0002260577 LER S0-005/oaL-0 on 00012 1 . during surveillance test of Dl 
diesel genera tor* loctput occurred while engine was being 
prelubed Caused by abnormally cold generatoi room Caution 
will be added to procedure to monitor lube oil pressure 
HUNSTADi A A Northern States Power Co 00/02/20 2pp 


docket 50-205 FORT CALHOUN STATION. UNIT I 


F Security, medical, emergency $■ fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
OR HIES. B K, Emergency Preparedness Task Force 79/12/21 7pp 


0002110001 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
will include organ! lat ion. personnel qualification b 
training * radwaste process ing* mon i tor ing t' training 
6TELL0* V Office of Inspection it Enforcement. Office of the 
Director 00/01/22 Cipp 


8002060432 Responds to 791129 request for evacuation time estimates 
for areas around facility State officials are assisting in 
development of requested Info Rep t ui 11 be delayed due to 
lack of precise data 

JONES. N C Omaha Pub lit Power District BO/01/31 2pp 


0002210413 Advises of status of fire protection mods re auxiliary 
feedwater pumps & switchgear room* in response to NRC safety 
evaluation Required mods for auxilary feedwater pump fire 
protection will be completed by 800229 

JONES* W C Omaha Public Power District BO/O2/0B 2pp 


0002200545 Forwards refs belonging to DNL 80D212 Itr re facility fire 
detector analysis Ref should be attached to 000212 Itr 
DDCCIDiJ Srookhaven National Laboratory 80/02/19 3pp 


0002040472 Forwards updated LER 79-030/03X-1 

MAYER* L O Northern States Power Co 80/01/30 Ip 


0 Adjudicatory correspondence 


— 0002040477 Updated LER 79“030/03X-i on 791 121 . during insp per 
EE Dulletlni 79-14 8< 79-02. two snubbers in cooling water sys 
found incorrectly Installed t ene hanger in auxiliary 
Feedwater sys found damaged Cause not stated 
KUNOTAD* A A. Northern States Power Co 80/01/30 Ip 


B0021 10490 Forwards LER BO-002/03L-0 

KAVERrL 0 Northern States Power Co, 00/02/06 Ip 


--80021 10507 LER B0-0O2/03L-0 on 000107* dur Ing surveillance test of 
diesel generator D-lirelay misoperation occurred which would 
have prevented automatic synchronization of generator onto 
bus IS Caused by stuck relay plunger Plunger freed 
HUN9TAD. A A Northern States Power Co 80/02/06 Ip 


8002270037 Notice of withdrawal of 791008 request for hearing NRC I 
util do not object to uilthdrawal Certificate of 8vc end 
KIR6HEN.A,H Natural Resources Defense Council 80/01/30 2p p 


B002220510 
requests 
Cl ti z ens 
Agency 
BOWERS, E 
2pp 


Order dismissing proceeding due to withdrawal of hearing 
by AH Kirshen V Natural Resources Committee of 
Advisory Board of Metropolitan Area Planning 

S Atomic Safety and Licensing Board Panel 00/02/00 
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H Gentrai 


correspondence 


8002050092 Responds to 000123 Forwards FR notice of proposed 

rulematinj on energency p lanni ng<- Aug 1972. FES t* Aug 1972 GtR 
w/Apr ^973 Suppl 1 W/o ends 
GRAY, j R Hearing Branch 1 30/01/29 Ip 


8002220359 Foruards two Itrs re iLcensa fflod request bg Omaha 
Power District 

PRIEDITIB.D Metropolitan Area Planning Agency Omaha. NE 
3PP 


Public 

BO/02/11 


8002290317 Forward* responsas to NRC 800109 questions on XM-NF-79-79, 
“Facility Cycle 6 Reload Plant Transient Analysis Rept. " as 
stippl mat! in support of 790719 application* for -amend to 
License DPRMO Revised Tech Specs Page S-SO end 
JONES. U C Omaha Public Power District 00/02/25 35p p 


— QOOS290324 Revised Pages 2-30 to Tech Spec* re reactivity control «ys 
& core physics parameter limits 
• Omaha Public Putuer District 00/02/25 24pp 


0 Inspection reports. IE Bulletin* L. correspondence 


— 0002220363 Forwards questions L comments re Cycle 6 reload u/Eiion fuel 
t potential stretch power concept Urges holding of public 
hearing on each operating nuclear plant every three to five 
yrs« in order to provide statu* rept to ratepayers 
HEBER.J Affiliation Unknown 80/01/21 app 


0002150351 Forwards results of examinations nf steam generator noirli 
to piping uelds tt piping support* l« snubbars associated w/ 
main feedwater sys piping, in response to IE Bulletin 79''13. 

Revision 2 

JONES, U C Omaha Public Power District 79/11/09 2pp 


j Insurance indemnity information 


0002120690 Forwards Endorsement 40 to NAELU Policy MF-63 it EndoTsartionts 
4 5 «. 46 to NELIA Policy NF-207 

PEIERSON.H E Omaha Public Power District 80/02/07 4pp 


P Operating license stage documents 6 correspondence 


7909040506 Forwards proprietary version of CEN~1 15-P. In response to IE 
Bulletin 79-06C Items 2 t( 3 Response withheld (ref 
10CFR2 790) 

LIE6LER.0.E C-E Power System* 79/09/29 lOlpp 


6002110276 Extends comment period re draft NUREO-0630 to 300116 

OAHMILL.U P Assistant Director for Standard l< Advanced Reactors 
00/01/03 3pp 


8002040215 Foruards supplemental raatl in support of 790717 application 
for amend to License DPR-40 to permit Cycle 6 operation 
following core reload Propoiad Tech Spec* & response to NRC 
791030 setpoint methodology question* end 
JONES. HC Omaha Public Power District 80/01/29 69pp 


—8002040222 Revised Page* 2-1. 2-4. 2-5. 2-6. 2-7. 2-7a. 2-15. 2-16. g-22, 2-23a 
U 2-23b 6 Figures 2-lA.2-tB.2-2A.2-2B It 2-3 to Tech Specs 
* Omaha Public Power District 80/01/28 16pp 


30021400’05 Discusses recent developments impacting waste disposal 
operations at commercial low Level uaste burial sites 
Forward* license 6 Itr from State of SC to Chen-Nuclear Sys 
describing restrictions for waste disposal in GC 
EISEnhUT. D 0 Division of Qperating Reactor* BO/Dl/29. 20pp 


8002150373 Ack receipt of IE Bulletin 79-17. Revision 1 requesting Insp 
Si info re stagnant borated water sys UltraBociic 
eKaminatlons will be performed during 1930 refueling outage 
U visual eKaminatlons in Dec 1979 

JONES. N C Omaha Public Power District 79/ll/2e Ip 


6002070409 Updates status of Insp* required by IE Bulletin 79-14 All 
inspt completed for accessible areas except four deficiency 
repts for auxiliary bldg piping Seek* re deferral of 
completion until 791231. after receipt of new fuel 
JQNE61 U C Omaha Public Power District 79/12/06 Ip 


8002040024 Forward* IE Insp Rept 50-285/79-19 on 791126, No 
noncamp 1 iance noted 

ttADSEN) 0 L Region 1. Philadelphia. Reactor Operations Nuclear 

eupport Branch 79/12/17 2pp 


8002040029 IE Insp Rept 50-295/79-19 on 791126 No ooncompliaTice noted. 
Majo>r areas inspected special insp of util activities re 
IE Bulletin 79-14 

BRiCKLEYiR H Region 4^ Dalles. Office of the Director 
HALE. C J Region 4. Dellas. Vendor Inspection Branch 

79/12/14 Spp 


6002150364 Respond* to IE Bulletin 79-25 requesting info re certain 
Meetinghouse QPD relays in safety-related sys at facility 
Investigation conducted Relays not In use or planned for 
use 

JONEa. W C Omaha Public Power District. 79/12/17 Ip 


B0022B0031 Forwards IE Insp Rept 80-883/79-20 on 791210-13 No 
noncompl lance noted 

HA08EN.0 L Reginn 4. Dallas. Reactor Operations Nuclear Support 

Branch 79/12/28 2pp 


8002200551 Forwards Exxon rept. "Revised Limiting Large Break LOCA 
Analysts for Fart Calhoun Using ENC WHEM-IIA PNR ECC9 
Evaluation Model " 

JONES. W C Omaha Public Power District 80/02/14 ip 


—8002200560 Submit* supplemental matl supporting 790717 application to 
amend OL DpR-40 increasing power level Forwards small break 
LOCA evaluation. revised Tech Specs performance evaluation 
for high burnup demonstratien assembly 

JONES. W C Omaha Public Power District 00/02/12 34pp 


002200569 Tech Specs I fc i 3 re safety limits U limiting safety eys 
settings of reactor protective sys 
* Omaha Public Power District 80/02/12 2pp 


O(»;2O0577 “Revised Limiting Large Break LOCA Analysis for Fort Calhc 
Using ENC WREM-llA PWR ECCa Evaluation Modtl, " Supplement 

JENSEMpS E , ADE8, M J . SOFER. O A Exxon Nuclear Cq , inc (subs 
of Exxon Corp J XN-NF-79-S9 80/01/31 44pp 

Forwards interim rept in response to NRC 700125 Itr & 
asymmetric LOCA loads 

UnDVALL. A F Baltimore Oa* tc Electric Co 80/02/15 2pp 

Pr.jr.p,. Int.rln R.pt 

* C-E Power Systems 80/02/08 4lOpp 


.ramaUr PpMic L.tr.rg to 
ONES. HC Omaha Public Power District 80/02/15 ip 


—8002290036 IE Insp Rept S0-2B5/79-2O on 791210-13 No noncomp LI ance 
noted, Major areas inspected procurement program, training 
acti vities.requaltf Icatlon training program it preparation 
fop refueling 

WE8TERMAN.T F . YANDELL. L A . KELLY. D L. Region 4. Dal la*. 
Office of the Director 79/12/27 4pp 


80D2080129 Forward* IE Info Notice 00-01, "Fuel Handling Events.** No 
specific action or response required 

&EVFRIT.K V. Region 4. Dallas, Office of the Director 80/01/04, 


8002150392 Responds to IE Bulletin 79-20 re possible malfunction of 
NAMCQ Model EAIQO limit switches at elevated temps. No 
switches In use at facility Switches ordered 8t scheduled 
for installation in containment safety-related sys 
J^ONES. N C Gmaha Public Power District BO/OI/O4, Ip, 


8002080215 Forwards Table C-l to be Included w/App CtEncl 4 of 
IE Bulletin. 79-010. ’'Environ Qual if Icatlon of Glass IE 
Equipment “ 

MAD8EN.0 L Region 4. Dallas. Reactor Operation* Nuclear Support 

Branch BO/Ol/07 Ip 


0OO2OBO172 Forwards IE Info Notice Bo-03. "Main Turbine 
Elecferohydvaulic Control Sys '* No specific action or 
response required 

6EVFRIT1K V Region 4, Dallas. Office of the Director. B0/01/3L 


SOO2140D7Q Forwards IE Circular 79-25. Suppl 

Assembly Interference '* No written response required. 
BEYFRIT.K V Region 4. Dallas. Office of the Director 
If 


anucR mrrescer asrus 


SO/Ol/31 
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R Pvriadlc opttP«iin|} reports t* related correspondence 


G003L9052S Forwards montMy operating rept for Jan 19S0 
JQME3« U C Omaha Public Power District 80/02/0B Ip 


“-80021 90524 Monthly operating rept for Jan 1980 

HlCRLEiB J Oniaha Public Power District 80/02/08 lOpp 


Q002270525 Forwards annual repti "Recorded Personnel Uhole Body 
Ecpotures for CY79 " 

aTEyEN3»B -C Dmaho Public Power District BO/02/13 2pp 


B Reportable occurrences^ LERs related correspondence 


8002040402 Forward t LElt 79-020/03L“2 

8TeVEM8f 8 C Omaha Public Power District 60/01/28 Ip 


“-S002040403 LER 77-020/03L-2 on 791289i during continuing insps of 
accessible piping, two addl snubbers on safetu infection sys 
piping found inoperable Caused by improper installation of 
anchor bolts Redesigned modified baseplate installed 
EIOEMi K E Omaha Public Power District BD/01/24 4pp 


GO0204042O Forwards LER 00-002/01 T-0. 

erCVENBi 0 C Omaha Public Power District 80/01/26 Ip 


— '0OO2O4O4S2 LER BO-002/01T-0 on BQOl 17f uih i lo performing surveillance 
test BT— 61 /C8“l r containment sump safety injection 
recirculation valve HCV- 383-4 failed to close from control 
room switch Caused by binding auxiliary interlock 
HUELUER-n Omaha Public Power District 80/01/23 3pp 


eO020B049& Forwards LER Q0-O01/03L“0 

BTEVEMSj 8 C Omaha Public Power District 60/02/01 Ip 


-*'8002'080&OB LER 80-001 /03L-0 600102i uih i lo operating at approx 9BX power, 
breaker feeding containment cooling fan motor VA-3D 
tripped. Caused by trip units out of callbr Units ABcC were 
rep lacedi caLlbr Si tested sat 1 sfac tor lly 
MUELLERiR Omaha Public Power District BO/01/07 4pp 


0002120620 Forwards LER 00-004/0 IT-O. 

BTEVENBi 0. G Omaha Public Power District 80/02/08 Ip 


— 0002 120694 LER B0-0O4/01T-0 on 800126. while fire barrier inside empty 
breaker cubicle was degraded to pull in new cabling. fire 
watch uai not maintained continuously. Caused by fir# watch 
not receiving accurate info on status of barrlar 
«ATEB.kf Q Omaha Public Power District. 80/02/06 Ip 


S002260362 Forwards LER 0O-OO3/O3L-O 

BTEVeNBi B C Omaha Public Power District. 80/02/20 Ip 


— 6002260505 LER BO-003/03L-0 on 800122. during special 24-h diesel 
gensrafeor tast.'whlie attempting to load generator, generator 
field uient to max excitation Caused by faulty xener diode 
Ic corresponding draft in A-C regulator panel. 

HUELLER. R Omaha Public Power District 60/02/15 4pp 


DOC1AET 90-206 INDIAN POINT STATION. UNIT 3 
F. Bt-curltyi medical, emergency t> fire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiolog ical emergency 
resiponse plans for facilities Requests designation of one 
representative par util by 791231. Forwards FR notice 
ORfKEBi B K Emergency Preparedness Task Force. 79/12/21. 7pp 


60D22G070L Bummarg of 791218 meeting w/1 Icansees. state 6 local 
officials 8c public In OsslningiNV re emergency preparedness 
KHC review of licensee revised plans V public comments end 
OLSHANiL Qpcrating Reactors Branch I 00/01/07. 85pp 


6002120101 Requests addition of evening session for 800115 emergency 
preparedness workshop In NY City. Working people will have 
difficulty attending workshop as presently scheduled 
HEG6IN0ER. R V New York. NV 60/01/09. 2pp 


—0002120129 Discusses feasibility of emergency evacuation plan for 
facility & surrounding area NRC has two options population 
win be vulnerable to radiation from potential accident 
or facility can be shut down 

RUNE8.J Affiliation Unknown 80/02/01 Ip 


— 8002120137 Supports UCS petition to decommission Unit I & suspend 
operation of Units 2 L 3 

PASSANNANTfe. W New York.NV 80/01 /H Ip 


— 8002120149 Supports UCS 790917 petition to decommission Unit 1 It 
suspend operations at Units 263 Advises of legislation to 
create state commission to phase out nuclear power plants 
HINCHEY. H D New York. State of GO/01/14 Ip 


— 6002120160 Btatenent re regulatlpn on emergency planning No remotely 
feasible emergency plan can adequately protect public 
against serious nuclear accidents 

SAND. D Public Interest Research Oroup. New York QO/Ol/15 4pp 


—8002120173 Urges closing of facilities due to proximity to dense 
population Evacuation of millions of people is not feasible 
KILLIKELLY. J . RAQINaUITZ.O Aff 1 1 lat ion Unknown BO/02/01 Ip 


—8002120186 Statement at NRC B0O115 hearing In NY, NY 
MEBSINOERrR New York. NY 60/01/15 Ip 


—0002120196 Statement at NRC 800^115 emergency preparedness workshop in 
NY, NY 

FUDOEWITZ.H Affiliation Unknown 80/01/15 2pp 


—8002120206 Urges adoption of Alternative B to proposed rule changes 
for emergency planning Nuclear plants should. at min.be 
closed until evaculation plans have been completed 6 tested 
MARM0R8TEIN. E Affiliation Unknown 00/01/14 2pp 


—8002120224 Urges closing of facilities due to problems associated 
w/evacuation of dense population 
KAMZAN. L Affiliation Unknown 80/02/01 2pp 


—8002120235 Statement on behalf of Committee to Protect Children from 
Nuclear Dangers, at NRC 800115 hearing on emergency planning 
In NY. NY 

HDLT.J Affiliation Unknown 00/01/15 3pp 


—8002120245 Gtatement at NRC 600115 hearing in NY, NY re emergency 
planning 

GROSS. M Affiliation Unknown 80/01/15 Spp 


—8002120260 Request submitted on behalf of village Independent 
Democrats that NRC act favorably on UCS petition to 
decommission Unit 1 &i suspend operation of Units 2 6 3 
HOFFMAN. A Affiliation Unknown 79/12/10 Ip 


—8002120272 Urges organlied program for public comment at 600115 
emergency prepardness workshop in NY. NY No provision 
exists to Insure that every person w/statement will be 
heard Statement of T Ueiss end 
ROaS.C F Affiliation Unknown BO/Ol/10 4pp 


8002070111 Forwards request for addl info re facility safeguards 
contingency plan Comments withhold (ref 10CFR2 790) Requests 
response within 30 days 

8CHWENCER.A Operating Reactors Branch I 80/01/24 Ip 


8002050499 Forwards "Evacuation Time Estimates for Areas Near Site of 
Indian Point Unit 3." prepared by Parsons Drinkerhoff Quade 
t( Douglas. Inc. in response to NRC 791129 Itr 

SCHMEIDER.J R. Power Authority of the State of New York 80/01/31 
IP 


8002080606 Forwards evaluation of fire protection review Items 3 I 812 
A 3. 2 4 re criteria used in protecting redundant trays in 
cable spreading room/tunnel area Sprinklers should be 
extended 15 ft Into tunnel Recommends accepting criteria 
HALL. R E Brookhaven National Laboratory 80/01/31 2pp 


8002070295 Notifies that util will cooperate w/Comm Ed !< Con Ed in 
program to implement permanent plant mods & emergency 
procedures Program wllk reduce likelihood of accidents 
Plan re interim actions end 

BERRY. 0 T Power Authority of the State of New York 80/02/01 
14pp 


8002220336 Forwards revisions to emergency plan, in response to NRC 
comments made at 79121G emergency planning meeting NRG 
comments enc 1 

BERRY. 0 T Power Authority of the State of New York 80/02/21 
Spp. 


— 8002220346 Revisions to emergency plan 

a Power Authority of the State of New York 00/02/10 200pp 
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0 Ad jud I ca-torv corresponderiLE 


BC02ll0&d3 closure of 

CABA5AKALIAW, A Af F i J lat i on Ujilinotur> BO/0^^06 tp 


S00a2203&9 Notice of Director's decision per 10CFR3 aOt» grantinj in 
part t denying iii part UCS 770917 petition to revoke or 
suspend GL Directar's decision containiriig discussion af 
petition available for insp fy cop<#ing 

ilENTDNf H R Office of Mwclear Reactoi f(egui<atton 90/02/11 Ip 


9002280303 Forwards director's decision under 10CFR2 SDi re UCS 790917 
petition requesting revocation of Unit 1 i Icetise & 
suspension of Uriits 2 t> 3 licenses Safe operation uf Units 
2 ts 3 must be assured 

DENTONiH fi Office of Nuclear Reactor Regulation 80702/11 4pp 


— ao02SS0313 Director's dectsinn under 10CFR2 20Jb i 5 $uit)g show cause 
order Unit 1 OL should not be revoked t discussing 
measures that should be taken to assure continued safe 
opeiation of Units 2 ^ 3 in response to UCS 790917 petition 
DENTGN.H Fl Office of Nuclear Reactor Regulation 80702/11 
3lpp 


-“0002290349 C onf iritia tor?j order requiring licensee to perform end 
actions on Unit 3 luithin prescribed schedule or place unit 
in cold shu-tdoun pending completion of actions Utii should 
revise procedures to req^une base load type of operation 
DENT0 N.hr Office of Nuclear Reactor Regulation 60/02/11 
I9pp 


“*>0002260353 Notice of issuance t avasiabilitq of director’s decision 
under 10CFR2 206 granting in part & denying in part UCS 
770917 petition to revoke Unit ! QL t suspend operation of 
Units 2 8. 3 

DENTCt;, H R Office of Nucleai Reactor Regulation 00/02/11 Ip 


0002210371 Motion to partiaMg strike NRC answer to NY State Cnergg 
Ofe t> Citizens Committee for Protection of Environ petitions 
for review of ALAS-'436 ^ ALA3**&6f Opinions re seismic 
activitg improperly introduced W/Cer ti f ica te of Sve 

FLEI8CHAKER. D Citizens Committee for Protection of the Environment 
FLEISCHAJ^ER. D FUlsthaker, D S 90/02713 7pp 


3002210307 Order solicitiitg comments of interested parties tt public on 
director's dactsion per 1DCFR2 206 denying UCB petition for 
GL suspens 1 on. to be filed by 60D229 Grants extension until 
800307 to decide to review Qilinsicg it Bradford views end 
CHILK,S J Office of the Secretary of the Commission 60702/15 
8pp 


8002270476 Order granting citension until 000404 for Commission to 
elect whether to review ALA0-436 6 relevant portions of 
ALAB-561 

CHILKpS j Office of the Secietary of the Commission 60/02/2! 

Ip 


H General cou cspondenc e 


0002040401 Responds to 791025 Hr re decontamination workers 6 illegal 
dumping of contaminated watei at facility m 1978 Nages U 
contractor selection are not in NRC jurisdiction Insps 
showed no illegal discharges of radwaste at facility 
BTELLOi V Office of Inspection ic Enf orcenicnt< Office of the 
Director 79712/U 2pp 


— 0002040416 Submits allegations re facility personnel t< choice of 
contractor Unsafe working conditions discovered far 
dec entamination personnel at facility Uikemt Inc illegally 
discharged radioactive water from facility in 1979 
KOENIO. N Affiliation Unknown 79/10/25 2pp 


6002060227 Notifies of relocation i new address of central midwest 
regional ofc of Natl Audubon Society 

LEOHNERi D National Auduborn Socletyi Central Midwest Reg Office 
00701/02 Ip 


8002220325 Advises of agreement w/conc 1 usions reached In FES re 
preferred cycle cooling sys Radiological effects will be 
accepted since predicted waste releases will fail wtfchin 
itds for U fuel cycle activities 

lilLLER«A N Environmental Protection Agency 80/02/15 Ip 


P Operating license stage dacutnents & correspondence 


9002190169 Forwards questions re NOREG-0578, TMi-? Lessons teamed Task 
Force requirements cuncorntny auxiitaiy feedwater sys 
lutomatic initiations L rtonj indications lu steam 
enerators Requests response by 79(214 

■]HWENCER. A Operating Reactors Branch I 79712/12 2pp 


6002150336 Discusses conmitments 6 schedule re TMI Lessons Learned Task 
Force recommendationi Requests 4e-h notification should 
unforeseen circumstances revise stated position Requests 
d ocumfintat ion of Implementation methods 

DENTON, H R Office of Nuclear Reactor Regulation 79/18/27 3pp 


8CD21 10276 Extends comment period re draft Ni;nE0-0630 to 600116 

GAMHILL.N P Assistant Director for Standard it Advanced Reactors 

80/01/03 3pp 


8002130110 Forwards utils 791002 applications to modify Tech Spec* re 
proposed mgt reorpatii la t ion Requests technical assistance 6 
review 

EISENHUT, D G Division of Operating Reactors 60/01/11 ip 


--80021301 J7 Proposed Pages 247,251-253 U 259 to Tech Specs re mgt 
titles 

• Power Authority ok the State of New York 79/09/26 6pp 


--0002130125 Proposed Page 44 to ET6 re mgt titles 

« Power Authority of the State of New York 79/09/86 2pp, 


— 6002130133 Safety evaluation re changes to Tech Specs for mgt titles 
* Power Authority of the State of New York, 79/09/23 2pp. 


8002120460 Refers to NRC 791129 1 tr Forwards considerations of NRC 
review re improved interim operational ac tionst current 
licensing actions & severe accident mitigation features 
EISENHUr, D 0 Oivtsioti of Operating Reactors 80/01/18 3pp 


8002250114 Forwards Amend 80 to License DPR-64, safety evaluation L 
notice of issuance f* availability 

0CKI4ENCER, A Operating Reactors Branch 1 60/01/19 3pp 


>8002850126 Amend 86 to License DPR-64r revising reactor coolant «y« 
pressure & temp heatup 6 cooldown curves & adding 
requirement to conduct surveillance for core reactivity 
anomal t es 

S€HHEKCER, A Operating Reactors Branch 1 60/01/19 13pp 


— 6002250144 Safety evaluation supporting Amend 20 to License DPR"-f>4 
* Office of Nuclear Reactor Regulation BO/Ol/19 3pp 


— 3002250150 Notice of Issuance L availability of Amend 20 to License 
DPR -64 

SCKNENCER,A Operating Reactors Branch 1 00/01/19 2pp 


800-2190635 Responds to 800103 request for info re storage of spent 
fuel Informs of present authorized storage pool capacity 
number of spent fuel assemblies stored in each pool 
SCHNENCERiA Operating Reactors Branch 1 00/01/21 ip 


— 6002190840 Forwards T Abramson 791231 Itr requesting info re handling,^ 
storage, packaging $i disposal of radwaste 

KERR* 0 W Assistant Director for 8tate Agreements Programs, 
60/01/03 3pp 


8002140005 Discusses recent developments impacting waste disposal 
operations at co-mmercial low level waste burial sites 
Poruards license S, Itr from State of 8C to Cheftr'Nuc lear Sys 
describing restrictions for waste disposal In 0C 
EISENHUT, Division of Operating Reactors 00/01/27 28pp 


6002110274 Supplements response to FOlA request for documents re 
PaulingiNY site Documents listed in App A located In 
Abriance Memorial Public Library . Poughkeeps le, NY 1< at LPDR* 
in Nhlbe Plains Cats k 1 1 1 . NY 

FELTON, J fl Division Of Rules and Records 00/01/31 2pp 


80021 10330 8upp laments response to FOlA requests for documents re 
activities of four companies at PauikingiNY site Documents 
listed in App are in Ahriance Memorial Public Library* 
Poughkeepsie^NY & LPDRs in Nhite Plains U Catskill^NV 
FELTQNfU h Division of Rules and Records 00/01/31 4pp 


6D0307Q310 Reports on conditions found during turbine overhaul 1* oP 
repairs made to assure safe U reliable turbine operation 
EARLYjP U Power Authority of the State of New York 00/02/01 

6pp 


6002070345 Forwards response to TMI Lessons Learned Task Force short- 
term requirements Drawings available in Central Files only 
EARLY* P J Power Authority of the State of New York 00/02/03. 
65pp 
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2002250331 Submits info re poti^cr retiabHitg in event that 

faejllttes have to ihui doujn for extended period of time> In 
rasponie to NHC G00131 Itr Transmission line overloading 
could occur itfben both units are simultaneously out of svc 
l^eiN£R;. R E Energy, Dept of 20/02/04 2pp 


60022S009& Transcript of 000205 presentation in Wash mg ton. DC by 
comnventers in UCS 10CFR2 306 petition Morning session 
Pp l-Hl 

* Coipmisslon aO/Oa/05 I42pp 


S0021 50248 Responds to NRC 790000 0727 Itrs Revieu> of adequacy of 

electric power s<js will require estensive computer analyses 
Expected data of completion is 000601 Torwards addl info 
re degraded voltage 

EARLY.P J Power Authority of the Statp of New York 80/02/11 

Qpp 


Q0022C05&3 Submits interim actions re util 000201 commitment to 
maintain reactor pouer level under large break LOCA 
conditions Westinghouse study confirms current Tech Spec 
value for peaking factor No reduction in power necessary 
EARLY^P J Power Authority of the State of New York 00/02/19 
5pp 


0002220353 Forwards draft "Near Site Studyj '* in response to NRC 791205 
request NRC corfirmatory order for submittal of plant 
nods to reduce possibility V consequences of nuclear 
act ident 

PEOPLES^D.L < CAHltL<N J . DAVIS. J F Commonwealth Edison Co 
B'O/02/19 Ip 


--6002220360 Draft "Near Site Study," rept to NRC 

« Consolidated Edison Co of New York 80/05/80 60pp 


0 Inffpdictla'n reports. IE Quliatins t correspondence 


ei>OS]30'402 Notifies that regulations re resident Insp program amended 
to require power reactor licensees to provide NRC Insp 
personnel w/onsite, rent-free, exc lus ivo use of ofc space tc 
inoiediaie access to facility 

STELLOi V Office of Inspection U Enforcement. Office of the 
Director 3pp 


8005110915 Responds to IE Bulletin YV-OS, Revi sion 2, ^‘Pipo Support 
Base Plate Designs Using Concrete Expansion Anchor Dolts " 
ttsm I pipe support base plate anchor bolt loads were 
recalculated in compliance w/me thodol ogy in util 790706 Itr 
EARLY, P J Power Authority of the State of New York 79/12/20 Ip 


8003S900Q9 Responds to IE Bulletin 79-20 NAI1CQ CAIBO limit switches 
scheduled ta be installed as part of upgrade program 
Replacenent gaskets obtained ^ replaced prior to 
Lnttal latl on of switches 

BAYNE. J P Power Authority of the State of New York 80/01/09 Ip 


E005290253 Forwards IE Insp Rept 50-2a6/79''28 on 791127 No 
noncojrrp I ianc e noted 

GNITH.O H Region 1, Philadelphia, Fuel Facility & Materials 

Safety Branch 80/01/14 2pp 


“0002290232 IE Insp Rept 50-296/79-28 on 791127 No noncompliance noted 
Major areas Inspected surveys, procedures %t records, training, 
plant tours Sc liquid effluent discharges 

l&TClkR, J P Region 1. Ph i lade Iph la, Fuel Facility tc Materials 

Safety Branch EERABIANi J A Region 1. Ph 1 ladelph la. Office of 
the Director 80/01/03 8pp 


6002270033 Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlD 
should be deleted 

ORIERiB H Region 1, Ph i lade Iph ia. Office of the Director 

80/01/ 17 ip 


0OQSO6O3O4 Submits addl response to IE Bulletin 79-14 re safety-related 
piping sys Ulll complete Unewalks of all static span table 
analyted lines in normally accessible areas S' submit rept 
by 000430 

EARLYrP 0 Power Authority of the State of New York. 80/01/29 

app 


&002SS0102 Forwards IE Info Notice 00-03, “Main Turbine 

E lactrohydrau 1 1 c Control Sys " No specific action required 
CRIERiB H Region 1, Philadelphia, Office of the Director 

eo/oi/31 ip 


B002560095 Forwards IE Circular 79-25, Bupp I A, "Shock Arrestor Strut 
Asaembly Interference “ No written response required 
CRIERcQ H Region 1, Philadelphia, Office of the Director 

80/01/31 Ip 


&002250498 Forwards IF Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

GRIER, B H Region 1, Philadelphia, Office of the Director 
00/02/01 Ip 


0002270564 Notifies that results of util irisp ot pressuriicr Weld L-l 
acceptable for return to pouer operation following current 
(second) refueling outage 

SCHWENCER/A Operating Reactors Branch I 80/01/21 2pp 


0002290094 Ack receipt of 800107 Itr informing NRC of steps taken to 
corroct violations noted i ii [F Insp Repts 50-206/79-80 ■?< 
50-333/79-13 

GRIER. D H Regiort |, Ph i ladelph la, Ofnee of the Director 
00/02/05 ip 


8002290059 Responds to NRC 791211 Itr re violations noted in IE Insp 
Repts 90-206/79-20 4, 50-333/79-13 Corrective actions will 
submit results of audit by 000116 Operating procedure 
drawings revised to reflect a»-built condition of plant 
BERRV.O T Power Authority of the State of New Vark 80/01/07 

6pp 


— 6002290062 Forwards IE Insp Rept 50-206/ 79-20 on 790910-14 J, 17-20 ^ 
notice of violation 

fiRUNriER, E V Region I, Philadelphia. Reactor Operations Nuclear 

Support Drancli 79/12/li 2pp 


— 0002290066 Notice of violation from insp on 790910-14 it 17-20 

-» Region 1, Philadelphia. Office of the Director 79/10/24 

□ pp 


— B0OS290070 It Insp Repts 2B6//9-20 6 50-333/79-13 on 790910-14 C. 17-20 
None 0 mp 1 lance noted failure to submit annual rept, store 
single copy records, take corrective audit rept actions fc 
have drawings appropriate to circumstances 

KISTER,H H Region 1, Philadelphia. Reactor Operations Nuclear 

Support Drench NAPUBA. G . KEHQE, D V Region 1, Ph-i ladelph la. 
Office of the Director 79/10/24 17pp 


B002810275 Forwards IE Bulletin 00-03. "Loss of Charcoal From Std Type 
1 1, Two- Inch, Tray Adsorber Colls " Action required 
GRIER, D H Region 1, Philadelphia, Office of the Director 
00/02/06 Ip 


9002280306 Ack receipt of 000104 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-206/79-20 Ic 
50-333/79-13 

GRIER, D H Region I, Ph i ladelph la, Office of the Director 
BO/02/07 Ip 


—0002260309 Informs NRC that reply to IE Insp Repts 50-206/79-20 6 
50-333/79-13 will be submitted by headquarters ofc 
LEONARD, J 0 Power Authority of the State of New York 00/01/04 

Ip 


Q002250131 Forwards IE Info Notice SO-OSj “Chloride Contami nati on of 
Safety-Related Piping t« Components " No written response 
required 

GRIER, B H Region 1. Phi lade Iph ia. Office of the Director 
BO/02/08 Ip 


0002250645 Forwards IE Bulletin 00-04, "Analysis of PNR Main Steam Line 
Break U/Contlnued Feedwater Addition " Written response 
required 

GRIER, D K Region 1. Ph i 1 adelph la. Office of the Director 
00/02/00 Ip 


0002290437 Forwards static span table analyxed lines field verified fur 
as-bullt configuration per IE Bulletin 79-14 Implications 
of IE Info Notice 79-31 investigated re use of incorrect 
ampllflod response spectra Appropriate input used 

aCHMiEDERr J R Power Authority of the State of New York B0/O2/25 
I3pp, 


R Periodic operating reports U related correspondence 


B002050536 Forwaids "Annual Noni adiolog ica) Special Environ Operating 
Rept for 1979 " 

CAHILL, M V Consolidated Edison Co of New York 00/01/29 Ip 


— 0002050540 "Annual Nonrad lolog i cal Special Environ Operating Rept for 
1979 '■ 

» Consolidated Edison Co of New Voi k 79/12/31 6pp 


0OO21SO309 Forwards fish monitoimg i ept for Jan 1980 

MONTI, W A Consolidated Edison Co of New York 60/02/10 Ip 
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'-8002150396 Fi&h nionitarirs r«Pt #or Jafl 1*780 

* Consolidated Edison Co of Neu V*oi It 00/02/10 lipp 

8002200518 Forwards ”T^«^maI Survey Fr&grami -RautiPiB Honthly Thermal 
Monitoring. Ac g 1977 5urveg. " ftept 4 

CAHILL. W J Consolidated Edison Co of New York 80/02/13 Ip 


— 0002200540 "Tliermal Surveg Program. Rout i ne Monthly Th&rrtiai Monifcoringi 
Aug l^?? Survey. ** Reft 4 

* Consolidated Edison Co of Neu Vorlt 80/01/3! iSOOpp 


8002210396 forwards tabulation of daily Msh collection far Jan 1980 
Tabulation includes daily species brealudowtt t total weight 
for Unit 2 only Units l & 3 circulators were not operating 
during Jan 

2ARAKAB. P Consolidated Edison Co oP Netir York 80/02/14 ip 


0002210400 "Tabulation of Pa i 1 y Fjsb Counts from Intake Screens for Jan 
1900 

* Consolidated Edison Co of Neu VorJt 00/01/31 3pp 


8002190698 Forwards TX Instruments. Inc 000131 "Hudson River Ecological 
Study in Area of Fac i Ut i es. 1970 Annual Kept " EC KelUhCr 
BOOSld affidavit t» affidavit of svc enc I 

CAHILL. W J Consolidated Edison Co of New York aO/02/lS 5 pp 

—0002190709 "Hudson River Ecological Study in Area of Fac i I iti es . 1979 
Annual Rapt '* 

* Te«a* Instruments. Inc 00/01/31 442pp 


8002210450 Forwards semiannual repts of radioactivity in solid wastes 
«- releases of radioactive matls in liquid gaseous effluents 
far Jul-^Dec 1970 U Jan-June 1979 Jan-June 1979 rept not 
end Info provided in resporise to 800211 request 

HILVERDIMC, 0 M Power Authority of the State of New York BO/02/15 
Ip 


0OO223O4OS Forwards monthly operating rept for Jan 1980 

DAYNE. J P Power Authority of the State of New York 90/02/15 Ip 


‘--B0022504IO Monthly operating rept for Jan 1900 

CONNELL, c Power Authority of the State of New York 80/02/02 
3pp 


t Reportable occurrences. LERs !< related correspondence 


002250324 fHa-!-BO-009 on 6001 17. so i smic event o f I 5 on Richter scale 
occurred in Cortland Sharp nolsg was heard at site but 
instruments did not measure any indication of event 
STETKA. T KCCABE.E Region 1, Phi lade ) phidi Office of the 
Director eO/ol/17 ip 


0002080077 PNO-I-SO-O09A on BOO 1 1 7, ear th quake at site reported as I S 
on Richter Scale Opdated Info shaws range to he 2 9-3 0 
KtSTER, H 8 , DROhiNER. E J Region 1, Phi ladplph la, Office of tha 
Director 00/01/18 jp 


0002070225 Forwards updated LER 79-016/01 T-2 

BAYNE, J P Power Authority of the Stats of Niew York 00/02/04 ip 


8002070227 Updated iER 79-Oi6/OlT-2 on 791 127. duri ng refueling 
shutdown* evaluation of LOCA/ECCS model indicated 
noncanservative feature could enist in App K LOCA analysis 
re fuel burst calculations Cause not stated 

GUMBLErP H Power Authority of the State of New York 80/03/04 
3pp 


Hearing transcripts on non-ant i trust matters 


>2200724 Transcript of 800205 presantation in Hashing ton, DC by NRC re 
ICS 2 260 petition on Indian Paint Pp 141/142-261 Afternaon 
cssion Briefing outline & vieugraphs enc I 
Commission 80/02/05 235pp 


22BO690 Transcripts of 000206 continuation of briefing by NRC on 
0CFR2 206 petition re faclIifcy.Pps 262-206 
Commission 00/02/06 26pp 


>02280696 Provides outline of available options re l/CS petition under 
10CFR2 206 

aiCKHiTfL Office of the General Counsel 00/02/06 6pp 


U Congressional /El ecuti VO Correspondence 


8002010570 Comments on 1/CS 790917 petition seeking to reialva Issixai ir 
safety 6 site suitability Urges prompt consideration of 
petition mer i ts 

CMrSHCUl, S House of Rep 00/01/09 Ip 


6002220241 Responds to 600109 Itr re UCS petition for proceedings ri 
facility safety i ssues, Peti ti on referred to NRC technical 
personnel for evaluation NRC must grant petition or state 
reasons for denial 

D|CKHIT,L Office of the General Counsel 00/01/22 Ip 


8002290118 Responds ta 791206 Itr urging expeditious raspanse to UC8 
petition re safety site location NRC will present response 
to Commission at 600205 public meeting Commission will hear 
related comments prior to meeting 
AheARNE, J F Commissi an 80/02/04 Ip 


—8002290127 Requests that Commission begin formal proceeding# kp 
consider UC6 790917 petition re facility decommissioning. 
Continued facility operation may pose serious haiard to 
public health $t safety 

HOLTZMAN. E House of Rep 79/12/06 2pp 


8002290136 Responds to 791217 Ur urging expeditious response to UCd 
petition re safety & site location NRC will present response 
to Commission at 80020S public meeting Commission will heaT 
related comments prior to meeting, 

AHEARNE<J r Commission 80/02/04 Ip 


^-6002270142 Requests that Commission expedite response to UC6 petitfen 
re facility safety %t site location issues Failure to correct 
safety problems would be irresponsible 

FISH.H House of Rep * Judiciary Committee 79/12/17 Ip. 


DOCKET 50-287 OCONEe NUCLEAR STATIGW, UNIT 3 


F. Security, medical, emergency it fire protection plans 


6002040007 Announce# regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
representative per util by 791331 Forwards FR notice 
OR1ME9.0 K Emergency Preparedness Task Force 79/12/21 7pp 


8003130012 01 s-cussas cable penetration fire stop qualification test 
Modified fire stop design is acceptable 
LAINAS, 0 Plant Systems Branch 79/13/20, 3pp 


0OO3I1O177 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine inip Scope 
ti>ill Include organi >at ion, personnel qual if icatioh it 
train Iny, radwaste proc essingf moni tor ing it training 
STELtO, V Office of Inspection it Enforcement* Office of tha 
Director 60/Q1/22 3pp 


60021 10390 Responds to NRC 79112? Itr it provides evacuation time 
estimate# for various areas adjacent to unit 
PARKERtH 0 Duke Power Co 80/01 /3i 8pp 


6002140401 Notification of 600219-21 meeting W/utit at site to dis^usi 
review of site emergency plan 

FAIRTILE.W a Operating Reactors Branch 4 80/02/01 Ip 


0 Adjudicatory correspondence 


600225D050 Forwards NRC 600207 order modifying 800102 show cause order 
•Grants extension until 800315 for shutdown to implement 
Lessons Learned Task Force Category A requirements 
DENTON' H R Office of Nuclear Reactor Regulation 00/02/07, 2pp 


— G0022S0059 Order modifying NRC 800102 show cause order Grants aitenlfli 
until 800315 for shutdown to implement TNI Lessons Learned 
Task Force Cateqo-rq A requirements 

DENTON, H ft Office of Nuclear Reactor Regulation. 00/02/07 3pp 


H General correspondence 


000214046? Comments on NRC requirement that util demonstrate 
availability of power supply or face shutdown 
Simultaneous outage of facilities would create serious 
generating capacity shortage in area, 

BROWN, WO National Electric Reliability Council, 00/01/22 3pp 
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5002060598 Rt«ponds to 791002 proposal po utili acceptance of Oak Ridge 
Ae-io^iated Ifnlvs radiation safetg course for visiting NRC 
staff Propoeal acceptable 

PARKERiU O Duke Power Co 00/01/30 tp 


P Operating license stage documents & correspondence 


80021S0179 Kotification of 791211 meeting w/lUensee in Char lotto* NC 
to discuss eichatiga of info between NRC & local law 
enforcement agencies re shipments between facilities & to 
visit HeOuire facility 

KA5UN. D 0 Phgslcal aecorltg Licensing Branch 79/12/04 Ip 


6002110276 Extends comment period re draft NURE0''0630 to 800116 

OAHMILLfU P Assistant Director for Standard i< Advanced Reactors 

aO/Oi/03 3pp- 


G002I30100 Discusses scheduling problems re completion of remaining PUR 
overpressure protection reviews Completion is dependent upon 
Reactor Safety Branch approval of overall sys as|lects of 
proposed designs 

LAEHASiO Plant Sgitems Branch GO/Oi/17 Ip 


8002090350 Informs that appropriate changes to Tech Specs are needed to 
assure high degree of steam generator tube integrity 
Re<i.utcti notification within 20 days re agreement w/course 
of ectlon 

OAHIIlLLiU P Division of Operating Reectors 00/01/10 3pp 


— 8002090383 Proposed Pages 4 through 4 17'‘5 to Tech Specs for steam 

generator tubing surveillance 
e Duke Power Co 80/01/10 Bpp 


— 8002090387 Safety evaluitlan supporting proposed amend to Tech Specs 
r» fltceen generator tubing surveillance 
e Office of Nuclear Reactor Regulation SO/01/18 5pp 


8002060424 DltCUisei delag until 800205 for submittal of rapt re 
control habit abititg analgsis during DBA events Analgsis 
conducted in response to NUREO-0978 
PARKER* U 0 Duke Power Co 80/01/22 Ip 


B002050357 Notification of 800206 meeting w/util in BetheidoiND to 
discuss reload design methodology rept (NFS-lOOl) 

FAtRT[L£*ff B Operating Reactors Branch 4. 00/01/25. 2pp 


0002040926 Informs NRC that HPI cross-connect mod as approved by staff 
on 791213 has been completed for Unit 1 
PARKER# U D Duke Power Co BO/oi/28 ip 


B0021400Q9 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites. 

Forwards license in Hr from State of 8C to Chem-Nuclear 8gs 

describing restrictions for waste disposal in 0C 

EESENl^TfD 0 Division of Operating Reactors 80/01/29 2Spp 


9002060314 PrOiVldes tuppl to previous Itrs re implementation of Till 
Lessons Learnsd Task Fores requirements Submits current 
status of facilities Unit 1 at full poweriUnlt 2 operating# 

Unit 3 refueling for Cycle 6 

PARKER. U D Duke Power Co 00/01/30 Ip 


8002060441 Forwards response to NRC 791212 questions U SOOlll telcon re 
degraded grid voltage 

PARKER. U D Duke Power Co 00/01/31. 6pp 


80020-60937 Forwards supplemental response to NUREO-OS70 covering 
emergency power supply requirements instrumentation for 
dstectlbn of inadequate core cooling 
PARKER. U.O Duke Power Co 80/01/31 6pp 


8002120670 Forwards proposed Tech Spec 4 17 for steam generator tubing 
survelHance# in response to NRC 000130 Itr Program 
C-onparison end 

PARKER. U.D Duke Power Co 00/02/06 7pp 


— 8002120682 Proposed Tech Spec 4 17 for steam generator tubing 
surveil lance. 

e Duke Power Co. 00/02/06 9pp 


9002200282 Forwards Amends 79.79 V 76 to Licenses DPR-30. DPR-47 & 
DPR-59i resp act iveigi Safety evaluation it notice of issuance 
St eveilab 1 1 i ty. 

REID.R. W. Operating Reactors Branch 4 00/02/07 2pp 


—8002200291 Amends 79*79 *< 76 to Licenses DPR-3S. DPR-47 t DPR-55. 
r aspect ivel y I revising Tech Specs by delaying irradiation of 
matl surveillance capsule in host roactor from third cycle 
to sixth cgcle of operation 

REID.R W Operating Reactors Branch 4 BO/02/07 Bpp 


— 0002200290 Safety evaluation supporting Amends 79.79 76 to Licenses 

DPR-GB. DPR-47 U DPR-55. respectively 

« Office of Nuclear Reactor Regulation 60/02/07 3pp 


— 0OO22OO3O'3 Notice of issuance A availability ef Amends 79* 79i 76 to 

Licenses DP 9-30* DPR-47 «< DPR-55. respect ively 
REID*R U Operating Reactors Branch 4 00/02/07 2pp 


6002150249 Forwards sup p 1 ein enta] info to B00131 Itr re NURE6-0578 Hems 
2 1 36*5c*6a*Ba & Be Provides info on instrumentation for 
detection of Inadequate core cool ing* capab 1 1 i ly to install 
hydrogen purge unit 6 inplant iodine monitoring 
PARKER, W 0 Duke Power Co BO/02/08 3pp 


800-2190767 Responds to NRC concein rc voiding during transients in I)6N 
plants Void formation is not occurring in identified 
transients U does not occur in normal operational 
transients Forwards evaluation 
PARKER* U 0 Duke Power Co 00/02/13 2pp 


—8002190775 ’’Potential Reactor Sys Voiding During Anticipated 
Transients " 

e Babcock 4( Wilcox Co BO/01/31 DSpp 


aOO-2150259 Forwards DAW-1597i “Effects of Asymmetric LQCA Loadings* 
Phase II Status*” on behalf of BtiW 177 fuel assembly owners 
group Final rept will be submitted by 800701 
TAYLOR. J H Babcock U Wilcox Co 00/02/14 Ip 


—8002150262 “Effects of Assymetne LOCA Load ings* Phase 11 Status “ 
* Affl nation Unknown DAW-1597 00/02/14 SOOpp 


B00220049S Forwards analysis of small break LQCA which repressur i tei to 
power operated relief valve setpoint* in response to NRC 
790021 request Repressur 1 lation will not occur in primary 
sys unless feedwater is lost to steam generators 
PARKER* W a Duke Power Co 80/02/15 14pp 


6002200486 Documents submittal of interim rept DAW-1597i “Effects of 
Asymmetric LOCA Loadings " Continued operation justified per 
M888 component evaluations Final rept will be submitted by 
900701 

PARKER# W 0 Duke Power Co 00/02/15 Ip 


0002200617 Advises of further delay re analysis to be performed in 
response to 790021 Hr on reactor vessel thermal-mechanical 
conditions during recovery from small break Rept uill be 
submitteef 000415 

PARKER. W 0 Consumers Power Co 80/02/15 Ip 


8002290122 Notification of 80D222 meeting w/Q^W owners group# Abnormal 
Transient aperatlan Ouide lines Committee, in Washing ton. DC 
to discuss progress on abnormal transient operational 
guidelines program i*. KUREO-0970 

CAPRAiRA Standardliation Branch 00/02/15 2pp 


Q Inspection reports. IE Bulletins & correspondence 


0002110224 Discusses responses to IE Bulletins 79-05C 79-06C re 

need for tripping reactor coolant pumps for certain small 
break LDCAs Recent events force more prompt solution to 
problems Meeting necessary to resolve issues 
R099, D F TMI~2 Bulletins Orders 79/10/05 aSpp 


8002110197 Forwards IE Imp Repts 50-269/79-32.50-270/79-30 U 
50-207/79-32 on 791U9-21 No noncompl iance noted 

LEWISrR C Region 2# Atlanta* Roactor Operations Nuclear Support 

Branch 79/12/18 2pp 


—8002110202 IE Insp Repts 50-269/79-32,50-270/79-30 U 50-297/79-32 on 
791119-21 No noncompllance noted Major areas inspected 
previously identified QA items 

WESSMAN.R H . ASHENDEN, N C Region 2, Atlanta, Office of the 
Diroctor 79/12/13 3pp 


8002010569 Ack receipt of IE Insp Repts 50-269/79-31*50-270/79-29 b 
S0-2Q7/79-31 No proprietary Info 
PARKER, M D Duke Power Co 79/12/19 Ip 


0002040569 Responds to IE Bulletin 79-25 re failures of Westinghouse 
BFD relays No Westinghouse DFD/NBFD relays are used in 
safety-rmlabed equipment at facility 
PARKER, W 0 Duke Power Co 79/12/19 ip 
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8:)02i 10235 Foriuardi IE Insp Rept^ 50''3^>9/79-33, 50-270/79-31 & 
50-237/79-34- or 791130 ^ 1201 No none oiop 1 > arcs noted 
SUTHERLANOiJ T Region 2- Atlanta* Fuel Fatility Materials 

Safat(| Branch 79/13/19 2pp 


— 8002110245 [E Insp Repts 50-26-9/79-33.50-270/79-31 & 50-237/79-34 on 
791130 1201 Ho noncQ-mp 1 1 ante noted Major areas inspected 

emergency drills 

x>ENKlH5.G R Region 2. Atlanta. Fuel FaciUky *« Materials 

SaFoty Branch TAVLQFt.F A . PERROTT. D J Regluin 2. Atlanta. 

Office of the Director 79/12/19 3pp 


9002120092 Responds to IE Bulletin 79-25* “Failure of tlestlnghouse 
DFD Relays in Baf ety-Re lated Sys “ No relays used or planned 
for use In safety-related eq^uipment at facility 
PARKER* H 0 Dl^fce Power Co 79/12/19 Ip 


9002040430 Responds to IE Bulletin 79-10. “Audibility Proble-m 
Encountered on Evacuation of Personnel from High Noise 
Areas *' Neui alarm sys ui 1 1 be InstaHcd by 000531 
PARKER, W 0 Duke Power Co 79/12/27 Ip 


e002ll02lA FoTuards IE Insp Repts 50-269/79-36,50-270/79-33 «< 
50-287/79-36 on 791101-30 No nonconpl tanct noted 

LEUlS. R C Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch 79/12/27 2pp 


'-0003110225 IE Insp ftepts 50-269/79-36. 50-270/79-33 «. 50-287/79-36 on 
791101-30 No none amp 1 lance noted Major areas inspected plant 
operati ons. LER review 6 fol lotuup. s e lec ted emergency 
procedures & review drawing control 

MARTINiR 0 Region 2, Atlanta, Reactor Operations Kuclear 

Support Branch JAPE, f Regiott 2, Atlanta. Office of the 
Director 79/12/26 5pp 


8002050317 Ack receipt of 79il15 1 tr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 50-369/79-26. 

50-270/79-24 i 50-207/79-26 

LEWIS.R C Region 2. Atlanta. Office of the Director 00/01/07 
IP 


-800205032? Responds to NPIC 791026 Itr re violation noted in IE Insp 
flepts 50-369/79-26.50-270/79-24 t 50-207/79-26 Corrective 
actions changes to requisition will be documented u/same 
level of review as original 
PARKER. UI □ Duke Power Co 79/11/15 2pp 


— 8002050241 Forwards IE Insp Rept* 50-269/79-26*50-270/79-24 
50-287/79-36 on 790904-38 t' notice of violation 
LEUI&. R C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/10/36 2pp 


— 0002050240 Notice of violation from insp on 790904-28 

• Region 3, Atlanta, Office of the Director 79/10/24 Ip 


--8002050260 IE Insp Repts 50-269/79-26.50-270/79-24 t 50-207/79-26 on 
790904-28 Nancocnp 1 lance noted failure to control procurement 
of reactor vessel head Q-ring (. failure to folloui maint 
procedure far Installing reactor vessel head O-rings 
DVER. J Region 2. Atlanta. Reactor Operntions Nuclear Support 

Branch JAPE. F Region ?, Atlanta* Office of the Director 
79/10/24 9pp 


0002040133 Responds lo IE Dulletin 79-38 re possible limit switch 
malfunction at elevated temps Facility has no NAMCQ 
180 limit suitches installed or in stock 
PARKER, W 0 Duke Power Co 00/01/09 Ip 


0002130013 Ack receipt of IE Insp Repfcs 50-269/79-33*58-270/79-31 U 
50-207/79-34 No proprietary info 
PAftKER.W 0 Quite Power Co 00/01/14 Ip 


0003060020 Fartiiards IE Bulletin 79-010. “Environ Qua 1 1 f i cat ion of 
Class IE Equipment - Action required IE DuUetin 79-OlD 
u/encis sent an 790114 should be disregarded 
O'REILLY, J P Rrvgion 2. Atlanta. Office of the Director 
80/01/17 2pp 


02070334 Forwards IE Circular 80 01. ^'Sve Advice for OE Induction 
isc Relays ' No response required 

'REILLV, J P Region 2, Atlanta. Office of the Director 
D/Ot/17 2pp 


5212013/ Ack receipt of IE Insp Repts 50-369/79-36.50-270/79-33 t* 

50-207/79-36 No proprietary info 

BARKER. H Q Duke Rower Co 00/01/22 Ip 


—8002130379 Forwards lE Insp Repts 50-269/79-38,50-270/79-35 b 
50-587/79-38 on 791205-07 No fioncomp 1 i anc e noted 
LEUlStR C Region 2. Ailanta. Reactor Operations Nuclear 

Support Branch 80/01/09 2pp 


—8002130390 IE Insp Repts 50-269/77-30,50-370/79-39 Sc 50-207/79-30 or 
791205-07 No noncompliance noted Major areas inspected 
refueling activities in Unit 1. routine operations Qf Unit 
5 S< post-refueling power escalation 

UPRIGHT.C M Region 5. Atlanta. Reactor Dperatlons Nuclear 

Support Branch BURNETT. P T Region 3. Atlanta. Office of the 

Director BO/Ol/OB 4pp 


B00212003B Responds to IE Dullebtn 79-17 No indication of leakage 
through cracks in stagnant borated water sys piping 
observed 

PARKER, If O Duke Pooler Ca 00/01/24 Ip 


9002120046 Forwards updated response to IE Bulletin 79-14 & summary ol 
seismic input nonconformance through 900100 U/o end 
PARKER* « 0 Duke Pouior Co 0O/Ot/24 Ip 


G002130399 Ack Receipt of 791227 Itr informing NRC of stapi taken to 
correct violations noted In IE Insp Rept 50-207/79-33 
Q'REltLY. J P Region 2* Atlanta. Office of the Director* 

80/01/24 3pp 


—8002130400 Responds to NRC 791226 Itr re Violations noted in IE Ini^ 
Rept 50-287/79-33 Correc t ive actions temporary drainllne 
removed fpum sausage treatment syi it routed to liquid 
radcjaste sys 

PARKER, N 0 Duke Power Co 79/12/27 4pp 


—0002130415 Forwards lE Insp Rep fc 90-207/79-33 on 79llt5-l6 & notlct 
of violation 

SUTHERLAND. J T Region 2. Atlanta. Fuel Facility It Materials 

Safety Branch 79/12/06 2pp 


—0002130422 Notice of violation from insp on 791119-16 

* Region 2. Atlanta. Office of the Director 79/12/09 2pp, 


— B002130434 IE Insp Rept 50-207/79-33 on 791113-16 Noncomp I lance notsd 
failure to folloui liquid waste procedures It review mod of 
st«am generator sample line drain 

01D80N.A F Region 2, Atlanta. Fuel Facility & Materials BafaU 

Branch E WALD. 9 C Region 3, Atlanta. Office of the Director 

79/12/09 6pp 


S Reportable occurrences. LERs St related correspondence 


7905140035 Forwards excerpts of LERi re feedwater related It other 
transients at SItU facilities other than TMI Related 
correspondence end 

ORNSTEIN.H U Office of the Executive Director for Operations 
79/04/06 IBpp 


8002060329 Advises that hoatup & cooldown limitations contained in 
site Tech Spec will be used concerning atypical weldment on 
reactor vessel Changes committed for action In 700010 Itr re 
RG-207/76-13 based on subsequent NRC approval 
PARKERrU 0 Duke Power Co 00/01/59 Ip 


DOCKET 50-200 REED COLLEGE RESEARCH REACTOR 


F Security, medical, emergency t. fire protection plans 


8002070264 Requests complete copy of 1DCFR73 for guidance In upgrading 
physical protection requirements 
CHURCILL B Reed College GO/Ol/24 Ip 


— 0002070266 Forward s I0CrR73 Indicates licensee responsibility to miet 
all rules applicable Lo facility H/o end 
REtDiR ly Operating Reactors Branch 4 80/02/04 Ip 


P Operating license stage documents Ic correspondence 


8002190304 Forwards complete copy of 10CFR73. in response to request 
Addl copies or subscription may be obtained from QPO, 

Licenses must assure compliance w/all rules applicable to 
fac 11 ity H/o enc I 

REID. R,M □peratlng Reactors Dranch 4 00/02/04, Ip 


2130370 Ack receipt of If Ingp Rrpta 50-269/79-30.50-270/79-35,1* 
^”207/79-38 on 791205-07 No proprietary info 
RKER.W G Duke Power Co 00/01/32 Ip 
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Q [n-ipictio-n reporfcsi IE Qulletin^ & correspondence 


GO032S0&16 Forwards IE Circular a0~02i "Nuclear Power Plant Staff 
Nork Hours No written response required 

ENOELKENiR H fleflion St San Franctsco/ Office of the Director 
flO/02/01 Ip 


DOCKET 50-209 THREE MILE ISLAND NUCLEAR STATIONr UNIT 1 


e0021300'76 Response in opposition to UCS 000123 motion to compel NRC 
answiri to interrogatories Commission 791010 statement of 
policy recognixed NRC right not to speak before further 
ponstderatlon of particular issues Certificate of 3vc end 
SINOERiL N Hearing Branch 2 00/02/08 7pp 


F Securitv. medical# emergency it fire protection plans 


8002040007 Announces regional tiiorkshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
rasponsa plans for facilities Retiuests designation of ona 
representative per util by 791231 Forwards FR notice 
ORIhEB* B K Emergency Preparedness Task Force 79/12/21 7pp 


8002050222 Responds to 790313 safeguards contingency plan & indicates 
need for revisions & addi info Forwards comments tc requests 
risponse ulthin 30 days of receipt End withheld (ref 
lOCFHS 7901 

REIDrR M Operating Reactors Branch 4 flO/Ol/17 3pp 


3002030314 Forwards addl response to NRC 790911 request re fire 
protection procedures Procedures for shutdown will describe 
tasks to be performed Site fire dept considered to 
supplement firs brigade Acceptance tests adequate 
hERBElN. J 0 Metropolitan Edison Co 00/02/04 4pp 


00020606-69 Discusses haion sys for modular computer room sub-floor & 
adjacent cable trench Operational date has been extended to 
eOOAO'l due to delay in damper Installation 
KERBElNaJ Q Metropolitan Edison Co 80/02/04 Ip 


8003110435 Forwards info in response to NRC 791129 Itr requesting 
evecuatlon time estimates for certain areas around nuclear 
power reactors Evacuation time estimates are conservative 
KERBEINjJ 0 Metropolitan Edison Co 00/02/04 8pp 


80022500-44 Dlicusstf review of end Itrs forwarded to meet requirements 
of license Amend 44 for facility fire protection program 
Forwards review status* request for addl info to complete 
evaluation & items deemed as unacceptable 

REJOiR.U Operating Reactors Branch 4 00/02/07 17pp. 


8B0'226O52f> Forwards physical security plan addendutni Revls Ion 1 Plan 
withheld (ref 10CFR2 790) 

NlLSDMrR F Metropolitan Edison Co 80/02/19 ip 


8002260239 Forwards Revision 1 to contingency plan Plan withheld 
(Tsf 10CFR2 790) 

HERBEIN# J 0 Metropolitan Edison Co 00/02/22 ip 


O Adjudicatory correspondence 


8002220270 Discusses admissibility of evidence re Commission hearing of 
Issues re mg t competence in TMI-l proceedings Commission is 
not suited for such adjudicatory proceedings Recommends 
alternate solutions 

DlCKNtT.L Office of the General Counsel 79/11/23 2pp 


8C02220274 Forwards draft order recommending that ASLD address mgt 
competance issue before other contentions Portions of 790809 
opinion end 

BICKUlTiL Office of the (Seneral Counsol 79/12/04. 4pp 


8002190828 Responds to Lower Paxton Township 791008 resolution re 
release of contaminated water Into Eusquehanna River & 
restart of faciltles Util has not submitted recovery plan 
for LTnlt 2 

DENTONiH R Office of Nuclear Reactor Regulation 79/12/20 3pp 


““8002190033 Forimards Lower Paxton Township 791022 Itr to President 
Carter re release of contaminated water into Susquehanna 
River %( restart of facilities Requests comments 
BEAL# M M President of U8 Executive Offices 79/10/30 3pp 


6002050329 Response in opposition to licensee B01202 objections to 
revised Contention 9 re emergency planning in restart 
proceeding Alleges deficiencies in emergency planning 
implementing procedures Certificate of Sve end 
6HALLY.S C Affiliation Unknown 80/01/07 13pp 


8002110054 Responds to Apr 1979 Itr expressing concerns re absence of 
general safety precautions f< requesting permanent shutdown 
of plant Public hearing has been ordered to determine safety 
of operation 

DENTON# H R Office of Nuclear Reactor Regulation 00/01/08 2pp 


— 8002110050 Expresses concerns re absence of general safety precautions 
Requests permanent shutdown o^ facility 
OERMEYER#C Affiliation Unknown 79/04/30 Ip 


0002120380 Responds to 790404 Itr re concerns about facilities NRC has 
ordered public hearing re restart of TMI-*i Util has not 
sent proposal to NRC for TKI-2 recovery NRC 790720 order 
suspended TMI-2 OL 

DENTON# H R Office of Nuclear Reactor Regulation 80/01/00 2pp 


— 8002120395 Request decommissioning of facilities Local citixens have 
assumed physical# mental 5- financial burdens due to proximity 
of reactors L TMI-2 accident 
LOY, E L Affiliation Unknown 79/04/04 Ip 


8002120655 Responds to Iti demanding Immediate shutdown of facilities 
NRC 790720 order suspended DL re TMI“2 NRC has ordered 
public hearing re restart of TMI-1 Forwards NRC order re 
restart of TMl-1 W/o end 

D£NT0N#H R Office of Nuclear Reactor Regulation BO/01/00 2pp 


— 0002120660 Demands that facilities be permanently shut down Potential 
harm to ch i Idreti# r eac tor repair personnel It pregnant women 
is unknown 

KROPFiE M Affiliation Unknown 80/01/08 Ip 


0002120596 Responds to 790411 Itr demanding shutdown of facilities NRC 
790720 order suspended OL re TMl-2 NRC ordered public 
hearing re TMI-1 restart Forwards TMI-i hearing order W/o 
encl 

DENTON# H R Office of Nuclear Reactor Regulation 80/01/10 2pp 


— 8002120601 Demands permanent shutdown of facilitias Urges development 
of alternate means for generating electrical power 
BRADLEY# 8 L Affiliation Unknown 79/04/11 2pp 


0002010001 Forwards Page 2 of Interrogatory 20# Attachment C to TMI 
Alert# Inc Interrogatories Certificate of Sve encl 
ZAHLERiR e Shaw# Pittman# Potts 8c Trowbridge 80/01/15 Spp 


0002060021 Response to NRC first set of interrogatories Intervenor 
planned testimony will involve proposed redesign to minimiie 
operator error# stress situations 8' related issues Cites 
names of witnesses expected to be colled Affidavit end 
AAMODTiM M Affiliation Unknown 00/01/15 4pp 


— 8002060031 Reply to Ml Lewis interrogatory Based on hearsay 
1 tatements* catac ly smlc event may affect life i* property 
8vc list encl 

AAM0DT#M M Affiliation Unknown 00/01/15 3pp 


6002060101 Requests ralief from deadline for response In restart 
proceeding Forwards comments re psychological testing of 
reactor operators 

AAMODTih M Affiliation Unknown 00/01/15 Ip 


— B0Q2O6OUO Comments in support of amended Contention 4 ic new evidence 
re rejected Contention 1 Urges that licensee info flow in 
event of accident should be available to public Sve list 
enc 1 

AAMaOT. M M Affiliation Unknown 80/01/15 Spp 


B002D40253 Corrections to 800115 response to NRC first set of 
interrogatories Contention 6 should read Contention 8 re 
radwaste#at Pago 3 Sve list end 

AAMDDTrM M Affiliation Unknown 00/01/16 3pp 


8002120474 Responds to 790408 postcard urging revocation of OLs due 
to TMI-2 accident NRC 790720 order suspended QL for TMl-2 
NRC has ordered public hearing pe restart of TMI-1 Forwards 
NRC order re public hearing for THl-1 W/o encl 

DENTQNi H R Office of Nuclear Reactor Regulation 80/01/16 2pp 


— 0002120478 Urges revocation of OLs due to TMI-2 accident 
ORR.P » ORRrV Affiliation Unknown 79/04/00 Ip 
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6002120735 Resjjands to 1 tr re 7MI-2 accident Average dose of 6002190095 Responds to 1 tr requesting permanent closure of THI 

rad i oact t V i re^ceived uitNin SO miles uas four milliremt Discusses public hearing to determine op erab 1 1 i tg of Unit 1 

Mai exposure ii^as less than 100 mi 1 1 irems, less than yearly KIRC 790G09 order re issues to be considered at hearing end 

dose received from natural hackground radiation W/o end 

DENTON/H n Office of Nuclear Reactor Regulation QO/Ol/1^ 2pp DENTONi H R Office of Nuclear Reactor Regulation 80/01/21 Ip 


I- 


--B002120739 Demands that all nuclear pourer reactors be permanently 
shut doun Nuclear reactors are dangerous t unnecessary 
LQOANtA Affiliation Unknown 80/01/16 Ip 


8002070045 First set of interroga tor ics directed to Anti-Nuclear Group 
Representing York in restart praceeding Requests basis for 
alleged absence of mgt capability in licensee power reactor 
operation iJ/suppor ting documentation Certificate of Bvc 
TROUORlCGEi O F Metropolitan Edison Co TROWHHIDQE. 0 F Shaw, 
Pittman. Potts 8^ Trowbridge GO/OI/lG 23pp 


8002120458 Responds to 790416 Itr re TMI-2 accident NRC has ordered 
public hearing to determine restart of TMI-1 NRC 790720 
order suspended OL for TiMI-’2 Util customers will not have to 
pay For restoration of 7MI-2 

DENTON- H R Office of Nuclear Reactor Regulation 80/01/18 2pp 


—0002130467 Requests shutdown of facilities Candles & coal can be 
substitute for nuclear power Opposes util customer payment 
for TMr-2 accident 

STEFANOif[CZi.F Affiliation Unknown 79/04/16 Spp 


0002130243 first sot of interrogatories directed to intervener Aamodt 
Requests description of alleged inadequacies of Met Ed 
proposed physical separation t) alleged inadequacy of NRC 
safety evaluation re storage capacity W/Cert i f icatt of 8vc 
TRQMDRIEOE, 0 F Metropolitan Edison Co TROWBRIDGE. 0 F Shaw, 
Pittman. Potts ^ Trowbridge 80/01/18 9pp 


8002120400 Interrogatories directed to State of PA re state disaster 
operations plan.PA Emergervey Mgt Agency 6 Lancas ter. York. 

Cumb er land I Dauph 1 n Lebanon Counties emergency response 
plans 

DOWERS. J Anti-Nuclear Group Representing York BO/Ol/19 4pp 


— 8002120410 Interrogatories directed to Net Ed re location of 
oporational gaseous & liquid effluent filtration devices 
Requests identification of responses to NUREG’'0560 Ik steps 
to be taken re offsite radiation monitoring 

BOWERS, U Anti-NucLear Group Representing York 60/01/SI 3pp 


-8002120444 Interrogatories directed to NRC Includes requests for 
identif i ca ti on of criteria developed per NUREO-0360 re 
control room des ign. sta tus of enforcement action per 
NUREQ-06G0 td probability calculations in WA8H-1400 
BOWERS, J Anti-Nuclear Group Representing York 80/01/21 2pp 


8002130360 Response to NRC first set of interrogatories Contai-ns info 
re witness i dentif Icaticn. 1 1 censee mgt S' administrative 
capabilities Sc util degree of compliance w/NRC rules 
Affidavit S' Certificato of Eve end 
SHOLLYi B C Affniation Unknown 80/01/19 8pp 


'8002130374 First set of interrogatories directed to NR€ Contains 
inquiry on quantity of released radiation Si on uhether 
emergency care cooling may be defeated by reducing flow rate 
or by turning off sys Certificate of Bvc end 
SHOLLY.S C Affiliation Unknown QO/Ol/l? I6pp 


3002040373 Bummary of NRC GDOtO? public meeting to discuss mgt 
competence issue NRC memo & draft order discussed Mo 
conclusions reached Memo 6 draft order end 
SWARTZ. LL Antitrust Division 60/01/21 2pp 


— 80020-40378 Discusses General Counsel briefing to Commission re mod of 
Commission 790809 order notice of hearing Mod would direct 
AELD to begin hearing w/mgt competence issue General 
Counsel will prepare order for Commission c onsi deration 
CHILK.S J afflce of the Eecretary of the Commlsston 80/01/10. 

Ip 


9002150042 Responds to 790808 postcards requesting permanent shutdown 
of TMI as nuclear facility Advises of public hearing to 
determine operability of Unit 1 (t discusses shutdown of 
Unit 2 

DENTOMi H R Office of Nuclear Reactor Regulation 80/01/21 Ip 


— 8002130051 Four postcards requesting permanent shutdown of TMl 1 ?* 2 
No justif icat { on for endangering lives 
FLECK, S W Affiliation Unknown 79/08/08 2pp. 


— 8002150102 Requests permanent closure of TMI Cites util safety 
violations & -disregard far NRC regulations 
LlCMTy,C K Affiliation Unknown 80/01/21 tp 


8002150111 Responds to Itr requesting permanent closure of TMI' ^ 

Discusses public hearing to determine operability of Unit 1 
NRC 790809 order re issue to be considered at hearing end ’ 

W/o end | 

OENTON.hr Office of Nuclear Reactor Regulation 80/01/21 Ip \ 


— 80021S0116 Requests permanent closure of TMl Cites util safety \ 

violations S< disregard far NRC regulations I 

PIR0ZZI,J E Affiliation Unknown 80/01/21 Ip 


8002150120 Responds to Itr requesting permanent closure of TMl j 

Discusses public hearing to determine operability of Unit 1 | 

NRC 790809 order re issues to be considered at hearing end 
W/o end 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/21 Ip \ 


— 8002150124 Requests permanent closure of TMI Cites util safety j 

violations & disregard far KRC regulations I 

CARRICATO.E I Affiliation Unknown 79/00/31 ip | 


8002200731 Reached no conclusions at 800109 public meeting re mgt 
competence issue raised by Qfc of General Counsel 
aWARTZ.L L Antitrust Division 80/01/21 2pp 


8002010526 Supp lerienta 1 response to 800107 addi emergency planning 
contentions Environ Coalition on Nuclear Power late filing 
did not meet 10CFR2 7l4<o)Cl} stds SC Sholly revised 
position may be partially accepted Certificate of Bvc end 
ZAHLERrR E Metropolitan Edison Co ZAHLER.R E Shaw, Pittfinan^ 
Potts U Trowbridge 80/01/22 t0pp 


8002110286 Forwards licensee responses to TMI Alert. Znc Interrogat^rlii 
41-50 Referenced documents will be available for insp & 
copying In licensee discovery reading room 

TROWeRIDOEiO F Shaw. Pittman. Potts it Trowbridge 80/01/22 2pf 


— 8002110292 Response to TMI Alert. Inc Interrogatories 41-50 Licensee 
entered into revolving credit agreement to obtain short-^term 
financing after incident 

ORAHAM.JG. OLABSPEEOEL. H Metropolitan Edison Co 80/01/22 

12pp 


6002120636 Third sat of interrogatories Includes questions re erceSfe 
radiation releases Into air into Susquehanna River during 
first quarter of t97'9 Certificate of 8vc end. 

ADLER. T A Three Mile Island Alert ADLER i T A Widoff, fteagen 

Selkowiti it Adler 80/01/22 7pp 


S00207009B Ack receipt of 791205 response to NRC 791025 notices of 

violation i( proposed imposition of civil penalties, Forwards | 
App A containing NRC responses l< conclusions to each item of j 
noncomp Ha nee * 
8TELL0, V Office of Inspection 6 Enforcement, Office of the | 
Director 80/01/23- 35pp j 


6002070441 First set of interrogatories directed to Ml Lewis in 
restart proceeding Requests basis for alleged necessity to 
install preheaters on auiiltary bldg filters Supporting 
documentation St Certificate of Sve end. 

TROWGRIDQE.O F Metropol i tan Edison Co TROWSRIDGE, 0. F 

Pittman, Potts tc Trowbridge 80/01/23 21pp 


8'OO2O0O294 Responds to UC8 Q00109 request for production of documertl 
Forwards 8ECY-79-S94 it NRC 800107 statement of position re 
need to consider Class 9 events Certificate of Sve end 
SWARTZ, L L Antitrust Division 80/01/23. 3pp, 


—8002080302 Notifies Commission of NRC activities re consideration of 
Class 9 accidents in NEPA It safety reviews Preparation of 
recommendations for design features for all plants 
associated w/core melt underway 

DENTON.H R Office of Nuclear Reactor Regulation aECy-79-594 
79/10/31 16pp 


— 8002080312 Statement of position re need to consider Clasi 9 events pit j 
ALAB-573 Faclllfci; present* no special circumstances which | 

would warrant consideration of environ consequences of Class | 

9 accidents Certificate of Bvc end I 

DAVia, L D . OLMSTEAD, W J Hearing Branch 4 00/01/07. 6pp j 
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— 8OOSOGO310 Affidavit re cone iderat ion of Clave 9 accidents for proposed 
facilltv Facllitg it not d ivtingui shed bg novel design 
foaturii Consideration of Class 9 accidents is not uerranted 
under present policg 

C 0 Light Water Reactors Qranch 1 80/01/07 2pp 


— 8DOS0G0332 Affidavit re cons Iderat ion of environ impact of Class 9 
accidents for proposed facility Tacllity not distinguished 
by unusual features re population characteristics 
Consideration is not warranted Certificate of Svc end 
KORRlGiJ A Division of Site Safety 8 < Environmental Analysis 
SO/Oi/07 3pp 


BQ03II0309 Reiponde to NRC first set of interrogatories Intervenor 
has not Identified or prepared all bjltnesses Witness list 
will be forwarded when complete Certificate of Svc end 
ADLERfT A Three Mile Island Alert G0/O1/S3 3pp 


QD02350161 Respons* in opposition to licensee 800121 motion to clarify 
or modify second special prehearing conference order re 
Contention 16 Licensee failed to demonstrate why adei^uacy 
of security issue should be narrowed W/Cer tif icate of Svc 
SHOLLV 18 C Affiliation Unknown 80/01/23 Spp 


— 8002250164 Requests for entry upon premises for inspj measurement S* 
photogrAphiy -Proposed 80022B as date for insp Certificate of 
Bve end 

SHOLLYra C Affiliation Unknown 80/01/24 6 pp 


G002110264 Answer to ASLD 800109 memorandum Si order denying Intervenor 
request for lO-^day extension for filing revised evacuation 
plans It emergen-cy responses Urges ASLD to grant original 
request. Certl f 1 cate of Svc end 

KEPFDRDiC Environmental Coalition on Mud ear Power 00/01/24 
Bpp 


QO{>21S0173 Responds to 790821 Itr re release of contaminated water to 
Bofqwshanna River All discharges of water to river have been 
carefully monitored since THI-2 accident NRC has no basis to 
consider revocation of util OL 

DENTONiH R Office of Nuclear Reactor Regulation 80/01/24 2pp 


— 8002150185 Requests revocation of util OL THI-2 accident Si dumping of 
untested radioactive water into Susquehanna River prove 
disregard for safety of Londonderry Township»PA 
TRITCH.H Affiliation Unknown 79/08/21 Ip 


8002010528 -Response to Newbarry Township TMI Steering Committee 791221 
request for extension of time Si 600111 final amended 
contentions Bupports admission of subsections re emergency 
plan def Ic lenc 1 esj Contention 3 Certificate of Svc end 
BWARTZfL L Office of the Executive Legal Director 80/01/25 9pp 


□D02D7019G Second supplemental response to Newberry Township THI 
Steering -Comm 1 1 tee* UC 8 Si HM Aamodt emergency planning 
contentions Urges dismissal of allegations re extent of 
emergenc-y zonos W/TMl Alert statement li Certificate of Svc 
ZAHLERrR E Hetropolitan Edison Co lAHLERi R E Show; Flttmam 
Potts & Trowbridge 80/01/25 68 pp 


8002970450 Third special prehearing conference order re UC 8 « 8 hollyt 
Newberry Intervenors Si Anti-Nuclear Group Representing 
York revised contentions Accepts certain contentions re 
adequacy of licensee emergency planning tones 

SMITHf I, U Atomic Safety and Licensing Board Panel, 80/01/25 

aspp 


8002110277 Notion for order to compel NRC to provide fuller responses 
to UCa Interrogatories NRC has failed to comply w/document 
requests on ground that matl is unnecessary W/Cirtif tcate 
of Svc. 

WEIBG^E R. Union of Concerned Scientists WEI 88 «E.R Sheldom 
Harnon li Weiss 80/01/25 23pp 


8002130150 Correction to intervenors' response to A 8 LB B00109 
msnorandum L order Encloses Page 4 where footnote was 
inadvertently omitted Certificate of Svc end 

KEPFORDrC Envl ronmsntal Coalition on Nuclear Power 80/01/25 
4pp 


8002290005 Response in opposition to Newberry Township Tfil Steering 
Coiemittee 000111 request for extension re final amended 
contentions. Supports subsections of Contention 3 if A 8 LB 
dicidts to entertain late filing Certificate of Svc end 
SWARTZ, L L Antitrust Division 80/01/25 9pp 


8002010517 Response in support of Environ Coalition on Nuclear Power 
revised contention on emergency preparedness li response 
Despite untimellneis of f i 1 ing, 1 it Igation of allegations 
will develop sound record W/Cer ti f Icate of Svc 
SINGER, L N Hearing Branch 2 00/01/28 27pp 


0002090169 Forwards affidavits of H Silver, JC Uoglewede,OR Mazetis U JN 
Roe prepared in response to UCS interrogatories 
SWARTZ, L L Antitrust Division 00/01/28 5pp 


0002070172 Further preliminary responses to UCS Interrogatories 
160-109 t various interrogatories from UCS Contentions 
2,5-10 U 13 Answers not in NRC safety evalution will be 
provided to UCS when available W/Cert 1 f 1 cate of Svc 
SWANSON. D T , SWARTZ, L L Hearing Branch V 80/01/20 7pp 


B00207017B Responses to MS Lewis B001D6 1 nter rogator 1 es Explains 
relation of TMl-2 Lassons Learned Task Force status rept 
li short-term r ecommenda t ions re filters h vent header 
Supporting documentation It Certificate of Svc end 
SWARTZ, L L Hearing Branch t 00/01/20 14pp 


800213026S Erratum to second supplemental response to emergency 
planning c ont«nt ions, Exh ibi t A *TMI Alert -Contention" 
should road '*Newbery Contention " Certificate of Svc end 
ZAHLER.R E Metropolitan Edison Co ZAHLER, R E Shaw, Pittman, 
Potts 4i Trowbridge 80/01/2B 4pp 


8002140525 Fifth set of interrogatories directed to licensee Contains 
inquiry re independent contractors engaged by licensee to 
perform or supplement maint, repair or OA functions 
Certificate of Svc end 

WIDOFF. N P Three Mile Island Alert WIDOFF, M P Widoff, Reager. 
Sellrawlti h Adler 60/01/28 Bpp 


—8002140531 Notice of taking of depositions of licensee agents L 
employees on 600209 at 3552 Old Gettysburg Road, Camp Hill, 

PA 

WIDOFF, H P Three Mile Island Alert WIDOFF, M P Hidoffi Reager, 
Seltcowiti l< Adler 80/01/20 5pp 


— 8002140940 Motion for extension until 800128 to complete disc every , due 
to voluminous documents, need for thorough technical review, 
unavailability of NRC safoty evaluation li now development re 
Rogovin rept Certificate of Gve end 

ADLER, T A, Three Mile Island Alert ADLER. T A Widoff. Reager. 
Silkowltl l« Adler DO/02/28 5pp 


8002190D23 Forwards licensee 800128 resp-onse to MI Lewis 
interrogatories Referenced documents available in licensee 
discovery reading room 

ZAHLER, R E Ghau, Pittman, Potts I, Trowbridge 09/01/28 Ip 


— 8002190030 Responso to MI Lewis interrogatories Contains info re 
gaseous radiiraste ay s, potent lal pathways for radioactive 
releases, pip e It weld cracking in vent header it auiiiliary 
bldg filters Affidavit !> Certificate of Svc end 
ZAHLER.R E Metropolitan Edison Co ZAHLER, R E Shaw, Pittman, 
Potts li Trowbridge 00/01/28 I2pp 


8002200726 Further preliminary responses to UCS interrogator ioo, 
providing mods St addl responses to NRC BOOliO filing 
Contains statements re reactor coolant pumps not complying 
w/IEEE 279 Certificate of Svc end 

SWANSON, D T Hearing Branch I SWARTZ, L L Antitrust Division 
00/01/28 7pp 


8002250009 Response to Environ Coalition on Nudear Power B00107 
revised contention on emergency preparedness It emergency 
response Suggests litigation of contentions although filed 
late, to develop complete record Certificate of 8 vc end 
SINGER, L N Hearing Branch 2 80/01/28 27pp 


8002250011 Responses to MI Lewis B00106 interrogatories Includes Info 
re long-term li short-term actions as related to filters It 
vent header, installation of supplementary auxiliary bldg 
filtration sys & allowable releases Certificate of Svc end 
SWARTZ, L L Antitrust Division 80/01/20 14pp 


B002190D71 Forwards licensee 800125 partial response to UCS 800104 
Interrogatories Questions 30,39,49,49,113-25,146 |i questions 
on UCS Contention 16 will be provided shortly Cited 
documents available in licensee discovery reading room 
TROWBRIDGE, G F 6 hauJ, Pittman, Potts l« Trowbridge 80/01/29 Ip 


— 800219007B Partial answers to UCS 800104 interrogatories Contains info 
re natural circulation as adequate means for decay heat 
removal in LOCA event I' measures preventing void formation 
in RC 8 Affidavit U Geitlficate of Svc end 
KEATON, R W Metrapditan Edison Co 0LAS8PIEGEL, K Shaw, 

Plttmani Potto It Trowbridge 80/01/25 6 Bpp 


G002270456 Forwards PA Public UU 1 Commission first set of 
interrogatories to licensee PA Public Util Commission 600129 
Itr forwarding interrogatories end 
LEVIN, J A Pennsylvania, State of 80/01/29 2pp 



96 


DOCKETED ITEMS 


':022/04i2 Pm FirbUc Util Coi'’»ssi3n first set o# irterroga tarie# to 

li ani*e Includes rof irjfo re ui tn e s s es ^ inane la 1 

q jil 1 f icati ars cash t '»d nag er i fl I cspatility Certificate 

Gf r/c erci 

* Penns'^ i *ani3 State of BCrOl/2^ ■??? 


•- ' ?«l7('43n Continuing set or t n* e r r o gator i es to WRC re TMl-l restart 
feafings We^uests info re loLation uf FSAR t F5ARi events 
prior 13 ^.'■ident / mtercomec t j ng gas uaste i >entiIation 
s^s Certitt^ate of Sve end 

lElfIS H I »»fflliJt>on Uninawn f 3/01 '3? ilpp 


■'I021SU013 Affidavit attesting to atsence of nD.^©! features or special 
- II CL t inr es i i stingo t sMng fatilit^ fren other land-based 
Litrls to extent that consideration of Class 9 accidents ts 
not warranted in restart proceeding 

'^IL'.'EP H Division of Project Managenenl 00/01/30 3pp 


,i03l«ijjR6 Response in opposition tc intervenor Aanodt Q00113 amend to 
'’ontef.t ion I Requested xeixef from AEL3 791210 order 
ontineig Certificate of S/c and 

TPC«IBRICSE 0 F Mfitropdifan fcdtaan Co TftOMBRlOOE.G F Shau, 
Pittman Potts ♦ Trowbridge tiOrOl/SO I3pp 


800-2130339 Henioraoduni Xc order setting 800317 for discovery reipnnias 
setting B0O213 special prehearing conference Diiocts NRC to 
respond bg 800213 to UCS 80012S motion to compel discovery 
Disposes of TMl Alert motion for addl time 

SMITH. 1 H Atomic Safety and Licensing Board Panel 80/02/01 4pp 


0002140331 Certifies sve of ASL0 600201 fnemovontj um 8i order 
Ditending time for discovery & setting date for prehearing 
conference Other parties notified by telcan of D00213 
special prehearing conference in Harr i sburg. PA 

HDRANf D M Atomic Safety and Licensing Board Panel 80/02/01 IP 


80022A043& Response to licensee first set of interrogator los Requu-«.ks 
radiation emission data & estimate of actual percontage in 
order to answer lntcrrog.itorids B-3 & 8-4 □bjocts to 
remaining interrogatories Certificate of Sve end 
AAMODT* M 0 Affil lation Unknown GO/OS/Ot 5pp 


0OO2S2O1 26 Response to NRC first set of interrogatories Intervenor ci» 1 1 
rolv on NRC U licensee witnesses' cross-eiamlnati on Mill 
identify names of witnesses prior to end of discovery 
Certificate of Sve end 

POLLARDi R Q Chesapeake Energy Alliance 80/02/03 2pp 


‘aC:31l0C03 Forwards NRC position on need to consider Class 9 events, 
in response to ASlD 79t2ja order 
C'»/rtjG’L D T Hearing Sranen 1 30/01/31 Ip 


ZQ02110004 Position on need to consider Class 9 events No specific 
Cl iss 9 accident sequences u/reasonable neius to TI1t-5 
acciJent reed be considered in analysis of possible Trtl-1 
restart 

'sWmLECN P T i/earing Branch I 80/01/31 4pp 


a32llC0l4 Affidavit attesting to absence of unusual features or 
c 1 TC L ^s tanc es ■ re population cpT groundwater cen tamina t io>n> 
i i if ingui »f ing plant frin other land-based LMRs to extent 
Class 9 event consideration needeil W/Cert ( f ica te of Sve 
f'ORRr J A Divisun of Site Safety !« Environmental Analysis 
60/0 1 ' i 4pp 


-G2120406 Discusses NRC ScOlll %t3»us rept on evaluation of licensee 
conpliarre j/URC 79080? order Discovery requests on status 
"ept shoi.ld be filed along u/discovery during 30-day 
period following s/c of restart S£R 
TOURTELLOTTE. J Ifearing Branch 4 BO/Ol/31 2pp 


-‘,02150335 Furvards executive sun-tary of facilities radioactive liquid 
gaseous -eleaies from 790333 arcidents J/ Lee t, JT Collins 
prof qual I f icat tens end 

SWARTZ. L L Antitrust Di ision 00/01/31 Gpp 


<702270104 Response in cpposifcitin to licensee B0O123 objections to 
emergency planning contentions Revises Contention 4 re 
licensee objection to inform public if accidental release 
af airborne gases occurs 

AAMDDT.M M Affiliation Unknown GO/Ol/31 lOpp 


3002270115 Addl item tn support of Contention 1 1 I re providing util 
sves at lowest cost Draws attention to licensee biased info 
on energy costs re licensee response to emergency plan. 

Pages 21-23 Certificate of Sve enc 1 

AAKflDT. M M Affiliation Unknown 00/02/02 4pp 


0002290434 Answers Net Eo 800113 first set of interrogatories States 
basis ror belief that Section 3 1 S of restart rapt re 
containment isolation mods is not responsive to contention 
I Questions NUREG-OfiOO re eiposure rates U/affidavib 
SHOLLV. S C Affiliation Unknown 60/01/3] I7pp 


“8002290440 Second set of interrogatories directed to Met Ed Requests 
info re licensee emergency plan* proposed ingestion exposure 
emergency planning lone fj Class 9 accidents Certificate of 
Sve end 

SHOLLV, S C Affiliation Unknown BO/Ol /31 16pp 


0003130122 Second set of interrogatories directed to NRC re status 
on util compliance w/790809 order Requests info on tmeraency 
moton, analysis of small break* A IE Bulletin 
79-05A requirements W/Cer tif icate of Sve 

Scientists MEIS5, £ R Sheldon. 
Harmon & Weiss B0/Q3/OI I2pp 


°^finanr!ii^!'‘irf «*fP<lited decision on 791129 motion for 
financial assistance per ASLS 800111 second leecial 

t^Jf'fei'ence order recogninng legitimacy of 


Certificate of Sve encl 
JORDAN, M S People Against Nuclear Energy 
Harmon t iJons 00/02/01 5pp 


1 macy 
JORDAN. U S 


3002270065 Request for reconsideration of A6LB 800125 third spec la.1 
prehearing conference order re admissibility of Intorvenor 
Contentions IKO.lIKAl & IIKDXAl Modifies Contention tU 
(Af(a) re emergency mne inadequacy M/Cer 1 1 f i c ota of Sve 
BOWERS. J Anti-Nuclear Group Representing York 80/02/04 5pp 


6002130277 Response tn opposition to HM Aamodt 800115 revised 
Contention 4 S' to motion for reconsideration of Contention 
1 Requests untimel yi however, add 1 matl presents litigablo 
issue re licensee emergency plan Certificate of 8vc encl 
SWARTZ, L L Hearing Branch 1 00/02/03 6pp 


3002300260 Motion amending internal security contentions to include 
Shelly Contention 16 Consol idation will simplify proceeding 
Certificate of Sve encl 

ADLER, T A Three Mile Island Alert ADLER, T A Midoff, Roaflor. 
Selkowitz ti Adler 60/02/06 2pp 


60022100tS ACk receipt of first set of interrogatories 8( adviieo that 
response gill be provided on 800227 Forward* ^'Summary of 
Thermal-Ky drol ic Calculations of Prossurliod Water Reactor 
W/o end 

SWARTZ, LL Antitrust Division 80/02/06 Ip 


8002210023 ACk receipt of second set of Interrogatories & advitts that 
answers will be provided on 000225 Clarifiea 
misunderstanding re A Tipton 

SWARTZ. L L Antitrust Division 80/02/06 Ip 


6002250190 Notice of 800223 depositions of NRC onnployeosiH Biiver* 
FR A1 lenspach. JM Gilroy. OA Doger.J Nehcmia*. JC Peterson. 

L Gittleman & M Karlowici at NRC of c. Midd letown, PA 
Certificate of five end 

ADLER, T A Three Mile Island Alert ADLER, T A Widoff, Rsager* 
Selirowiti 4- Adler 80/02/06 2pp 


8002250194 Notice of 600120 addl dopositions of NRC employees, 

DR Sleglitt t< J Seelingers Certificate of Sve end 

WIDOFF. M P Throe Mile Island Alert WIDOFFrM P. Midoff# Re» 2 «r^ 
Selkowiti 4* Adler 80/02/07 2pp 


S002260046 Notifies that counsel will not appoar at 800213 prehearing 
conference on behalf of People Against Nuclear Energy, PANE 
cannot afford further representation until NRc provides 
funding Certificate of Bve end 

JORDAN, W 8 Sheldon, Harmon 4* Weiss 80/02/06 2pp 


B002260‘294 Objections to 9C ShoUy second set of interrogatories re 
emergency plan issue. due to untimely filing Contains answers 
to security plan Interrogatories Licensee will identify 

^Heged security threat W/Certi f icate of 8vc 
MAHLER, R E Metropolitan Edison Co 80/02/08 BOpp 

Request for reconsideration of ASLD refusal to certify 
*' admissibility question, in light of 
SECY-79-594 NRC position inconsistent re classification of 
incident* Certificate of Sve end 

Concerned Scientist* WEIB8, E R. Sheldon# 
Harmon 4 Weiss 80/02/08 2pp 

Responses to Anti-Nudear Group Representing York 8001 21 
i Contains info re relation between NUREO-0396 

probability calculation* 

siJAWT? /V''’ ^ Certificate uf Bve end 

SWARTZ, L L Antitrust Division 00/02/11 aOpp 
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600220001? First sat of interrogatories directed to NRC Includes 
rai^ueiti r« st ate-'of-thc-art technologt^ available to monitor 
airborne radiation releases & radiation cnanitonng devices 
to be used for offsito monitoring Certificate of Svc end 
PDLLARDiR Q -Ciicsapoake Energy Alliance 00/02/13 I3pp 


E002290H^ Contentions re MUnEO/CR-1270 on human factors evaluation 
Allsgei failure of control room design to Incorporate 
ade'quate technology U failure of util to provide adettuate 
training to operators Certificate of Svq end 
PGLLAflDi R 0 Chesapeake Energy Alliance 80/02/13 3pp 


96022901^9 Motion seeking extension of discovery until G005L5< admi ss t on 
of IntervenoT Contentions 2{b>»2(d} h 3 U certification of 
intervener funding per NUREG-06A0 Urges NRC response to 
first set of interrogatories ig/Cer t i f icate of Svc 
PQLLARDrR Q Chesapeake Energy Alliance 00/02/13 5pp 


9002200619 Discusses public hearing U NRC revieu of technical info re 
restart of Unit i t« iitil feasibility studies for restart of 
Uait 2 in response to 790920 Itr ret^uesting permanent 
closure of facility 

VDUKERi R H TMI''2 Operations/Support 00/02/14 ip 


9002290148 Discusses scheduled public hearing re TMl-1 reopening, p lant 
recovery at TMI-S it evaluation assessment to bo made prior 
to release of radioactive gases from reactor bldg in 
rttponsB to 790B14 Itr 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/14 2 pp 


— B00229015S Opposes venting of radioactive gases into atmosphere 8 i 
requests shutdoun of TNI Continued operation jeopardlies 
flnaeial security of area 

STEARNrC Affiliation Unknoien 79/08/14 ip 


0OO229O19i Discusses scheduled public hearing re TMl"-! reopening, p lant 
recovery at TMI-2 U evaluation assessment to be made prior 
to release of radioactive gases from TI 1 I ''2 reactor bldg in 
response to 790S20 postcard 

DENT0Pl*H FI Office of Nuclear Reactor Regulation 80/02/14 2 pp 


*"^9002290201 Opposes reopening of TNI Si venting of radioactive gases 
HARTMAN. C R Affiliation Unknown 79/00/20 Ip 


0002290423 Notice confirming licensee 000213 prehearing conference 
announcement that Net Ed discovery reading room hours are 
revised Now open from 9 AM to 5 PM. Monday-Friday Arrangement 
will be made for other times Certificate of 8 vc end 
BLAKE. E L Hotropolltan Edison Co DLAKEi E L Bhaw, Pittman, Potts 
& Trowbridge QO/02/14 4pp 


9002220140 Interim order on emergency planning late contentions Accepts 
Aamodt 800115 Contentions 4 U 3, Newberry Intervenors 
Contentions 3(d}(l)(13) 7 ^ 9-12 & certain Environ 
Coalition on Nuclear Power contentions W/Certif ica te of Svc 
SMITH. I VI Atomic Gafety and Licensing Hoard Panel 00/02/13 3 pp 


B0022GD026 Apologises for speaking about being forced Into difficult 
■dlecovtry schedule Dlfflcuty arose from original 000216 
discovery deadline affecting continuation of previously 
scheduled depositions 

ADLER. T A Nldoff. Reager, Selkowltx U Adler 00/02/15 Ip 


8002290200 First set of Interrogatories directed to Met Ed If info not 
aval lab I e. revised answers should be provided prior to end of 
discovery 

CUNNINOHAH, J D Foii Farr Ik Cunningham 80/02/15, 3pp 


— B002290295 First set of interrogatories directed to Met Ed Requests 
info re individuals to be called as witnesses & individuals 
uho drafted emergency plan Includes Inquiry re role of 
County Civil Defense in plan review Certificate of Svc end 
CUHNI-NOHAM. J D Fox. Farr it Cunningham 00/02/15 9pp 


8002290153 Response to Chesepeake Energy Alliance 000215 motion 
requestifig S00221 argument UC9 does not object argument << 
takes no present position on substance of motion Certificate 
of Bve end 

HEISa. E R Union of Concerned Scientists WEISS, E R Sheldon. 
Harmon Weiss 80/02/19 2 pp 


8002230398 Advises of inability to comply w/NRC 800206 Itr committing 
Teiponie to second set of interrogatories by 800225 Response 
will be sent prior to 000317 

EIpIARTZ.L, U Antitrust Division 00/02/20 ip 


9002270567 Memprandum ra revised discovery schedule per 800213 
prehearing conference Discovery requests shall be served on 
800225. object ions 13 days after, responses 800317 it 
depositions completed 800317 Courtesy notification end 
ShlTit, I.W Atomic Gafety and Licensing Board Panel 00/02/20 4pp 


0QO220D117 Forwards table ot contents for draft Vo 1 II of Rogovin Rept 
Complete draft available in LPDR Val II status questioned at 
800213 second special prehearing conference Final version 
Will be available in first or second uk of Mar 
SINGER, L N Hearing Branch 2 00/02/20 15pp 


0002290001 Forwards Comptroller -General 000125 decision re financial 
assistance to intorvenors N/o one I 

MORAN, D M Atomic Safety and Licensing Board Panel BO/02/20 Ip 


0002200032 Forwards licensee supplemental responses to remaining UCS 
000104 interrogatories Errata to previous responses end 
TROWBR I DGE, G F Shaw, Pittman. Potts JU Trowbridge 00/02/21 2pp 


— 9002280039 Responds to remaining UCG interrogatories Includes info re 
D-nsite emergency power supply t power operated relief 
va Ives 

» Metropolitan Edison Co 00/02/21 IDpp 


— 0002280045 Errata for licensee 000104 ansuici s to UCB Interrogatories 
6 V 46 Includes minor changes Certificate of Svc end 
OLASSPICGEL, M Hotropa titan Edison Co 00 / 02/21 4pp 


0002230236 Notice of 800321 deposition of RD Follard on behalf of UCS 
at ofca of She 1 dcin, Harmon ^ We t ss. Wash t ngton, DC Certificate 
of Svc end 

SWARTZ.LL Antitrust Division 80/02/22 3pp 


6002260001 Request for action under 10CFR2 206 Requests operational 
monitoring proc edurea . adequate evacuation plans ^ placement 
bf dosimeters be developed prior to cleanup Submits facts 
constituting basis for request 
GARY, R Affiliation Unknown 80/02/25 0pp 


6O0229OO11 Objections to discovery requests per ASLB 0002.^0 memorandum 
Hi Lewis 000129 I ntei r oga tones 14--13 ^l 10-19 vague Sholly 
000117 Interrogatory 11-13 identical to 3-2 UCG 800201 
Interrogatories 210-211 irrelevant Certificate of Svc end 
SWARTZ, L L Antitrust Division 90/02/25 6 pp 


Q002S90157 Rospanse to Anti-Nuclear Group Representing York 800204 
request for reconsideration of portions of special 
prehearing conference order NRC does not oppose Contention 
III(0)Ca)ire 10 mile radius use Certificate of Svc end 
SINGER. LN Hearing Branch 2 60/02/26 7pp 


H General correspondonco 


0002050271 Responds to postcard expressing concerns re resumption of 
operation Public hearing ordei ed to determine plant safety 
DENTQNi H R Office of Nuclear Reactor Regulation BO/Ol/08 2pp 


G002120648 Responds to 7905091 request foi info re NRC & TMI Principal 
obligation of NRC is to ensure that public health 6 ( safety 
are preserved by nuclear power industry Summary of 
NUREG-0600 it NRC info end U/o ends 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/08 Ip 


— 0OOS1SO63O Requests info re nuclear energy, TMI U NRC 
OORDERSiG Affiliation Unknown 79/05/0? ip 


8002200513 Discusses scheduled public hearing re TMT-l reopening, p lant 
recovery at TMI-a Sc dosage estimates from accident In 
response to 790416,0526 84 0730 Itrs Forwards summaries of 
NUREO-0600.NUREO-035a i NRC 790720 order M/o ends 
DENTON. H R Office of Nuclear Reactor Regulation 00/01/00 2pp 


— 8002200919 Expresses concern re radiation releases from TMl-2 accident 
HERMAN, A A Affiliation Unknown 79/07/30 Ip 


0002050095 Requests consideration for returning TMl-1 to operating 
capacity 

TIPTON.A Affiliation Unknown 80/01/12 2pp 

6002120612 Responds to 790621 Itr urging that Unit 1 be returned to 
svc Forwards NRC 790B09 order specifying basis for shutdown 
it procedures governing restart hearing Vf/o end 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/16 2pp 


— 0002120615 Requests that TMI-l be returned to svc as soon as possible 
Elimination ef nuclear pewer will result In substantial 
increase in util costs for constituents 
JOHNSON. EG Pennsylvania. State of 79/08/21 Ip 


8002130156 Discusses evaluations made prior to release of radioactive 
gases from containment bldg In response to Itr Forwards 
NURe0-O571 W/o oncl 

DENTON, HR Office of Nuclear Reactor Regulation 00/01/16 Ip 
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f’jt util b« prt^*nt#4 tfan v»nUn$ 

7i*» 

15* ^ '--triji 60/01/16 Ip 

0 A] itti c# frx^T* ccntini/id protection of public 

•ifAlt" b 14'*'^ it r.''l<fr pc^«r pUnt*-in rttpons* to oncl 

f-r3H Itt 

LfNTPl H P Iftirt zf Frector Regyldtion 60/01/16 6pp 


A^t -.-'j ta 7r,»10 h iitiroekivt motbodt of 

• prQi_rtijn Al»frr»tw» tfirgi* production Aptbodi are 

t#,*nie4n^ rpr tcanO'iipJUV fealibl* to pT0\/ld« 
r*^uir43 ftmir *1 pr**4"t tire 

H P nf ^.-l«ar PtActor flegulAtion 60/01/10 gpp 


C~,:i tZJli ' cTi /ACiUt^ I Alternjtivft tnergij production 

LfWP f. A AffiliAticn Cn»*i£^n 79/04/13 Ip 


'j R*ip^ridi CD 77'9l4 Jtr r» dtlAg m rtitartlnp TMl-l MRt 
crd»r (ptcifivd tAtie for »hutdo»*n 0 procvduret to 
gc-trr rtitAre ftfarirgp P*»tArt Of fACility fOUld Otcvr 

M P Offit* of Nvclear Reactor Regulation 00/01/16 5pp 


3.-.*’1..07i 5 Rt^.reti fPC epprovil far TMl-1 restart Covpdni; facei 
<«9sten(t«l ifii>'eAie »n util coft* due to tloeing of 

nA EUctric Co itaktt that Trtl-1 a m no brag 
u'prctlioi eipantrced bg TMl'-2 
' E M Oi/*n»-I I i iron. Inc 77/03/14 Ip 


D::?u 4: Rorwardi ^til terhnical staff analgitt rapt*. '’Pra tt Post-* 

Acciar-t Etcuritg StatjJ at Thl" 4 “Tmi gabotas# Evant 
A'-aigies “ W'Q ricjs 

L N Htarinj branch 2 &0/01/21 Ip 


6002060409 Oppose 1 return to operation until mor* tomprahem I va< 
striupant t» fall-iofD mathoile of operation are davaUpad 
Supports federal Isgielatlon to impi ove amargenev plane at 
nuclear pUnte 

BEKMEYiT A , F10HER<H M , ARNOUD* E L Affiliation Unknoun 

80/01/28 2pp 


0002270084 Rasgonde to 791127 Ur v* protest of radloactivi gat 
release EIA will be prepared before paeae dlepoaed 
0ENT0N»H R Office of Nuclear Reactor Regulation OO/OS/14 ip 


'■'-8002270005 Protests release of kruPton gas 

BR1(JHAH/S Affiliation Unknown 7'9/ll/27 Ip 


0002280363 Advises of inability to attend opening of NRC Hlddtvtown 
ofc Expresses tAanks for invitation tt da^lrfl for viait in 
near future 

ITKIN, 1 Pennsylvaniai Slate of 60/02/14 Ip 


80022Q060B Advises that info re TMI it availability art Hated tn 
NURE0-(156fl **Tltla List of Publicly Available Documents TMI^ 
Docket S0-320» ” in response to 77l003 raquasb Info on 
act Ident 

VOLNERiR H TMI-S Operations/aupport. 90/62/14 Ip 


60022B0613 R < (guests ail available info re TMI accident 
0UEMAN,H A Af fi 1 latlon Unknown 79/10/03 Ip 


6002280636 Advises that danger from TMI-2 accident is over U d i t-c ui tf-b 
radiation releases from accidents pub 1 ic hearing prior to 
reopening of fNf-lf f easi 6 1 1 1 ty studies re recovery for TMI''3 
t* consumer costs In response to end 790920 Itf 
VOLLflERi R T TMl-2 Operations/Support 60/02/14 tip 


/ Acl •'♦ceipt of postcard to Jtl Hendrip re release of 
ra^ioetti'^f water irto Suiguehanna River i, »pre»»»s 
gr^Citwit li jppfe^iakjDn 

'.CXLMPfl R H TMI'2 Cptraticns/SuppoM 90/01/2| Ip 

decision not to dunp one 

jiUic. j.Hcr^s of tntiwft-tr.ab.d raduaste into Busgoebarna 
ADA/ir, j Affiliation UntinCu.T> 80/01/21 ip 

'‘w4t!?'fLn*TSr?J 79CS14 Postcard opposing dumping of radioactive 
^ Th'.rqjih assfssm.nt uill be «adt prior to 
reieasr cf an^ ranractivf vater ERICOR-n *y» will clean 
i?- 'l!*^*’* t*iat no further r*st uill be oosad 

CeufMhP 0'»H» o» NJjiMr B.actor B.juUt.oS BO/Ol/ai 1; 

??* •*"**'■' *' tPPPlrt At TNI 

BPAJpTtj H Affiliation Unknown 79/09/14 Ip 

tmW/.MA a''>tf N.C1.« R.^ctar R„„Utlo„ 80/01/23 3,p 

5vv2l23033 Responds to 790721 lip r. 

H Operationi/Supporl 60/01/34 4pp 

ce 0 fuclear Reactor Regulation 80/01/34 


2fp 


ALLErr P a A/f|}iat,cn Uninoun 79/Oa/Ol 


J energy costs 
»P 


6CfC3l407l3 Respsirids to "^^OSIS irp * t 

ear eactor Regulation 00/01/24 3pp 

Mail sbculd’brjtljij*'* ccnu!iaJj^rdiJJ**V 

R»t>ast» ififa P, r.uclaar «L-p rf A^ disposed of tafaly 

BrRCtlT R . AffUlat.on Kt'wS 


reiaaie of radioactive gases from reactor bl^g it ailoweil lr» 
response to 790903 Ur NRC Will evaluate impact it will make 
evaluation publicly available 

VOLLMER/R H TMl-2 Operallons/Suppor t 60/02/14 Ip 

—8002280653 Opposes proposed release of kryptan gat from facilllv 
fcequffsCk into re plans for rnonitorlng advance warning of 

MURPHYjT J Affiliation Unknown 79/09/03 Ip 

6002200703 Responds to 790424 Itr to EPA re 79D3BB accident Hv hydrflilft 
gai leaked from plant, but some hydrogen accumulated in 

danger of exploding 

f«/HEO''OS58 summary end W/t> encl, 

DENTON, H R Office of Nuclear Reactor RegulatUn 60/02/14 


4fp 


release of 

6c uce<f r®«f^or bldg, water tnatment sgi to 

hldo ttcaped fram auxiliary 

UOLLMERrR H TWf^5 Forward# NUREO~05ge w/o end 

vuLLrfERrR H TWt-2 Opera tion#/8up port 00/02/14* Spp, 

radioactiva water Into Busquahanne 
ca^^non.ns radioactive gate, into air. Too many 
environ already 

BROMEft.a Affiliation Unknown 79/09/ J L Spp. 

I"''® "J accident avallabUity 1, reguUtiur.# 

ssS? “EK5! !" 

Office of Nuclear Reactor Regulation BO/02/14 Spp 
V dtii.is input into 

VAN NE&ERYNEN^ B Affiliation Unknown 80/02/14 ip. 

>*'"*^0-0950 conclu.lt* INat 
2 Opepetions/Qupport BO/02/1S 2pp 

’»Jr'iS - " 

• H Affili4ti0f^ Unknown 80/03/26 ip 

6003290285 Responds to 790318 lfc»* Caa** 

a.anl NRC 7TO70a orOtr °ir,et»5 ikStll**"'"’’**"" oparitlun a* 

until public h.annt tn rt«„; c«u?/J;‘?‘‘V2 f' '-uUltii 

WTON.H R OfMc. ot Nucl.ar Ra.ctot Rt.uUtion 00/08/19 a,p. 
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— E002290'291 Ur 9 t« rfiiumption of opcrat: ion at; facility in spits of 
critics allagatlons Cites overall advantages of nuclear 
po^ar Util is being unfairly penaliied 
BELLiU T Affiliation Unknoiun 79/08/19 Ip 


&002S90S99' Responds to Itr apposing radiation release froai facilities 
Raleaie of radioectivs gases it not currently permitted 
NRC Mill evaluate impact before gases are disposed of by 
any piethod Evaluation mill be made public 

OENTONrH R Office of Nuclear Reactor Regulation 00/02/15 ip 


— 9002290269 Submits comments on Secy“'79-617* “Financial Protection for 
Units 1 & 2 “ Response includes legal it policy consideration 
& recommended course of action Recommends that licensee 
provide 160 million in primary financial protection 
OICKUIT.L Office of the Oeneral Counsel 80/01/19 9pp 


e002290AA3 Forujar d s Endorsement 35 to MAELU Policy MF-73 

CERETYj H F General Public Utilities - OPU Service Corp 80/02/25 

2pp 


-'•8002290609 Opposes radiation release from facilities 
COOPER^J R Affiliation Unknown 80/02/15 Ip 


GOOS89(>bl4 Responds to 790831 postcards opposing release of radioactive 
ga«»« fr«m TMl-2 Release of radioactive gases from reactor 
bldifi is not currently permitted NRC tui 1 1 evaluate impact 
btifore gases are disposed of by any method 

DENTONfK R Office of Nuclear Reactor Regulation BO/02/15 2pp 


— S002290&19 Opposes venting of krypton gae into atmosphere & continued 
aperation of THI’'2 by util Util has shoun contempt for 
heal thi safety it uilfare of people in TMI area 
REVNOLDBiA Affiliation Untcnoiun 79/08/31 Ip 


— 8002290624 Opposes venting of krypton gas into 
operation of TMl-2 by util Expresses concern 
f aai ly 

R£VNQLDS#A Affiliation Unknown 79/08/31 


atmosphere S( continued 
for health of 

ip 


3 Financial information 


Q0021904B7 Foruards addl response to Financial Info Retiuest 10 & 

I4ipp leMBntary Financial Info Requests 9 10 in response to 

NRC 790921 request for financial info 791109 request for 
tupp Ismsntary financial info 

HRIFER. F D General Public Utilities - OPU Bervlce Corp 80/02/12 
470pp. 


9002260S09 Forwards quortorly financial statement for period ending 
790930* consol 1 dating cash flow forecast for 1980*6 internal 
cash flow statement per 701229 6 770607 Itri 
HERBEIN* U 0 Hetropol i tan Edison Go ao/02/19. 29pp 


J Insurance 6 indentnity information 


8002130219 Requests demonstration of compliance w/lnsurance regulations 
by pTOViding evldenco that requirod primary financial 
protection is In place as of 790501 

DENTON.H R Office of Nuclear Reactor Regulation 80/01/29 3pp 


BOOS 140493 Faruartfs Endorsement 3 to KELIA Binders EB-56 6 ED''65 ^ 
OERETV.H F General Public Utilltiee - OPU Service Corp 80/02/08 
3pp, 


S002J40562 Forwards Endorsement 40 to NELIA Policy NF-220 

OERETV^H F, Oeneral Public Utilities - OPU Service Corp 80/02/00 

2pp 


B0021S0260 Forwards Endorsement 41 to ANI Policy NF-220 

OERCTVjH F Oeneral Public UtiUtlee ~ OPU Service Corp GO/02/tl 

2pp 


S002I50440 Foruards Endorsement 3 to MAELU Binders XB-56 it XB-'65 

OERETV.H F Oeneral Public Utilities OPU Service Corp 80/02/11 

Spp. 


8002290217 Responds to FOIA request for documents used in reaching NRC 
decision re primary financial protection of public Forwards 
docueienls lleted on App A Documents 1 6 2-9 of App B 
partially withheld iref FOIA Exemption 9> 

FELTON* U-li. Division of Rules and Records. 00/02/20 4pp 


— 800'2&90&22 Requests analysis 6 comments re 8ecy-79-617* ’’Financial 
Protection for TMI Units 1 62*" concerning claim coverage 
for eltliens 

AHFARNE*0 Commission 79/12/03 Ip 


— 8002290260 Advises that Commission has approved r ecommendatlone of 
8ECy-'79--6l7* "Financial Protection for Units 16 2*' Ltrs to 
tlcfn.sa« 6 Congressional subcommittees should be forwarded 
to Ofc of Secretary. 

CKILK*Q. J. Office of the Secretary of the Commission 80/01/22 

Ip 


P Operating license stage documents 6 correspondence 


80010B0064 Informs Commission of need to implement increased 
fiinancial protection requirements at Tlil 6 reinstate 
primary insurance amounts Draft ltrs to licensee 6 
Congressional subcommittee end 

DENTON* H R Office of Nuclear Reactor Regulation 79/11/19 24pp 


0002070043 Advises plan to defer work on review of spent fuel cask 
drop evaluation load analysis* in response to 791209 
extension request Will reactivate review upon receipt of 
response request for addl info 6 Change Request 33 
RE1D»R U Operating Reactors Branch 4 79/12/31 3pp 


8002 1 10276 Extends comment period rc draft NUnEO-0630 to B00116 

OAHMILLfW P Assistant Director for Standard 6 Advanced Reactors 
80/01/03 3pp 


8002130646 Responds to 791003 memo requesting ma 1 1 from TMl-l 
witnesses Performed technical review of TMI-2 recovery 
operations 6 TMI*-! restart programs Pi of qual i f i cations 
end U/o end 

LE£* J Y TMl-2 Opei a t lons/Buppor t QO/Ol/03 Ip 


6002130116 Discusses operator S senior operator examinations 6 examiner 
repts for 92 licensed operators Documents forwarded under 
separate cover Examinations kept foi limited time 6 then 
purged from files 

COLLINS* P F Operator Licensing Branch 60/01/08 Ip 


— 8002130123 Forwards ltrs of info release for licensed operators at 
faclLttltfs Results of examinations should be forwarded to 
util H/o end 

ARNGLDi R C Metropolitan Edison Co 79/12/04 Ip 


8002130652 No-tl ft as that Cs-134 concentrations found in Susquehanna 
River mud samples prior to TMI-2 accident are comparable 
to concentrations in N Oglno 791027 samples 
COLLINS. J T TMI~2 Operations/Support OO/Ol/tl Ip 


0002050196 Requests that Class 3 fee be submitted within 19 days per 
791101 request far extension of surveillance interval for 
facility reactor vessel internal vent valves 
MILLER* MO License Fee Management Branch GO/Ol/tS Ip 


0002060002 Requests Class III application fee 6 addl sum per 
10CFRi70* for amend to license DPR-90 

miller. M 0 License Fee Management Drench 80/01/19 Ip 


80D2050071 Discusses THI-1 restart proceedings Issues of plant design 
mod s* emergency planning 6 separation of units should be 
heard early Issues of mgt capability 6 technical resources 
require further definition Certificate of Svt end 
DIECKAMPiH General Public Utilities - OPU Service Corp 80/01/16 
9pp- 


8002040523 Not if 1 e s that Unit 1 raduasta Inventory contains approx 
9.000 gallons of evaporator bottoms* 300 cubic ft of spent 
bead resin 6 300 cubic ft of powdered resin Only evaporator 
bottoms include waste from TM1~2 

ARNOLDi R C Metropolitan Edison Go BO/Oi/18 Ip 


— 8002040534 Responds to request for info re mini decay heat removal 
ventilation sys 6 forwards mini decay heat removal design 
criteria documents. Revl sinn 6 6 scope document* Revl sion 3 
WILSON* R F Metropolitan Edison Co 80/01/£9 2pp 


— 8002040541 Forwards "TMI-2 Mini Decay Heat Removal Sys-Design Criteria" 
6 "Scope Definition Document for Mini Decay Heat Bys. " 

WILSON. R r General Public Utilities - GPU Service Corp 
79/11/02 Ip 


—8002040546 "TMI-S Mini Decay Heat Removal Sys-Design Criteria ’’ 
DVE. E C * ELAN* B D Metropolitan Edison Co 79/10/30 16pp 


— 8002040559 "Scope Definition Document for Mini Decay Heat Bys. ’’ to be 
added to TMI-a reactor coolant sys 
a Ketropalitan Edison Co 79/0B/15 I5pp 
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":Dai 30245 Djscusifii 791037 Jncoverv of Cs -134 m aud samples from 
iiijacent *0 site Lancar.tratiDn vou’iii considered 
i r s 1 jn i r i c an t fron public sareci^ standpoint Hioh^r s 

ffrjnd terore 

PENTCN H fi l/*-ftce Of Nuclear Reactor Regulation 80/01/16 Jpp 

“*BO0ai3O250 Requests e.^aluatton at info in end cable re discovery of 
^-134 in r»(J sanples fron areas adjacent to site 
KEfJNEn/ f? T Co-'-iisston aJ/01/03 2pp 

3'’u2J3Di4a P*:?rnds ia e'Olul Ur to L'* Gossict re H Ogjno discovery of 
fission products m Susquehanna River nod sample Cs-l34 
-• oricr*- tr dti cn jn segment sa*iple» tore narkedly higher 
befe>e T»I“2 acciient neu public info ^ tn 

rENTCN, H P Office or Nuclear Reactor Regulation 80/01/16 2pp 


“-SC031306SO Toruards H Ojino discovery ot vJapane*® 791326 state cable 
to tOS re fi-^sion products in 791027 Susquehanna River nud 
samples Requ^s's NRC e,^ludtion 
vEN^iEOy R T Conrussion ZO/Ol/02 2pp 

C:002040577 roTuareJs request for addl info needed for safety evaluation 
re restart rapt Info insufficient! to evaluate HPI design & 
associated eiow rates Conplete test description for 
confirmation or adequate flou splits needed 
VDLLl^tfi P H Tril-3 Qperations/Support 60/01/21 14pp 


CC02050291 Discusses J Herbein 600111 I tr to R VoUmer Commission 
order requires that shielded storage tanks be naintalned for 
contingency porpuses Cannot concur u/request for temporary 
use or Unit I bleed tanirs 

CGLI.INS 4 J T Division or Site Safety t Environmental Analysis 
90/01/21 4pp 


6082110341 Faruards Amond 51 to License DPR~50, environ impact appeal la I 
% notice of issuance t> availability 

nEID« R W Operating Reactors Drench 4 80/01/20 5pp 


— 0002110342 Amend SJ to License DPR-50. revi s ing Tech Specs by dDlplin>| 
requirements to perform 1 iml ted-torm environ studios which 
ha ue been completed 

REID, R If Operating Reactors Branch 4 BO/Ol/20 Qpp 


— B002110345 Etiviron impact appraisal supporting Amend 51 to Ulcene* 
DPR -50 

» Operating Reactors Drattch 4 QO/Ol/20 4pp 


— 3002110347 Notice of issuance £< availability of Amend Si to Licons* 
DPR- 50 

* Operating Reactors Dranch 4 SO/01/28 2pp 


C.CU2l3037d Requests licensee inform NHC uiithln 45 days of comml tmoivt 
to operate in conformance m/encl interim position ?< to 
expedite submittal of info re operation capability of purge 
valves 

REIDiR Operating Reactors Branch 4 60/01/28 6pp 


6002040501 Pornrards Steam Generator Operating History 3 re support 
plate & water chemistry 

HERDEIN, JO Metropolitan Edison Co flO/01/S9 Itpp 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial tutu level waste burial sites 
Forwards license & Itr from State of SC to Chem-Nuclaar Dyi 
doBcribing restrictions for waste disposal in &C 
EI8ENHUT. D 0 Division of Operating Reactors 60/01/29 20pp 


500211004* Summary of 791231 meeting w/util tn discuss radiation 
protection plan List of attendees L NRC consents on plan 
ent 1 

COLLIf'3- D H Office of Inspection t< Enforcements Office of the 
Director 90/01/21 3pp 


'^'C021S0C2t Denies util 600111 request to use Unit 1 empty reactor 
coolant bleed tanks for tedporary storage of water from 
Unit 2 boreted water storage tank Unit 2 banks do not 
provide equivalent storage to Unit 1 bleed tanks 
COLLINS / T 7 MI -3 Operafcione/Support 30/01/21 4pp 


0002040226 Forwards Amend ll to "TMI-I Restart Rept " 
HERDEIMtJG Metropolitan Edison Co, 60/01/31 Ip 


—6002040229 Amend 11 to ''TMI-l Restart Rept “ 

* Metropolitan Edison Co 60/01/31 200pp 


Q002270116 Advises that util discussion of intention to compW U/ 
improved pos t-acc i dent sampling capability of Lessons 
Learned Task Force short-term recommendations is inadequate 
Ararnd 4 to restart rept should bo revised 
COLLINS, JT TMI-a Operations/Support 60/01/31 Spp 


CC0319020-0 Ad/ises that proposal re liquid waste disposal equipment in 
791015 Itr should be directed to Mot £d Util is responsible 
for equipment that safely handles radioactive waste water 
DENTOfhH fi Office of Nuclear Reactor Regulation 00/01/21 Ip 


-6002190203 Offers jves of liquid waste disposal equipment for cleanup 
of radwaste water at TMI Distiller concentrators can be 
engineered to handle radioactive waste waters remotely & 
safely 

CADWALLADEH. E LICON. Inc 79/tO/15 Ip 


9002030251 Requesti info re effects of valve lineup procedural changes 
within 45 days 

REID, fi U Operating Reactors Branch 4 BO/Oi/22 3pp 

8003130477 Requests util modify 791224 request for extension ta provide 
responses re Inadvertent reactor scrams it safety injection 
by specifying date for submittal Util should allow 120 days 
prior to anticipated startup for NRC review 
REIDiR M Operating Reactors Oranch 4 80/01/23 3pp 


8003070149 Notification of ACRS THI-1 Restart yubcoftimittea 8Q0130 
meeting in Middletown* PA to discuss status of SER review 
SILVER, H acRS - Advisory Committee on Reactor Safeguards 
eo/01/24 3pp 


6002290212 FOlA request for documents used in reaching NRC decision 
that iltO million is needed for primary financial protection 
of public from faciUtq 

MARRONEi J American Nuclear Insurers 80/01/24 ip 


of ch,n,e. t, addition, to p.r/olts 
& certificates required by govt authorities for protection 
770114.0419.0613 U Ih i, 0701 rents 
REID, R N Operating Reactors Branch 4 80/01/25 3pp 


changes tg federal , state, local & regional permits 
ortificatos For protection of environ NRC does not agree w/ 
ntypretation re reporting requirement of Section 5 6 2 4 
App U to DL 

ID, R H Operating Reactors Branch 4 60/01/25 3pp 


8002130144 Responds to 791224 req,ue$t for extension to provida 
raspanses to NRC concurns ra inadvertent reactor scracne & 
safety injection Requasts that util modify extension request 
by giving calendar date for submittal 

REID.R U Operating Reactors Branch 4 B0/O3/0S 3pp 


6002120597 Requests that. NRC withdraw THI-t restart ropt,9oction 
2 1 I 9. providing conceptual description of sys to close 
power operated relief valve on low RC8 pressure Addition of 
feature is Inappropriate 

HERDEIN, J G Metropolitan Edison Co 60/02/04 Ip 


6002110385 Forwards "Auxiliary Feedwater Bys Reliability Analij«e«" W 
0AI4-1584, "Emergency feedwater Sy s Reliability Analysis" for 
util 

HERSElNtJ G Metropolitan Edison Co 80/02/07 Ip 


—0002110307 "Emergency Feeduiater Sys Reliability Analysis for 7MI-S'* 
Revision 1 

LIEAVER. W U , DORHANiR W , ENZlNNA.R 6 Babcock h Ullcax Ca 
79/12/31 51pp 


B002130273 Requests extension until 600229 for response to 791030 
re<iuest for info re Intergranular stress corrosion cracking 
HERBEIN, J G Hetropol 1 tan Edison Co 60/03/07 Ip 


8003220153 Informs of Incident Involving ex-Gregg security employff 
alleging possession of classified documents Licensee review 
bas not confirmed allegatioin NRC ravlew underway, 

VOLLMER, B H TMI-2 Oporafcions/Support 60/02/07 Ip 


8002260582 Forwards info required for development of programmatic Elfli 
in response to NRC 000117 request Specifies each end item 
U/q end 

LEHMAN, L J Metropolitan Edison Cp 80/02/12 2pp 


6002150255 Forwards DAW-1597, "Effects of Asymmetric LDCA Loadingii 
Phase tl Status," on behalf of 6&W 177 fuel assembly owners 
group Final rept will be submitted by 600701 
TAYLOR, J,H Babcock It Wilcox Co 80/02/14 Ip 


— B0031S0262 "Effects of Assymetric LOCA Load Ings, Phase II Status 
a Affiliation Unknown DAW— 1597 80/02/14 5D0pp 
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€002S0060& Foruards Amend 12 to restart rept ^ Rept ‘*Small Break 
Op-«rating Ouidellnet " Amend providsB rosponsee & schedules 
^or rsspQtises to 600121 Itr 

HERSEINiJ G Metropolitan Edison Co 80/02/19 Ip 


--S002200637 Amend 12 to restart repfe for Tlil-i 
• Metropolitan Edison Co Q0/02/I5 BSpp 


— B0022QD&46 “Small Break Operating Ouidollnes “ 

5ECKF<IER. D A Datcock U Wilcox Co 79/11/30 A3pp 


Q002210333 Responds to NRC 800109 Itr re concern for voiding during 
traniients in B^U plants B&W concluded that voiding does not 
occur in FtCB during anticipated operational occurrences 
Requests ojitenslon until GOOSOt to submit evaluation 
KERBEIN.J Q Metropolitan Edison Co GO/02/15 Ip 


£002290122 Natl fi cat ion of 800222 meeting u/B&'W otuners group* Abnormal 
Transient Operation Guidelines Cooimi ttee* m Wash ing ton» DC 
to diicufs progress on abnormal transient operational 
pui delines program 15< NURE0-057Q 

CAPRA> R- A Standard! zation Branch 80/02/15 2pp 


9002270325 Submits air sampling b uater sampling data from 000208-20 
Ro roa e tor-re latsd radionuclides identified 
SMITH. A E Environmental Protection Agencg 80/02/2S Ip 


6002270333 Submits results of gamma scan of aiv sample on 000129 It 
0204 Nd other reac tor'-rclated radionuclides mere detected 
in ang sample 

SMITH. A ■£ Environmental Protection Agency 80/02/22 Ip 


&002290470 Diecussas BAM'-1597i '’Effects of Asymmetric LOCA Loading- 
Pheie It Status “ Endorses results of test !< concludes that 
results aro applicable to TMl-1 

HERBEm.^> Q *tfftropoUtan Edison Co 00/02/23 Ip 


HS' Inspection reporter IE Bulletins % correspondence 


£002110224 Dlecussee responses to IE Dullotlns 79-OSC & 79-06C ro 
nstd for tripping reactor coolant pumps for certain small 
break LOCAs Recent events force more prompt solution to 
problems Meeting necessary to resolve issuos 
RD$3iD F TMl-Z noUetins & Orders 79/10/05 25pp 


BOO204D14B Requests extension until 800131 to respond to Item 4 of IE 
Bulletin 79-18* "Audibility Problem Encountered on 
Evacuation of Personnel from High Noise Areas '' 

HERBEIN.J 0 Hetropolitan Edison Go 79/12/27 Ip 


8002050199 Forwards IE Info Notice 79-37. “Cracking in Lou Pressure 
Turbine Discs “ No action or response required 
ORIER. B H Region 1, Philadelphia* Office of the Director 
79/12/31 Ip. 


0002050166 Forwards IE Info Notice 79-3Si “Control of Nalnt Essential 
Equipment “ No rosponse required 

ORIERiB H Region 1* Ph 1 lade Iph la. Office of the Director 
79/12/31 Ip 


B0021S0395 Forwards response to IE Bulletin 79-21* "Temp Effects on 
Levs] -Heasuremen ts Revised emergency procedures re 
frcssurlxer level setpoints will be completed prior to 
star tup 

hEREEINixJ G Metropolitan Edison Co 80/01/09 6pp 


6002190324 Submits responses to actions requested In 79O0D7 Itr re 
IE Bulletin 79-16 Foruardt proposed mods for evacuation 
announcement sys & alarms Gchedule for completion of 
proposed corrective actions will be submitted fay 600131 
HERBEIN. J C Metropolitan Edison Co 60/01/09 2pp 


e0<l2l509{>3 Forwards response to IE Bulletin 79-25* "Failures of 
Hestinghouse DFD Relays In Safety-Related 8ys " Westinghouse 
relsvs used as control relays in lA h ID emergency diesel 
gensrak ers 

HERDElNrJ Q Metropolitan Edison Co 80/0i/l0 3pp 


8002190084 Responds to IE Bulletin 79-02* Revision 2 Ghell type anchors 
are correctly Installed by expansion of shell over conical 
plug 

HERBEIN.J G Metropolitan Edison Co 00/01/10 2pp 


8002130-149 Forwards response to IE Bulletin 79-20* “Possible 
Malfunction of NAMCQ Model EA10O Limit Switches at Elevated 
Temps “ No switches installed In saf ety-related equipment 
KERBElN.sl Q Metropolitan Edison Go 00/01/11 2pp 


9002230460 Requests extension to 000331 for final response to IE 
Bulletin 79-14. "Seisnic Analysis for As-Bui It Safeby- 
Rolated Piping Sys " 

ARNOLD) R C Metropolitan Edison Co eo/Oi/tS Ip 


80022700)9 Advises that Page 3 of At*-achmont 3 to IE Bulletin 79-010 
should be deleted 

GniER)B H Region 1. Philadelphia* Office of the Director 

ao/01/17 Ip 


9002290487 Ac k receipt of 791217 Itr informing NRC of steps taken to 
correct violations noted in IE Inps Rep t 50-2B9/79-07 It 
50-320/79-06 Documentation of NRC t-indings is proprietary 
(ref 10CFR2 790> 

MARTIN* W C Region 1 Philadelphia* Safeguards Branch 00/01/10 

app 


6002290492 Ack receipt of 791000 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-289/79-07 4* 
50-320/79-06 Dacumentat ion of NRC findings is proprietary 
(ref tOCFRS 790) 

MARTIN) U 0 Region 1. Philadelphia. Safeguards Branch 

79/11/20 2pp 


—0002290494 Forwards IE Insp Repts 50-320/79-07 fa 50-320/79-06 on 
790619-23 fa notice of violation Notice of violation fa 
portions of insp repts withheld (ref 10CFR2 790) 

MARTIN* W G Region 1* Philadelphia* Safeguards Branch 

79/09/14 2pp 


—0002290497 IE Insp Repts 50-320/79-06 fa 79-289/79-07 on 7903J9-23 
Noncompl lancc noted access ccnirol of vital areas Portions 
withheld (ref IOCFR2 790) 

MADDEN* W . SHEPHERD* R Region 1. Philadelphia* Office ot the 
Director DE^/UIN. J U Region 1* Philadelphia* Safeguards 

Branch 79/0B/31 Ip 


8002080624 Foi wards revised inservice insp program for valve testing 
HERBEINi J G Metropolitan Edison Co 80/01/31 2pp 


— 0OO2O8O62S Inservice insp program for valves 
» Metropolitan Edison Co 80/01/31 44p p 


8002250070 Forwards IE Info Notice 00-03. “Ham Turbine 
Elec trohydraul Ic Control Sys “ No specific action required 
GRIER) B H Region 1* Philadelphia. Office of the Director 
00/01/31 ip 


8002260043 Forwards IE Circular 79-25* Suppl A. "Shock Arrestor Strut 
Assembly Interference “ No written response regulred 
GRIER*B H Region 1. Ph i lade Iph la. Office of the Director 
00/01/31 Ip 


B002250427 Forwards IE Circular 80-02* "Nuclear Power Plant Staff 
Mark Hours " No written response required 

6RIER*D H Region 1. Ph i lade Iph la. Office of the Director 
80/02/01 ip 


600S210259 Forwards IE Bulletin 60-03. “Loss of Charcoal From Std Type 
I I* Two-Inch. Tray Adsorber Cells “ Action required 
ORlERiB H Region i. Phi lade Iph (a* Office of the Director 
80/02/06 Ip 


6002260243 Ack receipt of 791101 Itr Informing NRC of update of steps 
taken to correct violations noted in IE Insp Rept 
50-289/77-35 

BRUNNERiE J Region 1. Philadelphia* Reactor Operations Nuclear 

Support Branch 60/02/07 2pp 


—0002280259 Responds to Deficiency 7b noted In IE Insp Rept 
50-289/77-35 Corrective actions selected storage at dual 
facilities Record storage vault presently used for interim 
storage of records being processed for microfilming 
HERBEINrJ 0 Metropolitan Edison Co 79/11/01 3pp 


0002250117 Forwards IE Info Notice 80-05* “Chloride Contamination of 
Safety-Related Piping fa Components " No written response 
required 

GRIER. B H Region I* Philadelphia. Office of the Director 
80/02/08 Ip 


0002250489 Forwards IE Bulletin 80-04* "Analysis of PWR Main Steam Line 
Break W/Continued Feedwater Addition " Written response 
required 

GRIER) B H Region 1* Philadelphia* Office of the Director 
00/02/08 Ip 
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R Periodic operating reports & related corre»pond®nce 


U CoriD ressional/Ex ecutlve Correspondence 


B002250397 Poruards monthly operating rept for Jan 1980 
ARNOLD. R C Metropolitan Edison Co 80/02/15 Ip 


—0002250401 Monthly operating rept for Jan 

rtITCKELL.D 0 Ketropolttan Edison Co 80/02/15 


Spp 


B00222016& Responds to 791 1-02 IVr re JF Ulrich 791027 question* 
concerning Pacillty Submits detailed responses to questions 
re facilltv opera tlon. uas te matl accumulatloni safety 
of li/ater dumped In Susquehanna River & nfieltdoun possibility 
OOSSiCKiU V Office of the Executive Director for Operation*^ 
□0/01 /OB 3pp 


G002?&a695 Forwards 1979 annual rept re tabulation of personnel 
exposure data 1< listing of aircraft movements at Harrisburg 
tntl Airport 

HERBElNiJ G Metropolitan Edison Co B0/02/2O Ip 


8002220104 Requests attendance at NRC B00130 ofc opening In Mldi^letoun* 
PA Ofc uiill provide public w/dlrect access to aniuers r« 
facil 1 ty 

DENTON. H R Office of Nuclear Reactor Regulation 00/01/24 3pp 


— □00226070D '“Aircraft Movements at Harrisburg Inti Airport. Annua ! Rept. 
Jan-Dec 1979 " 

a Ketropolltan Edison Co 79/13/31 Ip 

— 8002260704 "Number of Personnel U Man Rems by Work U Job Function 
Annual Rept. 1979 " 

* Metropolitan Edison Co 79/12/31 2pp 


S Reportabls occurrences. LERs related correspondence 


80020BOIB2 PNS-TM1-79-O01 on 791207. operator received anonymous call re 
bomb threat L uias told to close plant Call reported. lOOV! 
hands-on search upon entry to protected area b detailed 
visitor search initiated 

HAVERKAttP. D fl . CRDCKER. H , COLLINS. J T Office of Inspection b 
Enforcement. Offlcs of the Director 79/12/07 Ip 


DOCKET 50-293 PILGRIM NUCLEAR POWER STATION. UNIT 1 


F Securlti|. medical, emergency it fire protection plans 


0002040007 Announces regional uorkshops to discuss feasibllliy of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231, Forward* FR notice 
GRIHG8. 8 K Emergency Preparedness Ta*k Force 79/12/21 7pp, 


800211007.6 Advises that NRC w^iU perform special appraisals of haalth 
physics programs during CV0O in lieu of routine insp Bcope 
will Include organl cation, personnel qual if icatlon 
training. raduastft process ing. monl boring b training 
8TELL0«V Office of Inspection b Enforcement. Office of the 
Director B0/01/2S 3pp 


G002260354 FNO-I-ao-OtO on 8001 17. C inera 1 Public Utils announced 
proposed reorganization w/all nuclear operations under 
direction of GPU Nuclear Corp R Arnold will serve as 
president Mgt of FA utils uill be combined 

CCWOILL.C Office of Inspection b Enforcement. Office of the 
Director BO/Ol/17 3pp 


6002150204 Forurards LER 60-001 /OlT-0 

HER6EIN. J G Metropolitan Edison Co 80/02/06 Ip 


— B0021S0302 LER eO-OOl/OlT-O on 800133. during load study, determined that 
potential overload condition could eiist on IP 480-volt bus 
w/failure of 16 480-volt bus Caused by inadequate design 
MITCHELL. D G Metropolitan Edison Co 80/02/06 2pp 


0002070260 Foruards "Altornate Safe Shutdoiun Capability in Event of 
Fir* in Cable Spreading Room'* per NRC 791022 request 
Engineering design phase completed b implementation of mods 
Initiated Rept available in Central Files only 
ANDQONINI.G C Qoston Edison Co 00/01/Gl ip 


B0020BG61B Forwards draft "Evacuation Time Estimetes for Areas Near 
Pilgrim Btation. " by HMM Assoc iates. In response to NRG 
79112? ttr HA Civil Defense Agency Itr concurring u/time 
estimates end 

ANDOGNINl.G C Boston Edison Co 00/01/31 3pp 


—8002000629 '“Evacuation Time Estimates for Areei Near Pilgrim Station 
* Affiliation Unknown 80/02/04 07pp 


8002210005 PHO-TMI-&0-002 ex-uiatchman informed local media of important 
licensee documents found at site After review, paper s were 
found to be available in LPDR Licensee responding to media 
inquiries 

CONTE. R.J , FASANO.A N . COLLINS. J T Office of Inspection b 
Enforcement. Office of the Director 80/02/07 Ip 


3002270265 Forwards LER 00-003/0 I T-0 

HERBEIN. J 0 General Public Utilities - CPU Service Corp 30/02/20 

ip 


—0002270269 LER BO-003/OlT-O on 800206. during valve mod*, valve seat 
hold-down devices for HPl pump discharge check valves 
(Mlf-V73A/73C) found loose. Caused by possible corrosio'n, Insp 
program continuing b design, study is being developed 
SUMMERS. R L General Public Utilities - GPU Service Corp 
00/02/20 4pp 


T Hearing transcripts on non-antitrust matters 


0002190800 Transcript of ACR8 Subconmlttee on TMl-1 800131 mooting in 
Middletown. PA Pp 1-282 Horning session 

* ACR8 - Advisory Con/nittee on Reactor Safeguards 80/01/31 
2B3pp 


8002110123 Transcript of Subcommittee on TMI-1 Nuclear Power Plant 
800201 meeting m Hidd Utawn. PA Pp 293-392 

ACRS - Advisory Committee on Reactor Safeguards 00/02/01 
1 Ilpp 


8002200622 Transcript of 800213 special prehearing conference In 
Karr isburg. PA Pp 1S08-163B * 

* Coiunissien 80/02/13 I04pp 


0 Adjudicatory correspondence 


G002£l0t34 Responds to util 791U9 answer to NRC 791026 nDtica* uf 
vlatdtion b proposed imposition of civil penalties Station 
safety t* security compromised by Incident Denies request for 
ramlssion of civil penalty In amount of $5,000 
8TELL0.V Office of Inspection b Enforcamentf Office of the 
Director 80/01/21 2pp. 


— 8002110^136 Order imposing civil monetary penalties In amount of tSiOQ 
re noncompliance noted during NRC 790712-13 insp 
STELLOi V Office of Inspection b Enforcement. Office of th* 
Director 80/01/21 4pp 


J Insurance b indemnity infurmetion 


0002110499 Forwards Endorsements SO b 51 to NEUIA Policy NF-1B0 
F0UL3HAH.P A Boston Edison Co DO/02/05 3pp 


0002150444 Forwards Endorsement 3 to MAEUU Binder* EB-31 X6-31 

FQULBHAK. P A Boston Edison Co 80/02/00 Spp, 


-{> Advisory Committee on Reactor Safeguards reports b correspondence 


SOORISOGAS Forwards “'Rept of ACR0 on Selected Safety Issues Related to 
LWRs 

MDELLCRiD, N ACRS - Advisory Committee on Reactor Safeguards. 
76/12/12 ip 


P Operating license stage documents b correspondence 


* Co-iunisslon 80/02/13 I25pp 


0002110276 Extendi comment period r« draft NUREO-0630 to 800116 

OAMHILL. H P Assistant Director for Standard b Advanced Reactors 
80/01/03 3pp 


0002290091 Transcript pf ACRE 000221 special 
Beihisda. MO Pp J-3S 

» ACRS - Advisory Comnitbee on Reactur Saf 


prehearing 

eguards 


conference 

00 / 02/21 


in 

36pp 


8D020700SK7 Requests review of QA program re diesel generator fuel oil 
Item should be included in OA program If exception taken 
to inc 1 usion. response required within 90 days 

EIBEHHLIT. D G Division of Operating Reactors 80/01/07 Ip. 
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0002070426 Forward* Atnind 39 to Licanut DPR-35, lafaty evaluation 8< 
nattcv oiP ieiuenc* ic availability 

iPPOLirOtT A Operating Reactors Branch 3 60/01/08 2pp 


>6002070435 Amend 39 to License DPR-35< author i i ing increase of power 
from tOX to 20VCr below uhich rod worth minimizer must be 
operable b revising retiuirements for source range monitor 
Bin count rate 

IPPOLITO.T A Operating Reactors Branch 3 80/01/00 t7pp 


—“8002070436 Safetij evaluation supporting Amend 39 to License DPR“‘35 
* Office of Nuclear Reactor Regulation 00/01/08 llpp 


^-8002070443 Notice of issuance tc availability of Amend 39 to License 
DPR-35 

JPPQLlTOiT.A Operating Reactors Branch 3 80/01/08 2pp 


8002140266 Raciussts maint of ongoing tabulation of problems u/insertlan 
of control rods & addl info on position of rodsj cause of 
failure to Insert* related malnt activities & other control 
rod nalfunctlona 

IPPOLITO.T A Operating Reactors Branch 3 00/01/10 2pp 


8002200076 Bummarv of 791219 & 20 meeting w/Kark I Owners Group in 
Gathefda.MD to discuss NRC acceptance criteria for Nark 1 
containment long-term program tt issues re implementation of 
program 

0RIHE8jC I Plant 9gstemt Branch <Pre 791030) 80/01/17 llpp 


— 8002200112 Task action plan A-07 “Mark I Load Definition Rept. 
Revtelons to Implement NRC Criteria for Completion of Long- 
Term Program “ 

e Plant agstems Branch <Pre 791030) 79/12/19 37pp 


600214000S Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license it itr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal In 8C 
EISENHUTjD 0 Division of Operating Reactors 80/01/29 26pp 


800-2080619 Forwards addl Info requested by NRC 791120 Itr re 
containment purge It vent sys mechanical questions Analyses 
wlhl be completed 6 results available by 8D0301 
AffOQONINIr O. C Boston Edison Co 80/01/30 3pp 


0OO222OO6B Forwards civil penalty. in response to denial of remission 
request. Requests itr be withheld <rof iOOPR2 790) 

ANDCONINliO C Boston Edison Co 00/01/30 Ip 


80021S0463 Forwards Amend 40 to License DPH-35i safety evaluation t< 
notice of iituance U availability 

OAJiiHlLL*tf P Assistant Director for Standard & Advanced Reactors 
80/02/04 4pp 


— 8002150471 Amend 40 to License DPR-35. revising Tech 0pecs re safety 
related snubber sr chang Ing organiration chart (t providing 
alternate method of demonstrating reactivity margin 
IPPDLITOjT a Operating Reactors Branch 3 80/02/04 13pp 


— 8002150479 Safety evaluation supporting Amend 40 to License DPR-35 
* Office of Nuclear Reactor Regulation 00/02/04 6pp 


-“8002150499 Notice of issuance S< availability of Amend 40 to License 
DPR-35. 

IPPOLITO.T A Operating Reactors Branch 3 00/02/04 2pp 


8002120522 Bubmits projected 6 backlog licensing item review schedule 
In Ttsponse to NRC 790020 request 
ANOOONlKIrO C Boston Edison Co 80/02/05 3pp 


8002290120 Act receipt of Clast II fee for review of 790628 simulator 
retraining program Check is being returned due to 60-day 
void date Requests that new check w/n»gotiable date be 
forwarded within 15 days 

01008*8 H License Fee Management Branch 80/02/06 Ip 


— 8002250126 Responds to 791214 request for payment re NRC review 6 
approval of simulator retraining program. Forwards Class II 

fee 

AHBOONmi.O.C, Boston Edison Co 80/01/10 ip 


8002210007 No-tf f ication of 600207 meeting w/Mark 1 owners group. BKL* 
0£ tf NUrECH In Bethesda.MD to discuss revisions to 
acceptance criteria for Hark I containment long-term 
program. p Ians for addl FSTF testing L outstanding issues 
GRIHE8*C. t Plant Systems Branch 80/01/28 Ip 


Q Inspection reports. IE Bulletins t correspondence 


8002010368 Rasponds to IE Bulletin 79-02. Revis ion 2. '’Pipe Support 
Base Plate Designs Using Concrete Expansion Anchor Bolts " 
Testing of anchor bolts t analysis of bulletin items will 
he completed by 0OO1OS 

ANDOONJNIfO C Boston Edison Co 79/12/07 5pp 


S002150374 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRC insp 
personnel Ui/onsi te. rent-free, exc lusive use of ofc space 6 
immediate access to facility 

STELLD* U Office of Inspoction 6 Enforcement. Office of the 
Director 79/12/07 3p p 


0002150480 Responds to IE Bulletin 79-26. "Boron Loss from BUR Control 
Blades " N*j contra! blades predicted to have greater than 
34X B-10 depletion averaged over upper fourth of blade by 
next refueling outage 

ANDQGNINI.Q C Boston Edison Co 60/01/04 3pp 


8002190379 Refers to NRC 791207 Itr re amended regulations requiring 
licensees to provide ofc space for resident insp program 
NRC plans to accelerate program Requests written 
notification of accomodations by B00i31 

GRIER. B K Region 1. Philadelphia. Office of the Director 
80/01/15 Ip 


8002200113 Forwards IE Insp Rept 50-293/79-19 on 791127-29 No 
noncompl iance noted 

SMITH.O H Region 1. Philadelphia. Fuel Facility 6 Materials 

Safety Branch 00/01/15 2pp. 


—0002280119 IE Insp Rept 50-293/79-19 on 791127-29 No noncompliance 
noted Major areas inspected action response to IE Bulletin 
79-19. Inc lud Ing aud 1 ts* document control. training U raduaste 
control 

8TQHR.J P Region t* Philadelphia. Fuel Facility 6 Materials 

Safety Branch NIMITZ. R L Region 1. Philadelphia. Office of 
the Director 80/01/07 lOpp 


8002270004 Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlB 
should be deleted 

ORLERi D M Region 1. Phi lade Iphla. Office of the Director 
80/01/17 Ip 


8002060112 Forwards IE Bulletin 80-02. “Inadequate QA for Nuclear 
Supplied Equipment Response required 

GRIER. B H Region 1. Philadelphia. Office of the Director 
80/01/21 Ip 


8002200318 Forwards lE Insp Rept 50-293/79-22 pn 771213-14 No 
noncompliance noted 

BRUNNER. E J Region 1. Phi ladelphia. Reactor Operations Nuclear 

Eupport Branch 80/01/21 2pp 


—0002200326 IE Insp Rept 50-293/79-22 on 791213-14 No noncomp 1 lance 
noted, Major areas Inspected 791211 inadvertent lift of spent 
fuel assembly 

KEHOEi 0 Region 1. Philadelphia. Office of the Director 
HARTIN.T Region 1* Philadelphia. Reactor Operations Nuclear 

Support Branch 00/01/10 4pp 


8002060264 Forwards IE Info Notice 80-02. “BX8R Hater Rod Lower End 
Plug Mear " No specific action or response required 
ORXERi D H Region 1. Philadelphia. Office of the Director 
80/01/25 Ip 


6002080476 Informs of intention to perform ultrasonic examinat ions 
during current refueling outage in accordance u/A6ME Section 
XI codes Adoption of section will not decrease level of 
instrvice insp 

ANDQGNlNLi 0 C Boston Edison Co 60/01/31 ip 


8002S5001S Forwards IE Info Notice 80-03. “Ham Turbine 

Electrohy draul ic Control Sgs '* No specific action required 
ORlERi B H Region i. Philadelphia. Office of the Director 
80/01/31 ip 


8002260027 Forwards IE Circular 79-25. Buppl A. “Shock Arrestor Strut 
Assembly Interference “ No written response required 
GRIER. B H Region 1. Phi ladelphia. Office of the Director 
80/01/31 ip 


0002250378 Pqrwards IE Circular 80-02. ''Nuclear Power Plant Staff 
Work Hours." No written response required 

GRlERi B H Region 1. Philadelphia, Office of the Director 
80/02/01 Ip 
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5003-220022 foru^rda IE Infa Notice 50-04, "HWH Ftiel Eipoiure in Exceai 
of Limits ’* No action or response required 

GRlERili H Region t. Philadelphia, Office of the Director 

00/02/04 ip 


9002210241 Forwards IE Bulletin 60-03, "Loss of Charcoal From Std Tqj»e 
1 1 1 Two*' I Cl c hi Tra g Adsorber Cells " Action required 
GRIEflrO H Region 1. Philadelphia, Office of the Director 

00/02/06 Ip 


6002250073 Forwards IE Info Notice 50-05, ^’Chloride Contact nati on of 
Safety-Related Piplnp -t Components " No written response 
roqui red 

GRIER, 0 H Region 1, Philadelphia, Office of the Director 
80/ 02/08 Ip 


3002250429 Forwards ]E Bulletin 80-04^ "Analysis of PUR Naln Steam Line 
Break U/Cantinued Feedwater Addition " No written response 
requ i red 

ORIERiB H Region 1« Philadelphia, Office of the Director 

80/03/08 \ P 


R Periodic operating reports t related con espondence 


8002200470 F-orwardt monthly operating rept for Jan 1900 
MCGUIRE. P J Boston Edison Co 30/02/01 3pp 


--6002200476 Monthly operating rept for Jan 1950 
UHITNEV.O 0 Boston Edison Co 90/02/07 4pp 


S Reportable occurrences, LERs 6, related correspondence 


e0020&D4BS PNO-J-79-003 on 79131I, spent fuel assembly was 
inadvertently raised from storage position Radiation alarms 
sounded Pocket dosimeter readings were less than 30 
millirems for l2-h shift Press release issued by util 
a Region 1, Ph j Jade 1 ph la, Office of the Director 79/12/11 Ip 


B002D10434 RO 79-ai/GR on 791217, while lowering fuel assembly 610 into 
fuel pool follouilng OC inspj as semb 1 y tipped over fell into 
fuel pool Caused by release of rice hook Release under 
investigation Fuel assembly will be recovered 
MATHIS. -C J Boston Edison Co 79/12/17 ip 


6002210079 PND-I-79-038 on 791217, new unlrradxated fuel asseblg dropped 
while being bransferred to storage location in spent fuel 
pool Caused by assembly bouncing off top edge of fuel racks 
& failure to latch device on auxiliary hook 

KEHOE, 0 * MARTIM, J , DRUNNER, E Office of Inspection & Cti fore e men t« 
Office of the Director 79/12/17 2pp 


5002010370 LER 79-G48/01X-0 on 791224. sui tchyai tf l2S-volt dc bacliup 
battery charger tripped U could nob be reset Cause under 
investigation Spare battery charger will be put into sve 
ORAHAMiE T Boston Edison Co 79/12/24 Ip 


6002250802 EN-79-013A on SCOlSli order imposing civil penalties issued 
against util Action based on none omp I i ante associated u/ 
implementation of physical security program % undetected 
access of individual to ptotect area 

BRDCHETT, T , GOWER, G Office of Inspec ion t Enf ore ement. Office of 
the Director 80/01/21 Ip 


002250694 PNS-I-QO-OOl on 6001 24, g uardhou se received bomb threat 
Search conducted ui/negative results Hgt believes threat was 
related to current lahoi prablems 

DEVLIN, J . HARTIN.U Office of Inspection t Enforcement, Office of 
the Director B0/01/2S Ip 


6002250760 PNS-I -80-00 1 A on 600125, second bomb threat received at 
guardhouse Search conducted w/negative results Mgt believes 
threat is related to current labor problems 

HCKEOWN, L , MARTIN, U , DEVLIN, J Office of Inspection & Enforcement, 
Office of the Director 0O/&1/2B Ip 


— 8002040450 LER 80-001/017-0 on 800123, fire hazard analysis deternlned 
that fire in electrical raceways in several areas of plant 
would jeopardize redundant dlv of ECC8 sys Cause not stated 
Mods planned to be completed by Oct 1980 
MCl^aUGHU N, M T Boston Edison Co 00/02/01 2pp 


8002040453 Forwards LER aO-003/03L-0 

HCOUIRE, P J Boston Edison Co 80/02/01 Ip 


— 8002040457 LER 80-003/03L-0 on 6D0108, dur Ing refueling outage 4. leak 
rate testing of torus-to-reactor bldg indicated valve 
leakage in excess of limit Caused by normal deterioration of 
disc-to-seat mating surface Surfaces lapped 
MCLOUGHLIN.M T Dos ton Edison Co 80/02/01 Ip 


6002080701 LER B0-OO4/O12-O during visual examination of core spray 
sparger, seven linear indications were recorded Cause 
unstated Analysis initiated 

FAMULARI,F N Boston Edison Co 80/02/01 Ip 


60021 10603 Forwards LER B0-O02/02T-0 

MCGUIRE. P J Boston Edison Co 80/02/05 Ip 


•8002110606 LER 00-002/027-0 on 000124, cable separation inadequacy 
discovered following review of t£ Info Notice 79-32 
Affected automatic d epres suri zation sys cables will probably 
be rerouted 

HCLOUGHLlNtH T Boston Edison Co 80/02/05 Ip 


8002110519 Forwards LER 80-005/01 T-0 

MCOVIRE, P J Boston Edison Co BO/02/06 Ip 


—8002110524 LER 80-005/01 T-0 on 000131, measured concentrations of Sr-W 
in milk sample was greater than 10 times concentration In 
control station sample Caused by local meteorological 
conditions No corrective action taken 
HCLOUOHLtN. M T Boston Edison Co GO/02/06 Ip 


8002150396 Revised forwarding Itr for revised LER 80-005/04T-0 
MCOUIRE.P J Boston Edison Co BO/OS/06 Ip 


--3002150403 Revised LER Changing original number from LER 0O-OOS/O1T Iffl 
04T On B00131, concentrations of Sr-90 In milk sample from 
indicator station 2 2 m-iles west of reactor site 10 times 
greater than control Caused by meteorological conditions 
MCLAUGHLIN, M T Boston Edison Co 30/02/06 Ip 


8002200644 Forwards LER aO-006/03L-0 

MCOUIRE.P J Boston Edison Co 30/02/11 Ip 


—8002200652 LER aO-006/03L-0: on 800115, strut bushing insert on RHR lyc 
• nub ber. 80-10-10-46, found turning freely within strut. Caused 
by lack of strut to strut bushing weld Ueld performed to 
restore operable status 

MCLQUUGHLIN. T Boston Edison Co 80/02/07 Ip 


8002200546 Forwards LER 00-004/01 T-0 

MCGUIRE, P J Boston Edison Co GO/02/iS Ip 


— 6002200599 LER BO-004/01T-0 on 800201 , inservi ce insp program r«vealtd 
several linear indications on core spray spargers Cause 
unknown Addi info f orthcoffllng 

MCLCUGHLIN, (1 T Boston Edison €o 80/02/15 ip 


0002210510 Forwards LER 30-007/03L-0 

MCGUIRE, P J Boston Edison Co 60/02/iG Ip 


—8002210514 LER BO-007/03L-0 on 000120, false detection alarm, or ig inat iri| 
from 4VV switchgear room B, annunc iated on panel C-94 In 
control room Apparent 1 y caused by dust from fire retardant 
beam coating Alarm cleaned 

MCLOUOHLIN.M T Boston Edison Co G0/02/1B Ip 


002220 522 PNO- 1-00-016 on 8001 J:9, Leve 1 II inservlce insp during DBCKET 90-295 2 1 ON NUCLEAR POWER STATION, UNIT I 

refueling outage indicated through-wall cracks in pipe base 

satl of core spray spargers Licensee to meet w/OE for F 8ecurity, medical, emergency & fire protection plans 

ivaluation it development of corrective action plan — 

1ARTIN, T , BRUNNER, E Region I, Philadelphia, Office of the 

Jlrector 80/01/31 fp 8002040007 Announces regional workshops to discuss feasibility of 

proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 

102040447 Forwards LER BO-OOl/OJT-O . representative per util by 791231 Forwards FR notice 

'1CGUIRE, P J Boston Edison Co 60/02/01 Ip GRIMES, D K Emergency Preparedness Task Force 79/12/21 7pp 


6003190333 Confirms understanding of NRC 791205 Itr Backup power 
supplied to emergency telephones by telephone company 
NAUOHTON.M F Cofemonwea 1 th Edison Co 80/01/23 Ip 
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8002150214 Forwards roview of Incomplotfl Items identlfiod in 790310 
fir* prot-ection safetg evaluation Electrical cables tt cable 
j^enetratlon ftr« barriers seals found acceptable Status 
•h**t re open items encl 

LAII^AS*0 Plant Sgstems Branch 80/01/28 12pp 


8002000640 Bubn&ts list of proposed interim actions to reduce potential 
risk to populace from severe incident 

PEOPLES. D L Cofnmgnwealth Edison Co 60/02/06 20pp 


0 Adjudicator^ correspondence 


B002190017 Act receipt of 791211 Itr re nuclear power plant safety 
GRlhESrB K Emerpencg Preparedness Task Force 80/01/09 Ip 


8002(90019 Supports closing of nuclear reactors near large population 

areas 

BEESE.B e Affiliation Unknou/n 79/12/11 2pp 


6002190034 Ack receipt of 791S06 Itr re nuclear power plant safety 
ORlMESiO K Emergency Preparedness Task Force BO/Ol/09 Ip 


*’-8002190039 Urges support in shutting down nuclear reactors in large 
population ctrs 

ZiELENSKI.A Affiliation Unknown 79/12/08 2pp 


B002J90043 Ack receipt of 791206 Itr re nuclear power plant safety 
ORIh9E8. B K. Emergency Preparedness Task Force BO/01/09 ip 


— G002190056 Urges shutdown of nuclear reactors located near large 
papulation ctri. Against const of new nuclear plants 
EAMEB, 3 Affiliation Unknown 79/12/06 ip 


60081S0427 Ack receipt of 791210 Itr re nuclear power plant safety 
ORIKESi 0 K Emergency Preparedness Task Force 60/01/10 Ip 


— 8002S50434 Urges shutting down of all nuclear power plants cessation 
of those under const 

FEUEfiMERKER^ A Affiliation Unknown 79/12/10 Ip 


6002150439 Ack receipt of 791212 Itr re nuclear power plant safety 
0RIME8/ B K Emergency Preparedness Task Force 60/01/10 Ip 


—■80021 90450 Eepresset concern re use of nuclear power Urges closing of 
nticlear pauer plants 

DEPASOUALE^ L H Affiliation Unknown 79/12/12 Ip 


S002130J04 Foruards E Lenti 800115 supplemental affidavit in reply to 
ASLa question on stagnant borated water in facility spent 
fuel pool 

LA I I/AS I 0 Plant Systems Branch 80/01/17 Ip 


60020S0247 Response to ASLB 60010B memorandum t. order re stagnant 
berated water in spent fuel pool & possible effect on fuel 
storage tubes 4t racks 

OPDDARD n/J Hearing Branch 2 00/01/24 2pp. 


--S0020503B6 Affidavit attesting that spent fuel pool Is not stagnant 
oxygenated borated water ays whereas water present In 
boral stainless steel interface in proposed storage tubes 
would be considered' stagnant 

LAUTZiE Assistant Director for Plant Systems 80/01/15 3pp 


--8002050397 3upp 1 emental affidavit attesting that significant stress 
corrosion cracking is not anticipated in proposed vented 
fuel storage tubes despite internal stagnant water sys 
Certificate of 8vc encl 

VIEEKB^ J R Brookhaven National Laboratory BO/Ol/tO 6pp 


G00-2-0BO09S Forwards R Staehle U TR Tramm affidavits re likelihood & 
effects of Intergranular stress corrosion cracking in spent 
fuel pool Oertificate of Bvc encl 

STEPTOE.P Isham. Lincoln 4- Beale 80/01/24 3pp 


“-80020B0104 Affidavit re likelihood it effects of intergranular stress 
corrosion cracking in spent fuel pool Pool does not exhibit 
sene stagnant conditions present in Tiil piping where 
cracking uai sustained 

BTAEiHLEiR Commonu^eal th Edison Co 60/01/14 5pp, 


--60020BOH2 Affidavit re likelihood £< effects of intergranular stress 
corrosion cracking in spent fuel pool Water in spent fuel 
pool is not generally stagnant due to constant circulation 
Mater is oxygenated b borated 

TRAHiii T R Commonueal th Edison Co BO/Ol/24 llpp 


B002 120465 Submittal of R Anderson 800123 affidavit in response to 
ASLD BOO1O0 order I# license granted, rack insp L repair 
program in proposed vented fuel storage tubes should be 
included as permanent condition 

MARKET. A K . SCOTT. W J Illinois, State of 80/01/24 2pp 


-8002120471 Affidavit attesting that stagnant water present in spent 
fuel pool b in proposed vented storage tubes may result in 
stress corrosion Proposes rack insp b repair program if 
license granted 

ANDERSON, R Affiliation Unknown 00/01/23 14pp 


I Financial information 


8002260519 Forwards Annual Financial Rept 1979 

QRE8EMANli. R W Commonwealth Edison Co 80/02/22 ip 


— 00-02260538 Annual Financial Rept J979 

* Commonwealth Edison Co 79/12/31 24pp 


J Insurance 4( Indemnity information 


B002120698 Forwards Endorsement 2 to ANJ Binders EB-1 . ED-2, ED-3, EB''29. 
ED-30j ED-42 4« ED-43 4c flAEUU Binders XB-1 . XB-2, XB-3r XD-29, 

XD-30. XD-42 & XB-43 

OSTER^J Commonwealth Edison Co 80/02/05 29p p 


60D2120699 Forwards Endorsements 120 4c 121 to NELIA Pulley NF-43 4* 
Endorsement 102 to MAELU Policy KF-22, Endorsement s 60 k 61 
to NELIA Policy NF— 107. Endorsement SI to Maelu Policy MF-54 
4c Endorsements 49 Zt 90 to NELIA Policy NF-201 
03TERf J Commonwealth Edison Co 80/02/07 12pp 


O Advisory Committee on Reactor Safeguards reports 4t correspondence 


8002190242 Forwards "Rept of ACR8 on Selected Safety Issues Related to 
LNRs 

MQELLERrO. M ACRS - Advisory Committee on Reactor Safeguards 
76/12/12 Ip 


— 6002150550 Summary of 721207-09 meeting re drift of pressure switch se 
point at facilities 

* ACRS - Advisory Committee on Reactor Safeguards 72/12/09 
3pp 


—8002150552 Excerpts from minutes of 751009-11.1106-06.760603-05 4t 0708 
10 meetings 

a ACRS — Advisory Committee on Reactor Safeguards 76/07/10 
3pp 


P Operating license stage documents 4t correspondence 


8002040424 Discusses 791010.1121.30.1203 6 17 Itrs submitting 
commitments 4c schedules for Implementation of Lessons 
Learned Task Force recommendations NRC will be performing 
post-implementation review of implementation method 
DENTOR.H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


8002110276 Extends comment period re draft NUREO-0630 to 800116 

OAHMILLc M P Assistant Director for Standard 4c Advanced Reactors 
80/01/03 3pp 


0002070119 Confirms results of BOOHO meeting between util 
representatives 4< NRC re 12-lnch Bergen-Paterson steam 
generator snubbers Outlines addl corrective actio-ns 
underway Unit 1 operation depends upon Unit 2 test results 
KEPPLERrJ Q Reyion 3, Chicago. Office of the Director 00/01/17 

2pp 


8002190790 Bummaty of 791213 meeting u/Comm Ed in Bebhosda.MD re anchor 
bolt S< base plate flexibility analyses performed in 
accordance w/IE Bulletin 79-02 Data on anchor bolt analysis 
in close agreementt Meeting agenda encl 

JQRDAN.E L Division of Reactor Operations Inspections 0O/Oi/17 

6pp 


8002080117 Summary of 791 1 19 meeting u/West inghouse 4c utils in 
Bethesda. ND re dropped rod protection 

ENOLEi L Operating Reactors Branch 1 80/01/16 34pp 


8002130209 Responds to NRC 791129 Itr 4- forwards detailed listing of 
considerations in NRC review re improved interim operational 
action, curl ent licensing actions ^ severe accident 
mitigation features 

ElSENHUTr D G Division of Operating Reactors GO/Ol/tG 3pp 
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8002040513 Foiruard-s nonprapne fcary response to NHC BOOllO request for 
^4dl info re Increase in alto( 4 ahle i-OCA peakinp factor lioilt 
from 1 to 1 93 based on ECCS reanalystv 
iNAUOKTGN,W F Cammonueolfeft Edi»on Co 80/01/25 34pp 


8002140005 Discusses recent developments impacting uaste disposal 
operations at commercial low level waste burial sites 
Forwards license Sc 1 tr from State o# SC to Chcii'-Nuc lear 6i|S 
dascrlbing restrictions for waste disposal in SC 
EISEf^lUTiD 0 Division of Operating Reactors 00/01/29 S0pp 


8002060412 Discusses MRC Q0013I telcon re review of technical 
implications of turbine rotor disc cracts Considers problem 
to bo operational decitloornot safety issue MRC agreed to 
continue operation of Lfnit 2 until review is cotnpletcd 
PEOPLES. □ L Commoniuea 1th Edison Co 00/01/31 Ip 


— 800S20<}3i7 IE Insp Repts 30-295/79-27 b 30-304/79-26 on 79 1 1G6' lijjb ' 
none oflipl iance noted Major areas inspected' plant operatlonsp 
malnt radiation pro tac tion. IE bulletins & c ircularit 1 i c «ns id 
operator requalification training & radweste sys opiratlon ^ 

KOHLER. J . 8PES&ARD,R L Region 3. Chicago. Office Of the , 

Director 80/01/10 llpp 


8002080041 Forwards IE Bulletin 79“01D. "Environ Qualification of 
Claes IE Equipment " Action required 

K€PPLER.iJ O Region 3. Chicago. Office of the Director BD/CI^U 
ip 


8002230107 Forwards IE Info Notice 00-03. "Main Turbine 

Electrohy drau 1 ic Control 8ys " No specific action required 
KEFPLERitf G Region 3. Chicago. Office of the Director BO/OlOl 

tp 


8002060295 Responds to KRC 791227 Itr for documentation showing errors 
used to ifevalop subcooling criterion & means by which errors 
were cenbirted Calculations re subcooling meter sgs accuracy 
end Mill replace pressure transmitters 
PEOPLES. D L Commonwealth Edison Co 00/02/01 7pp 


R Periodic operating reports L related correspondence 


8002120938 Forwards nonthlg operating repts far Jan 198Q 
UANDKE.N E Commonwealth Edison Co BO/02/07 Ip 


B0021S0151 Discusses facilitij survey being developed to collect data to 
provide guidance for Itcensees.in response to NUREO-O50S 
r ecommendatien Lists guidelines for various facility 
evaluations S< ways of aiding NRC in preparing guidelines 
BCKNEKCER. A Operating Reactors Branch 1 BO/02/OB 4pp 


8002200301 Forwards draft Offsite Dose Cal culation Manual. Revl s ion 1 
NAUQHTON If F Catnmonuea 1 th Edison Co 60/02/13 Ip 


— 00-02(20539 Unit 1 monthly operating 
•CaOK.J H Commonwealth Edison Co 


rept for Jan 1900 
00/02/07 3pp 


— 8002120543 Unit 2 monthly operating rept for Jan 1900 Oup par I inf. 
dQcumentat 1 on for both units end 
COOK. J M Commonwealth Edison Co 80/02/07 8pp 


6 Reportable occurrences. LERs ^ related correspondence 


— 8003200386 Draft Offsite Dose Calculation Manuals Revl sion 1 
a Commonwealth Edison Co 79/12/20 ISOpp 


8002260205 Respo-ndi to 780125 Itr r» evaluaton of asymmetric load 
development during LGCA Evaluation divided Into three phases 
coordinated by Ifestinghouse owners group Probability of pipe 
break causing transient loads is acceptebty small 
PEQPLESi D L Coffljnonwealth Edison Co 90/D2/14 dpp 


8002210454 Forwards revised Page 5-S to CE-l-A describing QA program, 
in response to NRC 791103 Question 421 13 
JANECEKiR F Commonwealth Edison Co 80/02/19 Ip 


—8002210470 Revised Page 5-2 to CE-l-A describing OA program 
a Commonwealth Edison Co CE-l-A 79/12/21 Ip 


60-02220353 Forwards draft "Near Site Study. in response to NRC 791205 
request b NRC conf Ir/natory order for submittal of plant 
mods to reduca possibilit-y tc cansequcnces of nuclear 
accident 

PEOPLES. D L . CAHILL. N J . DAV16. J F Commonwealth Edison Co 
30/02/ J 9 Ip 


)022S036D Draft "Near Site Study." repfc to NRC 
* Consolidated Edison Co of New Vort 80/02/20 60pp 


>260690 Submits status of meterolog ical ^ design info. in response 
j NRC 800111 request re facility near slta study Provides 
ifo re radiation levels t* expected dotages In accessing 
cactor cavity during refueling 6 maint 
lADOHTQM. M F Commonwealth Edison Co 60/02/20 lOpp 


J022S0679 Forwards Revision 12 to Topical Rept CE-l-A. deicr 1 b ing OA 
program 

NADCHTON.H F Comnonuealth Edison Co 80/02/21 Ip 


— 8002250706 Revised pages to CE-l-A describing OA program. Revl slon 12 
« Commonwealth Edison Co CE-l-A 80/02/14 44pp 


*^2260672 Forwards proposed Interim actions to be Implemented in 
idicated tine frames after receipt cf NRC confirmatory * 

*d*r 

QPLES. D L Commenuea 1th Edison Co 80/02/22 I2pp 


Inspection reports. IE Bulletins & correspondence 


>2200309 Forwards IE Insp Repts S0-295/79-S7 & 50-304/79-26 on 
'91 106-1221. No noncomp I lance noted 

lElBHMAN. R F Region 3i Ghicagoj Office of tl»o Director 
lO/Dl/tl 2 pF 


aa020Sa£3e PNQ-III-eO-OD6 on 800109. pH effluent Prom waste walcr 
treatmant facility to condenser cooling water exceeded Tech 
Spec range Total of 3.760 gallons acid solution discharged 
to condenser cooling water Plant shut down during release 
EBSlOiJ H I DAVIS. A B . OEGTERHAN. M J Region 3. Chicago. (JHlii 
of the Director 60/01/09 Ip 


8002210029 PNO- 11 1-SO-OIO on BOOi 1 1. review of test data conllrmel 
lockup rate for steam generator snubbers to be 0 i2 to 0. 19 
inches per minute for limiting case LOCA Design lockup r«tas 
being analyied 

KOHLER. J E . BQYD.B C. . LITTLE. W 8 Office of Inspection. Ii 
Enforcement. Office of the Director 60/01/11 Ip 


8002290024 PMD- 1 11-60-01 OA update of PNO-1 1 1-79-32 on 791129 «. 

PNO- I I I-BO-OlO on 6001 1 i. analysis of limiting case LOCA 
confirmed Berge n-Pa^ttereon snubber lockup rates of . 12 Icj 
19 Inches per minute Rates acceptable 

KOHLER. J E I LITTLE. H 3 Office of Inspection ft Enforcements Ddici j 
of the Director 60/01/17 2pp j 


8002060390 PNO- 1 1 1-80-015 on 791027. both units shut down due ta ! 

problems w/steam generator snubbers crack indicationi 
After 000118 meeting w/utH to discuss crack Ing. Knit 2 left , 

on standby on 800119 & Is presently at 877. power i 

KOHLER. J,E Office of Inspection ft Enforcement. Office of «h« | 

Director. LITTLE.U B Region 3, Chicago. Office of the Otresii* j 
00/01/21 Ip ; 

! 

8002130029 Forwards LER 80-003/03L-0 ' 

HAHDKE. N E Commonwealth Edison Co 80/01/30 Ip. ] 


— 8002130036 LER aO-003/03L-0 on 791230. while both units war* in ceU , 
shutdown. fire sump pump radiation monitor □RT-PR25 ues 
bypassed Fire luxnp pumps fai led. requiring temporary llneuf 
to be used. Caused by sand accumulation in sump ' 

JACK8. 0 Commonwealth Edison Co 60/01/30 Ip ' 


6002290407 Forwards corrected LER B0-002/03L-O 

UANDKE. M E Commonwealth Edison Co 60/01/30 ip 


—0002290450 Corrected LER 80-002/03L-0 on 791230. while In coif 
fire sump pump radiation monitor □RT-PR25 was bypasitd 
rasultlng in failure of fire sump pumps Caused by sand 
accumulation in sump Sparger sys installed 
JACKS. 0 Commonwealth Edison Co 80/01/30, Ip 


6002120701 Forwards LER 60-00 1/03L-0 

HANDKE. N E Commonwealth Edison Co 80/02/01 Ip 

— 8002120705 LER aO-001/03L-0 on 800103. while in cold sJiutdnwn. sissi ^ ^j 
bldg area monitor DRE-0005 failed full-scale hlgh.Fallur* j 

due to normal end of life Tube replaced L monitor | 

fvact tonal ly tested t returned to sve , 

OST.F Commonwealth Edison Co 00/02/01 Ip j 
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0002!2S04a7 Forwards LEfl 80-00S/03L~0 

UANQKEiN E Commonuieat th Edison Co 80/02/07 Ip 


— 80028S043S LER B0''00S/O3L-’O on GOOl lOi ntiscol laneous vent gas rod 
monltar ORT^PRIGA failed lou during cold shutdown Caused bg 
dirtg ^/or uorn-dgiun contacts on mother board of module 
Contacts cleaned St connections resolderod 
OBTrF Commonuisal th Edison Co 80/02/07 Ip 


8002290480 Forwards LER 00-008/011-0 

UANDKE. N E Commonwealth Edison Co 60/02/19 Ip 


— 8002890489 LER 60-008/017-0 on 791204. in constant speed drive. Unit I 
RC8 was diluted u/contalnment iniegrltg violated Dilution 
controlled to establish shutdown margin of less than or 
equal to l*A Unit II experienced slow dilution u/o integritg 
T'NIOMliM O Commonwealth Edison Co 80/02/19 Ip 


DOCKET SO-29A UROWNS FERRY NUCLEAR POWER aTATiQN. UNIT 3 


F Security* medical, emorgencg St fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
nsponte plane for facilities Requests designation of one 
representative per util by 791831 Forwards FR notice 
ORIMEG.B K Emergency Preparedness Task Force 79/12/21 7pp 


Q002110071 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
ulli Include organl latloni personnel qualification^ 
training, radwaste proces sing, moni tor Ing it training 
aTELLQ.U Office of Inspection (t Enforcement. Office of the 
Director GD/01/22 Spp. 


9002260192 Forwards 600124 revisions to security personnel training 
qualification plans End withheld (ref 10CFR2 790) 

HILte.l. H Tennessee Valley Authority 60/02/20 ip 


0 Adjudicatory correspondence 


Q002180379 Act receipt of 800110 Itr it check Advises of 600121 meeting 
In Athene. AL to discuss util response to NRC order & Items 
of none omp 1 lance per 800104 ttr Supports util effort to 
revlaw Tech Specs St offers assistance 

BTELLCiV Office of Inspection Si Enforcement. Office of the 
Director. 80/01/18 2pp 


80D2870S93 Forwards NRC 800104 notice of violation, notice of proposed 
inposlitlon of civil penalties S< order modifying licenses 
effective Immediately TVA GOOliO response end W/o ends 
BTELLO. V Office of Inspection St Enforcement. Office of the 
Director. 80/01/21 Ip 


J Insurance St Indemnity Information 


8002080397 Forwards Endorsement 48 to MAELU Policy MF-66 

DUCKrJ R. Karsh It McLennan. Inc . M St M Nuclear Consultants. Inc Div 
80/02/01 2pp. 


DOD2260490 Forwards Endorsement 3 to HAELU Excess Dlnders XB**3B. XB-3? 8< 
xa-40. 

FIELDER. J Marsh It McLennan. Inc . M Si M Nuclear Consultants. Inc 
Dlv 00/02/19 4pp 


8002270273 Forwards list of plants, pol icy numbers St endorsement numbers 
w/datc« for 1980 policy year, 

FIELDER. J, Marsh St McLennan. Inc . M S< M Nuclear Consultants. Inc 
Dlv. aO/02/22 2pp 


P Operating license stage documents U correspondence 


8002110276 Extends comment period re draft NUREO-0630 to 800116 

OAMKILL. N P. Assistant Director for Standard St Advanced Reactors 
80/01/03 3pp 


8002070027 Requests review of QA program re diesel generator fuel oil. 
Item should be included in QA program If exception taken 
to Ine luslon. response required within 90 days 
ElBENHUr. D 0 Division of Operating Reactors 00/01/07 Ip 


8002130303 Requests rept on recent experience w/control rods failing 
to insert. Rspt should include experience from last reported 
occurrence through 1979 S* provide summary of ether control 
rod drive malfunctions 

iPPOUTOiT, A Operating Reactors Branch 3. 80/01/10 2pp. 


0002140289 Forwards Amends 56.51 L 29 to Licenses DPR-33, DPR-52 ^ 
DPR-69i resp ec tively, safety evaluation li notice of issuance l> 
aval labl 1 i ty 

IPPQLITQi T A Operating Reactors Branch 3 60/01/14 2pp 


—0002140296 Amends 56,51 4- 29 to Licenses DPR-33. DPR-52 4 DPR-6Br 
respect ive ly. mod if y i ng electrical sys voltage by rearranging 
loads between common station transformers to individual 
cooling tower transformers 

IPPOLlTQi T A Operating Reactors Branch 3 80/01/14 32pp 


— B0D2140306 Safety evaluation supporting Amends 56.51 & 29 to Licenses 
DPR-23, DPR-52 4 DPR-6S, respectively 

e Office of Nuclear Reactor Regulation 60/01/14 3pp 


— 6002140315 Notice of issuance S. availability of Amends 56.51 29 to 

Licenses DPR-33, DPn-58 L DPR-68, respec t ive 1 y 
ROONEY, V L Operating Reactors Branch 3 60/01/14 2pp 


8002260678 Notice of issuance of amends to facility OLs 

RODNEYiV L Operating Reactors Branch 3 60/01/14 2pp 


6002200078 Summary of 791219 L 20 meeting u/Mark I Owners Group in 
Dethesda.MO to discuss NRC acceptance criteria for Mark I 
containment long-term program & issues re implementation of 
program 

ORIMES.C I Plant Systems Branch (Pre 791030) 80/01/17 lipp 


—6002200112 Task action plan A-07 "Hark 1 Load Definition Rept, 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

» Plant Systems Branch (Pre 791030) 79/12/19 37pp 


6002040207 Forwards notice of vlo lation, notice of proposed imposition 
of civil penalties & order modifying 1 i cense, effective 
immediately Also forwards util 800110 response W/o ends 
STELLO. V Office of Inspection 6 Enforcement. Office of the 
Director 80/01/21 Ip 


0002210007 Notification of 600207 meeting w/Mark I owners group. QNL. 
OE & NUTECH in Qethesda. MO to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program, p Ians for addl F8TF testing L outstanding issues 
0R1ME8.C t Plant Systems Branch 80/01/28 Ip 


8002080281 Notification of 800214 meeting w/util in Pethesda.MD to 
discuss proposed radloiogical effluent Tech Specs 
CLARK, R J Operating Reactors Branch 3 80/01/29 2pp 


8002140005 Discusses recent developments Impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license I* Itr from State of 8C to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUT.D 0 Division of Operating Reactors 00/01/29 2Bpp 


6002120562 Notification of 800214 meeting w/NRC In BethesdarMD to 
discuss proposed radiological effluent Tech Specs Forwards 
written responses to proposed agenda items Fourteen oversixe 
drawings available in Central Files only 
MILLS. L M Tennessee Valley Authority BO/02/08 43pp 


8008260460 Forwards 90-day rept. "Containment Integrated Leak Rate 
Testing for Fad 1 i ty. Conducted 791121-25 " 

MILLS, L M Tennessee Valley Authority 60/02/21 Ip 


— G0022604B5 '’Reactor Bldg Containment integrated Leak Rate Test for 
Facility. Conducted 79U21-25 " 
s Tennessee Valley Authority 80/02/21 69pp 


Q Inspection reports. t£ Bulletins it correspondence 


8002120449 Forwards IE Insp Repts SO -2 59/ 79-30, 50-260/79-30 It 
50-296/79-30 on 791009-12 4 15-17 It notice of violation 
LEWIS. R,C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/11/27. 2pp 


— 8002120452 Notice of violation from insp on 791009-12 l< 15-17 

« Region 2. Atlanta, Office of the Director 79/11/26 3pp 


— 8002120455 IE Insp Repts 50-259/79-30.50-260/79-30 ti 50-296/79-30 on 
791009-12 It 15-17 Noncompliance noted failure to Inspect, 
conduct bast, aud it. revi ew, comp 1 ete unreviewed safety 
question, maintain records 1. follow procedures 
RUHLMAN. W A Region 2. Atlanta. Reactor Dperatlons Nuclear 

Support Branch WESSMAN. R H . BROWNLEE. U L Region 2. Atlanta. 

Office of the Director 79/11/26 24pp 
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8002040I9S Responds to IE Bulletin 79^29 re possible nta If utic tion of 
NAIiCO limit suitches Ko MAMCO Hodel EAISO limit tui tcties 
are In use at facilities 

MILLS* L M Tennessee Valley Authority 60/01/07 Ip 


80020S-0098 Foruiaids nionthli| status rept jn response to lE Dulletin 
79-14* "Seismic Analysis for As-Built Saf ety -Rela teif Piping 
Sys " Presents luart status as of 600101 Inspected 60 core 
spray units* 55 exhibited deviations six repaired 
MILLS* L M Tennessee Valley Authority 90/01/07 I4pp 


8002040159 Foruards supplemental info re use of deaduaiyht supports in 
original seismic anaiysis Reanalysis verified that safety 
margins inherent to deadmeight hanger design -uere adei^uate 
for DDE SSE conditions 

MILLS, L H Tennessee Valley Authority 00/01/] { 2pp 


6002040079 Ac k receipt of 791231 Itr informing WRC of steps taken to 
correct violation noted in IE Insp Repts 50-2S9/79'*4 L 
50-260/79-41 U 50-296/79-41 

SliTHERLAMO** J T Region 2* Atlanta. Fuel Facility & Materials 

Safety Branch 90/01/14 Ip 


“-S002040092 Responds to WRC 791206 Itr re violation noted in IE In«p 
Repts 50-259/79-41.50-260/79-41 6 50-296/79-41 Corrective 
actions plyuood containers m turbine bldg labeled & 
training implemented re contaminated matls 
MILLS.L M Tennessee Valley Authority 79/12/31 3pp 


—8002040096 Foruards IE Insp Repts 50-259/79-41,50-260/79-41 I* 
50-296/79-41 on 791113-16 6 notice of vioiation 
SUTHERLAND* J T Region 3. Atlanta, Fuel Facility & Materials 

Safety Branch 79/12/06 2pp 


— a002040099 Notice of violation from insp on 791113-16 

« Region 2, Atlanta. Office of the Director 79/12/06 Ip 


--8002040I05 IE Insp Repts 50-259/79-41, SO-260/79-41 «« 50-296/79-41 
on 791113-16 f^oncdirp ) lance noted failure to adequately label 
certain containers of radioactive matls 

OI&SQN, A F Region 2. Atlanta* Fuel Facility & Materials Safety 

Branch PUCKETT, JM * JACKSOK.L L Region 2, Atlanta, Office of 
the Director 79/12/06 6pp 


0OO-212O191 Forwards response to IE Bulletin 80-01 Mard-seat check 
valves changed to soft-seat in Hne in ftiod-1976 Tests 
performed per Procedure HMl-42 Automatic depressuri f ation 
sys pneumatic supply sys seismicakly qualified 
HILLS. L M Tennessee Valley Authority 60/01/16 2pp 


*160015 Forwards IE Bulletin 79-OlQ, "Environ Qualification of 

s IE Equipment Action required lE Bulletin 79-DlD 
'Is sent on 790114 should be disregarded 
LLY.J P Region 2. Atlanta, Office of the Director 
/17 2pp 


367 Forwards IE Circular 80-01, “Sve Advice for CE Induction 
delays ” No response required 

-LY, J F Region 2i Atlanta* Office of the Director 
n? 3pp 


1244 Requests util disregard lE Bulletin 79-OlD & ends dtd 
14 Forward's IE Bulletin 79-OlD, "Environ Qualification 
lass IE Equipment " Action required 
aILLY* J P Region 2* Atlanta, Office of the Director 
'01/17 2pp 


5120292 Act receipt of 800110 Itr forwarding fee Uttl response to 
'IRC B00104 order t* items of noncociplianc e will be discussed 
''00121 mgt meeting in Athens* AL 

0, V Office of Inspection t' Enforcement* Office of the 
or 00/01/ S 8 Ip 


> Foruiards IE Bulletin eO‘D2* "Inadequato QA for Nuclear 
I Equipment " Response required 
J P Region 2* Atlanta* Office of the Director 

2pp 


5 Forwards notice of violation, notice of praposeii imposition 
|3 penalties, order modifying license effective 
ately t utlJ eoOlIO response M/o end 

*V Office of Inspection 5 Enfdpceripnt, Office of the 
or 8Q/0S/21 Ip 


11 Forwards IE Info Notice 00-02, ''BXBR Water Rod Lower End 
ear " No specific action or response required 
LY, JP Region 2, Atlanta. Office of the Director 
25 2pp 


0052070460 Ack receipt of 791219 Itr informing NRC of steps tatrn is 
correct violations noted in IE In*p Repts 90-259/79-30. 

50’-260/79-30 ii 50-296/79-30 

LEWIS.fl L Region 2* Atlanta* Reactor Operation* Nuclear £.??:■! 

Branch 80/01/25 2pp 


—8002070477 Responds to NRC 791127 Itr re violations noted in IE I-si 
Repts 50-259/79-30*50-360/79-30 & SO-296/79-30 Corrective 
actions mare attention will be paid to quality requirements 
in trouble repts 

MILLS, L M Tennessee Valley Authority 79/12/19 I2pp 


8002270070 Forwards IE Circular 80-02* "Nuclear Power Plant Staff W;"! 
Hours 

O'BEILLY, JP Region 2- Atlanta, Office of the Director 

80/02/01 3pp 


0002150252 Fo-rwards summary of completed one-lhlrd of first in*p 
interval in accordance w/irtil preservice baseline & 
inservlce inep program Most examinations showed only 
geometric indications caused by mismatch or weld crown 
MILLS* L M Tennessee Valley Authority 80/02/11 Ip 


—0002150256 Inservlce insp rept for 790022-0921 U 101 1-1031, one-tM- a 
of first interval Describes ul trasonic, 1 iquld penetrant* 
magnetic particle Sc visual examination in specific welds 
tt bolts 

e Tennessee Valley Authority 00/02/11 6pp 


0002200508 Submits info per NUREO-0312 re mods to feedwater noiile 4 
feedwater sparger insp during Fall 1979 refueling outage 
Reactor water cleanup piping rerouted* operation procedures 
revised U low flow valve added 

MIULS.L M Tennessee Valley Authority 00/02/13 2pp 


R Periodic operating report* U related correspondence 


8002060510 Forwards fish impingement rept for fourth quarter of 1974 
HILLS, L <1 Tennessee Valley Authority 80/01/29 Ip 


■B002060S13 Fish impingement rept for fourth quarter of 1979 
« Tennessee Valley AuthDrlty 79/10/04 i3pp 


8002190634 Forwards monthly operating repts for Jan 1980 

ABERCROMBIE, H L Tennessee Valley Authority 00/02/00 Ip 


—0002190659 Monthly operating rept* for Jan 1980 

QREEN, 0 Tennessee Valley Authority 00/02/03 35pp 


0003260652 Forwards "Annual Operating Rept 1979" b "Radio 1 og ical Impaci 
Assessment. Jul-Dee 1979 " 

HILL6,L M Tennessee Valley Authority 00/02/20 Ip 


— B002260686 -Annual Operating Rept, 1979 " 

a Tennessee Valley Authority 79/12/31 22pp 


'8002260659 "Radiological Impact Assessment, Jul-Dec 1979 " 

♦ Tennessee Valley Authority RH-0O-2-DFt 79/12/31 47pp 


3 Reportable ac curraaces * LERs L related correspondence 


8002070464 PNO- 1 1 -79-040 on 791208* dur ing approach to full power 
following refuellns outag e. n i trogen leak from primary 
containment occurred Caused by three loose bolts on 
equipment hatch Problem corrected, Ihc luding retesting 
RILEY. B W , LEiflB,R C Region 2, Atlanta, Office of the Olrectsr 

79/12/12 ip 


80022101B1 P NO- 1 1-79-045 on 791221iinsp of two drywell equipment access 
hatches revealed improper alignment in closing dog* Ic one 
closing bolt hot torqusd TVA informed of actions to be 
taken Action completed by 791222 

PRlG^iDS Region 2, Atlanta. Office of the Director 79/12/31 
*P 


0OQ2O6O151 EN-79-017 on or about 800104, notice of violation 8c notice o* 
proposed imposition of civil penalties will be issued re 
breakdown in mgt 8, procedural controls In area of maint 8< 
reporting activities 

NOLAN. F, GONER. C Q Office of Inspection U Enforcement, Office af 
the Director 79/12/31 Ip 


0002080328 PNO-1 1-79-050 on 791230, e lectr ical grounds experienced ir 
underground 4'-kV -cables supplying backup power from cooling 
tower transformers to shutdown board Unit shut down to 
evaluate U. correct problem 

RILEY, 0 N , LE(4I&.R C Region 2, Atlanta, Office of the Oireckeir 
79/12/31 Ip 



DOCKETED ITEMS 


109 


aO02C&03?2 EK-79'-l7A amand to EW-79-17 incraasing amount of proposed 
pcnihti| based on earlier i/iolation date 

HOLANi F > GOITER* 0 C Office of Inspection & Enforcement* Office of 
the Director 80/01/03 Ip 


80OS03O117 PNO-I I ’'8O-00S on B00l03iutil announced that onsite storage 
for lotif level radwaite uill be provided Decision made after 
licensee uaste burial contractor imposed allotment on tiiaste 
to be received 

RltEVp D Region 2, Atlanta* Office of the Director 80/01/04 


BOOZS-lODyS RQ 30''S59'/511 on BOOSOl * la/Uni t i in cold shutdown & Units 2 
8t 3 operating normal ly* d iscovered potential loss of 
sacondary containment if primary containment purging is 
conducted during hot standby Caused by pressure surge 
ABERCROMIE. H Tennessee Valley Authority 00/03/01 Ip 


8002060592 Forwards supplemental LER 79-021 /OlT-l 

CALKCKIM* J R Tennessee Valley Authority 80/03/03 Ip 


-"0002030600 Buppl e mental LER 79-031/OlT-l on 791203* fol lowing return to 
■VC after refueling outage* primary containment pressure 
UcuLd not stabillie Caused by leaking due to unevenly 
tightened bolts New controls & hatch lock to be used 
9 Tennessee Valley Authority 80/02/05 2pp 


B003l4iDS4B Forwards LER 80-002/0aL-0 

CALHOUN. J.R Tennessee Valley Authority 00/02/08 Ip 


—8002140557 LER eO-002/03L-0 on 0001 17* while performing surveillance 
instruction 4581 d* residual heat removal sys flow control 
vaW« FCV 74-73 tripped In mid-position Caused by valve 
stem lubricant losing lubric ity* causing force on motor 
« Tennessee Valley Authority 00/03/08 2pp 


8003260974 Forwards LER eO"003/03L-0 

CALHQUNfJ R Tennessee Valley Authority 80/02/33 Ip 


-"800226-0580 LER 80-003/03L-0 on 800126* whi le performing control rod 
eiipc i »e* control rod IB-SS would not insert w/normal drive 
pressure Caused by failed seal In hydraulic control unit 
directional control valve Valve repaired 
« Tennessee Valley Authority 80/03/8S 2pp 


DOCKET 50-278 COOPER NUCLEAR STATION 


F Eecurity* medical, emergency t fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
rstponsi plans for facilities Retiuests designation of one 
reprssentatlve per util by 771231 Forward* FR notice 
GRlHEBiS K Emergency Preparedness Task Force 79/18/31 7pp 


8003110009 Advises that NRC will perform special appraisals of health 
physics programs during CY0O In lieu of routine Insp Scope 
will Include organi latlon* personnel i^ual 1 f Icatton & 
tralnlnf. radwaste processing* mon 1 tor ing training 
8TELL0. V Office of Inspection & Enforcement* Office of the 
Director BD/01/32 3pp 


8003140670 Request assistance in review of licensees^ proposed mods to 
■Meet fire protection safety evaluation commitments Schedule 
for evaluations should be consistent w/lmp lementing mods by 
BOllDl. 

ElEENIlUTrD 0- Division of Operating Reactors 80/01/36 ip 


8002130659 Confirms 800205 meeting w/NRC in Bethesda* ND to discuss 
progress of fire protection program Div of sys safety has 
rtiponslbi 1 1 ty for fire protection program evaluation at 
sli sites BNL contractors should defer work on plants 
FER0U80N,R L Plant Systems Branch 00/01/29 4pp 


8003130577 Rsiponds to NRC 791129 1 tr re estimates for evacuation 
tines Forwards results of study performed to estimate time 
required to implement evacuation within 10-mile emergency 
planning lone 

PTLANT^J H Nebraska Public Power District 80/01/31 15pp 


0 Adjudicatory correspondence 


0002190220 Advises that implementation of Category A items (except item 
3 1.7a) of 000102 show cause order will be subj of post- 
imp lemen bat ion review Item 3 1 3a 2 1 A should be 
implemented within 30 days of equipment delivery 

DENTONrH R. Office of Nuclear Reactor Regulation 80/02/01 2pp 


J Insurance Sc indemnity information 


0002060123 Forwards Endorsement 4B to NELIA Policy NF-200 

PILANT. j M Nebraska Public Power District 00/01/31 2pp 


P Operating Lieshse stage documents V correspondence 


8002110276 Extends comment period re draft NUREO-0630 to 800116 

OANMILL* W P Assistant Director for Standard L Advanced Reactors 
80/01/03 3pp 


B002070027 Requests review of QA program re diesel generator fuel oil 
Item should be included in QA program If exception taken 
to inc Lua ion. response required within 90 days 
EISENHUTpO 0 Division of Operating Reactors 00/01/07 Ip 


6002130200 Requests rept on recent experience w/control rods falling 
to insert Rspt should include experience from last reported 
occurrence through 1979 t* provide summary of other control 
rod drive malfunctions 

IPPOLlTO-T A Operating Reactors Branch 3 BO/Ol/lO 2pp 


6002130195 Requests commi tmant for demonstrating conformance 
u/radiolog i cal liquid V airborne effluents specs in NUREO- 
0473* Revis ion 3* "^Rad i olog ical Effluent Tech Specs for 
DWRs “ 

IPPOLlTOiT A Operating Reactors Branch 3 80/01/11 2pp 


8002200076 Summary of 791219 Z> 20 meeting w/hark I Owners Group in 
9ethesda*ND to discuss NRC acceptance criteria for Mark I 
containment long-term program Issues re implementation of 
program 

ORKNES. C I Plant Systems Branch (Pro 79t030> 80/01/17 llpp 


— S002200112 Task action plan A-07 "Nark I Load Definition Rept, 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

* Plant Systems Branch iPre 7910301 79/12/19 37pp 


8002210007 Notification of 800207 meeting w/Nark I owners group* DNL* 
OE 6 NUTECH in Bethesda* MD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program* p Ians for addl FSTF testing & outstanding issues 
ORIMEBfC I Plant Systems Branch 80/01/28 Ip 


0002140005 Discusses recent developments impacting waste disposal 
operations at coitimercial low level waste burial sites 
Forwards license C* Itr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EiaENHUTrD 0 Division of Oporating Reactors 80/01/29 28pp 


6002040511 Requests revision to radiological Tech Specs re setpoint 
change in run mode def ml 1 1 on* improvemonts to LPGI ^ ECCB* 

It change in identification numbers of suppression chamber 
air temp 4 water temp Instruments 

P1LANT*JM Nebraska Public Power District 00/01/30 4pp 


—8002040520 Revision to radiological Tech Specs re limiting safety sys 
ttottingiRHR boat removal sys. primary containment testable 
isolation valves it primary containment surveillance 
instrumentation tost 4 catibr frequencies 
* Nebraska Public Power District 80/01/30 9pp 


8002110451 Forwards ETS for radiological effluents 8* Qffslte Dose 
Assessment Manual NRC 800111 Itr re commitment to NUREO- 
0473 Operation of station within present Tech Spec limits 
assures compliance 

PILANTi-JM Nebraska Public Power District BO/01/30 2pp 


— 0002110458 Proposed radiological effluent ETS 

a Nebraska Public Power District BO/Ol/21 70pp 


— 8002110463 Offsite Dose Assessment Manual for Assessment of Gaseous L 
Liquid Effluents 

-u Nebraska Public Power District BO/Ol/21 0Opp 


— 0002110469 Proposed process control program 

* Nebraska Public Power District BO/Ql/21 4pp 


8002190463 Responds to NRC 791117 request for addl info re containment 
purge ^ venting sys No specific provisions exist to prevent 
debris entrainment through purge t vent valves Probability 
of occurrence Is considered negligible 

PILANTjJM Nebraska Public Power District 80/02/00 3pp 
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5002200456 rovt^ions to T^ch Sp&cstio allou operation 

follouing fifth refuel inj Forwards proposed rpvislonSi 
MEDO-54200, ‘"Supplemental Reload Licensing Gubmittal for 
Cooper Station Unit liReload fees 

FlLATJTi J « NebrailLa Public Power District 80/02/00 4pp 


--B0OS200427 Proposed changes to Tech Epee pages to allow operation, 
following fifth refueling 

« MebrasVa Public Power District B0/02/D8 19pp 


--8002200429 “Supp 1 cnkenbal Reload Licensing Subnittal for Reload 5 " 
HILF, C L . EMGEL-ft E General Electric Co KEDD-24230 79/12/31 

2App 


Q0O221D3&6 Reipcnds to NRC 800107 request for addl info re 06 
requirements for diesel generator fuel oil Assurance of 
adequate fuel oil quality is provided bg radiological Tech 
Specs by Omaha Chemical Envlren Testing* Inc analysis 
PILAMTiJ M U’ebraslta Public Power District GO/02/14 3pp 


8002290391 Forwards responses to flRC 60021? request for info re 
potential for low pressure turbine cracking l^est ins.house 
rept* “Cracking Growth t Metallurgical Data for LP Turbine 
Discs “ Rept withheld (ref tOCPR2 790) 

PILANT. JM Nebraska Public PowEr District 80/02/23 tOpp 


0 Inspection reports* IE Dullettns correspondence 


S00213<)G92 Responds to IE Dulletin 79**16 Forwards rept re action taken 
or being planned concerning vital area access control Rept 
withheld <ref 10CFR2 790) 

PILAMTIJ ri Nebraska Public Power District 79/0B/3D Ip 


G002140430 Responds to IE Dulletin 79-25. '‘Failures of kfestlnghouse BED 
Relays in Safety-Related Sgs " 9F0 relays in use in facility 
are not type referenced in bulletin No further action is 
p lanned 

PILANT. JH Nebraska Public Power District 79/12/12 Ip 


flOD2O0O126 Forwards IE Info Notice 60-01. "Fuel Handling Events No 
specific action or response required 

SEYFRIT. A V Region 4r Dallas. Office of the Director 60/01/04 

Ip 


'0020S0214 Forwards Table C-I to be included w/App C. End 4 of 
Dulletin 79-016. "Environ Oualiflcation of Class IE 
’uipnent '■ 

D5EN> G L Region 4. Dailasr Reactor Operations Nuclear Support 

inch 60/01/07 Ip 


20310 Forwards IE Imp Rept 50-298/79-17 on 791203-05 No 
compliance noted 

iSENi 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

inch 80/01/07 2pp 


D0212033D IE [nsp Rept 50-299/79-17 on 791203-05 No none ompl iance 
noted Major areas inspected coord inatlon u/offsite agencivij 
facilities 1. equipment* tra i n ing. emergency plan it procedures^ 
emergency drills & audits 

DRQlVNi 0 D Region 4. Dallas. Reactor Operations N.uciear Support 

□ranch DAIRD/J D . HARRlSOri. H C Region 4. Dallas. Office of 
the Director 60/01/03 5pp 


')2140429 Responds to IE Dulletin 79-26. “Boron Loss from DMR Control 
ades “ Lftl] has sys to track control blade EJIO depletion 
es which are maintained on continuing basis No control 
e is expected to exceed 34'.{ QIO average depletion 
NT. J M Nebraska Public Power District 60/01/00 3pp 


0170 Forwards IE Info Notice 00-03* "Main Turbine 
trohydrauiic Control Sye " No specific action or 
onse required 

RIT.K V Region 4. Dallas, Office of the Director 80/01/31 


140076 Forwards IE Clrcutar 79-25.Buppl A. “Shock Arrestor Strut 

lembly Interference ” No written response required 

fFRIT.K V Region 4* Dallas, Office of the Director 80/01/31 


S Reportable occurrences* LERs & related correspondence 


60021 10032 PNO-IV-SO-OOl on 791231 , aux i 1 iary oil pump switch for HP;* 
subsyi left in pull-to-lpck position fallowing logic ^ 

surveillance Caused by personnel error Switch corrected to 
automatic position on DOOlOl 

NESTERMAK.T J * MADSEN* G T Region 4* Dallas. Office of the 
Director BO/Ol/OS Ip 


8002280429 Forwards LEft 60-002/03 L-0 

LES80R,L C Nebraska Public Pouer District 60/01/21 2pp 


— GOD22G0430 LER 60-0a2/03L-0 on 600103* operator found valve stem 
stop valve broken separating valve from operator Caused 
valve stem being overstressed during process of freeing stop 
valve piston on 770912 Valve reassombled 

PHILLIPS. D L Nebraska Public Power District BO/Ol/Sl Ip 


6002280420 Forwards LER 79-043/03L-0 

LESSOR. L C Nebraska Public Power District 60/01/23 2pp 


— 600228042S LER 79-043/03L-0 on 791220. during normal operation. rout]^ 
tour indicated through-wall crack of weld on discharge of 
A 6 D radiant energy conversion pump discharge piping Cause 
undetermined Temporary soft patch installed 
DQAN.P F Nebraska Public Power District 00/01/23 Ip 


0002280374 Forwards LER 80-003/03L-0 

LESSOR, L C Nebraska Public Power District 80/02/06 2pp 


—8002280400 LER 00-003/Q3L-0 on 8001 1 1* during valve realignment per 
special procedure 80-1, PC-230MV was not closing completely 
Caused by improper assembly of gear limit switch in 
llmitorque model 8MB00 operator 

SCHEER.sf L Nebraska Public Power District 60/02/06 Ip 


8002260464 Forwards LER 0O-OO4/O3L-O 

LESSOR.L C Nebraska Public Power District 00/02/00 2pp 


—8002200479 LER aO-004/03L-0 on 8001 1 S, d Ur i ng normal operation, 
discovered that RHR valve M016 was inoperable Caused by 
failure of OE relay coll* blowing valve control circuit fuse 
Relay coil was replaced correct operation verified 
BEDNAR.L F Nebraska Public Power District 80/02/00 Ip 


DOCKET 50-301 POINT BEACH NUCLEAR PLANT, UNIT 2 


F Security, medical, emergency it fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORIHES, 0 K Emergency Preparedness Task Force 79/12/81 7pp 


0002060412 Forwards fire protection review of safety evaluation Items 
3 1 12 & 3 2 5 Ifbll verification of fire detector location 
adequate Util personnel qualified to locate detectors 
HALL* R E Brookhaven National Laboratory 00/02/01 3pp 


0 Adjudicatory correspondence 


8002130109 Supplemental affidavit in reply to ABLD question re 
stagnant borated water in facility spent fuel pool. 

LANTZ,E Hydrology Meteorology Branch 00/01/15 3pp. 


I Financial infortnatlon 


6002200436 Provides guarantee under retrospective premium sy s. Forward'* 
documents demons trat Ing adequate cash flow Excerpts from 
1979 annual certified financial statements 6 1980 certified 
cash flow projection end 

REMMEL, J G Nlsconsin Electric Power Go 00/02/15 11pp. 


J Insurance U indemnity information 


>riodic operating reports 6 related correspondence 0002040370 Forwards Endorsements 60 it 61 to NELIA Policy NF-t78i 

— „ — Endorsement 51 to- MAELU Pat icy MF-53, Endorsement 4 to NELIA 

Binders EO-18 I, EB-19 S< Endorsement 4 to MAELU Binders XB-iS 
120623 Forwards monthly operating rept for ^an I960 ^ XD-19 

jSOR.L C Nebraska Public Power District 80/02/04 Ip DUNDA8, W J Wisconsin Electric Power Co 80/01/20, 18pp 


02120704 Monthly opetating pepl for Jan 1960 

BALLINGER, P L Nebraska Public Power District 60/02/04 4pp 
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P Gp«ra6ing licvnsc stage documents tt correspondence 


B002190179 Foruards q,uestions re NURE0“0578i TMI-2 Lessons Learned Task 
Force requirements concerning auxiliary feedtuater sys 
autoEnatic initiations t flouj indications to steam 
generators Reiiuosts response by 791214 

SCHUENCER.A Operating Reactors Dranch 1 79/12/12 2pp 


BO'02150350 Discusses commitments 8< schedule re TMl Lessons Learned Task 
Force recommendations Requests 4S-h notification should 
unforeseen circumstances revise stated position Requests 
documentation of Implementation methods 

DEMTOM.K R Office of Nuclear Reactor Regulation 79/12/27 3pp 


B0O21I0276 Extends comment period re draft NUREO-0630 to 800116 

OAHiilLLi U P Assistant Director for Standard St Advanced Reactors 

80/01/ 03 3pp 


3002040243 Requasts registration as user of Model CN8I 7''100 
FAY^C tdiacansln Electric Pouer Co 80/01/17 Ip 


3002040492 Foruards mod to Change Request 33 re radiological effluent 
Teehi Spec St patterned on NUREO-0472 

fiURBTElHi 3 Wisconsin Electric Pouer Co 00/01/28 3pp 


— 8002040497 Mod to Change Request 33 for Tech Specs 15 3 re radiological 
effluent releases 

a Misca«iain Electric Power Co 80/01/20 32pp 


30022S0566 Foruards proposed mods to 760604 license amend requestr 
com-istlng of Tech Spec page changes Offsite dose 
calculation manual will be completed 600601 
eunSTEIN/a Wisconsin Electric Power Co. 80/01/28 3pp 


-'‘B002S50571 Proposed page changes to Section 15 Tech 8pecs» per 
NUREO-''O470i ^Rad lolog leal Effluent Tech Specs for PWRs *' 
a IJisconalfi Electric Power Co 80/01/28 32pp 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & Ikr from State of 8C to Chem-Nuclaar 8ys 
describing restrictions for waste disposal in 8C 
EISEKHUTjD 0 Division of Operating Reactors 80/01/29 28pp 


8002060574 Requests review of 791102 license amend for operation at 
2i 000 psia primary syt pressure 

BORSreiNiB IMtconsin Electric Power Co 80/01/31. 2pp 


8002120469 Re'sponds to NRC 790921 request for evaluation of 
requLrsmenits for auHliary feedwater sys tt associated 
schedule it commitment for imp lementa lion of required changes 
6 actions 

FAVi C W Wisconsin Electric Power Co 80/02/04 4pp 


8002150174 Notifies that NRC has completed review of util 791220 
ritponse re potential for reactor cavity annulus seal ring 
to become destructive tnisslle In event of LOCA pipe break 
inside reactor cavity Response acceptably resolves issue 
SCHifENCiERi A Operating Reactors Branch 1 00/02/04 2pp 


8002190830 Responds to protest of addl Class III 1 fees for Tech Bpec 
Changs Request 61 re reporting level for radiochemical 
engineer tt health physicist Change not strictly 
adninlstratl ve Payment required within IS days. 

HILLER* U O License Fee Management Dranch 00/02/05 Ip, 


B002200074 Responds to 791210 Itr objecting to payment of Class HI tc 
t feel for requested Tech Spec change Review confirms that 
fees are appropriate even if application Is withdrawn since 
objict was not to simplify or clarify license 

KILLER* U 0 Division of OrganUation and Personnel BO/02/08 
ip. 


Q002210480 Responds to NRC 760125 Itr re asymmetric LOCA loads 
evaluation Independent analysis indicates probability of 
high energy tine breaks in reactor piping sys extremely 
saall Continued operation justified 

FAY* C U 'Uiscontin Electric Power Go 80/02/13 4pp 


0 Inspection reports/ IE Bulletins it correspondence 


8002070507 Forwards IE Insp Rept 50-301/79^20 on 791127-30 No 
nsrconpH«nce noted 

HEISHHAN/R F Region 3* Chicago* Reactor Operations Nuclear 

Support Branch 79/12/28 2pp. 


--8002070514 IE Insp Rept 50-30 4/79-30 on 791 127-30 No none omp 1 1 anc « 
noted Major areas inspected core power distribution limits, 
core thermal power eva 1 uat i on^ paiuer coefficient of 
reactivity measurement ** rod drop time test 
LITTLE/ W S . CHOW* E T Region 3. Chicago/ Office of the 

Director 79/12/20 4pp 


B002010377 Responds to IE Info Notlca 79-37/ “Cracking in Low Pressure 
Turbine Discs “ NRC should rescind !/ reissue notice, due to 
obvious errors NRC was informed of problem during 791105 
ffleotlng u/utl) 

0UR6TE1N, S Wisconsin Electric Power Co 80/01/07 2pp 


0002200389 Forwards IE Insp Repts SO-266/79-10 t, 50-301/79-19 on 
791126-30 notice of violation 

DAVI6/ A B Region 3, Chicago. Fuel Facility t< Materials Safety 

Dranch 80/01/11 2pp 


—8002200295 Notice of violation from insp on 791126-30 

a Region 3, Chicago* Office of the Director 80/01/09 Ip 


—8002200302 IE Insp Repts 50-266/79-10 4 50-301/79-19 nn 791126-30 
None omp 1 ianc e noted failure to analyie shoreline silt sample 
Number 5 for second half of 1970 

OESTMANi M J , ES3IO.T H Region 3. Chicago* Office of the 
Director 80/01/08 Bpp 


8002OB0OS7 Forwards IE Bulletin 79-OlBi "Environ (lua 1 1 f icat ion of 
Class IE Equipment Action required 

KEPPLER/J G Region 3* Chicago, Office of the Director BO/Ol/16 
Ip 


8002110124 Advises that NRC will perform special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
will include organ i zation/ personnel qual i f icati on & 
tralni ngr radwaste p recess mg. moni boring & training 
STELLQiV Office of Inspection it Enf ore ement* Office np the 
Director BO/01/22 3pp 


8002270516 Notification of 800207 meeting in Olen Ellyn* IL to discuss 
IE Bulletin 79-OlB if actions to be taken by NRC Proposed 
aganda end 

KEPPLER/J 0 Region 3* Chicago. Office of the Director 00/02/07 

2pp 


R Periodic operating reports it related correspondence 


6002190606 Forwards monthly operating ropts for Jan 1960 
FAY/C N Mlsconsin Electric Power Co 00/02/08 Ip 


— 6002190691 Monthly operating repts for Jan 1980 

FAViG N Mi scons in Electric Power Co B0/02/O5 9pp 


B Reportable oc currencesi LERs 6 related correspondence 


8002210036 PNO-1 1 1-80-023 on 800202. while performing routine callbr* 
technician discovered pressure transmitters on two motor 
driven auxiliary feedwater pumps were valved out Qne pump 
was available for each unit Licensee investigat 1 ng matter 
SMITH/ J D . HEIBHMAM. R F . WARKlCKiR F Region 3* Chicago* Office 
of the Director 80/02/05 Ip 


U Congress ional/Executive Correspondence 


0002130180 Forwards B00107 Itr from M Char 1 ier. express ing support for 
negative vote on windfall profits tax offering help in 
fight to keep plant closed until needed repairs performed 
PROXMIBE.D Senate 80/01/17 2pp 


8002200207 Forwards NRC 000111 Itr to Lakeshore Citizens for Bafo 
Energy* in response to J Estes 791213 request Meetings re 
steam generator condition will be scheduled in ManltowDCiMI 
area upon request 

OQBSiCKtL V Office of the Executive Director for Operations 
80/01/31 Ip 


— 8002200226 Responds to 791107 Itr re scheduling meeting to discuss 
steam generator condition Meeting will be scheduled In 
Manltowoc/MI area upon request* If Info contained in safety 
evaluation is inadequate J Estes 79i213 Itr enc 1 
EISENHUTj D 0 Division of Qperating Reactors 80/01/11 4pp 
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J30CKET 50- 30^ CRVST/^L RlV£R- NUCLEAR PLANT, UNIT 3 


F Security# ni^diceli ediargancy I* f»rB protection plans 


a0020<l0007 Announces reflional workshops to discuss feastbiJlty o# 
proposed change to regulation on radiological emergency 
rd-sponte plans for facilities Requests designatiofi of one 
representative per titil by 791231 Foruiard* FI? notice 
<}ftIhESp B K Emergency Pieparedness Task Force 79/12/21 7pp 


800S1L0169 Advises that NRC uiU perform special appraisals of health 
physics programs during CVfiO m lieu oi routine Lnsp Scope 
uill Include organ! rat i on,- p ersonne 1 qua 1 i f 1 cat i on ti 
tra imng* raduas te proc ess mg . pionj torlng 4> training 
giELLO# V Office of Inspection & En f orceraent* Office of the 
Director BO/OI/22 3pp 


80021-40'690 Request assistance in revieijJ of licensees' proposed mods to 
meet fire protection safety evaluation commitments Schedule 
for evaluations should be consistent ui/imp 1 ement mg mods by 
BOl 101 

EISENHUT, D O Division of Operating Reactors 80/01/26 Ip 


8002130639 Confirms 000205 meeting u/NRC in DethesdaiHD to discuss 
progress of fire protection prografli Div of sys safety has 
responsibility for flra protection program evaluation at 
sir sites 13NL contractors should defer -work on plants 
FERGUSON, R L Riant Systems Branch 00/01/29 4pp 


B002070277 Forwards evacuation time estimates# in response to NRC 791129 
request Three schools \ hasps are within 10-mile radius 
of facility Estimated that 15 minutes for warning & li5-h 
for evacuation would b« required 

GRIFFIN# D t Florida Power Corp fiO/01/31 9pp 


G Ad judica tory correspondence 


6002200*140 Responds to NRC 800102 show -cause order re Implementation 
Df short-term Lessons Learned recommendations Provides 
supplemental info re emergency power supply & performance 
testing of DNR t FlVR relief !< safety valves 
BAYNARD#P Y Florida Power Corp BO/02/15 96pp. 


H General correspondence 


8002120464 Informs that util will accept Nfl-C equivalent of radiation 
safety training coui se presented by util Requests review of 
RP-IOI# "Radialion Protection Manual#" during NRC visit 
YNARD#P V Florida Pouar Corp 80/02/07 2pp 


irarice L indemnity information 


461 Forwards Endorsement 3 to HAELU Excess Binder XD-35. 

7R, J Marsh -S' McLennan# Inc # H M Nuclear Consultants# inc 
00/02/14 3pp 


J273 Forwariis list of p 1 ants# po 1 icy numbers & endorsement numbers 
tes for 1900 policy year 

DERiJ Marsh ^ McLennan# Inc # N t< H Nuclear Consuttants# Inc 

60/02/22 2 pp 


perating license stage docu-ments correspondence 


02130251 FOIA request for supporting documents originated by NRC 
concerning 1977 rept prepared by Emerson Consul tants# Inc for 
Rower Corp re Crystal River Unit 3 
INGHAM, M Bt Petersburg Times St Petersburg • FL 79/12/19 


>76 Extends comment period re draft NUREO-0630 to 800116 
L# IJ P Assistant Director for Standard Advanced Reactor* 
'03 3pp 


its Submits requests for addl info re NRC safety evaluation for 
Ipec Change Request 27 Requests analysis to demonstrate 
r coolant pump power monitors It reactor protection «yi 
solatiDfi to prevent being damaged or disabled 
N Operating Reactors Qranch 4 6G/0j/17 2pp 


59 Responds to FOIA request for supporting documents originated 
concerning 1977 rept prepared by Emerson Consultants# 
r FL Power Corp re Crystal River i/nlt 3 Forwards 
nts listed in app 

J ri Division of Rules and Records BO/Ol/|fl 2pp 


—BOOS 13 0265 Forwards four consultant repts submitted to FL Power Coff r^ 
Crystal River 3 \4/o end Requests verification of 
complicated problem in rept#re relationship between NRC 
inspectors li Crystal Rivor 3 personnel 
AHEARNE#J F Commission 70/12/22 Ip 


— 8002130279 Submits chronalog ical sequence of contracts w/Emanon 
Consu I tants* Inc U FL Power Corp representatives# in rosponsa 
to NRC request for Investigation re consultant rept on 
Crystal River 3 F-orwards util 790122 Itr 

SrWCLAIR#J R Office of Inspector tc Auditor 79/01/30 4pp 


-'-8002130285 Act receipt of NRC memo reporting on investigation 
concerning consultants rept of Crystal River 3 Requests that 
origin of investigation be explained 
KENNEDV. B T Commission 79/02/01 Ip 


— 8002130291 Forwards copy of memo sent to JJ Cummings re Crystal Ri vtr 
3 W/o end 

AHEARNE/J Commission 70/12/22 Ip 


— 0002130296 Forwards questions re consultant rept on FL Power Carp 
Crystal River Unit 3 Questions basically refer to allegation- 
that util relationship u/NRC protected plant from citations 
CLPMM1N0S#J J Office of Inspector & Auditor 79/02/12 2pp 


8G02040040 Requests info on effects of valve lineup procedural chengti 
REID# R N Operating Reactors Branch 4 80/01/22 2pp 


8OO2O0O1S9 Forwards Amend 27 to License DPR-72r safety evaluation * 
notice of issuance t< availability 

REID 4 N Operating Reactors Branch 4 60/01/23 2pp 


— 8002060195 Amend 27 to License DPR-72, mod 1 f y Ing Tech Specs to excludl 
pressiirfter steam space sampling line Valve CALf-1 from 
provisions of Tech Spec 304 until startup from n*xt 
refueling outage 

REID# R W Operating Reactors Branch 4 80/01/23 7pp 


— 6002060197 Safety evaluation supporting Amend 27 to License DPR'-72 
* Office of Nuclear Reactor Regulation 80/01/23 2pp 


— 3002080200 Notice of issuance & availability of Amend 27 to Uicensi 
DPR-72 

REID* R N Operating Reactors Branch 4 80/01/23 2pp 


6002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial site* 

Forwards license le Itr from State of SC to Ghem-Nuclear Sys 

describing restrictions for waste disposal in SC 

E1BEHHUT#D0 Division of Operating Reactors 00/01/29 2app 


8002130107 Notifies of NRC decision re util 800111 response to NRC 
600102 show cause order Necessary equipment not available 
for Implementation of soma Category A requirements. Grants 
extenston until 800601 for imp 1 eirentati on 

OENTONfN R Office of Nuclear Reactor Regulation 80/02/01 2pp 


6002080661 Requests expansion of exemption for implementation of 
Lessons Learned Task Force recommendations to include 
diverse containment isolation Forwards safety concerns re 
final Installat lon/test procedures for mod during operation 
BAYNARDrP Y Florida Power Corp 00/02/06 4pp 


6002120677 Forwards response to Question I of NRC 791121 Itr re small 
break LQCA Loads on tubes of once-through stean generator 
during postulated slug flaw found accep tab le# assuming water 
level liras established in hat leg piping L generator 
DAYNARD#P, Y Florida Power Corp 00/02/07 3pp 


8003130443 Discusses submittal of final rept re control rod guide tube 
wear# In response to NRC 791123 Itr Participating in program 
to investigate control rod guide tube wear Rept to be 
submitted after completion of investigation 
RAYNARO.P V Florida Power Corp 80/02/00 3pp 


0002130530 Bupplemants 791017# 1 i 17# 0OOU 1 L 0206 Ur* re implementation 
of Lessons Learned Task Force rec ommendations L 000102 show 
cause order Requests extension of implementation outage 
until 600315 to achieve compliance 
BAVNARD, P y Florida Power Corp 00/02/08 3pp. 


8002220281 Responds to Item lA of Attachment A to NRC 790821 Ur# 
Response provides generic benchmark analysis of sequential 
auxiliary feedwater flow to once-through steam generators 
followinq loss of main feedwater CRAFT''2 code used, 

DAYMARD, P Y Florida Power Corp 00/02/00 I9pp 
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G0033703S3 Foriur^rd-i respotiftea to open itoms Identified during NRC 
BOOll^-^iS et^tus revioui of loip lementat ion of Lessons Learned 
T*«t Force re< ommendatlons All itenis uill be completed by 
800315 

BAVNARO^P Y Florida Power Corp 80/02/11 20pp 


8002190617 Supplement* previous Itrs re 800102 order to show cause 
concerning ThI Lesson* Learned Task Force short-term 
recommendations Clarifies compensatar(j measures justifying 
eitenslon until 3{>0315 for Item 2 14 implementation 
HA^iCQCKf J A Florida Power Corp 80/02/12 3pp 


B0022900B3 Notifies that facility has been selected as one of eight 
operating nuclear plant control rooms to be surveyed by NRC 
Survey uilL assist NRC in developing guidance for utils 
Impl imrnti ng NURE0-05B5, Sec ti on 7 i recommendations 
RElPiR M Operating Reactors Branch 4 80/02/12 4pp 


B0D2]90^B0 Submits add 1 info re electric sys reliability to provide 
further basis for rei^uest for extension until 800315 to 
ingleoient Lessons Learned Task Force short-term 
rscommcndat i ons Implementation completed by 800315 
HANCOCKiJ A Florida Power Corp 80/02/13 3pp 


B002lSOa5S Forwards BAM-lS97i ‘'Effects of Asymmetric LOCA Loadings. 
Phase II Status^ “ on behalf of DStW 177 fuel assembly owners 
group Final rept uill be submitted by Q00701 
TAYLflRiJ H Babcock ic Wilcox Co 80/02/14 Ip 


'’•'S003IS0262 "Efiects of Assymetric LOCA Load ings. Phase It Status “ 
a Affiliation Unknown BAW-1597 BO/02/14 SOOpp 


8002210904 Forwards Tech Spec Change Request 60 for amend to OL App Ai 
per MUREO-0579 requirements Certificate of Svc it affidavit 
end 

HAHCDCKiiJ A Florida Power Corp 80/02/14 4pp 


— 8002210S09 Tech Spec Change Request 60 for amend to OL App A Consists 
of Replacement Pages 3/4 6-SO 3/4 6-21 implementing 
improved poi t-acc Ident containment atmosphere sampling 
capability Teq.ulrsd by NURC0-0576f Item 2 1 0 a 
e Florida Power Corp 80/02/14 ffpp 


60&237033& Forwards rept» "Potential Reactor Sye Voiding During 
Anticipated Transients* " in response to NRC concerns 
expressed in telcon Si 800109 Itr Rept demonstrates that 
voiding during anticipated transients in not of concern 
BAYNAHD.P Y Florida Power Corp 80/02/14 3pp 


8002190498 Requests amend to App A of DPR-72 it forwards Tech Spec 
Change Request 59 Certificate of Svc 
NANCOCKrU. A Florida Power Corp 00/02/15 3pp 


— B002190SOI Tech Spec 445 for steam generator insp program to permit 
Indp of limited areas 
• Florida Power Corp 80/02/15 7pp 


8002190726 Foruards Tech Spec Change Request 58 for amend to App A of 
OL Amend places testing of Radiation Monitor RM^AS in 
radiation process monitoring spec Class III amend faaj 
proposed replacement pages ^ Certificate of 8vc end. 

HANCOCK* J A Florida Power Corp 80/02/15 dpp 


—8002190734 Tech Spec Change Request 58 Moves surveillance requirement 
for testing of high radiation initiation of control room 
emergency vent sys from Spec 3/4 7 7 I to Spec 3/4 3 3 i 
Tech epee peges end 

* Florida Power Corp 80/08/15 5pp 


B002200361 Notifies interim rept 0AW-I597, "Effects of Asymmetric LOCA 
Loadings'* responds to NRC 760125 request Rept provides 
justification for continued operation of facility Final rept 
uLLI be forwarded by 800701 

BAYNARD.P Y Florida Power Corp 80/02/15 3pp. 


G00220Q'939 Notifies that Tech apec Chang* Request 35 incorporates 
correct nuclear overpower trip setpoint 8( employs correct 
vabve for total ectual available relieving capacity for each 

siean generator 

BRIOHTrfl M Florida Power Corp 00/02/iS 2pp 


8002-200606 Forwards Amend i2 to restart rept it Rept "Small Break 
Operating Ouidelines " Amend provides responses it schedules 
for responses to 80D121 Itr 

HEftflElH. J 0 Metropolitan Edison Co, 80/02/15. Ip 


— 8002200646 "Small Break Operating Ouide lines " 

BECKNERiOA Babcock Wilcox Co 79/11/30 63pp 


80O25BO237 Forwards Amend 28 to License DPR-73. safety evaluation L 
notice of issuance b availability 

REID. R U Operating Reactors Branch 4 80/02/15 2pp 


—8002200249 Amend 2B to License DPR-72. deleting one isolation device 6 
adding others to provide p os t-acc ic ent containment 
atmosphere sampling capability 

REtD.R W Operating Reactors Branch 4 00/02/15 7pp 


— 6002200296 Safety evaluation supporting Amend 28 to License DPR~72 
* Office of Nuclear Reactor Regulation 00/02/19 2pp 


— 8002200269 Notice of issuance 6 availaility of Amend 28 to License 
DRR-72 

REID/R W Operating Reactors Branch 4 BO/02/15 2pp 


6002290122 Notification of 000222 meeting w/D&N awnors gr oup. Abnorma I 
Transient Operation Guidelines Committee.in Wash ington. DC 
to discuss progress an abnormal transient operational 
guidelines program it NUREG-0579 

CAPRA. R A Standard 1 lat ion Branch 00/02/15 2pp 


8002290281 Forwards Toch Spec Change Request 13. Revision 1. for amend to 
OL App A Revises tendon surveillance program Affidavit & 

Certificate of Bve end 

HANCOCK. J A Florida Power Corp 80/02/15 3pp 


—8002290292 Tech Spec Change Request 13i Revision lifor amend to DL App 
A Consiflts of replacement Pages 3/4 6-0. 3/4 6-Ba( 3/4 6-9. 3/4 
6-9a 8i 0 3/4 6-Si al 1 owing testing per Reg Guide i 35 ro 
ungrouted tendon Inservice insp 
« Florida Power Corp B0/02/1S 7pp 


0 Inspection reports. IF Bulletins correspondence 


0002110224 Discusses responses to I£ Bulletins 79-05C & 79-06C re 
need for tripping reactor coolant pumps for certain small 
break LOCAs Recent events force more prompt solution to 
problems Meeting necessary to resolve issues 
ROSS. D F TMI-2 Hu list ins 8« Orders 79/10/05 25pp 


8002060344 Forward* IE Insp Rept SO-302/79-45 on 791022-26 U notice 
of violation 

LEWIS. R C Region 2* Atlanta. Reactor Operations Nuclear Support 

Branch 79/12/05 2pp 


— B0020603SO Notice of violation f i om insp on 791022-26 

t* Region 2. Atlanta. Office of the Director 79/12/03 Ip 


—0002060363 IE Insp Rept 50-302/79-45 o-n 791022-26 Noncomp I lance noted 
failure to properly set alarms of radiation monitors 
prior to initiating reactor bldg ventilation purge 
MARTIN.ft 0 Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch DONAT# T J Region 2. Atlanta. Office of the 
Director 79/12/03 7pp 


0002010405 Forwards IE Insp Rept 50-302/79-47 on 79110S-09 No 
noncompliance noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/12/06 2pp 


—8002010490 IE Insp Rept 30-302/79-47 on 791 105-09 No noncompliance 
noted Major areas inspected plant operations {< followup on 
previously identified items 

LEWIS, R C , JOHNSON. A H Region 2. Atlanta, Reactor Operations 

Nuclear Support Branch 79/12/05 3pp 


8002070315 Forwards IC Insp Rept 30-302/79-48 on 791113-16 No 
noncompliance noted 

LEWIS.R C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/12/19 2pp 


—8002070326 IE ln»p R:epfc 50-302/79-48 on 791113-16 No noncompliance 
noted Major areas Inspected plant operations. el ectrica I 
power distribution sys for integrated control sys. & non- 
nuclear instrumentation sys I surveillance monitoring 
DDNAT. T J I MARTIN. R D Region 2. Atlanta. Reactor Operatians 

Nuclear Support Oranch 79/12/18 6pp 


8002110207 Forwards JE Insp Rept 50-302/79-51 on 791119-21 Ho 
noncompliance noted 

LEWI3.R C Reginn 2. Atlanta, Reactor Construction Engineering 

Support Branch 79/12/19 2pp 
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0OO2UO21I IE Insp Kept 50-302/79-51 on 791119-21 No noncon>p I lane 6 
noted Major areas inspected plant operatloin* reviflu of 
UEn« 

D«^NCEi H C Region 2< Atlanta. Reactor Qperationt Nudoar 

Support Branch PRICE. D S Region 2, Atlanta. Office of fcho 
Director 79/12/16 App 


aO021102i0 Tar war d& IE In«p Hept 50-302/79-53 on 791203-07 No 
n one onip 1 1 anc e noted 

LEillS.R C flegiion 2. Atlanta. Reactor Operatio-ne Nuclear Support 

Dranch ^9/12/27 2pp 


-QC02 110267 IE Insp Rept 50-302/79-53 pn 791203-07 No none oripl i ancd 
noted Major areas inspected operations review 8« opart itetns 
MARTIN. R □ Rogton 2. Atlanta. Reactor aperafeions Kuclear 

Support Branch HARDIN. R K Region 2. Atlanta. Offlcn of the 

Director 79/12/36 3pp 


8002040'il6 Act receipt or 791114 Itr informing NftC of step* taken to 
correct violations noted in. IE Inap Rept 50-3D3/79-41 
LEInllS. R C Region 2i> Atlanta. Reactor aperations Nuclear Support 

Branch SO/Ol/IO Ip 


-- 90020*1 01 20 Reaponds to NRC 791025 itr re vtolations noted in IE Insp 
Rept 50-302/79-41 Corrective actions Tevislon* to GR-I35i 
5P-I02 ii 6P-317 w/ini-tial t- date hlanlis issued to concerned 
personnel 

HANCOCK. J A Florida Power Corp 79/11/14 2pp 


—8003040131 Forwards IE Insp Rept 50-302/79-41 on 790910-13 t notice of 
violation 

LEUIS. R C Region 2. Atlanta. Reactor aperations Nuclear 

support nranth 79/10/25 Spp 


— G002040135 Notice of violation fron insp on 790910-15 

e Region 2, Atlanta, Office of the Director 79/10/22 Ip 


— S00204013S IE Insp Rept 50-302/79-41 on 790910-15 Noncoeip I iance noted 
failure to initial S. date date calculation sheets 
DI/RNETT, P T Region 2. Atlanta, Reactor Operations Nuclear 

Support Branch SAUER. R C Region 2, Atlanta. Office of tha 
Director 79/10/32 Spp 


00020^0006 Forwards IE Dulietin 79-010. “Environ Qua 1 1 f leat i an of 
Class IE Equipment “ Action required 16 Bulletin 79-QlB 
w/ertcLs sent on 790114 should he disregarded 
O-'REILLV.J P Region 2> Atlanta. Office of the Director 
00/01/ 17 2pp 


6002070341 Forurards IE Circular 00-01. '*8vc Advice for Q£ Inductioa 
Disc ffelays '' No response required 

'*RCILLV,J P Region 2. Atlanta. Office of the Director 
/01/17 2pp 


iodic operating reports 4- related correspondence 


041S Forwards monthly operating rept for Jan 1900 (< revised 
ating rept for Dec 1979 

ARD. P Y Florida Pcuier Corp 6D/02/15 Ip 


12230421 Revised (nonbhly operating rept for Dec 1979 
CULVER. M 14 Florida Power Corp 00/02/00 3pp 


JO D225042& Month ly operating rapt for Jan 1900 
CULVER. N W Florida Power Corp BO/02/06 Spp 


6 Reportable accurrences. LERs & related correspondence 


40055 Forwards excerpts of UERs re feedwater related It other 
slants at DiN facilities other than TMI Related 
ispondefice onci 

TEIN. H L Office of the Eiectitlve Director for Operations 
1/06 I8pp 


)434 Forwards LER 79-U3/03L-0 

)CK, J A Florida Power Corp 00/01/93 Ip 


.^040450 LER 79-II3/03L-0 on 79121 7, control complei radiation morltor 
MA-5 went Into high flow alarm Failed RNA-S rendered 
ontrol complex emergency ventilation sys inoperable Caused 
y seixed sample vacuum pump Vacuum pump replaced 
AMCASTER, K F Flor i da Power Corp 00/01/18 app 


70203 Forward! LER DO-003/03L-0 

;0CKi J A Florida Poiuer Corp 0D/O2/O4 Ip 


— 8002070207 LER 80-003/03L-0 on 000104. fo 1) owing prassurlier 
d egassif icati on opera t i ons . pressuri ler steam space sample 
isotatlan valve CAV-1 would not close Cause unknown Threads 
on valve stem assembly found stripped Evaluation scheduled. 
LANCASTER, K F Florida Power Corp 80/01/20 2pp 


0002070296 Forwards LER BO-002/03L-0 

HANCOCK. J A Florida Power Corp 00/02/04 Ip 


— 0002070231 LER 80-002/03L-0 on 000105. fo 1 1 owing norma 1 reactor 
sho tdoun, chem/rod sampling revealed reactor coolant dos« 
equivalent 1-131 exceeded Tech Spec limit Caused by leaking 
fuel pins L anticipated iodine transient following shutdown 
LANCASTER, K F Florida Power Corp 80/01/28 13pp 


0003130030 Forwards supplemental info to LER 79-1 14/04L'“0 
HANCOCK. J A Florida Power Corp 00/02/06 Ip 


— 8OO213 0035 Supplemental Info to LER 79-114/04L-0 change in metabolic 
functions between pr eoperat ional L operational studies may 
bo temporary, as ecosys of salt marshes & bay reorganlies to 
new conditions Continuing study to determine role to plant. 

* Florida Power Corp GO/09/06 3pp 


B0D219O649 Forward! supplemental info to LER 80-004/04L-0 
MAMCOCK.J a Florida Power it Light Co 80/02/11 Ip 


— 8002190653 Supplemental info to LER 00-004 /04L’-0 during Jan 1980. 
analyses of seawater samples collected at six sample 
statiuns not performed correctly due to equipment 
malfunctions Samples recollected it analyzed 
* Florida Power Corp 00/02/01 Ip 


6002190516 Forwards LER 80-005/03L-0 

HANCOCK. J A Florida Power Corp 80/02/12 Ip 


—8002190519 LER 0O-OO5/oaL-O on 8001 16, during surveillance icriadule 
re view. d 1 scoverad incore neutron detector sys calibr 
surveillance 5P-i40 not performed within required time 
interval Caused by m»a i nter pretation of requirements 
LANCASTER. K F Florida Power Corp 80/02/00 2pp 


8002960960 Forwards LER 00-006/ 03L-0 

HANCOCK, J A Florida Power Corp 80/02/22 Ip 


—8002260971 LER 0O-OO6/O3L-O on 000183, during routine surveillance^ 
reactor bldg charcoal filter bank efficiency was lest than 
99:1 Caused by natural end of life for filter Filters 
rep laced 

COOPER. J Florida Power Corp 00/02/13 2pp, 
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P Security, medical, emergency li fire protection plans 


6DOS040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for fee i 1 it t es. Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness task Force 79/12/21 7pp. 


8002190333 Confirm* understanding of NRC 791205 Itr Backup power 
supplied to emergency telephones by telephone company 
NAUOHTQN.W F Commonwealth Edison Co 80/01/23 ip 


8002JS02I4 Forwards review of incomplete items Identified In 790310 
fire protection safety evaluation Electrical cables & cable 
penetration fire barriers seals found acceptable Status 
sheet re open items end 

LAINA8, 0 Plant System* Branch 80/01/20 12pp 


80D2080640 Submits list of proposed interim actions to reduce potential 
risk ta populace from severe incident 

PEOPLES, D L Commonwealth Edison Co 80/02/06 20pp 


0 Adjudicatory correspondence 


8002130104 Forwards E Lantx 800115 supplemental affidavit in reply to 
ASLB question on stagnant berated uatsr in facility spent 
fuel pool 

LAIMAS. 0 Plant Systems Branch 00/01/17. Ip 


8002050247 Response to ASLB 000108 memorandum h order re stagnant 
berated water In spent fuel pool L passible affect on fuel 
storage tubes it racks 

OPDDARD R/J Hearing Branch 2 00/01/24 2pp 
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— 3002050386 Affidavit attesting that spent fuel pool is not stagnant 9002190790 Bummarg of 791213 rneetmg u/Comtn £i In Dethosda. MD re anchor 

oigfenated berated uater sy» uihereas water present in bolt ?» base plate flexibilitg analyses porfoi mod in 

boral stainless steel interface in proposed storage tubes accordance w/IE Bulletin 79-02 Data on anchor bolt analysis 

would b# considered stagnant in close agreomentt Meeting- agenda enc I 

LAUTZ.E Assistant Director for Plant Systems 00/01/15 3pp JORDAN, E L Division of Reactor Operations Inspections BO/Ol/17 

6pp 

— 0003050397 Supplemental affidavit attesting that significant stress 

corrosion cracltlng Is not anticipated in proposed vented 9002000117 Summary of 791119 meeting w/Wes t Ing house & u-tils In 

■fuel storage tubes despite internal stagnant water sgs Bethesda^ MD re dropped rod protection 

Certificate of Sve end ENOLE, U Operating Reactors Branch I 0D/O1/1G 34pp 

^EKSrJ R Drookhaven National Laboratory 80/01/10 5pp 


8002080092 Forwards R Staehle % TR Tramm affidavits re likelihood & 
affects of intergranular stress corrosion cracking in spent 
fuel poo] Certificate of 0vc end 

STiEPTOE, P Ilham. Lincoln U Geale 00/01/24 3pp 


-EOO2O0O1O4 Affidavit re likelihood &( effects of intergranular stress 
corrosion cracking in spent fuel pool Pool does not exhibit 
same itagnent conditions present in THI piping where 
cracking was sustained 

BTAEHLEi R Comnonwealth Edison Co 00/01/14 5pp 


—8002000112 Affidavit re likelihood effects uf intergranular stress 
corrosion cracking in spent fuel pool Water in spent fuel 
pool Is not generally stagnant due to constant circulation 
Water is oxygenated S' borated 

TRAMM « T R, Commonuea I th Edison Go 00/01/24 llpp 


0003120465 Submittal of R Anderson 600123 affidavit in response to 
ABLE 300100 order If license granted^rack intp ^ repair 
program Jn proposed vented fuel storage tubes should be 
Included as permanent condition 

HARKEYiAK, » 8COTT. M J Illinois, State of 00/01/24 2pp 


— 8002120471 Affidavit attesting that stagnant water present in spent 
fuel pool 4( In proposed vented storage tubes mag result in 
• tress corrosion Proposes rack insp Zt repair program If 
licensa granted 

ANDER8CN. R Affiliation Unknown 60/01/23 14pp 


1 Financial Information 


e0032605t9 Forwards Annual Financial Rept 1979 

ERESEMAKCMfR W Commonwealth Edison Co 00/02/22 Ip 


— 8002260530 Annual Financial Rept 1979 

s Commonwealth Edison Co 79/12/31 24pp 


J Insurance ^ indemnity Information 


600212-0699 Forwards Endorsement 2 to ANl Binders EG-l , 60-2, CB-3, EB-29, 
EB-30iEB-42 it EB-43 U MAELU Binders XB-li XD-2i XB-S, XB-'29, 

XD-3<]. X6-42 & X8-43 

QB-TERiJ Commonwealth Edison Co 80/02/05 29pp 


Q Advisory Committee on Reactor Safeguards reports Z< correspondence 


8002150242 Forwards "Rept of ACRS on Selected Safety Issues Related to 
LHRt. " 

MOELLER, O W ACRS — Advisory Committee on Reactor Safeguards 
76/12/12 Ip 


— 0002150552 Excerpts from minutes of 751009-1 1# I i06-0B, 760603-09 U 0708- 
10 nestings 

« ACR8 - Advisory Committee on Reactor Safeguards 76/07/10 

3pp 


P, Operating license stage documents & correspondence 


0002040424 Dlicbtsvs 791010, 1 121. 30, 1203 8< 17 Itrs submitting 
co»n1tnents & schedules for implementation of Lessons 
Learned Task Force r ccommendatlons NRC will be performing 
ppst-implintsntat ion review of implementation method 
D£NT8R<H -R Office of Nuclear Reactor Regulation 79/12/27 2pp. 


6002110276 Extends comment period re draft NUREO-0630 to 800il6. 

OAHKILLrU P Assistant Director for Standard 4, Advanced Reactors, 
00/01/03. 3pp 


0002070119 Confirm-s results of 800110 meeting between util 
representatives it NRC re 12-inch Bergen-Patersoti steam 
generator snubbers Qutlinas addl corrective actions 
underway. Un it 1 operation depends upon Unit 2 test results 
KEPFLERiJ 0 Region 3, Chicago, Office of the Director 00/01/17 

2pp 


8002130289 Responds to NRC 791129 Itr U forwards detailed listing of 
cons idera t ions In NRC review re improved interim operational 
action, current licensing actions 4 severe accident 
mitigation features 

EI0ENHUT«D 0 Division of Dperating Reactors 0D/Ot/IB 3pp 


0002040513 Forwards nonpropr i e tar y response to NRC SOOllO request for 
addl Info re increase in allowable LOCA peaking factor limit 
from 1 86 to I 93 based on ECC8 reanalgsis 
NAUCHTON, W F Commonwealth Edison Co 00/01/25 34pp 


0002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license 6 Itr from State of SC to Ch etn-Nuc I • or 6yi 
describing restrictions for waste disposal in SC 
EI6ENHUT, D 0 Division of Operating Reactors 80/01/29 26pp 


0002060412 Discusses NRC 600131 telcon re review of technical 
Implicetions of turbine rotor disc cracks Considers problem 
to be operational d ec Is i on, not safety issue NRC agreed to 
continue operation of Unit 2 until review is completed 
PEOPLES. D L Commonwealth Edison Co 80/01/31 Ip 


&002060295 Responds to NRC 791227 itr for documentation showing errors 
used to develop subcooling criterion 4t means by which errors 
were combined Calculations re subcooling meter sys accuracy 
end Mill replace pressure transmitters 
PEOPLES, D L Commonwealth Edison Co aO/02/0'1 7pp 


8002200391 Forufords draft Offsite Dose Calculation Manua 1 . Rovi i ioi> 1 
NAUOHTON.WF Commonwealth Edison Co 00/02/13 kp 


8002200366 Draft Offsite Dose Calculation Manual# Rovla i on I 
» Commonwealth Edison Co 79/12/20 iSOpp 


6002260205 Responds to 700129 Itr re evaluaton of asymmetric load 
developmant during LOCA Evaluation divided into- three phases 
coordinated by Meetinghouse evunors group Probability of pipe 
break, causing transient loads is acceptably small 
PEOPLEB, D L Commonwealth Edison Co 80/02/14 4pp 


0002210454 Forwards revised Page 5-2 to CE-1~A describing QA program# 
in response to NRC 791103 Question 421 13 
JANECEK, R F Commonwealth Edison Co 00/02/15 Ip 


—8002210470 Revised Pago 9-2 to CE-l-A describing QA program 
s Commonwealth Edison Co CE-l-A 79/12/21 Ip 


8002220393 Forwards draft "Near Site Study" in response to NRC 791805 
request U NRC confirmatory order for submittal of plant 
modi to reduce possibility 8i consequences of nuclear 
accident 

PEOPLES, D L Commonwealth Edison Co. 00/02/19 Ip 


— 8002220360 Draft "Near Site Study.*' rept to NRC 

« Consolidated Edison Co of New York BO/02/20 60pp. 


6002260690 3ubmiti status of me terelaglcaL It design info, in response 
to NRC SO-OIH request re facility near sits study Provides 
info re radiation Levels expected dosages in accessing 
reactor cavity during refueling 4i maint 
NAUOHTON, WF, Cemmonuiea 1 th Ed i son Co QO/02/20 lOpp 


0002250679 Forwards Revision 12 to Topical Rept CE-l-A. d sscrib ing QA 
program 

NAUOHTON, M F Commonwealth Edison Co 60/02/21 Ip 


— 0002250706 Revised pages to CE-l-A describing -QA program. Revlsi on 12 
» Commonwealth Edison Co GE~l-A 60/08/14 44pp. 


6002260672 Forwards proposed interim actions to bo implemented in 
indicatid time frames after receipt of NRC confirmatory 
order 

PEOPLES, D L Commonwealth Edison Co 60/02/22 I2pp 
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Q Inspecbioti r('PQrts< IE i}ul!Gttn« &. corre«p aiiden-c« 


000220030? Foriuard* JE Insp ffepts 50-295/79-27 It SO-304/79^26 on 
7?tlO<^-1221 No none amp 1 la n c e noted 

HElSHriAN. R F Region 3, Chicago, Off ire of the Direefcor 

80/01 /n 2 fp 


—8002200317 IE Imp Repta 50-295/79-27 1 50-30^ /79-2A on 791106-1221 No 
nancomp 1 ianc« noted Major areas inspected plant op«rat£on«i 
maint radiation protection^ IE bulletins & ci rc ulars, 1 1 cenied 
operator requa 1 1 f lea 1 1 an training t, radi^aste operation 

KOHLER, J . 5FE&SARD, R L Region 3> Chicago, Office of the 

Director 80/01/10 1 tpp 


8002000041 Forwards IE Djlletin 79-OlB, "Environ Qualification of 
Class IE Equipment " Action required 

KEPPLER. J 0 Region 3. Chicago> Office of the Director 60/01/16 
Ip 


8002250187 Foruards IE Info Notice 80-03. "Ha In Turbine 

Electrohi^drau 1 j c Control Sgs " No specific action required 
KEPPLER, J 0 Region 3/ Chicago, Office of the Director 80/01/31 
Ip 


f? Periodic operating reports Zt related correspondence 


8002120533 Forwards ftionthli/ operating repfcs for Jan I9B0 
NANDKE. E Commonwealth Edison Co 00/02/07 Ip 


--B0D212OS43 Onit 2 monthly operating rept for Jan 1930 Supporting 
dociKTienta t ion for b-oth units end 
COOK.JH Common urea I Ih Edison Co 80/02/07 flpp 


S Reportab-le occurrences. LERs & related correipondenc e 


6002210029 PNQ-1 1 1-80-Dl 0 on 600! 1 1 , rev feu of test data confir/ned 
lockup rate for steam generator snubbers to be O 12 to 0 19 
inches per minute for limiting case LQCA Design lockup rates 
being analgted 

KOHLER. J E , GQYP, 0 C . LITTLE, (si 5 Office of Inspection & 

Enf 0 rcamen t , Office of the Director 60/01/tl ip 


B0022S0024 PNO- 1 1 1-GO-OlOA update of PNO-J I I-79-S2 on 791 IS? St 
PKO"’!! I-BO-OIO OP 8001 1 1, analgs i s of limiting case LOCA 
confirmed Dergen-Pa tterson snubber lockup rates of 12 to 
19 inchds per minute Rates acceptable 

KOHLER, J E , LITTLE, U 6 Office of Inspection Enforcement, Office 
of the Director 80/0t/17 2pp 


1002060390 PND-U 1-80-015 on 791027, bpth units shut dotun doe to 
problems u/steam generator snubbers Z crack Indications 
After BOOlia meeting u/utll to discuss cracking . Uni fc 2 loft 
on standby on 000119 {4 is presently at 87!< pouer 
KOHLER, J £ Office of Inspection Enf orcementj Office of the 

Director LITTLE. W S Region 3, •Chicago, Office of the Director 
80/01/21 Ip 


002230418 Forwards LER 80-001 /03L-0 
WANDKE, N E Commonwealth Edison Co 30/02/ li ip 


-3002220422 LfR SO-OOl/ODL-O on 800113, trip of auxiliary transformer 242 
caused pouer supplier for radiation monitor blouiori to 
de-energ i je Caused bg loose heat shield due to high winds 
Work requests written to repair heat shields 
GILLEN. J CDimnonwea I th Edison Co 80/02/11 Ip 


ICKET 50-305 KEWAUNEE NUCLEAR POWER PLANT 


Security, medical, emergency Z fire protection plans 


'2040-007 Announces regional workshops to discuss feasibility of 
roposed change to regulation on radiological emergency 
eaponse plans for facilities Requests designation ef one 
epresentativB per ulll by 791231 Forwards FR notice 
RIMES, D K Emergency Preparedness Task Forte 79/12/21 7pp 


21101J1 Advises that NRC will perform special appraisals of health 
iysics programs during CVeo in lieu of routine insp Scope 
ill include organ liat ion, personnel qoal if i cati-on Z 
a ining, r 4 -dwaete process ing, moni tor i ng It training 
TELLD, V Office of Inspection 5c Enforcement. Office of the 
rector 00/01/22. 3 pp 


8002060570 Discusses MRC 791010 Itr requesting revised emergency plan 
employing format of Reg Guide 1 101 Addl engineering effort 
required to resolve design details in order to assure 
conformltg w/state p Ian 

MATHEWS, £ fl Wisconsin Public Service Corp 80/01/29 3pp 


0 Adjudicatory correspondence 


G003050273 Forwards show cause order requiring implementation of 
Lessons Learned Task Force Category A items by 000131 
DENTON, H R Office of Nuclear Reactor Regulation 00/01/02’ 2p(, 


— S0O205O276 Shaw cause order requiring imp lementat ion of Lessons Learrn- 
Ta«k Force Category A items by 800131 Necessary equipment 
delays will extend implementation date for Item 2 1 7 a to 
800601 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


0002170111 Discusses util 600121 respense to NRC 000102 show cause 
order Util committed to completion of Lessons Learned Task 
Force Category A requi reman ts by 800131 NRC will review 
implementation of Category A items 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/02 Ip 


P Operating license stage documents Z correspondence 


G002190'160 Forwards questions re NUnEO-0578. TMI-‘2 Lessons Learned Task 
Force requirements concerning auxiliary feediuater sys 
automatic inltiatlans U flow indications to steam 
generators Requests response by 791214 

8 CHWENCER. A Operating Reactors Qranch 1 79/12/12 2pp 


0002110276 Extends comment period re draft NURE6-0630 to 800116 

OANMtLL, W P Assistant Director for Standard 5< Advanced RsactPTi 
eO/01/03 3pp 


6002080117 Summary of 791119 meeting ui/Wcstinghouse (< utils in 
Dethesda,MD re dropped 1 od protection 

ENGLE. L Operating Reactors Branch 1 60/01/18 34pp 


8002140005 Discusses recent developments impacting waste ditpoial 
Operations at commercial low level waste burial sites 
Forwards license & Itr from State of SC to Chem-Nuc lear fiys 
describing restrictions for waste disposal in 8 C 
EI5ENKUT. D 0 Division of Operating Reactors 30/01/29 28pp. 


0 fnspection reports, IE Bulletins 5, correspondence 


8002080232 Forwards IE Insp Rept 50-305/79-21 on 791203-07, No 
nencomp 1 iance noted 

HEISHMAM, R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 80/01/04 2pp 


— 80020B0238 IE Insp Rept 50-305/79-21 on 791203-07 No noncompliance 
noted Major areas inspected design changes, nonroutine 
events, OA program, one i te review committee, IE bulletins He 
independent insp 

UARNKK,R F » CHQULES.N C Region 3, Chicago, Office of the 
Director 79/18/28 6 pp 


8002010372 Responds to IE Bulletin 79-23, "Passible Malfunction of 
NAHCD Hod el EAiSO Limit Switches at Elevated Temps " 

Facility has received 2B NAMCO limit switches Replacement 
gaskets will be installed at next shutdown 

MATHEWS, ER Wisconsin Public Service Corp 80/01/07 Ip 


8002080059 Forwards lE Diillstln 79-OlB, "Environ Qualification of 
Class lE Equipment " Action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 80/01/16 
if 


3002290603 Act receipt of 800129 Itr informing NRC of steps taken re 
noncompliances noted in NRC 8Q0107 Itr 

DAVIS, A B Region 3, Chicago, Fuel Facility & Materials Safety 

Branch 80/02/11 Ip 


—8002290606 Responds to NRC 800107 Itr re IE Bulletin 79-19 Audit hfi 
been completed verifying that shipments of low level wastes 
are controlled by approved procedures 

MATHEWSiE R Wisconsin Public Borvtce Corp. 80/01/29 2pp 


R Periodic operating reports £< related correspondence 


IS04S7 Forwards ««timatad evacuation times for plant plume 
charge emergency planning lOne.in response to NRC 791129 
ueit Time required to notify rural farm community is 
umad to be controlling factor for estimate 
HEWS,E R (fiscorisin Public Service Corp SO/Ol/29 4pp 


3002140696 Faruiards monthly operating rept for Jan 1980 

MATHEWS, E R Wisconsin Public Service Corp 80/02/08 Spp 
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•>-60021 4-0700 Monthlg pparating rept for Jan 1980 

ilAUL^CEi J J Wisconsin Public Service Corp 00/02/08 3pp 


G n^ep o-r t:al> 1 0 occurrences# LERs & related correspondence 


8002080000 PND- I n -0O'O13 on 0001 17# bush ing failed on reserve auKlUary 
transforineri causing loss of pouer « turb i ne trip it reactor 
trip Plant brought to hot shutdown Natural convective 
cooling established No indication of leakage 

BAKER*}^ R < HEI3HMAN#R F Region 3# Chicago# Office of the 
Director 80/01/17 2pp 


a00205022i PNO-Jl I-a0-0l3A on 7901 17# plant in stable shutdown mode 
foUoijiing partial loss of station power t- reactor trip 
Meeting scheduled for 000110 to assess damage to reserve 
ausUlarv transformer 

B0VD#>[> C I HEIBHMANiR F Region 3# Chlcagoi Office of the 
Director 00/01/10 2pp 


D0020G013B PNO-I I l-a0''013B on GOOlSl# update provided to partial loss 
of facility power ^ reactor trip reported on 800117 Damage 
to reserve aumliarg transformer not as oitensive as 
initially believed Transformer may be in svc by 600122 
CHDULE 81 N C # WARNICKiR F # HEI 6 HNAN# R F Region 3# Chicago# 
Office of the Director 80/01/21 2pp 


0002250343 PNQ-1 1 1 -80-013C on 800128. plant went critical & then 
synchroniied to grid Plant was at 60X power on 000129 
Region 3 inspector uitnessod restoration of offsite power 
an 000128 

CHOULEa^N C # HEISHMAN.R F # WARNlCKiR F Region 3. Chicago# 
Office of the Director 00/01/29 ip 


6002040979 Forwards LER 80-001 /03L-0 

HATHEW 8 # E R Wisconsin Public Service Corp 00/01/30 Ip 


— B0O20&0S85 LER B0-001/03L-0 on 000103# during steady full power 
operation# auii 1 iary bldg special ventilation zone boundary 
door found blocked open Caused by failure of plant personnel 
to realize Tech Spec restrictions Door posted properly 
RUITERtO H Wisconsin Public Service Corp BO/Ol/30 Ip 


80(12210511 Forwards LERs 80-002/03L-0i aO-003/03L-0 8 « 80-004/03L-0 
HATKEW9#E R Wisconsin Public Service Corp 00/02/19 Ip 


— 8002210917 LER aO-O04/O3L-O on 000117. while diesel generator ID was 
supplying emergency power following auxiliary transformer 
failure# lube oil was added to D/0 air box Caused by air 
box being painted w/TH oil sys color code 

HIIITER#(3 H Wisconsin Public Service Corp B0/02/1S 2pp 


— 0002210519 LER 0O-OO2/O3L-O on 0001 17. during fuU power operation, fault 
occurred in reserve auxiliary transformer Caused by internal 
bushing failure Transformer was repaired & returned to svc 
flUIT£R<0 H Wisconsin Public Service Corp 00/02/15 Ip 


— 6002210925 LER a0-003/03L-0 on 0001 17. fol lowing reserve auxiliary 
transformer fa i lure. condensate water storage tank Inventory 
decraattd below Tech Specs Caused by steam dumping 
operations for PCS temp control 

RUITEIliO H Wisconsin Public Service Corp 00/02/15 Ip 


6002270257 Forwards updated LER 79-018/01 X“1 

HATHEWSiE R Wisconsin Public Service Corp 00/02/21 Ip 


—0002270243 Updated LER 0O-Ol0/OlX-i on 790626. N3Q 8 vendor advised that 
high energy breaks Inside containment can result In heatup 
of steam generator level ref leg Cause not stated Lo-lo 
level trip point settings raised 

RLIlTERiO H Wisconsin Public Bervice Corp 60/02/21 Ip 


DOCKET 50-306 PRAIRIE ISLAND NUCLEAR STATION. UNIT 2 


F Security, medical, emergency St fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
c-eeponse plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice. 

ORfMEGrS K Emergency Preparedness Task Force 79/12/21 7pp 


6002140690 R-equost assistance In review of licensees' proposed mods to 
meet fire protection safety evaluation commitments. Bchedule 
for evaluations should be consistent w/imp lementing mods by 
801101 

EISENHUTirD 0 Division of Operating Reactors 80/01/26 Ip 


0002010397 Forwards draft emergency plan which includes county *< 
local emergency plans Plan contains info protected under 
Privacy Act 

MAYER# L 0 Northern States Power Co BD/01/28 Ip 


0002130659 Confirms 000205 meeting w/NRC in Bethesda.MD to discuss 
prugress of fire protection program Div of sys safety has 
responsibility for fire protection progiam evaluation at 
six sites DNL contractors should defer work on plants 
FER0UQ0N#R L Plant Systems Branch 80/01/29 4pp 


000207027! Advisee that four wks is needed to respond to 791129 
request for estimate of time required for evacuation of 
areas near nuclear power plants 

MAYER, L □ Northern States Power Co BO/Ol/31 2pp 


0 Adjudicatory correspondence 


0002070031 Forwards confirmatory order re util 791017,1120 6 >214 
commitments to implem-ent Lessons Learned Task Force 
Category A requireme-nts Requests description of 
implementation methods by BOOlOl 

DENTON# H R Office of Nuclear Reactor Regulation 00/01/02 2pp 


—8002070035 Order confirming util commitments to Implement Lessons 
Learned Task Farce Category A requirements Item 2 1 7 a is 
excepted Implementation is necessary to public health 
safety 

DENTON. H R Offic# of Nuclear Reactor Regulation 60/01/02 4pp 


K Oeneral correspondence 


0OO227O3B2 Forwards “Annual Rept of Occupational Radiation Exposure for 
1979 '■ 

TIERNEY. F P , SCHUELKE. D A Northern States Power Co 00/02/19 

2 pp, 


J Insurance L indemnity information 


0002040365 Forwards Endorsement 54 to NELIA Policy NF-174 
JOHNSON. R 0 Northern States Power Go 80/01/2? 2pp 


0002040360 Forwardo Endorsement 45 to NELIA Policy NF-177 
JOHNSON# R 0 Northern States Power Co 00/01/29 2pp 


P Operating license stage documents t correspdndence 


8002190164 Forwards questions re NUREG-05701 TMI-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic initiations L flow indications to steam 
ggneratars Requests response by 791214 

SCHWENCER.A Operating Reactors Branch 1 79/12/12 2pp 


8002110110 Forwards request for addl info re containment purge sys %t 
venting sys. to complete containment purge electrical 
override/bypass evaluation 

LA1NA8#(? Plant Systems Branch 79/12/17 3pp 


0002110276 Extends comment period re draft NURE0-063O to E00116 

OAMHILL# W P Assistant Director for Standard 6 Advanced Reactors 

00/01/03 3pp 


0002080117 Summary of 79IU9 meeting w/Westinghouse t. utils In 
Dethesda.MD re dropped rod protection 

ENOLEi L Operating Reactors Branch 1 80/01/18 34pp 


00-02140005 Discusses recant developments Impacting waste disposal 
operations at commercial low level waste burial sites 
Foruards license t Itr from State of SC to Chem-Nuclear Bys 
describing restrictions for waste disposal In GC> 

EISENHUT.D 0 Division of Operating Reactors 00/01/29 20pp 


0002050455 Submits licensing fee determination for amend to OL re mod 
of spent fuel storage facility Amend involves single 
safety issue only Class 1 L 3 fees apply 
* Northern Btates Power Co 80/01/31 Ip 


8002050510 Forwards application to amend OL. submitted as changes to 
Tech Specs re ^pent fuel storage facility mod 
MAYER. L P Northern States Power Co BO/OJ/31 Ip 


— 6002050513 Application to amend OL. submitted as changes to Tech Specs 
r« spent fuel storage facility mod 
a Northern States Power Co 80/01/31 !p 
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— '9003050517 Proposed cfianges to Tech Specs re spent fuel storage 
fat. 1 1 1 by r^od 

* Northern Sta-te* Poujer Co 90/01/31 


S002220417 Forwards reniiest for amend to App A Tech Specs re rod 
misalignment-related spec-d Amend fee end 
KAyen.L □ Worthem States Pouter Co 90/02/20 Ip 


--B0D232O425 Requests for amend to Licenses DPR-42 & OPR-AO re App A Tech 
Specs for rod misalignment limitations 
I'fAVERiL Q Northern States Pomer Co 80/02/20 Ip 


— '800222042S Proposed re\^ised Page 3 LO-5 to Tech Specs for rod 
misalignment i itni ta 1 1 ons 

■* Worthern States Power Co 60/02/20 Bpp 

90022S0654 Submits licensing fee determination re revised rod 
(nisa 1 1 anment specs 

« fiorthorn States Power Co 90/02/20 Ip 


Qi Inspection reports* IE Bulletins %t correspondence 


□ 002090241 Forwards IE Insp Repts 30-262/79-27 «, SO-306/79-23 
791101-30 No noncompliance noted 

HEISNfTANiR P Region 3* Chicago. Reactor Operations Nuclear 

Support Branch 60/01/04 2pp 


—8002060247 IE Insp Repts 50-2B2/79-29 U 50-306/79-23 on 791101-30 No 
noncompl ianc e noted Major areas Inspected plant operations, 
secur i tiji rad waste sgsi IE bulletins t circulars & fire drill 
WARNICK.R F . FElERaflANDiC 0 Region 3. Chicago. Office of the 
Director 79/12/26 4pp 


0002200307 Forwards IE Insp Repts SO-202/77-31 * 50-306/79-23 on 
791126-30 i notice of violation Notice of violation withheld 
(ref 10CFR2 790) 

HIND* J A Region 3. Chicago. Safeguards Draneh 90/01/14 ?pp 


- 6002200315 16 Insp Repts 30-282/79-31 «. 50-306/79-25 on 791126-30 
Ngneomp 1 i ance noted key control sys security plan Details 
withheld (ref 10CFR2 /90I 

KINO.J A Region 3. Chicago. Safeguards Branch CREED. ^ R . 

H4D6DA.T J Region 3. Chicago^ Office of the Director 
80/01/08 Ip 


8002060055 Forwards |£ Dulletin 79-OlD. ''Environ Qua 1 i f i cation of 
Class IE Equipment *' Action required 

»EPPLER;JC Region 3. Chicago. Office of the Director 60/01/16 

Ip 


6002280230 Forwards IE Insp Repts 50-202/79-30 it 30-306/79-24 on 
791201-31 No noncomp 1 ianee noted 

HEISHNANjR F Region 3. Chicago. Reactor Operations Nuclear 

Support Branch 80/01/26 2pp 


8002260236 IE Insp Repts 50-262/79-30 & 30-306/79-24 on 791201-31 No 
noncompliance noted Major areas inspected malnt review it 
audi tsi sacur 1 tgj ca 1 i hr. rad iatlon protec tlont radwaste sgi & 
follouup on lE bulletins circulars 

NARUICK. R F . FEIERABEND.C 0 RegtoTi 3. Chicago. Office of the 
Director 90/01/25 6pp 


102190077 Advises of satisfactory completion of visual insp.. in 
response to 16 Bulletin 79-17. Revis ion t« "Pipe Craclt In 
Stagnant Sorated Water &ys at PURs " No corrective action 
necessary 

OILDERtSr D E Northern States Power Co 60/02/04 Ip, 


9(702200713 Clarifies Items 5 U i>3 of IE Bulletin 79-02. Re vl si on S.per 
Qellagher request Contrary fco util 791207 I tr. containment 
insps revealed no seismic Gatagorij 1 hangers Approx 30I{ of 
hangers had structural steel shapes base plates 
(^ILDERTSi D E Northern States Power Ce 60/02/04 2pp 


>02270271 Confirms 600207 meeting In Olen Ellyn. IL to discuss IE 
Bulletin 79-016 Ct actions planned by NRC Proposed agenda 
end 

<EPPLERr J 0 Region 3. Chicago. Office of the Director 60/02/07 

2pp 


>2210055 Notification of 600212 melting w/util in Pi t tsburgh. PA to 
iUcusi results of Jati 1960 steam generator tube Insp 
JROTENHUIQ. M Operating Reactors Branch I B0/02/0B Ip 


erlodic operating reports 6 related correspondence 


100415 Forwards (nonthly operating repts for Jan 1960 
f£Ri L 0 Northern States Power Co 60/02/12 Ip 


— 8002200454 Monthly operating repts for Jan 1980 

HJNSTAD. A A Northern States Power Co 60/02/12 7pp 


S Fteportable occurrences. LERs & related correspondence 


8002250032 PNO-lI I-BO-01 1 on 600102. eddy current examination Identified 
one tube in hut teg 4. two tubes in cold leg needing 
plugging & 37 cold leg tubes in 22 steam generator 
indicating some degradation 

FEIERABENO.C . WARICK.R F Office of Inspection h Enforcement^ 

Office of the Director 60/01/19 2pp 


Q002210022 PNO-III-80-O11A steam generator Inservice insp found one 
tube ir> 6team Generator 21 hot leg. one tube in Steam 
Generator 21 cold leg U four tubes in Steam Generator 22 
cold leg requiring plugging 

BOVD. D C Office of Inspection 4s Enforcement. Office of the 
Director 80/01/16 Ip 


DOCKET 50-309 MAINE YANKEE ATOMIC POWER PLANT 


F security, medical, emergency 4^ fire protection plans 


S002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. D K Emergency Preparedness Task Force 79/12/21 7pp 


6002300723 Forwards radiological incident plan for plant W/o encl 
OAUTiH W Office of State Programs 00/01/14 Ip 


6002110066 Advises that NRC util perform special appraisals of health 
ph.g«i-cs programs during CVSO in lieu of routine Insp Scope 
vill include organi tation. personnel qualification St 
training, radwaste processing, monitoring 4i training 
STELUO.V Office of Inspection 4< Enforcement. Office of the 
Director 80/01/22 3pp 


8002040196 Forwards draft emergency plan.Vol II in response to NRC 
791010 Ltr Chapter 9 will be provided upon completion 
OROCE. R H Maine Yankee Atomic Power Co 80/01/31 Ip 


— 8002040203 Draft emergency plan.Vol II 

* Maine Yankee Atomic Power Co 60/01/30 78pp 


6002040294 Discusses evacuation time estimates of various areas around 
nuclear power reactors Util has retained EC Jordan Co to 
assist in preparing estimates for evacuation times Eiipectt 
to provide completed data by early Mar 1960 
OROCE. R N Maine Yankee Atomic Power Co 60/01/31 2pp 


6002120575 Forwards fire protection review. as input to design review. 
It supplemental items 

HALL I R E Qrookhaven National Laboratory 80/02/07 12pp 


G0D219O4B9 Responds to NRC 791129 ltr re evacuation time estimates of 
various areas around nuclear power reactors EC Jordan Co 
retained to prepare estimates for evacuation times Requested 
info will be forwarded in early Mar 1900 
GROCE. R H Maine Vankee Atomic Power Go 80/02/11 2pp 


•6062190490 Discusses NRC 791129 ltr re evacuation time estimates of 
various areas around nuclear power reactors Believes NRC 
should rescind request until NRC FY60 Author! xation Dill 
approved by Congress 4. signed Into law 

KNUTH, D F Kerr-Mc(fee Chemical Corp (subs of Kerr-Mcijee Corp, > 

QO/01/11 2pp 


6002190621 Forwards 791005 updated revision of security force training 
4. qual i f icatloni plan Plan withheld (ref 10CFR2 7901 
(■ROCErR H Maine Yankee Atomic Power Go 60/02/i 1 Ip 


8002200571 Notifies finding three penetrations where sealing sys 
described in Section 5 3 of fire protection 8ER may not be 
appropriate Potential ampacity derating problem exists 
Further testing nec essary. New seal installed 
HQODY. O E Malnt Yankee Atomic Power Co 80/02/12 2pp. 


0 Adjudicatory correspondence 


6002010453 Motion for extension until 60D427 to file specific 
contentions 4. for rescheduling of first special prehearing 
c onf erence. Time needed for experts to prepare critique of 
application 4{ related matls Certificate of Sve end 
MILLER. D S Sensible Maine Power MILLER. D S Miller.D 6 
60/01/16 3pp 
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— G0020104£7 Mflmor^nduni in support of motion for extension until Q00427 
to file -specific contentions for rescheduling of first 
ipeciel preh ear'lng- conference Position on issues uiH be 
presented u/greater scientific &< legoi specificity 
HILLER. D B gptislbU Maine Poujer MILLER, D B Miller, D 8 
80/01 /k6 5pp 


BOQSOBOO&O Answer in opposition to intervenor motion for extension of 
tine Ic far rescheduling of first special prehearing 
conference Intsrvenor has not established extraordinary 
c ircuj^stances allouing delay Certificate of 9vc end 
DECNAN. T O . OAD# 8 K Maine Vantee Atomic Power Co DiGNANiT 0 
Rapes- & Qrag 80/01/21 Spp 


8003140344 Motion for change of prehearing conference to location near 
plant Urgiee continuance of hearing for reasonable time due 
to euiaitecf respo-nse to data requested from NRC 
Certiflcata of Sve end 

PATERSONf J H R, Maine, State of 80/01/23 3pp 


Q002210144 Forb/ards Exhibit A to State of ME motion for change of 
Iccitlon $c special prehearing conference continuance 
PATERBONiJHR Maine, State of 80/01/23 Ip 


--^80022 1 0148 Requests spent fuel storage extension app 1 icatlon, re lated 
c arrespondenc e UJ/facilltg &. NRC evaluation it analysis of 
pending proposal. Requests names of persons t( names of 
witnesses to be involved in issue 
PATERSON, J M R MiinB. State of 80/01/02 Ip 


60021 10236 Motion for relocation of first special prehearing conference 
fren BethesdarMD to U1 scasset. HE, due to proximity of 
facility it resldenca of scientific experts U/Car tif icate 
of 9vc 

HILLER. D.S Sensible Maine Power 80/01/24 2pp 


— 8-D02I10S41 Hemoraridum in support of relocation of first special 
preliiarling conference from Bethesda,MD to WiscassetiME 
Probable expert witnesses reside in Iflscasset area 
MILLER. D S Beniible Maine Power SO/Ol/SA 6pp 


80021 1060Q Notice of postponement of 800212 prehearing conference until 
after 800427 Futher notice designating time It place will 

be Issued 

LAZO, R H Atomic Safety and Licensing Board Panel 80/01/23 Ip. 


6<K)2]S03S2 Order granting extension until Q00428 for petitioner 
Biniibie Maine Pouier to file specific contentions in spent 
full pool compaction proceeding Licensee b NRC responses due 
600312 

LAZO. R H Atomic Safety and Licensing Board Panel. 80/01/25 2pp 


8002H0301 l^otlfLoc that Commission cannot consider Intervenor Sensible 
ME Power 800124 motion for relocation of special prehearing 
conference Only ABLS filing is permitted by Commission rules 
of practice. 

CHILV^.B J. Offlca of the Secretary of the Commission 80/01/27 


600220035^$ Response in support of Sensible ME Power tc State of ME 
600124 requests for relocation of special prehearing 
conference In NiiCasseti ME apposes part of motions seeking 
tc hold future conferences in ME Certificate of Bve end. 
HCCURREN. H J- Hearing Branch 1 80/02/12 4pp. 


M General correspondence 


6002010912 Responds to 600102 request for documents re GL amend to 
perMit expansion of spent fuel storage capaci ty, Subml ts list 
of end repts 4c correspondence W/o end 
MCOURREM.H J, HeariTig Branch 1 80/01/24 2pp 


600204D350 Respondi to 600104 request for documents re amend to permit 
aipanslon of spent fuel storage capac Ity. Request is similar 
to State of ME request for documents NRC response to State 
of HE end end. 

HCOURREN.H J Hearing Branch i 80/01/28. Ip 


6002280399 Discusses lade of notification of 800109 meeting w/Sensible 
KE Fouer In Boothbay Harbor, HE In response to 600117 Itr 
Kesting wae to be small Informal gathering it no press 
coverage or Interest was anticipated 

DENTON. H R Office of Nuclear Reactor Regulation. 00/02/11 2pp. 


— 6002260402 Requests explanation re lack of notification of NRC 800109 
meeting u/Benilbl* ME Power in Boothbay Harbor, ME 
COHAN, H Affiliation Unknown 80/01/17 Ip 


8002290305 Responds to appeal of FOIA request for T Olbbon 790314 8, H 
Thompson 790315 memos to PA Bradford Forwards 790314 memo 
Info partially withheld (ref FQIA Exemption 5> H Thompson 
mamo withheld iref TOIA Exemption 5) 

CHILKiB J Office of the Secretary of the Commission 80/02/20 
Ip 


-8002290329 Summarizes tejeon re number of barrels of oil per day 
required by shutdown of nuclear power plants Figures are 
based on five plants running at full capacity using only oil 
fuel Info partially withheld <rcf FOIA Exemption 51 
01 OB DM, T Commission 79/03/14 2pp 


P Operating license stage documents & correspondence 


7909040506 Forwards proprietary version of CEN-llS-P. in response to IE 
Bulletin 79-06C I terns 2 4c 3 Response withheld <r»f 
10CFR2 790) 

LICQLERrO E C-E Power Bystems 79/08/29 lOlpp 


6002110276 Extends comment period re draft NUREO-0630 to B00116 

OAMMlLUiW P Assistant Director for Standard t. Advanced Reactors 
80/01/03 3pp 


8002120049 Requests Class IV fee re util 791205 application proposing 
changes to Tech Specs 

DIGOS.R M License Fee Management Branch 80/01/22 Ip 


8002130230 Ack receipt of 790918 i' 1122 Itrs re modified spent fuel 
pin storage Forwards request for add! info re environ it 
radiological concerns Requests reply within 30 days of 
receipt 

REID, R N Operating Reactors Qranc h 4 80/01/26 5pp 


6002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license b Itr from State of SC to Ghe(n**Nuc 1-f ar Sys 
describing restrictions for waste disposal in BC 
EISENHDT.D 0 Division of Operating Reactors BO/01/29 2Gpp 


6002070259 Forwards supplementary design drawings it info- re automatic 
inltlfitlon of auxiliary feedwater sys control grade 
Instal lat 1 on 

OROCE. R H Maine Yankee AtomiiC Power Co 80/02/01 3pp 


—8002070237 "Auxiliary Feedwater 6ys " 

* Maine Yankee Atomic Power Co 76/01/19 Ip 


**-8002070259 "Elementary Diagram 4160-Volt Steatn Generator Auxiliary 
Feed Pump P**29A 

s Maine Yankee Atomic Power Co 71/07/27 ip 


— 8002070261 "Elementary Diagram 4160-Valt Steam Generator Auxiliary Feed 
Pump P*"25C ’* 

a Maine Yankee Atomic Power Co 71/07/12 Ip 


8002260694 Forwards Amend 47 to License DPR-36. proposed revised ETS St 
notice of issuance 

REIDiR » Operating Reactors Branch 4 80/02/06 3pp 


— 8002280697 Amend 47 to License DPR-36 removing limiting conditions for 
operation re aquatic ecology 

BE1D,R W Operating Reactors Branch 4 60/02/00 2pp 


— 8002200699 Proposed ET8 (non radiological) for facility 
* Operating Reactors Branch 4 80/02/05 16pp 


— 8002280702 Notice of Issuance of Amend 46 to License DPR-36 
REID, R W Operating Reactors Branch 4 80/02/00 2pp 


B002260224 Forwards responses to requirement for auxiliary feedwater 
sys Long'*Term Recommendations 2 4 

MOODYi D £ Maine Yankee Atomic Power Co 80/02/19 3pp 


6002270332 Forwards Proposed Change 73 to App A of License DPR-36 for 
mods to Tech Specs, re reactor protection sys setpoint mods 
VANDEN9UR0H, D . GROCE, R H Heine Yankee Atomic Power Co, 80/02/15 
Spp 


— 8002270338 Proposed mods to Tech Specs 2 l-^la.B 10-3,4 L 5 re reactor 
protection sys setpoint mods 

a Maine Yankee Atomic Power Co 00/02/15 9pp 


8002270410 Forwards addl info r« modified spent fuel pin storage In 
response to 791130 request 

GROCE. R H Maine Yankee Atomic Power Co 80/02/15. lOpp 
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0002240249 Summary iio» contJition-a re«(^lts of end^r^nca testing of 
auiilxary fegduater fkumps Test data 72-h test fqr motor 

driven feedwater pumps P-25A 4 P-25B end 

^□□DV/D E ttajne Yankee Atomic Power Co aO/02/20 I7pp 


0002240400 Forwards description of actions taken to i^splement Lessons 
Learned Task Force Category A items/ copies of previous 
subml ita 1 s I d e s c r 1 p t i on of Category A items re shift 
technical advisor 4 onsite technical support ctr 
HDQDY/ D E Maine Yankee Atomic Power Co 00/02/22 23pp 


0OO22&O&3O 9ubmit» description of design changes 4 schedule far 
a-ccoffipi i shment re dedicated hydrogen p ene trat i ons« per 
Lessons Learned Task Force Catego^ry A rec^uirements 
Eilsting sys meets branch position No mods contetoplatod 
MOODY* D E Maine Yankee Atomic PouOr Co 79/i*d/20 3pp 


**-8002260435 Responds to Lessons Learned Task Force rBcommertdat i on re sys 
integrity for containing radioactive matl outside 
cante Inment Uti t uill use program already in effect as 
result of -upgrading inservtce insp program 
moody. D E Maine Yankee Atomic Pauie? Co 00/01/10 2pp 


0002270337 Forwards Proposed Change 75 to License DPR~36 App A. 
revising Tech Specs Section 4 4 re periodic testing 
VANDEKISURGH/ D . GrtOCE. R H Maine Yankee Atomic Power Co 60/02/22 

2pp 


-0002270342 Proposed mods to Tech Specs Section 4 4 re periodic testing 
* Main-e Yankee Atomjc Power Co 00/02/22 4pp 


8002S90332 Rec^uests WRC not initiate steps to issue substitute ET9 
until util responds to WEPA in-fo on 000310 
flflOCE, R H Maine Yankee Atomic Power Co 60/02/26 ip 


0 Inspection raports-. IE Qulletins 4 correspondence 


0002150346 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRC insp 
personnel w/ons l te. rent-free, ecclus i ve use of ofc space 4 
immediate access to facility 

BTELLO/V Office of Inspecti-on L Enforcernenti Office of the 
Director 79/12/06 app 


BOOSl4069i Forwards IE Insp Repts 50-029/79-13. 50-271 779- 1-8 4 
50-309/79-1-6 on 791022-24 4 29-31 No noncomp 1 i anc e noted 
QRUNNER/E J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/12/19 2pp 


—3002140716 IE tnsp Repts 50-029/79-13. SO-27I/79-I9 4 30-309/79-16 4 
791022-26 4 29-31 No- none amp 1 ianc e noted Major areas 
inspected QA program imp 1 amenta t Ion. QA/OC organ! ja t ioitr 
design changes 4 mods* action on previous items 

OAUMACK* N Region I* Ph i lade Ip hia. Iteactor Operations Nuclear 

Support Branch 79/J2/I3 21pp 


800S1 50073 Forwards IH Insp Repts 50-029/79-13 4 50-271/79-10 4 
50-309/79-16 on 791014-19.22-24 4 29-31 No noncompliance 
noted 

BRUNNER* E J Region 1. Philadelphia* Reactor Gperailons Nuclear 

Support Branch 79/12/19 2pp 


-00021 5OO0S IE Insp Repts 50-029/79-13 4 50-271 /79-lB 4 50-309/79-14 
on 791016-19/22-24 4 29-31 No noncompliance noted Major 
areas inspected OA/00 organi lation design changes/mods & 
dacument control 

DAUIM-CKi N Region 1* Philadelphia* React-or Operations Nuclear 

Support Branch KEhOE/ D . NAPUDA. 0 Region 1. Ph i Ude Iphia^ 
Office of the Directoi 79/12/13 2|pp 


1002200135 Forwards IE Insp Repts SO-029/79- 1 3, 50-271/79-10 4 
50-309/79-16 on 791014-17*22-26 t 29-31 No noncomp Hance 
noted 

DRUNMER/F J Region 1/ Ph i la de Iph i a. Reactor (Tperations Nuclear 

Support Branch 79/12/19 2pp 


0002150404 Responds to IE Bulletin 79-02 No seismic piping restraints 
supported by anchnr bolts in concrete block walls tnsp/ 
testltig program fur anchor bolts considered all expansion 
type anchor bolts w/a regard for support structure. 

MOODY* D E Maine Yankre Atomic Power Co 00/01/09 2pp 


3150132 Responds to IE Oulletin 79-29 Limit switches not used In any 

istrumentation 4 control equipment in sve Me switches on 

*d*r 

JODY, D E Maine Yankee Atomic Power Co flO/Ol/lO Ip 


0002200245 Forwards IE Insp Rept 30-309/77-17 on 791203-07 No 
noncompliance noted 

DRDKNER.E J Region 1* Ph 1 lade Iph ia. Reactor Operations Nucliar 

Support Branch SO/Ot/lt 2pp 


— 6002200257 IE Insp Rept 50-309/79-17 on 791203-07 No noncompliance 
noted Major areas inspected plant operatiansi Including 
review ef shift logs 4 records. tour of accessible areas 4 
obsarvatlen of plant activities 

MARTIN. J Region 1* Philadelphia* Reactor Operations Nuclear 

Support Branch SMITH. T . LA2ARUS, W Region 1* Philadelphia* 
Office of the Director 00/01/07 7pp 


6002200355 Forwards IE Insp Rept 50-309/79-21 on 791217-19 No 
noncomp 1 lance noted 

BRUNNER* E J Region 1* Ph 1 ladelph ia> Reactor Operations Nuclear 

Support Branch 80/01/15 2pp 


—0002260362 lE Insp Rept 50-309/79-21 on 791217-19 No nohcomp Wane* 
noted Major areas inspected emergency p lanning* 1 imited to 
observation of licensee conducted emergency drill 4 tour of 
accessible areas 

LAZARUS. N / 0MtTH*T Region 1, Ph i ladelph ia. Office of the 
Director liARTlK. T Region i* Philadelphia* Reactor Operations 

Nuclear Support Branch 80/01/11 4pp 


0OO2S7OO22 Advises that Page 3 of Attachment 3 to IE Bulletin 79-D1B 
should be deleted 

ORIER/R H Region I, Ph i lad e Iph ia. Office of the Director 
80/01/17 Ip 


e0022500'75 Foruards IE Info Notice 60-03. ''Main Turbine 
Electrohydraul ic Control 8ys '' No specific action required 
ORIER.B H Region 1, Ph i lade Iphia* Office of the Director 
eO/Oi/31 Ip 


0002240048 Forwards IE Circular 79-25. 8uppl A* "Shock Arrestor Strut 
Assembly Interference " No written response required 
CRIERiB H Region 1. Philadelphia. Office of the Director 
80/01/31 Ip 


9002070299 Responds to NRC 700010 request for Info re planned insp 
program for fuel 4 control element assemblies during next 
refueling outage Outlines insp program 

GROCE* R H Maine Yankee Atomic Power Go 00/02/01 2pp 


6002250436 Forwards IE Circular 80’’O2* "Nuclear Power Plant Staff 
Work Hours ■' No written response required 

DRIER* B K Region 1. Ph i lade Iph ia* Office of the Director 
00/02/01 ip 


0002210244 Forwards IE Bulletin 00-03. "Loss of Charcoal From Std Type 
1 1 , Two-Inchi Tray Adsorber Calls " Action required 
oriER.B M Region 1, Phi 1 ade Iph ia* Office of the Director 
00/02/04 Ip 


8002250119 Forwards I€ Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping 4 Components " No written response 
required 

GRIER* B.H Region 1. Philadelphia. Office of the Director 
60/02/08 Ip 


0002250494 Forwards IE Bulletin 80-04. "Analysis of PHR Main Steam Line 
Break U/Centlnued Feedwater Addition " Written response 
required 

drier* B,H Region I* Philadelphia, Office of the Director 
e 0/02/09 ip 


R Periodic operating reports 4 related correspondence 


8002190701 Forwards monthly operating rept for Jan 1900 
MOODY. 0 E Maine Yankee Atomic power Co 00/02/12 Ip 


— 8002190703 Monthly operating rept for Jan 1900 

aJaGREN* R M Maine Yankee Atomic Power Co 80/01/31 4pp 


8 Reportable occurrences. UERs 4 related correspondence 


B0020B0D73 PNO-l-BO-OlS on 0001 22. local boilermaker union furmid pictet 
line to protest not being awarded contract to retube plant 
main condenser Grievance resulted in slashed tires 4 threat 
to maint supervisor Alternative entrance opened 
RAYMOND. M . BRUNNER, E Region 1* Phi ladelphia* Office of the 
Director SO/Ol/22 ip 
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800:20A091A Rfl SO'-OOI/OIL on BOOlSOr durl ng steam line break analgalsr 
incorrect assumption utiliied in zero or lou-^pou/er analysis 
Cause untnovin Mececsarg rnods u^i 1 1 be implemented prior to 
plant startup 

yOODfE C Halne Y^ankee Atomic Power Co 90/01/30 ip 


SOOS110443 Corrected RO 90-001 /C>lT-0 incorrect assumption utilized in 
iiTO or low power steam line break analysis performed in 
response to NRC concerns Mods will be implemented prior to 
star tup 

UOQDjE C Maine Yankee Atomic Power Co BO/01/30 2pp 


'00020405^0 "Revveui of Aquatic Sampling Programs in DE River Estuary 
from 1959-1979i w/Spec lal Ref to Capture of Ghortnose 
Sturgeon " 

* 1 c htbyolog t ta I Assoc 4a t es » fnc 00/01/21 JSpp 


0002090^15 Forwards response to NRC 790921 1 tr requesting addl info re 
accountab J 1 1 ty of auxiliary feedwater flow in containment 
overpre ssun zat i on analysis Auxiliary feedwater lys assumed 
to be actuated at time of break V pumping at max capacity 
MITTLp R L Public Service Electric ft. Gas Co of New Jersey 
00/01/31 lOpp 


0002290040 PNa-X-Sa-Ol 6 licensee review of main steam break analysis 
Indicated startup feedwater control valves would ramp to 00V. 
full open due to override signal resulting from low steam 
geniTAtor reactor trip signal 

RAYKONDftf J I MARTIN. T Office of Inspection t* Enforcement. Office 
of the Director BRUNNERrE Region 1 . Philadelphia. Office of the 
pirecter 00/01/30 2 pp 


3002110557 RO fl0“004/01T during routine insp of fuel assemblies being 
tnaovvd from core as part of Core 4-5 ref uel ing* small 
nup.b»r of failed fuel pins were identified Nine fuel 
jsse«bli»s affected Cause not yet determined 
UOODi E C Maine Yankee Atomic Power Co 00/01/31 ip 


B002120£^62 Poriuards LER 0O-OO2/O3L-O 
lifOOD. E C Maine Yankee Atomic Power Co, 80/01/31 ip 


— 8 OOSI 1 SO 6&5 LER BO-OOS/OSL-O on 800100. during surveillance testing of 
containment personnel hatch. O-r ing seal on Inner door found 
leaking excessively O^^rings replaced 

FRIZZLE. C.D Maine Yankee Atomic Power Co 80/01/31 Ip 


0OO213O45& Notification of 000205 meeting w/otils in Bethesda. MD to 
discuss low power test program for facilities 
OROMERICK. A Light (Jater Reactors Branch 3 BUCKLEY. B C 

Light Water Reactors Branch 1 80/01/31 7pp 


0002130556 Notification pf 000226 «< 27 meeting w/util ij> Salem. NJ to 
discuss matters concerning outstanding TMl t non-TMI related 
Issues 

OROMERICK. A W Light Water Reactors Branch 3 00/01/31 3pp 


0002190155 Forwards evaluation of secondary water chemistry program 
Util should monitor steam condensate at effluent of 
condensate pump in addition to proposed program 
PARR.O D Light Water Reactors Branch 3 00/01/31 2pp 


'0002190162 Safety evaluation re secondary water chemistry program Util 
should monitor steam condensate at effluent of condensate 
pump in addition to proposed program Operation of steam 
generators will not constitute undue risk to public 
» Office of Nuclear Reactor Regulation 60/01/31 2pp 


^02'2S'0335 PNO'“1'-80''‘082 on 000209. contrac tor employee fell into spent 
■fuel pool. Caused fay blow to head No overexposure occured & 
nb wat«r tvai Ingested Counts Indicate 0 078 uCi fixed skin 
ciontamlnetlan. Med ia coverage evident 

{•LUMECrK « CROCKER. H W . 6 MITH.C W Region 1. Philadelphia. Office 
ot the Director 60/02/07 Ip 


6002200612 Faruard* LER 80-004/01 T-i 

HOOD,fE C Maine Yankee Atomic Power Co 80/02/14 Ip 


8002200750 Bummary -of 000130-31 meeting w/util 8 < NRC consultants at 
site re inservice testing program foi pumps & valves 
CAPPUCCIiA J Mechanical Engineering Branch 80/02/07 4pp 


6002120560 Advises of development special low power test program to be 
performed at SV. power levols.pcr end summary Nlll 
demonstrate capability to attain ft maintain natural 
circulation & will provide on-the-job training 
MITTL. R L Public Service Electric U Gas Co of New Jersey 
aO/02/00 7pp 


— S002S006ie LER B0-004/0IT-1 on 000131. during routine insp of fuel 
assemblloi being removed from core as part of Core 4-5 
ref uc I in 9 « nine assemblies found containing leaking fuel 
pins, Caused by crud deposition during operation, 

FlklZZLErC. 0 Maine Yankee Atomic Power Co 00/02/14 2pp 


6002200722 Forwards LER BO-003/03U-0 

UOOO.E C Maine Yankee Atomic Power Co 80/02/14 Ip 


0002250063 Bummary pf OOO20S meeting w/utils re low power test program 
for near-term OL applicants 

OROMERICK. A U Light Nater Reactors Branch 3 BO/02/06 7pp 


8002210066 Notification of 600219 meeting w/util in Dethcsda.MD to 
discuss radwaste sys capacity 

OROMERICK. A W Light Water Reactors Branch 3 80/02/1 i 2pp 


—0002200733 LER 80-003/03L-0 on 0001 1 5. during routine refueling interval 
surveillance of B train diesel generator, generator output 
braeker failed to remain closed following fast start test 
Caused by weakened prop pin spring on trip latch rollers 
FRiZlLEiC D Maine Yankee Atomic Power Co, 00/02/04 2pp 


1/ Congress i onal/ExecukivB Correspondence 


8002070118 Forwards J Keppel 800107 mailgram re radioactive emissions 
at facility Requests comments W/o end 
RIBICPFF.A Senate 80/01/10 2 pp 


DOCKET 50-311 SALEH NUCLEAR GENERATING STATION. UNIT 2 


A, App-I ication/epnstrue t ion stage documents & correspondence 


S0020B026D Forwards position re initial test program, Faci 1 i ti es must 
fonduct full-load tests of vital buses, Loss of voltage or 
degraded voltage condition on vital buses could result 
during accident 

HAASSiW P Ouallty Assurance Branch 00/01/10 3pp 


8002130392 Responds to FOIA requests for documents re interveners' 
contentions in ASLB hear ings. identi f led in App A Requested 
Info In Hash Ington. DC PDR LPDRs listed in App A 
FELTON. J M Division of Rules and Records 00/01/14 3pp 


®00ao40&4e Forwards Ichthyological Associates r*pt. ‘'Review of Aquatic 
Bamplifig Programs in DE River Estuary from 1958-1979. 
u/8p«clal Ref to Capture of Shortnose Sturgeon " 

HItTLi-R L public Service Electric ii Oas Co of New Jersey 
BO/Oi/25. Ip 


6002250101 Informs that NRC position re DL application has been revisod 
to reflect testing requirements of Power Sys Branch position 
re degraded grid voltage Forwards revised position 
PARRiD D Light Nater Roactors Branch 3 00/02/11 3pp 


8005250065 Informs of interim solution agreed upon at 791119 meeting w/ 
Westinghouse in Bethesda. MD re single dropped rod events 
Requests util intent re NRC position by 600225 
PARR.O D Light Water Reactors Branch 3 80/02/12 2pp 


8002200453 Forwards response to request for addl info re implemention 
of NUREG-OObO. '^Enhanc ement of Onsite Emergency Diesel 
Generator Reliability ■' 

MITTL.R L Public Service Electric Gas Co of New Jersey 
00/02/14 21pp 


8002200369 Forwards response to NRC 790907 U 1210 Itrs re degradation 
of guide thimble tube walls Uesiinghouse 791107 proprietary 
Itr to HR Denton demonstrates tube adequacy based on post- 
irradiation observations 

MITTL.R L Public Service Electric S< Gas Co of New Jersey 
00/02/14 I5pp 


F Security, medical, emorgency t. fire protection plans 


Q002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
re presenta t i ve per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

GRiMESiB K Emergency Preparedness Task Force 79/12/26 4pp 
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3002050401 F^ortjards updated emergeticij p lan< Sobjni tta 1 Z 

UlORlZ^Ii-F P public Service Electric Ga? Co of Neu iJersey 
80/01/25 Ip 


-•*8002050485 Updated emergencv p SuPnii t ta 1 2 

e Public Service Electric Qas Co of Ueu J^rsetf 80/01/35 
129PP 


0002050403 raruaT'd* State of DE evacuation tiine estifliatec« in response 
to NRC 791129 request Calculations are based on estimates 
b^ eiperienced emergency planners Mi/ It !}E find MRC 
emergency planning' response method Inappropr iate 
LlURlZZhF P Public Service Electric & 0a« Co of Neu Jersey 
EO/Ol/dl hpp 


H General correspondence 


80030^0005 Responds to Cumberland Coneervation League 791011 Itr 
concerning emeigency planning in environ of facllltg MRC 
has program /or upgrading energencg plans uibich include! 

4lte visit & meetings u/publlc 

MlLLERiJ R Division of Site Safety !■ EnviTonmenta 1 Analysis 
^0/01/ ID 2pp 


0002120204 Responds to 791114 Itr to President Carter re expediting of 
facilltd licensing Utils must meet safetiy requirements as 
result of TMl-2 accident V ensuing Lessons Learttsd Task 
force rec offinenda 1 1 ons Ltr to Carter ic forwarding Itr end 
DEMTONi M R Office of Muclear Reactor Regulation 6D/01/16 4pp 


J Insurance & Indemnitg information 


8002190590 Fotiuards Endorsement 30 to MAELU Policy HF-90 

CORREAi M A Marsh it McUennani Inc « M <« M Nuclear Consultantij Inc 
01 V 00/02/12 Spp 


P Operating license stage documents correspondence 


0003190429 Confirms 000110 meeting u/uttl to discuss topics contained 
In draft WUREO-OiiOi '’Action Plans for Implementing 
Rec omrnenda ti ons cf President's Commission tt Other Studies of 
TMl-2 Accident " 

GRIER; B H Region I* Philadelphia; Office of the Director 

ao/oi/ii ip 


Q Inspection reports; l£ Bulletins L correspondence 


QOD31S04J1 Notifies that regulations re resident insp program amended 
to require pousr reactor licensees to provide NRC insp 
personnel u/ons 1 tei ran t-fres; exc 1 usi ve use of ofc space h 
immediate access to facility 

STCLLOfV Office of Inspection 5 Enf ore enant > Office of the 
Director 79/12/07 Opp 


B002010S33 forwards proposed revision to draft IE Bulletin re 
overpressur 1 cation dr containment of PUR plant after main 
steam line break Revision concerns licensee ability to 
detect I isolate damaged steam generator 

OAhNiLLiU P Division of Operating Reactors eD/0|/09 Ip 


0GO229O141 Forwards IE Info I/atice 00-03; "Main Turbina 

Electrohydraul i c Control Eys " No specific action required 
GRIER;I1 II Region 1. Philadelphia; Office of the Director 
8D/01/3I Ip 


0002260064 Forward* IE Circular 79-25; Supp 1 A; "Shod Arrestor Strut 
Assembly Interference " No written response required 
ORIERpB H Region Phi lade Iph lai Office of the Director 
B0/D1/3J Ip 


80022504/3 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Uork Hours " No written response required 

GRIER. DM Region I. Ph i lade I phia. Office of the Director 
00/02/01 ip 


0002310202 Forwards IE Bulletin 80-03. "Los* of Charcoal From 0td Type 
I fr Two-Inch. Tray Adsorber Cells " Action required 
CRIER. B H Region I, Phi Utfelph la. Office of the Director 
G&/03/06 ip 


8003290244 Summary of 600130-31 meeting w/util & INEL re inaervice 
testing program for pump* & valves 

GAFiPCCE.A J Materials Engineering Branch 60/02/07 3pp 


G0032S0166 Forwards lE Info Notice 00-05. "Chloride Cuntami nat ion ef 
Safety-Related Piping 5 Components " No written response 
requ i red 

GRIER.D H Region I, Philadelphia; Office of the Director 

B0/02/0B I p 


8002250652 Foiward* IE Oulletin 00-04. "Analysis of PWR Main StrasLu^ 
Break N/Contlnued Feedwater Addition " Written response 
required 

GRIER. B H Region 1. Philadelphia; Office of the Director 
00/03/00 Ip 


S Reportable occurrerices# LERs Zt related correspondence 


B002I90159 Ack receipt of 79J203 Interim deficiency rept re droppid r*, 
event analyses Matter will be reviewed during subsequent 
insp 

CARLSON;R T Region 1; Philadelphia. Reactor Construction S« 

Engineering Support Branch 80/01/10 Ip 


— B002190166 Initial deficiency rept re potential dropped rod avarti 
leading to calculated DNS ratios lower than reported to NRC 
for certain Uestinghouse plants Util is investigating 
condition for applicability to facility 

MARTIN,! J Public Service Electric U Gas Co of New Jer*ev 
79/12/03 Ip 


0002150206 Ack receipt of 791221 ltr forwarding final deficiancy rtfi 
re undetectable failure in engineered safety features 
actuation sys 

CARLSON, R T Region I, Phi ladelph ia, Reactor Con* true tiori h 

Engineering Support Branch 00/01/14 Ip 


—8002150209 Forwards final deficiency rept re undetectable Failure 
engineered safety features actuation sys 

MARTIN.T J Public Service Electric it Gas Co of NfW i/er»»v 
79/12/21 Ip 


-“0002150213 Final deficiency rept re undetectable failure in angirrini 
safety features actuation sys Testing procedures revised feo 
Include testing of Permissive Circuitry P4 on periodic 
basis Unit will be tested prior to operation 

# Public Service Electric it Oas Co of New Jersey 79/l2/2'I 
5pp 


U Congressional/Exfrcutive Correspondence 


8002220444 Forwards NRC 800110 response to Cumberland Converia^i on 
League ltr re emergency planning; in response to 791116 
request 

oaSSIGK.L V Office of the Executive Dirsetor for Operations 
aO/01/23 Ip 

—8002220449 Requests Info re end Cumberland Conservation League 791S11 
ltr concerning emergency planning 
BRADLEy;B Senate 79/11/16 2pp 

— 6002220453 Requests info re emergency planning Util is responsitle ^6* 
evacuation plans for people within lO-mile radius of 
facility Hind may carry radioactive plume many miles into 
heavily populated areas 

COVERT; J Cumberland Conservation League 79/10/11 2fP 


8002220466 Forwards NRC 800110 response to Cumberland Conservation 
League Itrs re emergency planning; in response to 791113 
request 

00S8ICK.L V Office of the Executive Director for Operations 
80/01/23 Ip 

—0002320471 Requests info re end Cumberland Conservation League 791511 
ltr concerning emergency planning 

HUGHES; If J House of Rep < Judiciary Committee 79/11/13 2pp 


DOCKET 50-312 RANCHO SECO NUCLEAR OENERATINO 0TATION 


F Security, medical; emergency it fire protection plan* 


6002040007 Annognecs regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notlea 
ORlMEa, B K Emergency Preparedness Task Force 79/12/21 7pp 


B002080330 Discusses 780238 fire protection safety evaluation 
indicatinii need for details re high pressure injection pump 
development Proposed designs for implementing Mod* 3 1 3G(2) 
& 3 1 31<S) are acceptable 

LAINAS;C Plent Systems Branch 79/12/31 Ip 
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AiJvliea of accop tab i 1 i fc«J of designs proposed for 
i««UB*nklnfl rtiods re MRC fire protection safety evaluation 
auctions a 1 30C2) S< 3 1 31(2) Makeup pump room «< 
B-erektation valve area altered to assure safe shutdoion 

W Operatlns Reactors Branch 4 00/01/17 3pp 


/yjZllOOlO Advises that KRC will perform special appraisals of health 
programs during CV0O In lico of routine insp Scope 
^ill irclud* oraanliatlonj personnel qualification i 
r^^waste processing, monl tor ing U training 
STELtOiV Office of Inspection Enforcomenti Office of the 
Otractor 80/01/S2 3pp 


Dlicuises safety evaluation of fire protection mods for 
level corridor Mods acceptable 

Plant Systems Drench 00/01/23 Ip 


Responds to Paragraph 3 1 of fire proifoction safey 
•.valuation Submits design details for mods to decay heat sys 
^ IIPE8 Requests approval or comment by 000230 

HAinPOErT J Sacramento Municipal Utility District 00/01/30 
StP 


^2lS0S7i Requests rsuording of fire protection safety evaluation. 
Paragraph 3 1 2^(21 Intent of mod to Fire Area 49 is to 
p-rsvtnt loss of both redundant sys St assure safe shutdown &i 
c«oIdoun Requests approval by 800230 

MATTEMOEfJ J Racramento Municipal Utility District ao/Oi/30 
SffP 


0020S0493 Forwards Ctr for Planning Research. Inc Pinal repti 
•SvJicuatlon Time Estimates for Areas Near Facility." in 
raejonsf to NRC 791129 Itr Eipecfcs agreement/d isagreement 
]tr from local it state agencies by 000213 

MATTTMOEi J J BacramenkOiMuniclpal Utility District 00/01/31 Ip 


-dO0Z0S0549 "Evacuation Time Estimates for Areas Near Facility " 

HUSENETTfR > DVRDj C * OERDER. R Center for Planning Research. Inc 
BO/OI/30, S6pp 


/OSI90300 Submits design details on door alarm sys as requested in 
paragraph 3 1 of ffRC fire protection safety evaluation 
Ulalt switches uill be installed on all doors In walls that 
separate fire areas Switches will be monitored by computer 
HATriMOE.J J Sacramento Municipal Utility District 80/02/07 Ip 


^03210424 Requests that Paragraph 2 1 5(2) of NRC 000228 fire 
p^TOtiction safety evaluation be rewritten to correctly 
tritflcate where metal panels must be upgraded Submits design 
ifetalls T9 metal panels above fire doors 

HATriROEi J -J Sacramento Municipal Utility District 00/02/06 
^PP 


K)2290144 Ailviscs that util 791B31 proposed routing for circuits where 
Aot short could affect safe shutdown equipment Is 
•acceptable Oislgn of firestop proposed In util 000114 Itr is 

a l«o accep tab 1 e 

RGID.R H Operating Reactors Dranch 4 00/02/13. 4pp 


022-l(l49& Forwards revised mods to upgraded emergency plan No further 
rfeviiluns anticipated before 000310 site visit 

MATTlHOEiJ J Sacramento Municipal Utility District 80/02/19 Ip 


B002210900 Revised upgraded emergency plan 

> Sacramento Municipal Utility District 60/02/18 i04pp 


02270274 Forwards Qfc of Emergency Bvcs tt County of Sacramento 
cotoaint ltr» re evacuation time eitlmaies to be incorporated 
in A^p B of Ctr for Planning Research. Inc rept Included w/ 
SOOL31 Ur 

HAiriHOEiJ J Sacramento Municipal Utility District 00/02/22 

8pp 


Adjedlcatory correspondence 


02^10002 Confirms 791220 agreement to grant Intervenors R Castro fc 0 
Mwrsli uteneion until 000107 to respond to licensee first 
'<*t of interrogatories 6vc list enc] 

HUHBW.O Satramantio Municipal Utility District 79/12/20 2pp 


0*010324 Responds to ABUAB 791231 Itr re conflict of Interest Former 
foployment does not conflict w/currant representation on 
behalf of CA Energy Commission NRC employment did not 
involve llceming proceedings 

BftOWN.H.H Kill Christopher Phillip* 00/01/14, 2pp. 


0002070133 Motion by CA Energy Commission to terminate action on 
referral of rejected emergency planning issue due to 
commence men i of rulemaking proceeding Reserves right to 
resubmit Issue if rulemaking stops Certificate of 8vc end 
ELLISDM, C . LANPHER.L C California. State of 60/01/14 3pp 


0002110301 Responds to O Hursh << R Castro second set of NRC 
interrogatories Reiterates objection to Interrogatory 32 
Info re Interrogatory 24 is confidential Certificate of Svc 
enc 1 

MURSH, 0 Hursh, 0 CASTRO, ft Affiliation Unknown 00/01/14 3pp 


B002120737 Responds to 790408 Itr expressing views on nuclear energy 
Preliminary findings re health effects of radioactive matls 
released are contained in NUREG-0558 NUREG-055a summary 
end M/d end 

DENTON.H R Qfflca of Nuclear Reactor Regulation 80/01/18 3pp 


— 8002120744 Urges immediate closing of alt plants containing reactors 
similar to TMI-& NRC i easona for not dosing Rancho Seco are 
insubstantial Diablo Canyon should not be allowed io go on 
line 

QREEN.E Affi 1 iation Unknown 79/04/10 2pp 


8002040431 Responds fro A&LAP request it forwards memo tc ALAD-576 order. 
Cho 771231 Itr. Drown 000114 Itr tc Leuiis 000114 Itr M/o end 
CHO. J Atomic Safety and Licensing Appeal Panel 00/01/22 Ip 


0002010531 Motion for summary disposition of intervenors 0 Hursh t< 

R Castro content! ons. p er end statement of mail facts 
TRAVIEEO-DIAZ. DAXTER. T A Sacramento Municipal Utility District 
TRAVlESO-DtAZ Shawi Pittman. Potts tt Trowbridge 0p/Ot/24 2pp 


'"'0002010537 Statement of matl facts as to which there is no goniune 
issue to be heard re 0 Hursh It R Castro contentions 
Intervenors 791205. BOO 107 I 14 responses to NRC I. licensee 
interrogatories admitted absense of bases for allegations 
TRAVIESO-DIAZ. DAXTEft.T A Sacramento Municipal Utility District 
TRAVIESO-DIAZ Shaw. Pittman. Potts le Trowbridge 00/01/24 Bpp 


*"'8002010542 Affidavit attesting that, c ontrary to 0 Hursh I. R Castro 
allegations, licensee reactor trip circuitry is fully 
operational per NRC 790627 safety evaluation Prof 
qualifications end 

DIETERfCK.R A Sacramento Municipal Utility District 80/01/22 

6pp 


“**0002010544 Affidavit attesting that contrary to 0 Hursh !< R Castro 
al 1 egatiansi 1 Icensea developed 1. Implemented operating 
procedures for emergency feedwater sys independent of 
integrated sys Prof qualifications enc 1 

RQORIOUEZ.R J Sacramento Municipal Utility District 80/01/22 
4pp 


**“8002010543 Approved 791001 procedure change 

BPENCEft. D Sacramento Municipal Utility District 79/10/12 

20pp 


— 0DO2O1OS40 Affidavit attesting that allegation re inadequacy of 
pressurlxer tank it quench tank sixes is unfounded Statement 
of qual if Icaiioni ^ Certificate of Svc end 
KARRA8CH.D A DabcoeSe tt Mltcoi Co BO/01/23 7pp 


8002010538 Brief In support of motion foi summary disposition of 
Q Hursh l< ft Castro contentions Mere allegations w/o proper 
form of matl or substantial facts are not sufficient to 
establish issues, per 10CFR2 747(b) 

TnAVIEXO'*DlAZ. OAXTER. T A, SacramentD Municipal Utility District 
TRAVIE80*-DIAZ Bhau. Pittman. Potts U Trowbridge 00/01/24 20pp 


0002050015 Motion for summary disposition of CA Energy Commission 
Contention 5“2 per end statement of matl facts upon which 
there is no genuine issue to be heard 

TRAVIEBO-DIAZ.M. BAXTER. T A Sacramento Municipal Utility District 
TRAVIESO-OIAZi M ShAw. Pittman. Potts it Trowbridge 80/01/24 2pp 


— 0OO2O-5OO44 Statement of mall facts upon which there is no issue to be 
heard re CA Energy Commission Contention 5-2 Proposed 
controlled filterad venting »ys has not been developed 
technically $< is pot available commercially 
TRAV1E0(1''DIAZ.M. DAXTEft.T A Sacramento Municipal Utility 
District TRAVIESO-DIAZ. M Shaw. Pittman. Potts b Trowbridge 
00/01/24 2pp 


— 800205005-6 Brief in support of motion for summary disposition re CA 
Energy Commission Contention 5-2 Proposed controlled 
filtered venting ays constitutes challenge bo design basis 
established by regulations, 

TRAVIEED-DIAZ.M* BAXTER. T A Sacramento Municipal Utility 
District TRAVIESQ-DI AZ. M Shaw. Pittman, Potts |c Trowbridge 
00/01/24 llpp 
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a00205ao&f. attesting that WREG-0585 rppt citnJ as basis for 

CA Energv Coi?'mission Contention 5-2 re controlled filtered 
venting tgs constitutes future option lx is not technicallv 
or cc^nercidllg available Certificate of Svc end 
eiETERlCH ft A Satranento Municipal Utility District 80/01/22 
3pp 


8002120329 Order scheduling evidentiary hearing on 800226 in 09 Federal 
G Idgj Sacratnento, CA, re facility response to feeduater 
t rans lent s< I ong-tern Aods & competency of util mgt Limited 
appearance statements invited 

B0i4ERS,£ S Atonic Safety and Licensing Board Panel 80/01/24 

2pp 


BOO2l907'f7 Response to NftC 791217 second set of interrogatories 
Contains statement alleging absence of eiplicit quantitative 
criteria upon which to base decision re feedwater transient 
frequency rale Certificate of Svc end 

REHY. K H . VA/4DERVELDEN. H Friends of the Earth 80/01/24 7pp 


eOO'2270264 Requests documents identified in CA Energy ConitAissl on 000117 
1 nt errogatory responses^ copy of contract between CA Energy 
C ooimi s 1 ion L H Lewis k H Lewis ti F Finlayson statements of 
qual If ication ^Certificate of Svc 

BAJfTER. T A Shaw Pittman. Potts i Troubridga 00/01/28 3pp 


B002040440 Responds to 791217 first set of interrogatories to NRC WRC 
responses to Friends of the Earth 791217 first set of 
interrogatories to fJRC were served on RD Castro on 600124 
LEWISES H Hearing Branch 2 80/01/29 Ip 


0002190209 Forwards c omrton listing of issuesr u/br lef discussion of each 
contention Listing will be used at 800205 neeting in 
Sacramentor CA ASL 8 encouraged 000205 meeting as means to 
Identify contentions before prehearing conference 

BAXTER.! A Shaw. Pittman. Potts L Trowbridge F 80/01/30 2lpp 


8002120731 Forwards BA Capra affidavit Advises that line was 
dropped on Page 43 of response to Interrogatory 37 
Jan-Dec 1979 operating repts k 790911 code requirements for 
raactor operators end W/o ends 
HOEFLINO. ft K Hearing Branch 4 80/01/31 2 pp 


80 02130333 Suppl to licensee 791204 answers^Set to CA Energy 
Commiffion 791115 first set of interrogatories. FC Jones will 
sponsor BA Karrasch testimony re areas of transient 
analytes Prof qualifications U affidavit end 

HOLT.D C Sacramento Municipal Utility District HOLT. D C Babcock 
4 Wilcox Co 80/01/31 5 pp 


— 0002220205 Testimony on adequacy of prossurlier pressurlier raJiaf 
tank siie< in response to ASL0 Question 21 Prof 
qualifications end 

MATTHEWS.P R Aui i 1 1 ar g ,By s t em* Branch B0/02/1I lOpp 


— 0002220209 Testimony on reliability t* tlmellnass of emorgency feedwalet 
sys. In response to A8L3 question re CA Energy ComnilsiloTi 
Issue 1-6 Prof qualifications end 

MATTHEWS. P R Auxiliary Systems Branch 00/02/11 21pp 

— 0002220212 Tastimony on ICS integrated control sys. in r««ponsr to AGtl 
Ouestion 16 Prof qualifications enc 1 

THATCHER.O F Electric, Instrumentation «, Control 0gstira» 

Branch 80/02/11 lOpp 

— 8002220216 Advises of B&W analysis completion, per Coirmlsslon Hay 1^7? 
orders re integrated control sys failure modes & effects 
CAPARA.R A THl-2 Bullotins k Orders 77/00/22 Ip, 


— B002220222 Responds to DF Ross 790931 Ur re long-term generic 
per Commission 790317 order. 

« Arkansas Power Light Co 79/0B/31 Ip. 

—8002220223 Responds to 790821 Itr idontlfylng eight long-term genarJ-c 
Issues re Commission May 1979 orders Addl info re resolution 
of issues end 

MOORE, C C Florida Power k Light Co 79/00/31 Gpp 


— 8002220232 Testimony on direct initiation of reactor trip upon off* 
normal condition occurrence In feediuator sysi in response to 
A 8 LB Question 9 k Addl Question 1 Prof qualifications end 
THATCHER, D F Electric, Instrumentation 8 ; Control Qystims 

Branch 80/02/11 lOpp 


8002220233 Testimony on hydrogen r scomb I ner, in response to ACUD 
Question 20 Prof qualifications end 

OREENE, T A Containment Systems Branch 80/02/11 Gpp 


■6002220237 Testimony on changing outside containment sys to vent inlq 
containment bldg, In response to ASLD question re CA Energy 
Commission Issue 3-1 Prof qualifications end. 

WrwO,J Effluent Treatment Systems Dranch OO/OS/li lOpp 


•8002220240 Testimony on natural c Irculat 1 onf in response to AflLD 
question re CA Energy Commission Issue 1-2, 

NORIAM, P £ Analysis Branch 80/02/11 Bpp 


0002120373 Response to Ucenste 800124 motions for summary disposition 
Opposes blanket motion disposition of Castro Hursh 
remaining contentions 

eO/ol/ 04 ” ^ black. R L Hearing Branch 1 


80 0 2130224 Forwards addl documents mentioned in WRC responses to MH 
Seray Interrogatories 20,21.26.49 k 49 Includes Tech Specs 
6 3 16 6 2 14, "Study of Requirements for Operator 
Licensing " W/o end 

LEWIS. S H Hearing Branch 2 80/02/04 2 pp 


Commission to licensee motion for 
^ ” Castro contentions 

Contention closely relates to ASL0 questions Motion should 
be denied to avoid confusion 

ELLISON, c . LANPWEfl.L C California, State of 80/02/04 2pp 


—0002220242 Testimony on bubble foundatlondn raspanse ta A0LII Oufitlon 
24 & A 8 LB question re CA Energy Commission Issue 1-10 
WORIAN.P E Analysis Branch 00/02/11 3pp 


60^2220244 Testimony on safety k relief valves adequacy, in raaponst lb 
A 6 LB question re CA Energy Commission Contention 1-4 
HORIAM.P E Analysis Dranch 80/02/1 1 9pp 


8002220247 Testimony on logic for reactor coolant pump trip in s«*U 
break LOCA, in response to ASLD Addl Question 2 Prof 
quallf Ications encl 

NORIAN.P E Analysis Dranch 80/02/11 0 pp 


8002220249 Testimony on pressurlier instrumentation adaquacy, In 
response to A 8 LD Question 22, 

NORIAN. P E Analysis Dranch 00/02/H 6 pp 


—80 0 2260405 Affidavit by CA Energy Commission re Issue 5^2 Attests th 
implementation of controlled filtered venting at faciluJ iS 
MIX n^ oquipmetit i« commercially available 

WIX.D California, State of 90/02/04 2 pp 

'cec. m 

pp re of cec response to licensee motion for summaru 
dtspcsition Of CEC Issue 5-2 Disputes licensed factlTe 

ELUSON. J /LAlip^ER^L^C 

16UN. C LANPHER.L C California. State of 80/02/04 5pp 


-8002220294 Testimony on once-through steam generator design 
sensitivity, in response to ASLD Addl Question 3 Info re 
feedwater upgrade k prof qual i f Ications encl 

upgrade k prof qualifications end. 
RUBIN, M P , NOVAK. T M Reactor Bg stems Branch 80/02/ 

i^pp. 


^ safety sys design basis, In reipons# to AQLB 

RuniN^M p Commission Contentions l-l k 1-12 

RUBIN, M P , NOVAK, T M Reactor Bye tents Dranch, 00/02/1 1 


k'i " ‘ " iSr "r'-*- 

.c . LAHPHER. L C California, State of 80/02/04 Rpp 
5-3 uni be filed on 800336 Commission Issue 


feedwater transients acceptability re WUREO- 
Rutw ?i P Contention JIHa). 

RUB IN, M P , NOVAK,! M Reactor dys tents Branch, 00/02/11 4pp 

instrumentation for diagnosis ft control of eff- 
CoImJlsuS response to ABLB question re CA Energy 

u?rSiil i J I«ue 3-3a.Prof quel i f icat ion. encl, 

WILSON, E A Operator Licensing Branch 80/02/11 6 pp. 

reconsideration of automatic ft manual lafety 
qualifications end 

NOVAK, T-M Reactor Systems Branch 80/02/11 9 pp 
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0002220271 7«^stifnon^ on operator training & competencei in rosponse to 

CA Enargy Camflii»»ion 1 9 toss l-7i3''lr3“2 S-Sj to aSLB 
Ouri^tian 32 ii to Friends of the Earth Contention IIKe} Prof 
i^ual l#l<att ions S< supporting documentation end 
MILSQNtB A Operator Licensing Branch 80/02/11 47pp 


^"8002220272 Testimony on control room design^ in response to ASLD 
Qirestlon 31 Pro/ qua 1 1 f ications end 

l/ILSOMfB A Operator Licensing Branch 80/02/11 6pp 


— 0002220277 Testimony on unlicensed plant operator training* in response 
to ABLD Question 34 Prof qualifications encl 

/lOBBlLLiP J Beglan 5* San Francisco* Office of the Director 
80/02/11 lOpp 


— 0002220282 Testimony on mgt & technical competence* in response to 
Friends of the Earth Contention Ill(d) Ct to ASLB Qiiettion 
32 Prof qualifications end 

ALLENSPAGH. F R Quality Assurance Branch 60/02/11 llpp 


I Financial information 


8002210527 Forwards util internal cash flou projection for 1980* 
statements of net revenue for 1960 budget S balance sheet it 
statement of revenue as of 791231 Documents provide info for 
guarantee of payment for CVBO CY79 guarantee sent 790226 
MATTlMOE.vl J Sacramento Municipal Utility District SO/02/15 

6pp 


J Insurance it indemnity information 


0002290397 Forwards Endorsements 42 it 36 ta MAELU Policies NF-212 !* 
MF'75* respectively 

MATTIMOE. J J Sacramento Municipal Utility District 80/02/22 
3pp 


P Operating license stage documents ^ correspondenc e 


— 0 OO 222 O 2 B 46 Testimony on 8MU0 competence to operate faciiitg lit response 
to Friends of the Earth Contention IlKdl & A6LQ Quostion 
32 Pro# qualifications end 

%rt}HN50N* A D Quality Assurance Branch 80/02/11 12pp 


— B0022SOS90 Testimony on SMUD competence to operate facility* in response 
to Frlersds of the Earth Contention lIHd) tt ASLB Question 
32 Prof qualifications end 

ZUETZIOfO. D Region 5* San Francisco* Office of the Director 
60/02/ 11 epp 


""BO02220293 Testimony on implementation of Commission 790507 order re 
long-term mods* in response to Friends of the Earth 
Contention rn(c> Prof qual i f ications end 
CAPRA. R. A Standardization Branch 60/02/11, lOpp 


BI>O^&0164 Opening statement by CA Energy Commission Urges A6LD to 
c-xamlre adequacy of 790807 order requiring changes before 
facility could operate* in light of remedies taken Will 
present CM Webb*H UewisrD Qrldenbaugh it D Nix as witnesses 
ELLI&GfffC * LANPHER*L C Californlai State of 60/02/11 4pp 


0002260319 prepared direct testimony by CA Energy Commission Operator 
training inadequate S( needs substantial improvement Areas 
net deilgnerf u/optimum human factor considerations could 
contribute to errors in diagnosis W/affldavits 

BR IDEI^BAUOHi D. * MIMQR* 0 C California. State of 60/02/11 21pp 


6002110S76 Eitonds comment prriod re draft NUREO-0630 to 800116 

OAHMILL/W P Assistant Director for Standard it Advanced Reactors 
80/01/03 3pp 


8002080336 Fortuards request for addl info re containment purge sys V 
venting sys. ta complete evaluation of containment purge 
alectrical ovemde/bypase 

LAIWAS*0 Plant Systems Branch 80/01/07 3pp 


8002130100 Discusses scheduling problems re completion of remaining PWR 
overpressure protection reviews Completion is dependent upon 
Reactor Safety Branch approval of overall sys aspects of 
proposed designs 

LAINAS*0 Plant Systems Branch 00/01/17 Ip 


0002080254 Requests info re effects of valve lineup procedural changes 
within 45 days 

REID. R W Operating Reactors Branch 4 60/01/22 3pp 


8002070134 Forwards request for addl Info to complete review of 
electrical ovorr Ide /by pass aspects of containment purge sys 
Info should be provided within 30 days 

REID* R W Operating Reactors Branch 4 80/01/23 Spp 


8002140022 Forwards request for info to complete NRC evaluation of 
electrical overr ide /bypas s aspects of containment purge 
sys it containment venting sys 

REID* R W Operating Reactors Branch 4 QO/01/23 5pp 


6002260336 Prepared direct testimony by CA Energy Commission iCEC) re 
r ad ioac ti vi ty rekease from containment* CEC Issue 5-1 Addl 
analysis r* potential failures should be performed despite 
prasentatian of better defense sys than TMI W/affidavit 
fViNH.B J California* Btate of 00/02/11 17pp 


6002060325 Requests that 7-91231 Itr be disregarded Ltr dtd 791130 
should be used as Util official description of mod required 
by fire protection safety evaluat ion* Paragraph 3 1 3112) 

MATTIMOE*J J Sacramento Municipal Utility District 80/01/24 ip 


0OO*?26'O344 Prepared direct testimony by CA Energy Commission re design 
■ •ns i tlvi t lec of flliW N3SB Design sans 1 tivl ties should be 
• llnlnated in facilities with OLs i. plants under const 
/Affidavit end 

UEBBfC M California. State of 60/02/11 IDpp 


6002270109 rorwards licensee testimony projected for 600226 hearing par 
A-SLB 791204 order Wording of Hursh it Castro contentions 
retained due to absence of prehearing conference order 
reformulating allegations Certificate of Sve encl 
BAXTER* T A Shaw, Pittman* Potts 8< Trowbridge 00/02/11 app 


0002270053 Submits correction to 600211 ltr re NRC direct testimony 
Testimonies of DF Thatcher it BA Wilson re integrated control 
sys & operator training include attachments not prepared by 
.witnesses which will not be offered in evidence 
BAXTER*! A Shaw* Pittman* Potts V Trowbridge 60/02/19 2pp 


B00225Q364 Advises of NRC intention not to respond to licensee 
objection to U motion for recons iderati on of A8LD prehearing 
CooftrenCfl order. Part II* unless so directed 
CEHIS*B H Hearing Branch 2 80/02/21 ip 


6002250216 Motion for extension until 800304 for filing testimony re 
CA Energy Commlsfion Issue 5~2 Extension will apply to all 
pertles & will not impact hearing schedule Certificate of 
Sve encl 

LEIVig.SH Hearing Branch 2 80/02/22 Gpp 


H Derveral correspondence 


©002270509 Prof of sve of prepared testimony of C Webb.DJ Mann* 0 Minor 
tn D firldenbaugh on 800211 

^NESiD Affiliation Unknown 80/02/11 2pp 


0002060330 Bubmii ts c lari f ication of util status an degraded voltage 
mods Mill submit second level coincident logic design w/ 
required supporting analysis 6 documentation far review* 
comment it approval by 600303 

MATTIMOE, J J Sacramento Municipal Utility District 00/01/24 Ip 


8002060341 Requests that date of 790107 ltr re status of NUREG-0578 
action items* be changed to 000107 

MATTIMOE* J J Sacramento Municipal Utility District 80/01/24 Ip 


8002060336 Responds to NRC 791121 ltr ro request for info on small 
break analysis Util 791219 ltr provided info on reactor 
coolant pump seals Info re mechanical effects of slug flow 
on steam generator tubes encl 

MATTIMOE.U J Sacramento Municipal Utility District GO/01/25 

2pp 


8002200148 Discusses 800124 Northern CA ear thquake* measuring 5 5 on 
Richter Scale No sei tuus damage occurred at GCTR Slight 
motion was felt at Rancho 8eco Minor architectural damage 
experience at LLL 

CRUTCHFIELD. D Systematic Evaluation Program Branch NOONAN* V 

Engineering Branch UACKEON* R Oeesclences Branch 60/01/25 3pp 


80020B04B7 Responds to 790319 ltr requesting addl infn re proposed mod 
for stering reactor cavity annula? seal plate during 
reactor operation Neither design nor fabrication of bldg 
comp lute 

MATTIMOE* J J Sacramento Municipal Utility District B0/01/2B Ip 


0002190190 Requests to be placed on facility notification list Requests 
to testify in support of facility at Feb 1930 hearing 
HUBBARD* H Affiliation Unknown 00/01/20 Ip 
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0002060355 Forwardi. "Pote-ntial Reactor &y 5 Voiding During Atitlcipated 
Transplants " Concludes that voiding does not occur in RCS 
during anticipated transicrils 

MATTIMDE.^J J Sacramento Municipal Utilifcg District Ip 

'0002060361 "Potential Reactor Sys Voiding During Anticipated 
Transients " 

-* Qabcock V Wilcoi Co aO/Ol/Sl 32 pp 


0002140005 Discusses recent developments impacting uaste disposal 
operations at commercial loiuj level uiaste burial sites 
Forwards license Itr Prom Si^aie of &C to Chen-Nuclear By s 
describing restrictions for waste disposal in BC 
EIEENHUT,D 0 Division oT Operating Reactors GO/01/29 2app 


Q002iSDSS3 Requests continuation of B&emptton for Lessons Learned Task 
Force tio-ms re ECCS HP I valve operator motars scheduled to 
be doiiverod by 600331 Vtil ui 1 I install -nvators uitfiin 30 
days op letelpi or by 000601 

MATTIMOE-J J Sacramento Municipal Utnity District 60/02/01 

2pp 


8002130074 Notifies of NRC decision re util 000116 response to NRC 
G00102 show cause order Necessary equipment tui 1 1 not bs 
available re Catsgoiy A requirements Grants eibension until 
600601 for implementation 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/01 3pp 


&00219D4GO Responds to NRC 791210 request fur addl info re automatic 
reactor coolant pump trip during small break LOCAs Util is 
working w/QtW ourers gioup ^ 3&W to develop design approach 
schedule Nil] provide sched'uie by G00301 
MATTIMOE-U J Sacramento Municipal Utility District 00/02/07 Ip 


B002270133 Forwards request for addl info re proposed amend of Tech 
Specs to permit operation w/fuel loading planned for Cycle 
4 Requests response by 600215 

REID. R W Operating Reactors Dranch. 4 00/02/11 5pp 


800226050Q Corrects errors in SC0t24 I tr forwarding addl info re 
containment purge i> vent sys 

MATTlUDEcJ J Gacramerito Municipal Utility District 60/02/12 Ip 


6002150255 F-oruards DAW-IS?/. "Effects of Asymmetric UOCA Loadings/ 
Phase II Status," on behalf of BLW 177 fuel assembly DUiners 
group Final rapt will be submitted by 000701 
TAVLOfl. U H Babcock U Wilcoi Co BO/02/14 Ip 


--8002130262 "Effects of Assymetric UOCA Load Itig s, Phase II Status 
• Affi ] lation Unknown BAW-t597 00/02/14 SOOpp 


6002200606 Forwards Amend 12 to restart rapt tn OLW Rapt "Small Break 
Operating Ouidelines " Amend provides responses t schedules 
for responses to 600121 Ifcr 

HERDEiNrJ G HetropaUtan Edison Co 00/02/15 Ip 


0002200646 "Small Break Operating Guidelines " 

BECKNER/D A Dabeock Ni Lcoi Co 77/11/30 63pp 


0002260662 Foruards preliminary results from control rod guide tube 
wear measure merit program Some wear shown in upper span 
corresponding to control rod park positions Results withheld 
{ref 10CFR2 790) 

MATTIMOE. J J Gacramento Municipal Utility District BO/03/15 Ip 


8002290122 Notification of 600222 meeting owners group/ Abnormal 

Transient Dperation Guidolinies Commi tte*/ In Nash ing ton, DC 
bo discuss progress on abnormal transient operational 
guidelines program & NUREC-0578 

CAPRA/ R A Standard! zati on Branch 80/02/15 2pp 


60022606B3 Forwards empiitcal data re loading of auxiliary feedwater 
pumps onto diesel generator powered bus Info obtained during 
performance of Test Procedure 600-21 during initial startup 
testing 

MATTIMOE.JJ SscrainentQ Municipal Utility District 80/02/18 

2pp 


8002260641 Forwards response lo NRC 600211 request For addl info re 
Cycle 4 reload 

HATTIKOE/J J SacramEnlo Municipal Utility District 80/02/17 
iOpp 


8002260644 Forwards Class ill fee required for util BQ0201 application 
to amend License DPn-54 Amend involves exemption from code 
requirements pending mods to ECCS 

MATTIMOE. J J Sacramento Municipal Ut»liky District 80/02/22 Ip 

) 


0 Inspection reports, IE Bullottns L correspondence 


8002140244 Responds to IE Bulletin 79-19 re evacution alarm sys Two 
surveys conducted Two areas of inaudibility noted In high 
noise areasi flash ing lights will be installed L vo 1 
adjustmant of addl speakers will be added as needed 

MATTIMOE. J J Sacramanto Municipal Utility District 79/09/12 ]p 


6002U0224 Discusses responses to IE Bulletins 79~05C 77-'06C re 

need for tripping reactor coolant pumps for certain small 
break LOCAs Recent events force more prompt solution to 
problems Meeting necessary to resolve issues 
BOSS/D F TMI-2 Bulletins U Orders 79/10/05 2Spp 


6002140439 Responds to IE Bulletin 79-24, "Froien Lines " No lafety- 
related processes/ instruments or sampling lines will Freeze 
during cold weather Heat tracing was insulated or installed 
on alt critical lines during const 

MATTIMOE, JJ Sacramento Municipal Utility District 79/10/S3 Ip 


8002130212 Supersedes 791005 response to IE Bulletin 79-'05A/ Revl sion 3 
MtU ti NRC reached agreement re Item 12 of IE bulletin 
flutliries requirements for notification of NRC when reactor 
is not in controlled condition 

RQDRIQUEZrR J Sacramento Municipal Utility District 79/10/26 

2pp 


0002280628 Responds to IE Bulletin 79-14 re seismic analyses of as- 
built safety related piping sys Accessible portion of 
redundant safety-related piping sys inspocted 

MATTIMOe. JJ Sacramento Municipal Utility District 79/10/31 Ip 


8002280237 Responds to IE Bulletin 79-23 re potential emergency diesiiL 
generator field eictter transformer failure Emergency diesel 
generator full-load operation test verified that voltage l< 
frequency requirements were maintained 

KATTIKOE. J J Sacramento Municipal Utility District 79/11/05 Lp 


8002260763 Updates 790713 response to IE Bulletin 79-13 re adequacy of 
operating & emergency procedures Procedure title revised to 
include feed line rupture L symptoms clarified indicating 
feed line rupture vs steam line rupture 

HATTIKDE. J J Sacramento Municipal Utility District 79/12/19 Lp 


6002200337 Forwards IE Insp Rept 50-312/79-26 on 791210-14. No 
noncompl lance noted 

CREU5/ J L Region 5/ San Francisco/ Reactor Operations Nuclear 

Support Branch 00/01/07 2pp 


—6002200341 IE Insp Rept 90-312/79-26 on 791210-14 No noncomp 1 lance 
noted Major areas Inspected completion of selected fire 
protect ion <nodsi survei 1 lane e of pipe support b restraint sys 
t( audit of health physics 

FAULKENBERRV/ B Region 5, Gan Francisco/ Reactor Operation* 

Nuclear Support Branch ZNETZlG/0 D Region 5/ San Franclsco/ 
Office of the Director 80/01/04 6pp 


0002280295 Responds to IE Bulletin 79-28 re NAMGO limit switches Model 
EA180 malfunctions No NAMCO switches installed in any sys 
RODRIQUEZ/ R J Bacramento Municipal Utility District 60/01/07 

ip 


8002280262 Responds to IE Bulletin 79-28 re NAMCO limit switches Model 
EAteO malfunctions No NAMCO switches installed In safety- 
related equipment inside or outside containment 

MATTIMOE/ J J Sacramento Municipal Utility District 60/01/09 Ip 


8002080146 Forwards IE Info Notice 80-03# "Main Turbine 
Elec trohy draul ic Control Sys ’* No specific action or 
response required 

ENGELKEN/R H Region 5# Ban Francisco, Office of the Director 
aO/Ol/31 lp 


0002140124 Forward* IE Circular 79-25/Suppl A, "Shock Arrestor Strut 
Assembly Interference ” No written response required 
ENOELKEN, R H Region 5. Gan Francisco# Office of the Director 
00/01/31 lp 


8002250591 Forwards IE Circular 80-02# "Nuclear Powar Plant Btaff 
Work Hours " No written response required 

ENQELKEN/R H Region 5# San Franc Isco# Office of the Director 
80/02/01 Ip. 


8002130186 Ack receipt of 791209 J tr informing NRC of steps taken to 
correct violation noted in IE Insp Rept 50-312/79-20 
CREUQrJ L Region 9# Ban Francisco# Reactor Dperations Nuclear 

Support Branch 80/02/05 Ip 
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B00?2l030& Foriiiard^ IE Bulletin a0~03f "Loss of Charcoal From Std Type 
tl ■ TuD^'inchr Tray Adsorber Cells " Action required 
E/«lEmENi R H Region 5« San Franciscoi Office of the Director 

80/03/06 Ip 


90072SCO83 Foruiards IE Info Notice 80-05, "Chloride Contamination of 
9af ity-'Rela ted Piping C< Componenti '* No written response 
required 

ENOELI^ENrR H Region 5r San Francisco* Office of the Director 

80/02/08 Ip 


8002290613 Ack receipt of 800122 response to IE Insp R«pt 50-312/79-22 
on 791029-1101 

CREiySi J L Region 5, San Francisco* Reactor Operations Nuclear 

Qjpport Branch 80/02/19 Ip 


— 8002290618 Respe-nds to infractions noted in IE tnsp Rept 50-312/79-22 
on 791029-1101 Corrective actions temporary changes to 
training program procedures initiated & annual QA audit 
required 

NATTIfiQE.J J Sacramento Kunicipal Utility District BO/01/22 

3pp 


--B002290620 ForiDartfs IE Insp Rcpt 50-312/79-22 on 791029-1101 & notice 
ol vlalfltlon 

CREiJS* J L Region 5* San Francisco* Reactor Operations Nuclear 

Buppart Oranch 79/12/27 2pp 


— B00205046S LER 79-024/03L-0 on 79 1217. during normal op erat i on* HP I pump 
B taken out of svc. On 80D109* d 1 scovered that cooling uater 
supply valves uiere isolated Caused by removal of HPI pump D 
from SVC Pump 0 returned to svc K placed on standby 
COLUNBO.R » Sacramento Municipal Utility District 80/01/25 
IP 


B002270365 RQ 80-6 discovered potential generic problem re anchor 
valves Bolting matl may not be compatible u/valve 
components* lead ing to stud failure Testing program is being 
initiated Complete rept provided in 14 days 

ROORlGUEZiR J Sacramento Municipal Utility District 8D/D2/04 

Ip 


0002190560 Forwards tER BO-003/03L-0 

MATTIHDEi J J Bacratnento Municipal Utility District 80/02/06 

2pp 


—8002190569 LER 80-003/03L-0 on B00109, wh 1 1 e out of svt for fire 
protection rncids*HPj pump B was restored to standby Makeup 
pump was realigned to normal Caused by operator error 
Standing order issued 

COUOMDa*R W Sacramento Municipal Utility District 80/02/06 
IP 


B0O2250499 Forwards LER 00-004 /03U-0 

MATTIKOE^J J Sacramento Municipal Utility District 00/02/11 
2PP 


— Q002290621 Notice of violation from insp an 791029-1101 

# Region 5t San Franc isca. Office of the Director 79/12/27 
SfP 


— 800229062S IE Insp Rept 50-312/79-22 on 791029-1101 Noncompliance 
noted failure to review temporary changes to within seven 
days & audit qualifications of plant operating personnel 
FAULKENBERRYi B Region 5* Ban Francisco* Reactor Operations 

Nuclear Support Branch ZWETZI0*0 D Region 5* Son Francisco, 
Office of the Director 79/12/27 Bpp 


R Periodic operating reports related correspondence 


8Q02190764 Forwards monthly operating rept for Jan 1900 

ROORIOUEZiR J Sacramento riuniclpal Utility District 00/02/01 
if 


—8002190760 Monthly operating rept for Jan 1900 

COLOMDOifl M Sacramento Muni c ipal* Ut i 1 1 ty District 00/01/31 
7pp 


—8002250504 LER 80-004/03L-'0 on 0001 12* evaiuat i on of seven consecutive 
RGB leakraies indicated leak rates in eicess of 1 gallon 
per minute resulting in shutdown of reactor Frobably caused 
by packing leak in pressurlier spray valve PV-21509 
CaLOMDD*R W Bacramenfeo Municipal Utility District 80/02/11 
Ip 


GOO22SO540 Forwards LER aO-OO5/03L-O 

MATTIMOEfJ J Sacramento Municipal Utility District 80/02/14 

2pp 


—0002250553 LER BO-OOS/OaL-0 on 0001 17 * w/reac t a r in cold shutdown for 
refueling outage, excessive leakage observed from outboard 
seal of decay heat removal Rump ArP-26lA Beal replaced* sys 
tested t( declared operable 

COLOMBO, R W Sacramento Municipal Utility District 00/02/14 
tp 


0002250530 Forwards LER 00-006/011-0 

MATTIhiOEiJ J Sacramento Municipal Utility District 80/02/18 
3pp 


S Rtpertablfl occurrences, LERt S< related correspondence 


7905140055 Forwards excerpts of LERs re feedwater related 8t other 
transients at B%U facilities other than TMl Related 
corTtspondence end 

QRNSTEIHiH L Office of the executive Director for Operations 
79/04/06 tapp 


8002260013 PMP-V-eO-OOl on 800109* members of IBEil voted 522 to 27 to 
authorlia strike on 000114 Approx 51*4 of site employees 
art members Resident inspector has completed prestrike 
Ibip req.ulromefi ts 

STERHGEROr D Region 5, San Francisco, Office of the Director 

80/01/10 Ip 


a002210045 PNa"V-0D''OO2 on GOOU i * detee ted unidentified reactor coolant 
itatag# Shutdown initiated which caused loss of flow to 
seals on Reactor Coolant Pump C, resulting in postponement of 
refueling outage completion until 800303 

FAULKENDERRYi D Office of Inspection & Enforcement* Office of the 
Director* 00/01/14 ip 


B002040443 PNO-V-00-006 on 000124, earthquake of approx 5 8 Richter 
occurred w/epicenter between Stockton t( LivormQre»CA No 
damage to facility structures identified Radio repts 
indicate evacuation of LLL In progress 

SrERNBERO, D Region 5, San Francisco* Office of the Director 
8D/0t/24 ip 


8002080061 PNa-I-BO-OOB on 000124* A1 I led Nuclear 8vci Co employee 
sjitalned broken left ank 1 e* spra ined right ankle possible 
back injuries from 27-ft fall Caused by employee falling 
iPiTough open grating while performing radsation survey. 
FAULKENBERRY* B Region 8, Ban Francisco* Office of the Director 
GO/01/24 Ip 


—0002250543 LER 00-006/01 T-0 on 800204. Ub results of failed stainless 
steel stud from Anchor Valve Co valve indicated potential 
problem re premature stud failure Caused by improper temp 
for heat treating during mfg More testing in progress 
COLOMOO.R M Sacramento Municipal Utility District 80/02/18 
ip 


8002270259 RQ-GO-ll onc«-through steam generator tubes measured for 
degradation Steam generator A has one tube degraded U steam 
generator B has two tubes degraded Corrective action 
underway. 

□UBRE*R P Sacramento Honlcipal Utility District 00/02/19 Ip 


T Hearing transcripts on non-ant i trus t matters 


0002140644 Transcript of 800206 prehaaring conference In Bacramento* 

CA Pp 52-164 

BDWERSiE 8 , COLE* R F , SHAN.T J Atomic Safety and Licensing Board 
Panel BO/02/06 il2pp 


U Congrosslona 1 /Executive Correspondence 


0002220364 Responds to 790402 Itr re problems associated w/design U 
operation of nuclear plants Forwards detailed responses to 
each question including anfo re pressoriier & surveillance 
Draft SECY paper end for Central Files only 

OQ08tCK*L V Office of the Executive Director for Operations 
80/01/00 I4pp 


DOCKET 50-313 ARKANSAS NUCLEAR ONE* UNIT 1 


F 0ecurlty* medical* emergency i fire protection plans 


8002090460 Forwards LER 79-024 /03L-0 

HATTltiOEtJ J. Bacramsnto Municipal Utility District 80/01/25 

apf 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
representatl ve per util hy 791231 Forwards FR notice 
0RIME8, B. K Emergency Preparedness Task Force 79/12/21 7pp 
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docketed items 


COO^tGGOlO ftre protecttcn for facility corridor L cable 

\ 9 rtddtn 9 roDH Foruardi addl actions lequired to make fire 
protBction designs accceptiible L rationale for MRC position 
^equfits relponie uiithin 20 daijS 

LAINAS G Plant Systems Brancn BO/Ol/17 9p0 


Q00227056G Advisei of act-ep tab 1 1 1 ty of proposed design for neu hose 
stations provided in util 600109 Itr Sufficient v/ater 
pressure is available to supply required quantity of uater 
for stations 

RElD.fi W Operating Reactors Branch 4 B0/02/0& Sfip 


aooaiooloo Osscussies sthpdullng problems re completion of romalnlng PifB 
overpressure protection reviews Conipletion is dependent upon 
Reactor Safety Branch approval of overall sys aspect* of 
proposed designs 

LAINASi 0 Plant Systems Branch 00/01/17 Ip 


0002040321 Advise* that proposed design for automatic inltlatlun it 
control of emergency feedwater sy« Independent of 
tntergrated control sys satisfies control-grade provisions 
of NOReo 057B. Item 2 1 7 a 

RElDiR W Operating Reactors Branch 4 qO/ 01/18 3pp 


9003210407 Act receipt o»^ IJRC 791210 request for comments if addl info 
rt safeguards contingency plan Vlill provide rtsponsft by 
S00335 

TRIMBLE. DC Hrkansas Fouer t Light CD BO/02/ll Ip 


0 Adjodicatopy correspondence 


0002040042 Requests info on effects of valve lineup procedural chia-ngti-. 
REID«R U Operating Reactors Branch 4 00/01/22 3pp 


0002040260 Forward* response to NRC verbal request for addl info r« 
Implementation of TMI Lesson* Learned Task Force 
requirement* Remaining info ui 1 1 be provided by 300131 
TRIMBLE. D C Arkansas Power Light Co 00/01/29 4pp 


8Q022S0191 Forwards fiRC direct testi<Dony containing answer* to A5LB 
questions at 800206 prehearing conference it covering Castro 
i. Hursh contention Testimony on CA Energy Com.iil*siOn fssue 
5~2 ui 1 1 be filed on 800226 List of direct testimony end 
LEWIS. S H Hearing Branch 2 00/02/11 4pp 


0002140000 Discusses recent development* impacting waste dispa»dl 
operations at commercial law level waste burial site* 

Forwards license & Itr from State of SC to Chem'-Nuc I ear %\fii 

describing restrictions for waste disposal in BC 

E18EWHUT,D0 Division of Operating Reactor* 00/01/29 SSpp 


-'S002220222 Responds to DF Ross 790031 Ifcr re long-term generic issues* 
per Corr-nission 790517 order 
* Arkansas Pouer i* Light Co 79/00/31 Ip 


H General correspondence 


9702200177 Forwards hrC analysis of end 790409 comments re technical 
issues represenCitig conpromises to Safe opsratian Of 
facilities Analysis demonstrates that safety of plant* was 
adequately addressed in final design Related matl end 
STELLQ.V Office of Inspection 6 Enforcement* Office of the 
Director 79/lWDl 4pp 


—8002280207 Alleges that inadequate care was taken in design const of 
*afety-T*lat»d sys at facilities Pipefitters used 30-toii 
come-alofig to align pipes at Montlceilo which could have 
prestressed lines beyond acceptable level* 

AUiUSTVH. j R Affiliation Unknown 79/04/09 3pp 


■a002.-90606 Forwards fJRC analysis of 790409 comments re technical issues 
representing compromise* to safe operation of facilities 
Analysis denoristrates that safety of plants was adequately 
addressed in final design 

STEILO.V Office of Inspection 6 Enforcement. Office of the 
Director 79/n/Ol 4pp 


8002120120 Responds to 79il.'^6 request for cooperation on five items re 
assistance to AR agencies m event of nuclear incident 
Describes MIC efrorts to ensure acceptable level of 
emergency preparedness m vicinity of reactor 

DEWTOfi.H R Office of Nuclear Reactor Regulation 80/01/18 2pp 


—6002120434 
agehc les 
CLINTON. B 


Requests NRC cooperation re notification & assistance 
in event of nuclear incident 

Arkansas. Stake or 79/11/26 2 pp 


to AR 


8002070161 Forward® Intake impingement data for Dec 1979 Compot*r tardf 
end 

TRIMBLE, D C Arkanaas Power Light Co 80/01/31 Ip. 


—6002070165 Intake impingement data for Dec 1979 
* Arkansas Power S. Light Co 80/01/31 I3pp 


B002070320 Forward* suppl to util B001S9 J tr provjdinff info rfi 
trpl«#entatiQn of Lesson* Learned Task Force Category A 
Items Submits info re emergency power supp ly* d iverso 
centainment isolation ik post-accident sampling 
TRIMBLE, D C Arkansas Power & Light Co 00/01/31 7pp. 


6002120679 Respond* to MRC 790913 1030 Ur* ro ImpUmanting *horb- 

term Lessons Learned Task Force recommendation* Request* 
emend to Tech Specs re design change for automatic isolation 
of nonessential sys by reactor bldg isolation signal 
CAVANAUGH* H Arkansas Power it Light Co 00/02/04. 2 pp 


—0002120603 Changes to Tech Spec 3 5 3 re safety features actuation ty* 
setpoints 

* Arkansas Power it Light Co 00/02/04 2 pp 


8002140660 Notification of 800211 meeting w/utll in Dethe*da*rtD to 
appeal NRC position re proposal for *lte technical support 

VlSSlNOiO Operating Reactors Dranch 4 00/02/0? Spp 


ouvrfrfivuuH ropuards notification of 000211 meatlng w/util j 
MO to discuss proposed technical support etr it executive 

position on ctr. 

OANMiLLiW P Assistant Director for System® it Project® 

3pp 


DetAeedai 


BO/ 02 /OP 


to Pr.tU.nt C.rt.o » 

NRC Number qf shutdown* is not necessarily measure of plant 
s^ety Diipojal of raduaste is accomplished by expanding 
**°^*9e facilities ECCS is not flawed ® 

EISENHUT.D 0 Division of Operating Reactors BO/OI/30 5pp 


P — - an FTV/Ptfi IJiT ro 0»nt 

analysis of sequential auxiliary feedwater flow to steam 
following loss of main feedwater using S-modo 
through steam generator representation 
TRIMBLe^. 0 C Arkansas Power It Light Co BO/OS/ 11 IDpp 


»-«start Plant 1 * accident prone, operators 
problem exists, 

iVrtitl' ? mortality rate in Pope County 

response encl 

BIMMONSi J Affiliation Unknown 79/f|/02 2pp 


li j y'"'!""!*''”"'' r' e»»«i'w-vonip operaoing i imlti, odminl 
applied due to 0|<W notification of possible atypical Weld 
to limits delineated in current DU 
TRIMBLE. D C Arkansae Power & Light Co 00/02/11 Ip, 


“* pUnnfnj 

MCI rSIida r.spons* to 

enci 791108 tr to President Carter Annauncements qf 
meetings mailed to local media 

DEHJDfj.HR of Nuclear R, actor Regulation 00/02/00 4 


document* L correspondence 


e002tl<J3?A El tend* 

gamhill.wp a 

«30/0l/03 3pp 


coniRient 

ssistant 


pivtod re draft NUREO-0630 to BOOl 
Director for Standard L Advanced 


16 

Reactors 


79 -OSC proposed tesing in IE Bulletin 

TRIMDI^/d r* review will be completed by 000229 

TRIMBLE* D C Arkansas Power it Light Co. 80/02/1 i ip. 


required tq complete review of r«qu««tt 
for amend* i proposed Tech Spec changes LiUts revision* to 

l^SumeJtatU to achieve succel.ful 

CAVANAUGH* H Arkansas Power U Light Co 00/02/12, 4 pp 


80021S0376 Revised Tech Spec* I 
water syi & test basis 
* Arkansas Power & Light Co 


7-1 9 for reactor bldgj fire lupprstfion 
79/06/00 2pp 
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‘600215Q386 Fti*vii*d Tach Spacs 3 4-3 4 9 far ateam b pouer conversion 

* Arkeniaa Pouer it Llaht Co 79/06/08 7pp 

'€002150397 Revised Tech 8p«cs 4 B-4 8 1 for emergency faedufelrer pump 

* Arkaniae Pouer !< Light Co 79/06/00 2pp 


€00215040? Revised Tech Bpecs 351763910 for reactor trip 
cireuri try. 

« Arfcania* Pouer 6 Light Co 79/06/06 9pp 


B002MO&13 Forwards revised response to l£ Dulletin 79-l9i ‘’Paclfaging 
of Low Level Raduiaste for Transport 6 Durial " DOT 6 NRC 
regulations re transfer packaging 6 transport of raduaste 
revised continually as changes are proposed 6 Implemented 
TRIMBLEiD C Arkansas Power 6 Light Co 79/11/30 9pp 


B0021 10338 Forwards IE Insp Repts 50-313/79-22 6 50-360/79-21 on 
791006—1121 6 three notices of violation One notice of 
violation withheld Crcf 10CFR2 790J 

MADSEMi 0 L Region At Oallasi Reactor Operations Nuclear Support 

Branch 79/12/11 3pp 


— 6-00^150410 Revised Tech Specs 3 1 2-3 12 7 for pressurization, heatup 
^ cooldaurn limitations 

a Artanias Pouer 6 Light Co 00/06/06 5pp 


~~~6O021 50424 Revised Tech Specs 3 0-3 115 for limiting conditions for 
optraiion In reactor coolant sys 
* Arkansas Power 6 Light Co 00/06/06 4pp 


*^002210471 Fariuards oversi le. revised facility projected operating 
Trimble. D C Arkansas Power 6 Light Co 00/02/12 2pp 


—8002110397 Notice of violation frocn irisp on 791006-1121 

* Region 4. Dallasi Office of the Director 79/12/07 Ip 


— B0021 10402 Notice of violation from insp on 791006-1121 

a Region 4. Dallas. Office of the Director 79/12/07 Ip 


—0002110416 IE Insp Repts 50-313/79-22 6 90-360/79-21 on 791006-1121 
None ompl lane e noted control of combustible matl 6 failure to 
adhere to plant operation procedures , 

WE8TRHAN. T F > JOHNSON. N 0 Region 4. Dallas. Office of the 
Director 79/12/07 Bpp 


8^X>2!250071 Summary of 000110 meeting u/util in Dethesda.MD re review 
of control grad* auto Initiation of emergency feedwater sys 
Sc Lessons Learned Task Force short-term requirements 
Oyirslia drawings available in Central Files only 
^/[S3INOrO 0 Operating Reactors Branch 4 80/02/12 4pp 


9003150255 Faruards BAN-1597. "Effects of Asymmetric LOCA Loadings. 
Phaii II Status." on behalf of B&N 177 fuel assembly owners 
group Final rept will to submitted by 800701 
TAVLQfl.J H Babcock 6 NlUox Co 00/02/14 Ip 


—6002150262 "Effects of Assymetric LQCA Load ings. Phase II Status," 
* Affi nation Unknown BAM-1597 BO/02/14 SOOpp 


8003260697 Discusses Q6N rept. in response to NRC 800109 Itr Agrees 
wi/rept conclusion that no voiding occurs in RC8 during 
anticipated transients No data found to support proposed 
voiding phtnamena 

TRIKBLE.D C Arkansas Power 6 Light Co 00/02/15 Ip 


0002290123 Notification of 000222 meeting w/D6N owners group. Abnormal 
Trirslent aperatlon Ouidelinos Committee. in Washington. DC 
to discuss progress on abnormal transient operational 
guidelines program & NUREO-0570 

CAPRA. R. A Standardization Dranch 80/02/15 2pp 


0002260432 Bubmits leakage test data as described In 800UB Itr. in 
rtsponse to TMI-2 Lessons Learned Task Force requirements 
TREMBLE. D C Arkansas Power 6 Light Co 00/02/19 Ip 


0OO337O23B Submits addl Info requested by NRC 791004 Itr re postulated 
boron dilution incident Forwards diagrams showing location 
of affected valves Drawings available in Central Files only 
TRIHBLE»D C Arkansas Power 6 Light Co 00/08/19 Ip 


8003200599 Informs NRC of contract w/Hittman Nuclear 6 Pevelopment Corp 
CHNOC) for solidification of low level radwaste HNDC program 
Aas NRC approval , Forwards unrevieued safety question 
detara-inatlon 6 process control program. 

TRINSLE.D. C. Arkansas Power it Light Co 00/02/21. 9pp 


— 0002260559 Operating procodores for process control program 
» Arkansas Power 6 Light Co 79/12/10 iOpp 


8002150395 Responds to IE Bulletin 79-25 No Westinghouse DFO/NDFD 
relays used or planned for use in saf ety-related sys at 
facilities 

TRIMBLE. D C Arkonsas Power t Light Co 79/12/18 Ip 


8002000181 Forwards IE Info Notice 80-01. "Fuel Handling Events " Nn 
specific action or response required 

SEYFRIT.K V Region 4, Oalias. Office of the Director 80/01/04 

ip 


8002270479 Forwards IE Insp Repts 50-313/79-26 6 50-360/79-29 on 
791217-20 No noncomp 1 ianc e noted 

MAD5EN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Dranch 00/01/04 2pp 


—8002270406 IE Insp Repts 50-313/79-26 i 50-360/79-25 on 791217-20 No 
none umpl lane e noted Major areas inspected previously 
identified i terns, ca 1 ibr of license specified instrumentation 
6 calibr of general safety-related instrumentation 
WESTERMAN. T F , YANDELL. L A . 0PANOLER. R 0 Region 4. Dallas. 
Office of the Director 00/01/04 6pp 


6OO2O0O18Q Forwards Table C-l to be included w/App C.Encl 4 of 
IE Bulletin 79-OiD. "Environ Oual if icat ion of Class 1|E 
Equipment " 

MADSEN. 0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch BO/Ol/07 Ip 


6002110437 Responds to FQIA request for info re investigations Portions 
of App S tc C documents re individual identification 
partially withheld (ref FOIA Eiemptions 5.6 7) 

FELTON. J M Division of Rules and Records BO/Ol/07 6pp 


—0002110096 roriuards rept of preliminary inquiry Into allegations by 
J former emplo-yee of unresolved problem areas Requests 
evaluation of recammenda tions re AR Nuclear Unit 1 W/o end 
THQRNDUftO.H D Division of Reactor Construction Inspection 
79/05/30 Ip 


8002140-718 Forwards response to Item 2 of IE Bulietin 79-14. "Seismic 
Analysis for As-Bullt Safety-Related Piping Bys " Lists 
isometrics by sys in which nonconformances were found within 
^ w/o established tolerances 

TRIMBLE. D G Arkansas Power 6 Light Co 00/01/07 66pp 


a Ensp-ictian reports. IE Bulletins it correspondence 


0002110224 Discusses responses to IE Bulletins 79-05C 6 79-06C re 
neii-d for tripping reactor coolant pumps for certain small 
brsak LOCAs. Recent events force more prompt solution to 
p-r-oblsmi Meeting necessary to resolve issues, 

AOSSiD F. 11^1-2 Bulletins it Orders 79/10/09 25pp 


g0O2l50337 Bubmits info required by IE Bulletin 79-171 Revision 1. Item 
9 Concurs u/Q&N owners group, to fund B&N effort to develop 
■-Iflclfnt procedure for finding cracks Cannot provide 
f-chsdule for performing insps 

TRlMBLEfO C Arkansas Power it Light Co 79/11/26 Ip 


004)21^^^^ Responds to IE Bulletin 79-13. Revision 2. Item 2 Facility 
<j.tlliies three different feedwater sys Will not perform 
insps required by Item 2 Insp discrepancies will be reported 
required 

ritlHBLE. D C Arkansas Power 6 Light Co. 79/11/29 Ip 


8002270550 Forwards IE Insp Repts 50-313/79-25 it 50-360/79-24 on 
791122-1221 6 notices of violation 

MADD8EN.0 L Region 4. Dallas. Reactor Operations Nuclear Support 

Branch 80/01/09, 2pp 


—0002270591 Notice of violation from insp on 791122-1221 

e Region 4. Dallas. Office of the Director 00/01/09 Ip 


—0002270552 Notice of violation from Insp on 791122-1221 

e Region 4r Dallas. Office of the Director 00/01/09 Ip 


—0002270557 IE Insp Repts 50-313/79-25 L 50-368/79-24 on 791122-1221 
Noncompl lane e noted annuciator corrective action procedure 
not revised to reflect Tech Spec Amend 39 

WE9TERMAN. T F . JOHNSON. W D Region 4. Dallas. Office of the 
Director 00/01/09 12pp 
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8003130304 flBsponds to lE Dyllatin 79-28 No NAtiCD EAISO «uiitch »4 
lTt3kall«il Of pl^n-ned For Installation in 
e^uipmont located in'side or outside containment 
TpiMBLE.P C Arkansas Pouer Light Co 00/01/11 Ip 


0002140521 Rfliponds to If Dun<tin 79-24, "Fraien Ltnoi " Unit 2 
re-fuaiirg neater tank o^erflou line Is not possible freeze 
haiard No tnods ulll be made bo averflou line for freeie 
protection purposes 

TRIMDL^, DC Arkansas Power V Liabt Co 00/01/14 2pp 


G00207C283 Foruards info re Insp of lokj pressure turbine rotor Insp 
revealed surface cracks in tuo discs which were removed No 
Icegwav cracks Pound Until u£l] inspect both Law pressure 
rotors bg G0Q401 

TRIMOLCi D C Arkansas Power b Light Co 60/01/31 iSpp 


B0020B0153 Forwards IE Info Notice 00-03. “Main Turbine 
El ectrohy drau J ic Control figs " No specific action or 
response required 

SEVFftIT/K V Region 4. Dallas. Office of the Director 00/01/31 

Ip 


00021 4007B forwards I£ Circular 79-2 5-* Sup p I A, “Shock Arrestor Strut 
Assemblg Interference No written response required 
SEYfRlT»K V Region 4, Dallas. Office of the Director 80/01/31 
Ip 


H Periodic operating reports h related correspondence 


0002000536 Forwards fourth quarter 1979 NPDES discharge /nonltorlng rept 
re NPOES Permit AROOOia92 DL Swindle 800126 Itr tfl EPA end 
TRIMDLE. D C Arkansas Power Light Co BO/01/31 2pp 


— 0OO2OSO54S NPCES discharge monitoring rept for fourth quarter 1979 
e Arkansas Power -t. Light Co 79/12/31 2pp 


8002200416 Forwards monthly operating rept for Jan 1960 
TRIHQLE.D C Arkansas Power U Light Co 80/O2/JS ip 


—0002200410 Monthly operating rept for Jan 1980 

BRAHLETT.L G Arkansas Power «< Light Co 00/02/15 3pp 


S Reportable occurrences. LEfts t: related correspondence 


8002060337 PNO-tV-8O-0O4 licensee dlscovared cracks in one of two 
containment spray sgs in reactor bldg Licensee will Inspect 
Plant presently in cold shutdown while performing mods 
required by NIJREO-037B 

UESTERNAM. T F . MADSEN. 0 L Region 4. Dallas, Office of the 
Director GO/Ol/21 Ip 


8003110437 Forwards LEft 0O**OO3/O1T-O 

TRIMBLE, D C Arkansas Power U Light Co 80/02/04 Ip 


•—8002110476 LEP eO-003/01T-0 on 80012tiwhtle at cold shutdoum boron 
buildups identified on loop 3 of redactor bldg spray & 
piping Buildups verlried to be cracks in heat-^af f ec ted zone 
of Schedule ID pipe to fitting welds 

SHIVELY, C N Arkansas Power L Light Co 60/02/04 tp 


8002210+99 Forwards LERs 60-001 /O3L-0 & aO-002/03L-0 
TRIJMB-LE. D C Arkansas Power 8, Light Co 60/02/13 Ip 


— B002S10506 LER 60-001/03L-0 on 600114, while performing surveillance 
test. hydrogen purge supply isolation valve CV~7444 failed 
to close Caused by oiidatlon on tarqu*> switch contacts, 
resulting in high resistance to closure Contacts cLeanad 
BRANLETT. L G Arkansas Power L Light Co 80/02/13 Ip 


--0002910531 LER 0O-OO2/O3L-O on 800114. while performing surval Hanes 
test. hydrogen purge supply isolation valve CV-7448 failed to 
close Caused by osidation on torque switch contacts Contacts 
c leaned 

BRAMLETT.L G Arkansas Pau/er ^ Light Co 80/02/13 Ip 


U Congress lonal/Eiecutive Corre spondsne e 


702200213 Responds to 791129 £tr re fl Peters 791108 Itr concarning 
KRC emergency planning mee tings. Da scr Ibes NRC program for 
upgrading emergency planning Emergency team is receptive to 
lUblic comments 

□SSlCKf L V. Office of the Eiecutive Director for Operations 
3/01/09 2pp 


DOCKET 50-315 DONALD C COOK NUCLEAR POWER PLANT. UNIT 1 


P Security, medical, emergency & fire protection plans 


8002040007 Announces regional warkshope to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plana for facilities Requests designation of one 
repreaefitativa per util by 791231 Forwards FR notice 
GRIMES.BK Emergency Preparedness Task Force 79/12/21 7pp 


8003140120 Forwards comments i, request for addl info re safeguard 
contingency plan Info withheld irof 10CFR2 790) 
gCHWENCER,A Operating Reactors Branch 1 00/01/08 2pp 


6002110021 Advises that NRC mi 1 1 perform special appraisals of htalkb 
physics programs during CYQO in lieu of routine Insp Scops 
will include organ! xat ion, personnel qualification & 
training, radwasto proc ess mg, moni toring 8, training 
STELLO, V Office of Inspection Enforcement. Office of tha 
Director BO/01/22 3pp 


G Adjudicatory correspondence 


8002090047 Notifies that Lessons Learned Task Force Category A 
requirements must be Implemented by 800131 or plant will be 
shut down Forwards NRC 800102 show cause order 

DENTQN.HR Office of Nuclear Reactor Regulation 80/01/02 2pp 


— 8002050054 Order to show cause re implementation of Leisans Laarpid 
Task Force Category A requirements by 800131 Item 2 i 7 a is 
eicepted Implementation is necessary to public health U 
safety 

OENTON.H R Office of Nuclear Reactor Regulation 80/01/02 4pf 


6002190105 Discusses util 800118 response to NRC 600102 show cause 
order Util documented completion of Lessons Learned Task 
Force Category A requirements NRC will conduct review of 
implementation of Category A items 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/02 Ip 


P Operating license stage documents & correspondence 


6002190161 Forwards questions re NURE0~0578, TMI-S Lessons Learned Tail 
Force requirements concerning auxiliary feedwater sys 
automatic initiations h flow indications to steam 
generators Requests response by 791214 

SCHN£NC£R,A Operating Reactors Branch 1 79/12/12 2pp 


80021 £0276 Extends comment period re draft NURE0^D630 to 800116 

GAMMiLLiU P Assistant Director for Standard Advanced Reactari 
80/01/03 3pp 


8002050040 Requests addl payment re util 791102 changes to Tech. Spies 
involving reactor trip sys instromintat Ion. setpoints 
& radial peaking factors 

MILLER, H 0 License Fee Management Branch 80/01/10 2pp 


8C020701SS Discusses util 791102 request for changes to App A Tech 
Specs Request has been categorlced for three Class HI & one 
Class I fees Util should remit difference. 

MILLER, N 0 License Fee Management Branch aO/Ol/iS. 2pp. 


8002080117 Summary of 791119 meeting w/Nostinghouie & utils In 
Detbesda. NO re dropped rod protection 

ENOLE.L Operating Reactors Branch 1 80/01/18 24pf 


8002060050 Forwards final rept re recirculation sump under LOCA/jet 
Impingement cand 1 tlons. comp leting response to NRC 780801 
request Jets from credible breaks in RCS will not cause 
significant air binding of ECC8 pomps performance 
OOLAN,J E Indiana Michigan Electric Co 60/01/26. 3pp 


- — 8002010499 “Eiperimantal Investigation of Air Entrainment *t Beactor 
Containment Sump Doe to Break Drain Flows '* 

PADMANALHAN. M , NORE IK A, J, F . JANIK. C R Alden Research 
Laboratory 79/12/31 51pp 


6002140005 Discusses recent developments Impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license & 1 tr from state of 8C to Chem^Nuc laar Sys 
dascrlbing restrictions for waste disposal tn 8C 
EISENMUT, D 0 Division of Operating Reactors. 60/01/29 26pp 


8002060557 Forwards response to concerns rs small break LOCA operator 
quldollnes contained in NRC 791227 itr Normal full powtr 
subCQoling value is being replaced u/45 F margin Non‘*LOCA 
transients imergency operating instructions under review 
DOLAN. JE Indiana & Michigan Electric Co 80/01/30 9pp. 
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&002040930 Fortuards prel imin«rg d**cription of conceptual plant mods 
required for post-accident sampHngiper KURE0-057Bi Item 
2 18a 

ODLAN>J E Indiana S< Michigan Electric Co 00/01/31 lOpp 


0<K)2S1O446 Discusses Meetinghouse evaluation of reactor vessel 
supports* ECCe piping sgs S' component supports for broats 
inside It Gutslde reactor cavitg Probabilitg of pipe break 
small Continued reactor operation justified 

HUMTERfR B Indiana U Michigan Electric Co 00/02/19 4pp 


&0022B05-26 Advises that qualification of ice baskets to carrg design 
loads In facility Is supported bg MCAP-8344 WCAP-OilO 
8ijppl 8 WCAP-8304*as amended 780627 U 1010* act eptab le for 
ref in license application 

DOLAN* J E indlane U Michigan Electric Co 00/02/21 Ip 


0002270323 Application to amend App A Tech Specs re auslllarg feeduiater 
sys surveillance requlrementsi RCS heatup U cooldoun curves* 
repcrtlnp requirements & undervoltage protection & 

Aonitorinp scheme Fee end 

DOLAH, J E Indiana & Michigan Electric Co 80/02/22 9pp 


--3002270327 Revised Pages 7-9* 7-6 j 4-27* 4-20, 6-10. 6-19, 2-6. 3-20a. 3-2la, 
3-26a*3-33tO-33a* 3-2Sa «c 3-32a to App A Tech Specs re 
auxiliary feedwater sgs surveillance requirements 
* Indiana k Michigan Electric Co 80/02/22 26pp. 


—8002270331 ^Reactor Vessel Matl Surveillance Program for Facllitg, 
Analysis of Capsule T 

MORRIS, E n, 0Duthuiest Research Institute 77/12/08 79pp 


O. Inipvctlon reports* IE Bulletins il< correspondence 


0002010906 Forwards IE Investigation Repts 90-319/79-29 k 90-316/79-23 
an 791114-16 No nnncomp 1 iance noted 

KEPPUeft.vl 0 Region 3* Chicago, Office of the Director 79/12/27 

spp 


—0002010913 IE Investigation Repts , 90-319/79-29 k 90-316/79-23 on 
791114-16 No noncompliance noted Major areas inspected six 
alligations re waste shipment leaving site leaking 
contamlna ti on 

PHILLIP.O ,A., MADEDArT.Jf NORELIUS* C E Regions* Chicago, 
Office of the Director 79/12/19 llpp 


0002120104 Foruards IE Insp Repts 90-319/79-27 k 50-316/79-27 on 
791031-tlOi No non compl lance noted 

FlORELLliO Region 3* Chicago, Reactor Construction k Engineering 

Support Branch 00/01/02 2pp 


— S002120107 IE Insp Repts 90-319/79-27 k 50-316/79-27 on 791031-1101 
Ho none omp 1 lance noted Major areas inspec ted' al legations of 
Improper welding tests 6 record falsification. 

DAMEELBQN* D H Region 3, Chicago* Reactor Construct loti k 

Engineering Support Branch NORELIUS* C E, * MCGARTEN, J, Q Region 
3. Chicago, afflee of the Director 79/12/26 6pp 


E30O2i 10067 Forwards IE Insp Repts 90-319/79-24 k 90-316/79-21 on 
791006-1130 it notice of violation 

KEiSHMAN, R F. Region 3* Chicago* Reactor Operations Nuclear 

Euppert Branch 60/01/04 2pp 


— 8002110072 Notice of violation from insp on 791006-1130, 

» Region 3, Chicago, Office of the Director. 00/01/02 Ip 


—8002110079 IE Imp Repts 50-315/79-24 k 90-316/79-21 on 791006-1130 
Nanconp 1 ianct noted control of high radiation area doors 
ti control of Ignition sources 

MA58E. R E. . BOVD, D C Region 3, Chicago* Office of the Director 
80/01/02. 5pp. 


3002110323 Forwards IE Insp Repts 90-319/77-26 k 50-316/79-24 on 
791119-21 k notice of violation 

DAVia.A.B, Region 3, Chicago* Fuel Facility k Materials Bafety 

Branch 00/01/04. 2pp 


—8002110329 Notice of violation from insp on 791119-21 

* Region 3, Chicago, Office of the Director 79/12/27 Ip 


0002110334 IE Imp Repts 50-319/79-26 k 50-316/79-24 on 791119-21 
None omp 1 lance noted failure to have QA program In effect 
for shipping raduastc No description of such program as 
yet filed w/Oirec tor, NM00. 

Ft&KER.M L. Region 3, Chicago, Fuel Facility k Materials Safety 

Branch BCHifMACHER, M G Region 3, Chicago, Office of the 
Director. 79/12/27. lOpp 


9002200331 Forwards IE Insp Rept 50-315/79-28 on 791211-14 k notice 
of violation 

HEIBHNAN. R F Region 3, Chicago, Office of the Diractor 
00/01/09 2pp 


—8002200334 Notice of violation from insp on 791211-14 

a Region 3* Chicago* Office of the Director BO/Dl/08 Ip 


—8002200336 IE Insp Rept 30-319/79-20 on 7912U-14 None amp 1 lane e noted 
failure to update plant technical data book 
CHOM.E T . LITTLE* U S Region 3* Chicago* Office of the 

Director 00/01/00 5pp 


BOO2O6OD30 Feriuards IE Bulletin 79-010, "Environ Qualification of 
Clans IE Equipment " Action required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director BO/Ol/16 

IP 


0002250342 Ack receipt of 000204 Hr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-319/79-20 
HEIBHHAN* R F Region 3, Chicago, Reactor Operations Nuclear 

Support Branch 60/02/13 Ip 


— 8002250349 Responds to NRC 000109 Itr re violations noted in IE Insp 
Rept 50-313/79-28 Corrective actions misplaced graph was 
located k issued to technical data books 
DOLAN. J E Indiana k Michigan Pourer Co 00/02/04 3pp 


R Periodic operating reports It related correspondence 


0002190751 Forwards monthly repts on impingement of fish, for June, Aug 
□ct 1979 Also foruards corrected version of Jul-8ept 1979 
repts U/Unlv of MI Hr forwarding corrected impingement 
rep ts 

SMALLER. D V Indiana k Michigan Electric Co 80/02/00 2pp 


— G002190759 Monthly repts on impingement of fish* far June. Aug k Qct 
1979, S* corrected version of Jul-Sept 1979 repts 
* Michigan. Univ of 79/10/31 29pp 


0002200625 Forwards monthly operating rept for Jan 1960 

BHALLERiDV Indiana k Michigan Electric Co 00/02/11 tp 


— 0002200634 Monthly operating rept for Jan 1900 

OILLETT.M T Indiana k Michigan Electric Co 00/02/04 llpp 


6 Reportable occurrences/ LERs 6 related correspondence 


0002080190 PNO-1 1 1-79-067 on 791224, licensee reported that evaluations 
conducted per IE DuLlctln 79-14 revealed containhient air 
recirculation -sys ducting did not meet DEE stress analysis 
Unit was shut down for correction 

HOYDfD C . HEISHMAN.R F Region 3, Chicago, Office of the 

Director 79/12/26 Ip 


0002220314 Forwards RO-BI-ID re safety injection actuation 
SMALLER. DV Indiana k Michigan Electric Co 00/02/08 Ip 


— 8002220317 RO-81-13 on 791 109. d uricig hot shutdown, Train A safety 
injection initiated from low pressure prossurizer pressure. 
Caused by inaccurate return of reset switch to neutral 
position Caution tags attached to reset switch 
» Indiana k Michigan Electric Co 00/02/08 2pp 


9002290431 Forwards LERs 00-001 /03L-0 k 0O-OO2/oaL-O 

SHALLER.D V Indiana L Michigan Electric Co 00/02/22 Ip 


—0002290436 LER a0-00l/O3L-O on 800123* while performing airlock seal 
teak rate testing* inner airlock declared 1 noperable, Caused 
by broken adjustment bolt Bolt will be replaced during next 
unit refueling outage 

BROUN* M 8. Indiana k Michigan Electric Co 00/02/22 Ip 


— 8002290438 LER 0O-OO2/O3L-O on 800125. during normal operation, loop 3 
T-averege detta-T indication decreased k determined 
Inoperable Caused by resistance temp detector producing 
erroneous temp readings Detector was replaced 
RISCHLINO. J. L Indiana k Michigan Electric Co 00/02/22 Ip 
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DOCKET 50-316 DOrMLD- C COOK NUCLEAR fOWER PLANT^ UNIT 2 


F SBConty, nedticdl* emergancy tt firp protfction plans 


G002040007 ATirtouncss regional uorkshops to discuss feasibllitg of 
proposed change to regulation an radiological amergencg 
response plans Pot facilities Requests designation of one 
representative per util bv 791231 Forwards FR notice. 

Q-RlNESf a K Emergency Preparedness Task Force 79/12721 7pp 


B002l40l2a Forurards comflients & requelt^ for addl info Ve safeguard 
contingency plan Info uithkeld (ref lOCFfiS 790) 

SCKNENCERiA Operating Reactors Branch 1 QO/01/03 2pp 


0002110021 Advises that NRC wtU perform special appraisals of health 
physics programs during CY80 in lieu of routine intp Bcope 
ui 1 1 include organl lationir personnel qualification & 
training, radtiraste processing, moni taring it training 
STELLO. V Office of Inspection i Enforcement. Office of the 
Director 80/01/52 3pp 


Q Adjudicatory correspondenc e 


0002050047 MotiiPlss that Lessons Learned Task Force Category A 
requirements must be implemented by 000131 or plant will be 
shut doun Forwards NRC 800102 show cause order 

DENTON. K R Office of Nuclear Reactor Regulation 80/01/02 Spp 


—9002050054 Order to show cause re i mplementatien of Lessons Learned 
Task Force Category A requi rennents by 800131 Item 2 1 7 a is 
excepted Implenentation is necessary to public health & 
safety 

DENTQN»H R Office of Nuclear Reactor Regulation 80/01/02 4pp 


8002190-i05 Discusses util 800118 response to NRC 800102 show cause 
order Util documented completion of Lessons Learned Task 
Force Category A requirements NRC uiill con-duct review of 
impl smenta t Ion of Category A items 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/02 Ip 


P Operating license stage documents (c correspondence 


000219016^1 Forwards questions re NllREO-0570/ THl-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sys 
automatic initiations it flow indications to steam 
generators Requests response by 79I2I4 

SCHWENCER. A Operating Reactors Branch I 79/12/12 2pp 


a002060SA6 Sobeilts lero pourer physics testing data Moderator temp 
coefficient jneasured -i-0 71 pem/F Average value was 
conservatively obtained from heatup & cooldown measurements 
EHALLER.D V Indiana it Michigan Electric Co 80/0J/2S ip 


8002D600SO Forwards final rapt re recirculation sump under LOCA/jet 
impingement cond I tioni . comple ting response bo NRC 70DBO1 
request Jets from credible breaks in RC9 will not cause 
significant air binding of ECCB pumps performance 
DOLAN^J E. Indiana & Michigan Electric Co 00/01/28 3pp 


— 0002010499 “Experimental Invest Igation of Air Entrainment at Reactor 
Conlainment Sump Due to Break & Drain Flow# “ 

PADMAMAUHAN. M i NOREIKA. F . JANIK.C R Alden Research 
Laboratory 79/12/31 31pp 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license Itr from State of SC to Chem-Nuciear Sys 
describing restrictions for waste disposal iii 8C 
EISENHUT.D 0 Division of Operating Reactors 00/01/29 2Bpp 


8002150291 Ack receipt of 791210 request for deletion of Conditions 3 A 
3 0 of Amend from License DPR-74 Requests Class 111 fee 
submittal 

miller. W 0 License Fee Management Branch 00/01/29 Ip 


8002060957 Forwards response to concerns re small break LDCA operator 
guidelines contained in NRC 791227 Itr Normal fuel power 
subcoollng value is being replaced u/49 F margin Non'^LOCA 
transients it emergency operating instructions under review 
ODUAN. J E Indiana ti Michigan Electric Co 00/01/30 9pp 


BD02040530 Forwards preliminarg description of conceptual plant modi 
required for pos t-’acc ident eampling.per NURE0~0578r Item 
2 1 a a 

OOUANrJE Indiana Michigan Electric Co 00/01/31 lOpp 


8002200417 Requests return of WCAP~9566, “Nuclear Design it Core Hgtr* 
in order that appropriate proprietary U nonproprietary 
versions may be submitted 

HilNTER.R 8 Indiana t< Michigan Electric Co 00/02/12 Ip, 


0OO2S1O446 Discusses Nestinghouse evaluation of reactor vessel 
supports. ECC8 piping sys (c component supports for brsates 
inside outside reactor cavity Probability of pipe break 
small Continued reactor operation justified 
HUNTER. R 8 Indiana U Michigan Electric Co 00/02/15 4pp 


<00211027-6 Extend 1 comnent period ra draft NUREO<-0630 to 000116 
OAMMILL.W P Assistant Director for Standard Se Advanced Reactors 
80/01/03 app 


8002250130 Forwards Amend 17 to License 0Rr-74« safety evaluation & 
n-otice of issuance 5 availability 

GCKUENCER.A Operating Reactorf Branch I 80/01/11 2p 


'—0002250145 Amend 17 to License DPR*'74. approving ECCS analysis using 
NRC^approved Fab 1970 Neptingliouse evaluation fc revising 
total nuclear peaking factor 

B-CHMENCER.A Operating Reactors Branch I 80/01 /i I llpp 


— 0002290153 Safety evaluation supporting Amend 17 to License DPR-74 
• Office of Nuclear Reactor Regulation 00/01/11 6pp 


002250159 Notice c( issuance availability of Amend 17 to License 
DPR -74 

OCHKENCER.A Operating Reactors Branch 1 00/01/11 2pp 


8002260526 Advises that qualification of ice baskets to carry design 
loads in facility is supported by MCAP-8344 & WCAP-0ilO 
Suppl 0 WCAP“a304ra5 amended 780627 it 1010, acceptabl e for 
ref in license application 

DDLANtJ E Indiana it Michigan Electric Co 0O/O2/2i. Ip. 


0002270323 Application to amend App A Tech Specs re auxiliary feeduatiP 
syi surveillance requirements* RC3 heatup cooldown curvasi 
reporting requirements L undervoltage protection it 
monitoring scheme. Fee end 

DDLANr J E Indiana it Michigan Electric Co 00/02/22 5pp. 


—8002270327 Revised Pages 7-3, 7-6. 4-27, 4-23. 6-10. 6-19, 2-6. 3“20ai 3^2lip 
3-268, 3-33, 3-33a, 3-25a it 3-3 3a to App A Tech Specs re 
auxiliary feedwater sys surveillance requirements 
« Indiana & Michigan Electric Co 80/02/2S 26pp 


—0002270331 "Roaetpr Vessel Mat I BurviiUante Program for Facility, 
Analysli of Capsule T “ 

NDRRIS,E D Southueit Research Institute 77/12/00 7Spp 


2250393 Summary of 000110 meeting w/util & iTeskinghause re L0CA-ECC8 
nalyiis Vieugraphs 4, supporting documentation end 
lOOINOTONfD Operating Raactors Branch 1 60/01/17 72pp 


>2050040 Requests addl payment re util 771102 changes to Tech Specs 
involving reactor trip sys instrumentat ion, setpoints 
< radial peaking factors 

IILLER^N 0 License Fee Management Branch 80/01/18 8pp. 


12070155 Discusses util 791102 request for chanqas to App A Tech 
ipscf Request has been categorired for three Class III be one 
Class I fees Util should remit difference 

MILLER, N 0 License Fee Management Branch 80/01/10 2pp 


Q Inspection reports, IE Bulletins U correspondence 


8002010506 Forwards IE Investigation Repts 50-315/79-25 6 90-316/79-23 
on 791114-16 No tioncomp H anc s noted 

KEPPLER.J 0 Region 3. Chicago, Office of the Director 79/12/27 

2pp 


—0002010513 IE Investigation Repti 50-315/79-25 it 50-316/77-23 on 
791114-16 No noncotnpliance noted Major areas Inspacted: i i je 
allegations re waste shipment leaving site leaking 
contamlnat ion. 

PHILLIP, 0 ,A • MADEDA*T J , N0RELIU8, C E Region □, Chicago, 
Office of the Director 79/12/19 llpp 


>02000117 Summary of 79111? meeting w/Nestlnghouse tt utils in 
BethesdarMD ra dropped rod protection 

ENOLEj L Operating Reactors Branch 1 00/01/18 34pp 


0002120104 Forwards IE Insp Repts 50-315/79-27 it 50-316/79-27 on 
791031-1101 No noncomp Uanco noted 

FiQRELLI,0 Region 3j Chicago, Reactor Construction 8, Englnetrirg 

Support Branch 80/01/02 2p p 
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-“S002IHOS07 IE ln»p Repts SO-315/79-27 «< 30-316/79-27 on 791031-1101 
Kq none omp i lane Major areas inspected allegations of 

iflpropir UJeldlng tests & record falsification 
DANIELSON^D H Region 3i Chicago# Reactor Construction St 

Engineerinfi Support Branch NORELIUS# C E # KCCARTEN# J B Region 
3. Chicago# Office of the Director 79/12/26 6pp 


BO02U00&7 Forwards IE Insp Repts 50-315/79-24 S< 50-316/79-21 on 
791006-1130 & notice of violation 

KElSHHAhfiR F Region 3# Chicagoi Reactor Operations Muctear 

Support Branch 60/01/04 2pp 


— G0021S0072 Notice of violation from insp on 791006-1130 

* Region 3. Chicago# Office of the Director 60/01/02 Ip 


— B002110079 IE Insp Repts 50-315/79-24 St 30-316/79-21 on 791006-1130 
None Qiapl lane B noted control of high radiation area doors 
S# control, of ignition sources 

HAS-SEi R E « EOVD# 0 C Region 3# Chicago# Office of the Director 
60/0(/02 5pp 


S002U 0323 Forwards IE Insp Repts 50-315/79-26 S< 50-316/79-24 on 
791119-21 Sc notice of violation 

EAVISfA B Region 3# Chicago# Fuel Facllitg St Materials 8afetg 

Branch 60/0i/04 2pp 


— 6002110329 Notice of violation from insp on 791119-21 

e Region 3* Chicago# Office of the Director 79/12/27 Jp 


— 8Q02LL0334 IE Insp Repts 50-315/79-26 St 50-316/79-24 on 791119-21 
Noncomp I lance noted failure to have QA program in effect 
for shipping raduaste No description of such program as 
get filed u/Dirtetor# NMSB, 

FlSHERiN L Region 3# Chicago# Fuel Facility St Materials Safety 

Branch 8CHUMACHER#M C Region 3# Chicago# Office of the 
Dirac tor 79/12/27 lOpp 


0OOSOQOO39 Forwards IE Bulletin 79-010# "Environ Qualification of 
Class IE Enoipffiant '♦ Action required 

KEPFLGFtiJ-Q Region 3# Chicago# Office of the Director 60/01/16 
IP 


R Periodic operating reports St related correspondence 


B00219D751 Forwards monthly repts on impingement of fish# for June# Aug & 
Oct 1979 Also forwards corrected version of Jul-3ept 1979 
repti U/Univ of Ml 1 tr forwarding corrected Impingement 
repts 

ShlALLERfD V Indiana St Michigan Electric Co 60/02/06 2pp 


“60021907S5 Honthly repts on impingement of fish# for June#Aug & Oct 
1979# Sc corrected version of Jul-6ept 1979 repts 
* Michigan. Univ of 79/10/31 25pp 


6002200655 Forwards monthly operating rept for Jan 1960 

6NAUER. D V Indiana S< Michigan Electric Co 60/02/11 Ip 


— B002200663 Monthly operating rept for Jan 1960 

OILLETVpM R Indiana S' Michigan Electric Co 00/02/04 iipp 


5 Biportable occurrences# LERs S# related correspondence 


6OO20&00S4 PNO-1 1 1 -79-056 on 791203# c leaning subcontractor employee 
Injured foot while cleaning walls L floor of refueling 
cavity Caused by employe losing grip on high pressure hose 
Ir hett noizle striking foot Hound required seven stiches 
BQYD‘#0 C I MASSE# R F Region 3# Chicago# Office of the Director 
77/12/04 Ip 


EOO205D1SQ PNO-I 1 1-79-067 on 791224# 1 Icensee reported that evaluations 
conducted per IE Bulletin 79-14 revealed containment air 
recirculation sys ducting did not meet DDE stress analysis 
Ifn-it uas shut down for correction 

eOYD.D C I HEI6HMAN#R F Region 3# Chicago# Office of the 
Director- 79/13/26 ip 


eD02D5C53B RG, during lero power physics testing it w/all rods# wi thdrawn# 
aoderaior temp coefficient as function of boron 
corcintrat ion was conservative Rods to be repositioned so 
boron concentration is below 1#460 ppm> 

SHALLERiD. V Indiana 6 Michigan Electric Co BO/Ol/25 ip. 


BQ020G0569 RD..on 000125# during <ero power physics testing# "all rods 
withdrawn'' moderator temp coefficient was measured at +0 71 
pCfl/F. Caused by inaccurate positioning of rods Moderator 
coefficient will be negative whenever reactor is critical 
SHAC,tCRrD V Indiana t Michigan Electric Co 60/01/25 Ip 


8002110308 Forwards LER 00-001 /OOL-O 

SMALLER* D V Indiana t Michigan Electric Co 60/08/06 ip 


■ — 6002110593 LER 0O-OO1/O3L-O on BDOl 19# during normal startup & w/pouer 
Level at approx lOTi# steam generators fed too much feedwater 
flow resulting in drop in temp average to 539 F Cause not 
stated 

MURPHY# C E Indiana 6 Michigan Electric Co 60/02/06 Ip 


0008140607 Forwards LER 80-002/03L-0 

SMALLER# D V Indiana S Michigan Electric Co 8O/02/0B Ip 


"—6002140611 LER 0O-OO2/O3L-O on 8001 i 5. d ur ing integrity testing of south 
safety injection tra in. e x cas si vb leakage from safety 
injection valve to pressursxer relief tank observed Caused 
by undersized disc insert Disc insert 6 nozzle replaced 
ORONN# M S Indiana 4 Michigan Electric Co 60/03/08 Ip 

6002260647 RO on 800219* unp lanned release of N-24 steam occurred 
Caused by opening of power operated relief valves following 
manual trip Conesntrat ion of sodium released was less than 
tv, of authorized limits Followup rept by 800389 
gHALLER. D Y Indiana <« Michigan Electric Co 60/02/20 Ip 


DOCKET 50-317 CALVERT CLIFFS NUCLEAR POWER PLANT# UNIT 1 


F Security# medical# emergency it fire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
responsQ plans for facilities Requests designation of one 
representative por util by 791231 Forwards FR notice 
CRIMES# B K Emergency Preparedness Task Force 79/12/31 7pp 


0002110029 Advises that NRC will perform special appraisals of health 
physics programs during CY0O in lieu of routine insp Scope 
will include org ani zat ion. p eriionnel qualification & 
tra ining# radwas te processing > monl tor ing t' training 
8TELLD# V Office of Inspection b Enforcement. Office of the 
Director 80/01/28 app 


0002040490 Forwards estimates of evacuation times# in response to NRC 
791126 Ltr Oversize drawing end 

LUMDVALL# A E Daltlmorc Gas 6# Electric Co BO/Ol/29 9pp 


6002270561 Notifies that NRC review of 790319 safeguards contingency 
plan indicates need for revisions & addl info Response 
containing NRC comments should be forwarded within 30 
days Enel withheld (ref 10GFR2 790) 

REIDiR U Operating Reactors Branch 4 80/02/04 2pp 


6002280520 Forwards Input to I tern 3 2 5# backflow protection St Item 
3 2 11# control air of facility fire protection review 
HALL#n E Urookhaven National Laboratory 60/02/21 3pp 


a00219046-9 Forwards comments on fire test procedure For cable 6 Ripe 
penetrations Racammends verification that max pressure 
differential across penetration seal during fire will not 
affect performance 

MALLcR E Brookhaven National Laboratory 00/08/18 3pp 


8002360510 Forwards page changes to draft proposed emergency plan for 
use of NRC FEMA task force. Majority of page changes involve 
typographical error cortectlons 

REIMEB#E T Baltimore Gas fr Electric Co 00/02/19 Ip 


— 8002260522 Page changes to draft proposed emergency plan 
« Baltimore Oas 8< Electric Co 60/02/19 22pp 


6002270300 Forwards fir© protection review of Item 3 2 9 re effects of 
fire on radiation monitors 

MALL>R E Brookhaven National Laboratory 60/02/20 3pp 


800886054-0 Forwards GNU input to design review items re fire protection 
review DNL will review Item 3 2 1 re fire hazard analysis 
on 600826 in Qethesda#MD tt will complete Item 3,2 on 
schedu 1 a 

KALL#R E Brookhaven National Laboratory 60/02/20 4pp 

8002200332 Notifies that utkl has not received results of NRC review 
of 791221 fire hazards analysis 6 other repts re fire 
protection mods Util needs NRC approval to meet 
implementation dates in NRC 790914 safety evaluations 
LUNDVALL#A E Oaltlmore Oas ^ Electric Co 00/02/25 2pp 
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J Insurance t inderrnitij information 


0OO212C671 Foruardft Eti d ortse^ent 34 to NELTA Policy hF~76 

SHOEHAhER, C L Baltimore Gas & Elactnc Co B0/02/0& 2pp 


P Operating license stage documents fii correspondence 


790‘?B40S06i Poruards proprietary version of CEN-llS-P in response to IE 
Bulletin 79‘'D6C Items 2^3 Response uithheld Cref 
10CFR2 790J 

LIEBLER.O E C-E Power Systems 79/0B/29 lOlpp 


Q0021 10S76 Eitends comment period re draft NUREG-’OdjBO to GOOll^ 

GAKMILLill P Assistant Director for Standard & Advanced Reactors 

eO/01/03 3pp 


8002)20096- Forujardls request for addl info re LOCA analysis for revieu 
of util application for partial-loop operation Lists time- 
dependent data needed in plot form for ruptured & peak 
clad temp nodes 

REIDi R If Operating Reactors Srancli 4 BO/01/23 3pp 

8002040287 Forwards license amend application fee omitted from 800122 
Itr requesting amend 

» Baltimore Gas St Electric Co BO/Oi/29 Ip 


G00214000& Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license Itr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in SC 
EISENHUT.D 0 Division of Operating Reactors 80/01/29 2Gpp 


6002040264 Forwards updated delivery schedule of equipment required to 
Imp Lament Category A items of TMI Lessons Learned Task Force 
requirements Equipment will be installed within 30 days o-f 
receipt 

POINDEXTER. C H QaUimore Oas e< Electric Co QO/Ol/30 app 


9002060470 Forwards ”Sen»it i vi ty Evaluation of C-E ECCS Evaluation 
Model to Cladding Rupture Strain •& Fuel Assembly Flow 
Blockage Models " Results indicate continued cotnplia-nce 
w/ECCS acceptance criteria 

LLl^DVAL.A E Baltimore Gas I Electric Co 80/01/31 2pp 


— BD020604G1 *'Sans i ti vi ty Evaluation of C-£ ECCS Evaluation Kodel to 
Cladding Rupture Strain 8i Fuel Assembly Flow Blockage 
flodali " 

* Combustion Engineering* Inc 00/01/31 I3pp 


0OO2O&O544 Forwar-ds update to status of commitments to Till short-term 
Lessons Learned Task Force requirements re emergency po-tusr 
sup p ly. d ir ect valve position indica t Ion- add 1 instrumeotation 
& diverse containment isolatiofi 

POINDEXTER. C H Baltimore Gas & Electric Co 80/02/01 6pp 


8002130301 Summary of 600123 meeting w/util/BNL it 03 Army Corps of 
Engineers In Petbesda*MD re adverse affects of crud deposit 
on critical reactor parameters & proposed treatment 
w/hydrogen peroxide to remove deposit in upcoming shutdown 
CONNOR* E L Operating Reactors Branch 4 60/02/01 3tpp 


0002250021 Discusses Implementation schedule of Lessons Learned Task 
Force Catagorg A r ecommendat ions Grants eitenaion until 
800601 to Implement Items 2 1 3b & S 14 due to equipment 
de lays 

DENTON. H R Office of Kuclear Reactor Regulation 80/0-2/01 2pp 


8002140574 Forwards info required for NRC review of licensee pump f< 
valve Inservice test proprams in response to NRC 761124 
760116 requests Drawings available in Central Files only 
LUNDVALL»A E Baltimore Gas 8* Electric Co 80/0-2/05 35pp 


8002280020 Notifies that NRC Lessons Learned Task Force will review 
util imp 1 ementat i 0 n of Category A requirements on 600213 
Specific items tc be reviewed end Dtll should be ready to 
discuss items ^ provide documentation 

REJDi R W Operating Reactors Branch 4 80/02/11 5pp 


8002280683 Forwards request for addl info re bypass resetting of 
containment purge ^ other engineered safoty features Info is 
required so that Plant Sys Branch can complete evaluation of 
electrical override aspects of purge sys 
LAINAS. O Plant Systems Branch, 80/02/11 3pp 


8002250778 Notification of 800221 meeting w/wt 1 1 sn Bethesda. MD to 
discuss end MRC concerns re LNO contingency plan review 
CONNER, E L Operating Reactors Branch 4 80/02/14 3pp 


8002190745 Forwards interim rept in response to NRC 78012S Itr 6 
791120 memo re asymmetric LOCA loads 

LUNDV/ALL.AF Baltimore Gas & Electric Co 80/02/15 2pp 


-“8002190760 "ftCS Asymmetric Loads Evaluation ProgramJ Interim Rept.*" 
» C-E Power Systems 80/02/08 410pp 


0 Inspection reports. IE Bulletins &- correspondence 


8002150367 Notifies that regulations re resident insp program amendid 
to require power reactor licensees to provide NRC insp 
personnel u/ons 1 te^ rent-free, exc 1 usive use of ofc space & 
immediate access to facility 

STELLO, Vf Office of Inspection i Enforcement, Office of the 
Director 79/12/06 3pp 


80021 1 0508 Responds to IE Bulletin 79-25. "Failures of Uestlnghoiise STD 
Relays in Safety-Related Sys " Facility incorporates sii 
energized BFD relays In each diesel generator starting 
circuit Relays are being replaced w/Type NBFD relays 
LUNDVALL.A E Baltimore Gas Electric Co 79/12/27 Ip 


8002050227 Responds to IE Bulletin 79-06G, "Nuclear Incident at 
TMI - Suppl " Rept was provided 791031 on behalf of C-E NS3S 
Owners Group It Is included on facility dockets by ref 
OLSON, R C Baltimore Gas It Electric Co 80/01/03 Ip 


B002200070 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 30-317/79-18 It 
50-318/79-15 

SMITH, G H Region I, Philadelphia, Fuel Facility 6 Materials 

Safety Branch 00/01/15 Ip 


—0002200085 Responds to NRC 791123 Itr re violations noted in IE Intf 
Repts 50-317/79-18 U 50-318/79-15 Corrective actions 
evaluatlaix required by plant procedure completed It 
dosimetric results assigned to Individual exposure racords 
LUNBVALL.A £ Baltimore Gas It Electric Co 79/12/20 2pp 


—8002200090 Forwards lE Insp Repts 50-317/79-10 6 50-318/79-lS on 
791003-05 It notice of violation 

9MITH,0 K Region 1, Philadelphia, Fuel Facility liMateriatt 

Safety Branch 79/11/23 2p p 


-“8002200097 Notice of violation from Insp on 791003-05 

* Region 1, Phlladelph ia, Fuel Facility It Materials Safety 
Branch 79/11/20 Ip 


’8002200105 IE Insp Repts 50-317/79-18 It 50-310/79-15 on 791003-05 
None ompt lance noted failure to adhere to radiation 
protection procedure RCP3-310 as required by Tech Specs 
8T0MR, JP . VUHABfG P Region 1, Philadelphia. Office of the 
Director 79/11/20 lOpp 


8002200334 Forwards IE Insp Repts 50-317/79-22 It 50-318/79-21 on 
791206-07 No noncompliance noted 

SMITH, G H Region 1, Philadelphia. Fuel Facility It Materials 

Safety Branch 60/01/15 2pp 


—8002280345 IE Insp Repts 50-317/79-22 It 50-310/79-21 on 791206-07 He 
noncoinpl lance noted Major areas inspected activities related 
to transfer, pac kag Ing L shipping of low level radwaste 
matls 

WHITE. JR Region 1, Philadelphia, Office of the Director 
CROCKER, H W Region 1. Philadelphia, Fuel Fad 1 ity It Mater lah 

Safety Branch 00/01/09 9pp 


8002270006 Advises that Page 3 of Attachment 3 to lE Bulletin 79-OIB 
should be deleted 

ORlERrO H Region 1, Phi lade Iphia. Office o# the Director 
80/01/17 Ip 


0OO22SOO26 Forwards IE Info Notice 80-03. "Main Turbine 
Electrohydraul ic Control 8ys " No specific action required 
GRIER, 0 H Region I, Ph 1 lade Iphla. Office of the Director 
00/01/31 Ip 


8002260030 Forwards IE Circular 79-25. Suppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
GRIER.B H Region L, Ph 1 lade Iphta. Office of the Director 
aO/01/31 Ip 


0002200224 Ack receipt of 791109 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-317/79-14 li 
50-31B/79-IK 

GRIER, B H Region 1, Philadelphia, Office of the Director, 
00/01/31 Ip 
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— 9002S5023S Rasponda to NRC 791030 Itr re violations noted in IE Insp 
Repts ■SO“317/79-l4 & SO“3t0/79-U Corrective action* wdste 
reuti'alltlrs tank procedures changed it valve checklist 
added uhert tank Is in svc 

UUHDVALL4A e Baltimore Oa» t Electric Co 79/11/09 2pp 


— eOJS^0239 Forward* IE In*p Repts 50-317/79-14 ic 50-3lB/79-n on 
790aa7“30 0910-13 is notice of violation 

CRtERiD H Region 1* Philadelphia. Office of the Director 
79/10/30 2pp 

— &O02SaOS4A Notice of violation from insp on 790027-30 i< 0910-13 
* Region 1. Philadelphia. Office of the Director 79/10/22 

Ip 

— a002SQ0254 IE In»p Repts 50-317/79-14 it 50-310/79-11 on 790827-30 & 
0910-13 Koncocnpl lance noted failure to follow waste 
neutralizing tank procedure* 

KE1KI0«R.R Region 1. Ph i ladelph ia. Reactor Operations Nuclear 

Bupport Branch OOHNBDN. D F . KALMAN. 0 Region 1. Philadelphia, 
Office of the Director 79/10/22 I5pp 


6002250300 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
U«rk IfQur* *' No written response required 

ORlERiB H Region 1. Ph i lade Iph la. Office of the Director 
&O/02/01 Ip. 


6002210246 Forwards IE Bulletin 00-03. "Loss of Charcoal From 8td Tgpo 
1 1, Tuo-Inch. Trag Adsorber, Cells " Action required 
ORiERiB H Region 1. Philadelphia. Office of the Director 
80/02/06 Ip 


6002250076 Forward* IE Info Notice 80-05. "Chloride Contamination of 
Safatg-Related Piping t Components '* No written response 
required 

CRlER.a H Region 1. Philadelphia. Office of the Director 
80/02/09 Ip. 


6002290438 Forward* IE Bulletin 00-04. "Analgsl* of PWR Main Steam Line 
Break hr/Continuad Feedwater Addition Written response 
required 

ORIER. 0 H Region 1. Philadelphia. Office of the Director 
00/02/08 Ip 


6002SS0449 Forward* IE Bulletin eo-04i "Analysis of PWR Main Steam Line 
Break W/Contlnued Feedwater Addition " Written response 
r«quir«d 

CRIER, 9 H Region i, Ph i lad e 1 ph la. Office of the Director 
60/02/08 ip 


R Ptriodic operating reports ti related correspondence 


6002210423 Forward* monthly operating repts for Jan 1980 
iMCAGOM, B. 0 Baltimore Oas (< Electric Co 80/02/14. ip 


--0OO221Q-420 Monthly operating repts for Jan 1900 

«ER0QH. S D Baltimore Oas & Electric Co 80/02/14 13pp 


S Reportable occurrenceSf LERs U related correspondence 


6002060399 PN0-l-79*023 on 791 127, operator discovered neutraliier tank 
had over f I owed, resul ting in discharge of 8,400 gallons of 
12 1 ph caustic effluent into Chesapeake Day Caused by 
failure of neutr#li*«r tank level indicator 

SBtANBAKY, H f BDRESi T . MCCABE, E Region 1, Philadelphia. Office of 
iht Director 79/il/30 ip 


6002060595 Forward* LER 79-081 /03L-0 

RUSSEL, L B Baltimore Oat It Electric Go 80/01/25 Ip 


—000206059a LER 79-Oei/03L-0 on 791225, containment air particulate It 
gaseous radiation monitor pump tripped off due to lour air 
flow Cause undetermined Air flows realigned It readjusted 
Operating Instructions being modified 

DAVIS. 8 M i RIZZO, P 0. Baltimore Oas I, Electric Co. BD/01/2S 


8002CQ0352 LER 60-007/01 X-0 on 000129, while conducting corf Plush, 
tiaergency relief valve RC-404 opened Apparently caused by 
high pressure signal from overpressure in protection 
circuit Valve shut u/manual override 

DAVIS. B M Baltimore Oas I< Electric Go. 00/01/29. Ip 


0002220213 PN0-I-50-01S on 800129. w/plant in cold shutdown power 
operated relief valve lifted Valve was overridden shut It did 
rot reopen Pressure dropped 8. was restored after valve shut, 
ARCHITZEL. MCCABE Office of Inspection It Enforcement, Office of the 
Director. 00/01/30. Ip 


8002110529 Forwards LER 00-001 /O3L-0 

RUSSELL, L 8 Baltimore Oas t Electric Co GD/Ol/31 tp 


— 8002110534 LEH BO-001/O3L-O oti 800104. high pressure safety injection 
loop 12A stop would not move to throttled position Caused 
by loose termination on one electrical lead terminating at 
valve torque suitch Terminal screw tightened 

HEI0EL.R P , BAUER. E R Baltimore Gas ^ Electric Co 80/01/31 

2pp 


8002110539 Forwards LER B0-OO6/OaL-O 

RUSSELL. L D Baltimore Oas *, Electric Co 00/01/31 Ip 


— 0002110546 LER 80-006/03L-0 on BOO 1 03, v>h v 1 e performing routine 
surveillance test, control element assembly 60 was dropped 
into core Cause unknown All parameters found normal Ic no 
problems encountered No further action anticipated 
DAV13. S M , BAUCR.E R Baltimore Gas U Electric Co 80/01/31 
Ip 


8002120710 Forward* LER 80-003/03L-0 

RUSSELL, L 8 Baltimore Ga* t Electric Co 00/02/07 Ip 


— 8002120716 LER BO-003/03L-0 on 800108, dur ing routine containment air 
lock survei 1 lance, emergency escape lock leakage found 
greater than allowed Caused by excessive leaking of packing 
glands for doors handwheels Packing tightened 
TIETJEN. K 0 Baltimore Gas ft Electric Co BO/02/07 2pp 


8002120693 Forwards LER B0-010/O3L-0 

RUSSELL, L B Baltimore Oas ft- Electric Co 80/02/08 Ip 


— 8002120695 LER 80-010/03L-0 on B00202i start failure alarms received 
for diesol generators 11,12 ft 21 folloujing shutdown after 
inadvertent SlAS Caused by technician error Alarm reset ft 
diesels returned to sve 

DAVtB, 8 H Baltimore Oas ft Electric Co 80/02/08 2pp 


8002150314 Forwards LER aO-004/03L-0 

RU38ELL,L 0 Baltimore Oas ft. Electric Co 00/02/08 Ip 


— 0002150329 LER 0O-OO4/O3L-O on 800110, law flow alarm received for 
containment particulate ft. gaseous radiation monitor sys 
Caused by gasket leakage at particulate detector sample 
psig Gaskets replaced ft flow restored to normal 
DAVIG.S M . R1Z20.P 0 Baltimore Oas ft. Electric Co 80/02/08 
Ip 


0002250450 Forwards LER 80-007/01T-0 

RUSSELL, L D Daltimoro Oas ft Electric Co 00/02/12 Ip 


—8002250497 LER 80-007/OIT-0 on 800129, d uring core flush w/RC8 at 258 
psig, relief valve RC-404-ERV opened Apparently caused ty 
spurious high pressure signal from transmitter PT-103-1 when 
technician removed cover of transmitter during review 
DAVIS.S M , RIZZO.r G Baltimore Oas ft Electric Co 80/02/12 
2pp 


0002200589 Forwards LCR 00-009/03U-0 

RUSSELL, L D Baltimore Oas ft Electric Co 80/02/27 Ip 


— 8002200599 LER BO-009/03L-0 on 800201 . d ur 1 ng surveillance testing, 
discovered hose for one of two containment elevator hose 
stations missing Caused by uiork group using fire sys for 
cleaning purposes on elevation of containment 
LAGIEW8KI.J B . WENGER. L □ Baltimore Gas ft Electric Co 
80/02/27 2pp 


DOCKET 50-310 CALVERT CLIFFB NUCLEAR POWER PLANT, UNIT 2 


F Security, medical, emeigency ft fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. D K Emergency Preparedness Task Force 79/12/21 7pp 


8002040490 Forwards estimates of evacuation times, in response to NRC 
791120 Itr OversitB drawing end 

LUNDVALL.A E Baltimore Gas ft. Electric Co 80/01/29 9pp 


8002270961 Notifies that NRC review of 790319 safeguards contingency 
plan indicates need for revisions ft addl info Response 
containing NRC comments should be forwarded within 30 
days End withheld (ref 10CFR2 790) 

REID.R W Operating Reactors Branch 4 80/02/04 app 
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800228052-3 Foruards irtput to Item 3 2 5<bAckflo(j prote-ction It Iteim 
3 S 11* control air o-f fociiiti^ fire protection rovieu 
HALL<R E OrookhavETi National L-abaratory 80/02/21 3pp 


8002190449 Forufardo comments on ^ire test procedure for cable & pipe 
penetrations Recoirmends verification that mat pressiite 
differential across penetration seal during fire will not 
affect performance 

mLL,R E Droolibaveti National Latoratorv 60/02/12 3pp 

8002240518 Forwards page changes to draft proposed emergencij plan for 
usa of NRC FEMA task force Majorlfeg o# page changes Involve 
typographical error corrections 

RE I HER* E T Daltimore Oas ^ Electric Co 80/C2/19 Ip 


**-8002240522 Page changes to draft proposed emergency plan 
a Dattlfflore Oas tt Electric Co 80/02/19 22pp 


O00S27O3OO Forward! fire protection review of Item 3 2 9 re effects of 
fire on radiation monitars 

RALLi Ft E Broot^aven Rational Laboratory BO/02/20 3pp 


0002280540 Forwards ONL input to design review Items re fire protection 
revleui RRL will revCeu item 3 2 1 re fire hatard enalysis 
on B0O224 In Qetbesda* liD li ui 11 complete Item 3 2 on 
fchsdul p 

HALL/ ft E Brookhaven National Laboratory 80/02/20 4pp 


Q002280332 Notifies that otll has not received results of NRC review 
of 791231 fire haiards analysis l« other repts re fire 
protection miods Util needs NRC approval to meet 
implementation dates In NflC 790914 safety evaluations 
LUNDVALUrA E Daltimore Oas & Electric Co 80/02/29 2pp 


J Insurance it indemnity information 


0002120471 Foruardi Endorsement 34 to NELIA Policy MF-74 

8H0ENAKEft« C L Daltimore Oas i. Electric Co 80/02/04 2pp 


R Operating license stage documents It correspondence 


7909040506 Forwards proprietary version of CBN-il5-P in response to IE 
Dulletin 79*-06-C Items 2 t 3 Response withheld (ref 
iOCFRa 7901 

LEEQLCfttO E C-E Power Systems 79/00/29 lOlpp 


0002110276 Extends comment period re draft NU8EO-O430 to 0001 J6 

OAMMILLpW P Assistant Director fqp Standard it Advanced Reactors 
80/01/03 3pp 


0002120096 Forwards request for addl Info re LOCA analysis for review 
of util application for part la 1 '"loop operation Lists time- 
dependent data needed in plot form for ruptured 6 peak 
clad tefnp nodes 

RElOiR U Operating Reactors Branch 4 80/01/23 3pp 


8002040237 Forwards license amend application fee omitted from 000122 
Itr requesting amend 

* Daltimore Oas L Electric Co 80/01/29 Ip 


8002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license 6 Itr from State of SC to Chem-Kuc I ear Sys 
describing restrictions for waste disposal in SC 
EISENHJT»SC Division of aperating Reactors 00/01/29 38pp 


0002040244 Forwards updated delivery schedule of equipment required to 
Implement Category A I terns of TKI Lessons Learned Task Force 
requirements Equipment will be installed within 30 days of 
receipt 

PDINDEKTER^C N Baltimore Gas 6 Electric Co BO/Ol/30 3pp 


302060470 Forwards '*6eni itivi ty Evaluation of C-E ECC8 Evaluation 
Model to Cladding Rupture Strain 6 Fuel Assembly Flow 
Blockage Models " Results Indicate centinved compliance 
w/ECCS acceptance criteria 

LUNOVAL/A E Daltimore Oas L Electric Co 80/01/31 2pp 


10020&04B) ''Sensitivity Evaluation of 0-E EOCB Evaluation Model to 
Cladding Rupture Strain U Fuel Assembly Flow Dloclcage 
Models " 

a Combustion Engineering/ Inc 00/01/31 tSpp 


>50544 Forwards update to status of commitments to TMI short-torm 
sons Learned Tali Force requirements re emergency power 
plyrdirect valve position Ind icationi addl Instrum-entat I on 
Iverse containment isolation 

IDEXTER^C H Daltimore <las Electric Co 80/02/01 6pp 


0002280021 Discusses imp! ementat 1 on schedule of Lessons Learned Tail 
Force Categury A recommendation* Grants extension until 
800601 to Implement Items 2 1 3b & 2 14 due to equipment 
delays 

DENTON.H R Office of Nuclear Reactor Regulation 80/02/01 Zpp 


8002280020 Notifies that NRC Lessons Learned Task Force will revliy 
util Implemienta t ion of Category A requirements on 000213 
Specific items to be reviewed end Util should be ready to 
discuss items 6 provide dacumentatlon 

n£lD*R N Operating Reactors Branch 4 60/02/tl Spp 


0002200693 Forwards request for addl info re bypass & resetting of 
containment purge Luther engineered safety features Info ‘is 
required so that Plant Sys Branch can complete evaluation of 
electrical; overTlde aspects of purge sys 
LAINA8/G Plant Systems Branch B0/02/1I 3pp 


0002250778 Notification of 000221 meeting u/utll in Deth»sda«ND ta 
discuss enc 1 NRC concerns re LNO contingency plan review 
CONNER* E L Operating Reactors Branch 4 80/02/14 3pp 


8002190745 Forwards Interim rept in response to NRC 780125 Itr U 
791120 memo ra asymmetric LOCA loads 

LUNDVALL. A F Daltimore Oas L Electric Co 80/02/15 2pp 


**-0002190760 '^'RCS Asymmetric Loads Evaluation ProgramJ Interim Fept * 
a C*-E Power Systems 00/02/00 410pp 


6002280366 Forwards repti "Primary Reactor Containment Integrated 
Leakage Rate Test*" from successful 791115 test 
LUNDVALLtA E Daltimore Oas it Electric Co 80/02/15 Ip, 


‘—9002280370 "Primary Reactor Containment Integrated Leakage Rate T«it * 
» Oaieimare Oas L Electric Co 79/11/16 S4pp 


0 Inspection reports/ IE Bulletins it correspondence 


60021S0367 Notifies that regulations re resident intp program amandid 
to require power reactor licensees to provide NRC insp 
personnel sr/ons 1 tei renb'^free/ esclus 1 ve use of ofc space L 
immediate access to facility 

STELLO/V Office of Inspection 6 Enforcement/ Office of the 
Director 79/12/06 3p p 


8002110500 Responds to IE Dulletin 79-25/ "Failures of WistinghoiiS» BFD 
Relays (n Safety-Related Sys " Facility incorporates sli 
energlied 8FD relays in each diesel generator starting 
circuit Relays are being replaced w/Type NBFD relays 
LUNDVALL. A E Daltimore Gas It Electric Co 79/12/27 Ip. 


8002050227 Responds to IE Bulletin 79-06C/ "Nuclear Incident at 
Till - 8uppl " Rept was provided 791031 on behalf of C-E N9S3 
Owners Group It is included on. facility dockets by ref 
OLSONtfl C Baltimore Gas L Electric Co 00/01/03 ip 


B002200070 Act receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50“3t7/79“ia L 
30 -3 10/ 79- 1 5 

SHITH/G If Region 1/ Philadelphia/ Fuel Facility L Materials 

Safety Branch 80/01/15 Ip 


—0002200003 Responds to NRC 791123 Itr re violations noted in IE Imp 
Repts 30-317/79-ia L 50-318/79-13 Corrective actions 
evaluation required by plant procedure completed L 
dosimetric results assigned to individual exposure records, 
Li/NOVALLiA E Baltimore Gas L Electric Co. 79/12/20 2pp, 


— 8002200090 Forwards IE Insp jRepfts 50-317/79-18 It 50-318/79-15 en 
791003-05 6 notice of violation 

0N1TH.O If Region 1. Philadelphia/ Fuel Facility it Katerials 

Safety Branch 79/11/23 2pp. 


— 8002200097 Notice of violation from insp on 791003-03 

e Region It Phi ladol phia* Fuel Facility L Materials Safety 
Branch 79/11/20 If 


— 8002200105 IE Insp Repts 30-317/79-10 L 50-310/79-15 on 791003-05 
Noncompl iance noted failure to adhere to radiation 
protection procedure RCP3-3iO as required by Tech Specs 
3T0HH, J P , YUHAS.O P Region 1- Philadelphia/ Office of the 

Director 79/11/20 tOpp 


8002200334 Forwards IE Insp Repts 50-317/79-22 L 50-310/79-21 on 
791206-07. No nencomp 1 iance noted 

8IIITM/GH Region 1* Philadelphia/ Fuel Facility L Materials 

Safety Branch aO/Oi/jS Spp 
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—9002280345 IE Jn»p R«pti 50-317/79-22 & 50-318/79-21 on 79120^-07 No 
none QBip 1 lanc« not;ecl Major areas intpe-cted acfcivltlen related 
to tranifer I pac fcag ing it shipping of law level radwaste 
Bail I 

ViHiTEiJ R Region 1, Philadelphia! Office of the Director 
CH0CKER«H M Region li Ph i ladelph ia* Fuel Facilitg & Materials 

Silety Branch 80/01/09 9pp 


8002270006 Adviee* that Pago 3 of Attachment 3 to IE Qulletin 79-010 
should he delated 

^RlERi 8 H Region li Phi ladel ph la^ Offica of the Director 

B0/0l/i7 Ip 


000223002^ Forbiarrfs IE Info Notice 80-03. "Main Turbine 
Etec trohv^r out Ic control 8gs '* No specific action required 
CRJER* B H Region 1, Phi ladelph ia. Office of the Director 

80/01731 Ip 


6002260030 For^uards IE Circular 79-23J80PP1 At "Shock Arrestor Strut 
AisieiblV 1 nterf er er>ee> “ No written response required 
GAIER.B.H Region 1/ Philadelphia. Office of the Director 

GO/01/31 I p 


8002060469 Forwards LER 79-O53/03U-0 

RUSSELL,!. 0 Baltimore Oas L Electric Co BO/Ol/25 Ip 


•'-8002060484 LER 79-032/03L— O on 791226 ^ 2B. control element assemblg 
motion inhibit was inoperable due to repairs to metrascope 
Caused bg worn bands on mebraicope master alarm card 
resulting in improper connection w/printed circuit board 
HEIBEL.R P , RIZZD!P 0 Baltimore Oas tr Electric Co 80/01/25 
IP 


8002060576 Forwards LEft 79-050/ 03L-0 

RUSSELL! L B Daltimore Oas it Electric Co BO/Ol/25 Ip 


- -0002060506 LER 79-050/03L-0 on 791220! during iteadg state operation# 
Channel 8 axial flux offset read higher than other channels 
Caused bg detector oi integral detector cable vibration 
LA0I£U8KI»J S ! RIZZ0!P Q Baltimore Oas L Electric Co 00/01/25 
Ip 


8002120605 Forwards LEft 0O-OO2/O3L-O 

RUSSELL. L D Qaltimare Oas h Electric Co 00/02/07 ip 


6002260^24 Act receipt of 791109 Ur informing NRC of steps taken to 
ccrrect violations noted in IE Insp Repts 50-317/79-14 t< 
50-318/79-11 

OFIIER.Q M Region 1# Phi ladelph ia, Office of the Director 

80/01/31 Ip 


—8002120609 LER fi0-002/03L-O on B00107. refueling water tank narrow 
range level indicator was in alarm w/low level! but 
instrument did not indicate alarm conditions Caused bg 
faulty indicator alarm light-emitting diode Diode replaced 
DAVIS! 8 H ! niZZO/P 0 Baltimore Oas t Electric Co 00/02/07 

2pp 


—8002280235 Responds to NRC 791030 Itr re violations noted in IE Intp 
Rfpts 50-317/79-14 8< 50-318/79-11 Corrective actions waste 
nfutralliing tank procedures changed h valve checklist 
addled when tank it In sve 

LUNOVALLiA E, Baltimore Oas Si Electric Co 79/11/09 2pp 


--80022B0239 Forwards IE Imp Repts 50-317/79-14 Si 50-310/79-11 on 
790827-30 tc 0910-13 U notice of violation 

«RIERiQ H. Region 1, Philadelphia. Office of the Director 
79/10/30 2pp 


8002150290 Forwards LER GO-003/03L-0 

RUSSELL. L B Baltimore Oas & Electric Co BO/02/08 Ip 


— 0002150309 LER 0O-OO3/O3L-O on 800110. repa irs to number 21 diesel 
generator jacket coolant sys required diesel be out of sve 
Caused by leaking gasket on jacket cooling water discharge 
header Leak located it repaired 

HEIBEL.R P ! HUSE0Y, D E Daltimoro Oas it Electric Co 00/02/00 

IP 


—6002280246 Notice of violation from imp on 790027-30 Si 0910-13 
* Refflon 1. Philadelphia. Office of the Director. 79/10/22, 

IP 


-&00aaC0a54 IE imp Repts 50-317/79-14 S« 50-318/79-11 on 790827-30 l< 
0910-13 NdTtcomp I lance noted' fai lure to follow waste 
nsutralixirtg tank procedures 

KEIHIQ-iH n Region 1. Ph i lade Iph ia# Reactor Gperations Nuclear 

Support Branch JOHNSONiDF . KALMAN, 0 Region 1 j Phi ladelph la, 
□fflc* of the Director 79/10/22 15pp 


6042250380 F&rwardt IE Circular 80-02, "Nuclear Power Plant Steff 
Hurl Hours." No written response required 

(RIER. B H Region 1, Phi ladelph la. Office of the Director 

80/02/01 Ip 


0002210246 Forwards IE Bulletin 80-03. "Lass of Charcoal From Btd Type 
1 1 « Two-Ine hr Tray Adsorber Cells " Action required. 

C>RlERrB H Region 1, Philadelphia, Office of the Director 

80/02/06 t p 


8002250076 Fi>rwards IE Info Notice 80-05. "Chloride Contamination of 
0j f etg-Re la ted Piping Si Components " No written response 
required. 

CRIER, D il Region 1. Philadelphia, Office of the Director 

60/02/00 Ip 


6002250433 Forwards lE Bulletin 80-04, "Analysis of PWR Main Steam Line 
Break N/Cantinued Feedwater Addition " Written response 
required 

CFIIER^B H Region Ji Philadelphia. Office of the Director. 

60/02/03 Lp. 


It Periodic operating reports ti related correspondence 


9402210423 Forwards monthly operating repts for Jan 1980 
MERSON, a D Baltimore Oas it Electric Co 80/02/14 lp 


-‘0002210428 Konthlg operating repts for Jan 1980 

HERSON, 8 D Baltimore Qai ti Electric Co 00/02/14, 13pp 


S Reportalile occurrences, LERs L related correspondence 


9COZ060395 FNO-1-79-023 on 791129, operator discovered neutralizer tank 
hid ovs r flowed, rasu Iting in discharge of 0,400 gallons of 
12 1 ph caustic effluent into Chesapeake Bay Caused by 
failure of nsutraliier tank level indicator. 

SKANBAHVrM , BORES. T , MCCABE, E Region 1, Philadelphia, Office of 
the Director. 79/11/30 Ip 


0002290363 Forwards LER 60-004/03L-0 

RUSSELL. L 0 Baltimore Oas 4 Electric Co 00/02/19 Ip 


—8002290367 LER 90-004/03L-0 on 600121, during steady state operation, 
received indication of several spurious loss of load trips 
on channel B Cause of event unknown Troubleshooting revealed 
electrical noise on Input leads 

LAOieWSKIiJ B , R1220. P 0 Baltimore Oas 6 Electric Co 60/02/19 

2pp 


6002290371 Forwards LER 80-005/03L-0 

RUSSELL. L B QaltimoTe Oas & Electric Co BO/02/22 Ip 


— B002290374 LER 80-005/03L-0 on 600122, five channel B trip units were 
bypassed due to spurious high power levels Caused bg noise 
from excore nuclear instrument upper subchannel detector 
Troubleshooting planned for next cold shutdown 
HEIBEL, R P , RIZZO, P C Baltimore Oas Electric Co 80/02/22 
2pp 


6002290377 Forwards LER aO-006/03L-0 

RUSSELL. L D Baltlmare Oas t Electric Co 00/02/22 lp 


—0002290305 LER aO-006/03L-0 on 600126. dur Ing steady state operation, 
reactor protective sys channel A high power. low flow. axial 
flux offset tc thermal margln/low pressure trip units 
bypassed for corrective iraint Meter input jacks cleaned 
LAOIEWSKI.J 6 . R1Z20. P 0 Baltimore Oas L Electric Co BO/02/22 

2pp 


DOCKET 50-320 THREE MILE ISLAND NUCLEAR STATION. UNIT 2 


8002200250 Forward* response to 791115 Itr submitting questions re 
plant operation Reactor bldg radioactive atmosphere poses 
significant risk to workers only if entered prior to Kr-B5 
cleanup 

AHEARNE. J F Commission 80/01/22 14pp 


F Eecurlty, medical, emergecicv ^ fire protection plans 


6002040007 Announce* regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Request* designation of one 
representative per util by 791231 Forwards FR notice 
ORIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 



138 


DOCKETED ITEMS 


2002050222 Fte£pond« to 790315 safeguards cnntinjericv plan & Indicatei 
need for revisions t add] info Forwards co(nniffTib& At requests 
response uithni 30 dags of receipt End withheld (ref 
10CFR2 790) 

REID, ft W Operating Reactors Branch 4 60/01/17 3pp 


G002060433 Notifies that seven rad i oLog ica I emergency drill* were 
conducted on BOOlldi-ta. SG-’23 t 23 IJ/eiceptlon of aoplia 
dr 1 1 li emergencg responses cantreUed postulated accldentEr 
mitigated c on s e q^uen c e s & ensured personnel safetg 
WILSON. R F Metropolitan Edison Co BO/Ol/30 2pp 


8002110455 Foriijards info ir response to KRC 79HS9 I tr requesting 
evacuation time estimates for certain areas around nuclear 
pouer reactors Evacuation time estimates are conservative 
MERBEIN.J G Metropolitan Edison Co 60^02/04 Opp 


Q0022^052& Forwards physical security plan addetidun. Revis Ian 1 Plan 
withheld (ref J0CFR2 T^OJ 

WIL80N.R F Metropolitan Ediion Co 60/02/19 Ip 


Q0022o0'239 Forwards Revision 1 to contingency plan Plan uithheld 
■fref lOCFRE 790) 

HERDEIN<J0 Hetropol ilari Edison Co BQ/02/22 tp 


G Adjudicatory correspondence 


790a0£0449 Opposes release of Kr-SS within TMI-2 contalnnient hldg 
Argues against reopening plant 
JHAlNiR Affiliation Unknown 79/07/23 Opp 


790B0S04B1 Opposes Met Ed request to vent rtr-BS from TMr-’2 
c ontdi nitiBwit bldg Proposes sealing up facility 
MAINER Affi nation Unknown 79/07/28 Spp 


6002200333 Subnvit* agreement per hRC Special Inquiry Group request for 
Burns <. Roe (Bf-Rl documents f* access to BLB emplogaes for 
interviews or depositions Requests signature lu/o waiving 
right to objection GA Mitchell 790712 i tr end 
MITCHELL. 0 A Steinh Mitchell I. Meiinei 79/09/14 Spp 


B0-0'2190Q&0 Responds to Lower Paxton Township 791008 resolution to 
release of contaminated water into Susquehanna River l< 
restart of facilties Util has not submitted recovery plan 
for Unit 2 

DENTON. H R Office of Nuclear Reactor Regulation f79/I2/28 3pp 


—*8002190333 Forwards Lower Paiton. Township 791022 Itr to President 
Carter re releaie of contaminated water into Eusqwehanna 
River ^ restart of facilities Requests comments 
BEAL. M M President of US A Executive Offices 79/10/33 3pp 


QOO21302IO Discusses organiiation ti actions of task forces re safety 
concerns originating from TMI* in response to 79(342& Itr 
Questions re future of nuclear energy should be addressed 
to DDE 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/07 2pp 

600SI 10054 Responds to Apr 1979 ] tr enpressing concerns re absence of 
general safety precautions ^ requesting permanent shutdown 
of plant Public hearing has been ordered to datermtne safety 
of operation 

DENTON. If R Of flee of Nuclear Reactor Regulatl'On 60/Dl/DG 2pp 


--8002110558 Eipressas concerns re absence of general safety precautions 
Requests pormanent shutdown of facility 
GERMEYER.C Af f » 1 1 a 1 1 on Unknown 79/04/30 ip 


8002120300 Responds to 770404 Itr re concerns about facilities NRC has 
ordered public hearing re restart of TMI-1 Util has not 
sent proposal to KRC for TH]~’2 recovert| NRC 790720 order 
suspended TME-2 OL 

DENTQN.Il R Office of Nuclear Reactor Regulation 60/01/08 2pp 


— 6002120395 Request decommi ssl'Oning of facilities Local citizens hav< 
assumed phys i ca I . mental financial burdens due td proiiitiiby 
of reactors &. TMI-2 accident 
LOV. E L Affiliation Unknown 79/04/04 Ip 


80D2120-655 Responds to Hr demanding Immediate shutdown of facilities 
NRC 790720 order suspended OU re TMI-2 NRC has ordered 
public hearing re restart of TMl-i Forwards NRC order re 
restart of TliI-1 W/o end 

DENTON* H R Office of NucUar Reactor Regulation 00/01/08 2pp 


--0002] 00660 Denands that facilities be permanently shut down Potential 
harm to ch i J dren. r sac tor i spair personnel i pragnaot women 
is unknown 

KROPF.E M Affiliation Un^inown DO/Ol/08 Ip 


0002090340 Responds to 790412 Itr Delay in making Info public 
accident caused by lack of Info flow out of Ttil control 
room Radioactive iodine found in some milk samples tested 
Forwards NUR£(^-060D suoimary l4/o end 

OfNTON.H -R Office of Nuclear Reactor Regulation 00/01/10 


— 6002030350 Expresses feelings of opposition re facility Exprenia 
cancer-n re contaminated milk 

BLTLFAIRj S Affi 1 i at i on Unknown 79/04/12 Ip 

S002120S9& Pespondls to 790411 Ur demanding shutdown of facilitiii 
790720 order suspended OU re TMU2 NRC ordered public 
hearing re TMI-1 restart Forwards TMI-1 hearing order U/o 
enc 1 

DENTOM. H R Office of Nuclear Reactor Regulation BD/Ol/lO p 


— 8008120601 Demands permanent shutdown of facilities Urges 
of alternate means for generating electrical power 
BRADLEY. S L Affiliation Unknown 79/04/ J1 2pp 


0OO218O474 Responds to 790409 postcard urging revocation of OLs 
to TKI-S accident NRC 790720 order suspended OL far THl-2 
NRC has ordered public hearing re restart of TMI*”1 Forwards 
use order re public hearing for TMl-1 M/o end 
DENTONrH R Office of Nuclear Reactor Regulation 0O/O1/I& 


--0002120476 Urges revocation of QLs due to TMl-8 accident 
ORR.P . ORR.V Affiliation Unknnuin 79/04/08 Ip 


G002120735 Responds to Itr re THI-2 accident Average dose of 
radioactivity received within 50 miles was four millirenf 
Has exposure was lets than 100 mi 1 liremsr less than yearly 
dose received from natural background radiation 
DEMTON.H R Office of Nuclear Reactor Regulation SO/Ol/16 


— 0002120739 Demands that all nuclear power reactors be peraaneni.,) 
shut down Nuclear reactors are dangerous $< unnecessary 
LOGAN. A Affiliation Unknown 80/01/16 Ip 


8003040080 Forwards MI OoLdman testimony, per ASLAB 771003 order 4 *3 

S66 Sve 1 i Bts enc 1 

SliBERG.^f H Shaw* Pittman. Potts ^ Trowbridge BO/Oi/19 


—6002040007 Prepared testimony addressing deficiencies alleged if 
tntervenors re Rn-222 emissions attributable to mining Ic 
milling of U- fue 1 

C OLDMAN. M I Philadelphia Electric Co GOLDMAN. M I Metrepiln* 
Edison Co GDLDliAN.M I Public Service Electric Ic Gas Co o< ^ 
Jersey 80/0-1/3B ip 


0008120423 Responds to- 790SS5 Itr re discharge of water into 
8usquehann.e< River following TMI-2 accident Liquids 
containing low or nondetectable radiation levels are 
released Into river No other releases are permitted 
OENTON.H R Office of Nuclear Reactor Regulation 80/01/16 ip'i 


— QO0312O487 Opposes continued licensing of util to operate Ruclie*^ 
facilities Opposes release of radioactive waste water from 
TMI-2 into Susquehanna River Interests of citlien* l«ave been 
sacrificed to interests of nuclear industry. 

MOCKER. C . HOCKERiN Affiliation Unknown 79/05/25 Ip 


9002120438 Responds to 79041& Itr re TMI-2 accident. NRC has orderid 
public hearing to determine restart of TMl-1 NRC 790720 
order suspended DL for TMl-2 Util customers will not have to 
pay for restoration of TMf-8 

DENTON, R R Office of Nuclear Reactor Regulation 80/01/lS 


—8002120467 Requests shutdown of facilities Candles & coal can to 
substitute far nuclear power Opposes util customer payaent 
for TNI -2 accident. 

STEFAHOWlCZiF Affiliation Unknown 79/04/16 2pp 


B002120737 Responds to 790408 Itr expressing views on nuclear energi^ 
Prelimlnarij findings re health effects of radioactive matt* 
released are contained In NUREG-055G NURE0-0SS8 summary 
encl M/o end 

OENTON.H R Office of Nuclear Reactor Regulation BO/Dl/IB 


«— QC02120744 Urges immediate closing of all plants containing resits*' 
slmllaT to TMI-S NRC reisons for not closing Rancho Seco are 
insubstantial Diablo Canyon should not be allowed to go on 
line 

OREEN-E Affiliation Unknown 79/04/10 app 


8002210319 Testimony in response to ALAH-96a re reclamation of 
out U mines 4. long-term radon releases from uorked-out U 
mlnesiAUeged Deficiencies 3*4 1< 5 

WILDEpR N Division of Fuel Cycle & Material Safety, eO/Oi/lft 
17PP 
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'-0002210321 Tesfcinony in response to ALAB-5^2 ro intervenor Alleged 
Dificiercg 26 Ascribes radon emissions from phosphate ore 
mining ^ processing to bgprodtict U produced 

LOlVE^^GEROl H Division of Fuel Cgcle it Katerial 8afetg 80/01/18 
5pp 


— 8002210226 Testimony in response to ALAD-562 re release of Ra-122 from 
U mills it tailings p 1 1 esi Al 1 aged Deficiencies 7i 10« 13i 14< 16« 

17.10 it aj Part IV of 1978 U Mill Tailings Radiation Control 
Act & FR notices if Certificate of five end 

MILLERfM J Uranium Rocovery Licensing Dranch BO/Ol/lQ 

i lOpp 


0002070423 Order setting location for 8O0aSD-S6 evidentiary hearings 
re aircraft crash probability if radon release issues 
Htarlngs ui 1 1 be held in Karristoun 2 Bldg< Harr i sburg. PA 
Representative it witness names should be mated by B00215 
B18HDP*C J Atomic Safety and Licensing Appeal Panel 80/01/21 

2pp 


B0021S0042 Responds to 79D80B postcards requesting permanent shutdown 
of TMI as nuclear facility Advises of public hearing to 
detarmlne operability of Unit 1 it discusses shutdown of 
Unit 2 

DENTOM. H R Office of Nuclear Reactor Regulation 80/01/21 Ip 


— 80021&0051 Four postcards requesting permanent shutdown of TMl 1 & 2 
Wo justification for endangering lives 
FL£CKi Q N Affiliation Unknown 79/08/08 2pp 


0002190099 Responds to Itr requesting pormanent closure of TMI 
Discusses public hearing to determine operability of Unit 1 
HRC 790809 order re issues to be considered at hearing end 
H/o end 

DEMTOWir H R Office of Nuclear Reactor Regulation. 00/01/21 Ip 


0002150102 Requests permanent closure of TMI Cites util safety 
violations tt disregard for NRC regulations 
LICHTY. CK Affiliation Unknown 00/01/21 Ip 


S0021S0111 Responds to Itr requesting permanent closure of TMI 
Discusses public hearing to determine operability of Unit 1 
NRC 79090? order re issue to be considered at hearing end 
H/o sncL 

D£HT0Ni H R Office of Nuclear Reactor Regulation 80/01/21 Ip 


-'900215^0116 Requests permanent closure of TMI Cites util safety 
violations disregard for NRC regulations 
PIROZZliJ E Affiliation Unknown 80/01/21 Ip 


000219012'0 Responds to Hr requesting permanent closure of TMI 
Discusses public hearing to determine operability of Unit 1 
NRC T^OaO? order re issues to be considered at hearing end 
H/o tncJ 

D£MT0ff.-H R Office of Nuclear Reactor Regulation 00/01/21 Ip 


'"80021SD1S4 Requests permanent closure of TMI Cites util safety 
violations it disregard for NRC regulations 
CARRICATO. E I Affiliation Unknown 79/00/31 Ip 


0003110190 Motion to withdraw 790319 subpoena served on TC Mangold of 
Trans Uorld Airlines C Dlllie will be subpoenaed due to 
Hangotd unavailability Licensee. State of PA U intervenor do 
not object to request Granted on 800122 
CiWNDLERi L J Hearing Rranch 1, 80/01/22 2pp 


0002070098 Ack receipt of 791205 response to NRC 791025 notices of 
violation it proposed imposition of civil penalties Forwards 
App A containing MRC responses L conclusions to each item of 
nancomp I iance 

8TE1.L0. V Office of Inspection tt Enfarcementi Office of the 
Director. 80/01/23 35pp 


DOH02O7O1O2 Order Imposing civil monetary penalties due to 
roncQflip 1 lane frs found in NRC 790328'’0731 insp 
STELUOf V Office of Inspection it Enforcamenti Office of the 
Director BO/Ol/23 3pp 


0002050244 Responds to 790016 Hr Public hearing will be held prior to 
restart of facility Forwards Commission 790702 order 
outlining issues for consideration H/o end 

DENTON^ H R Office of Nuclear Reactor Regulation 00/01/24 2pp 


— 8002090250 States opposition to reopening of facility it release of 
redio*ctlv« gases into anviron 

VIZCHTE. K Affi 1 iatlon Unknown 79/08/16 2pp 


8002090276 Responds to 790819 Hr re permanent shutdown nf facility 
NRC will conduct review of technical info ro restart of TMI 
Releases to Susquehanna River are within safe limits 
Forwards 790809 Commission order W/o encl 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/24 2pp 


— ‘6002090204 States opposition to reopening ot facility tf release Of 
contaminated water into river 

RUSSELL, D Affi 1 iation Unknown 79/08/19 Ip 


8003120462 Notice of appearance in proceedings 

ORAHMER. E J Office of the Executive Legal Director 00/01/24 ip 


8002140024 Forufards Commission 790B09 order for Unit 1 public hearing, 
in response to 790G15 Hr requesting permanent shutdown of 
facility Feasibility study presently being conducted re Unit 
2 U/o end 

DENTQN.H R Office of Nuclear Reactor Regulation 00/01/34 Ip 


— 0002140030 Requests permanent shutdown of facility 
CHONOf L Affiliation Unknown 79/00/15 Ip 


8002190173 Responds to 790021 Hr re release of c ontaminatod water to 
Susquehanna River All discharges of water to rivor have been 
carefully monitored since TMI'2 accident NRC has no basis to 
consider revocation of util OL 

DBNTON.H R Office of Nuclear Reactor Regulation 80/01/24 2pp 


— B002190183 Requests revocation of util DL rMI-2 accident dumping of 
untested radioactive water into Susquehanna Rivor prove 
disregard for safety of Londonderry Township. PA 
TRITCH, M Affiliation Unknown 79/08/2! Ip 


8002190146 Responds to B00117 request to roscbedulo 000129 scoping 
meeting for programmatic EI8 on disposal tt decontamination 
of raduaste resulting from TMl-2 accident Meeting cannot be 
rescheduled due to time element number of people involved 
MULLCR. D R Division of Site Safety << Environmental Analysis 
&0/0i/25 Ip 


'8002150152 Requests rescheduling of 600129 scoping meeting for 
programmatic E18, due to conflict w/rehearing conference of 
Haste Confidence Hearing Doard 

LEWrS.M I Affiliation Unknown BO/01/17 Ip 


8002070093 Requests rosponse to end questions re plant. to facilitate 
800225 hearing appearance W/o end 
CHANDLER. L J Hearing Branch 1 80/01/28 Ip 


6002070057 Requests response to end questions ro plant, to facilitate 
000225 hearing appearance M/o encl 
CHANDLER. L J Hearing Dranch I 80/01/20 ip 


0002070061 Requests response to end questions re plant, to facilitate 
800225 hearing appearance W/o end 
CHANDLER. L J Hearing Drench 1 60/01/20 Ip 


8002070-064 Requests response to end questions re plant, to facilitate 
800325 hearing appearance W/o encl 
CHANDLER, L J Hearing Dranch I DO/01 /2B Ip 


8002070068 Requests response to end questions re plant, to facilitate 
800225 hearing appearance W/o encl 
CHANDLER, L J Hearing Branch 1 80/01/28 Ip 


8002140039 Notifies that MF Travl esO'Oiai U JE Oilberg will be 
counsel for util in evidentiary hearing re radon release 
issue MI Ooldman will be witness for util 

8IL8ER0. J E Shaw, Pittman, Potts 6 Trowbridge 80/01/29 Opp 


0002140130 Forwards five eiecuted subpoenas Bubpoenas were forwarded to 
Resanthal in G00130 |tr W/o encl 

DlGHOP.C J Atomic Safety and Licensing Appeal Panel 80/01/31 

Ip 


GD02 150235 Forwards eieculive summary of facilities radioactive liquid 
6 gaseous releases from 790328 accidents JY Leo U JT Collins 
prof qualifications encl 

SHARTZiL L Antitrust Division 80/01/31 0pp 


0002200741 Notice of appearance at 000226 evidentiary hearing ro Radon- 
222 proceeding. Ml Moi ton will testify on behalf of parties 
Certificate of Sve encl 

RADER. R M Philadelphia Electric Co RADER, H M Public Service 
Electric 6- Oas Co of New Jersey RADER, B M Conner, Moore 6 
Corber 80/02/01 5pp 
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tdOO2l2O300 Sifbniit? add 1 evid«nc« in rosponsa to ASLAB 791102 Atfimor^Tidum 
? prder. ALAB-570. r 6 halting on aircraft crash pr obabi 1 i 
i 9 $ue Part of avirfence refl-ects NRC analysis of air traffic 
t accident rates for 1973 

CHANDL£R>L J Hearing Branch I 60702/0*1 3pp 


— 3002120303 Affidavit pres«»nting analysts of 1970 air traffic t accident 
rates Contains re/isjoiva to 1 97A t 1977 estimates to NRC 
testimony re ajr c arr i e r< mi 1 i tary accident & traffic data & 
aircraft crash potential evalt^ation 

R£At>i J D J Accident Analysts Branch Q0/02/D4- lOpp 


--a002J20-3l7 poruards data in lesponse to NRC 791304 1 tr re aircraft 
operations at Han i sburg, PA Inti Airport Updates Fall 1978 
info provided fat testintony preparation 
BROWNiO D Ajr Force. Dept of 30/12/13 2pp 


— 80-02120227 Forwards thai t providing info re destroyed aircraft for 8-'4 j 
C- 5 2( C-I41 aircraft, in response to NRC 791113 Itr 
CPEWBC.R <? Air Force. Dept of 79/12/13 4pp 


— 8002120336 Joint affidavit ptoviding analysis of effect of updated data 
on previously submitted testimony supp 1 emental testimony 

re aircraft accidents 

HDORE, R H . AQRAMSDN. I R Office of Management and Pro-gram 
Analysis 80/02/01 7pp 


--3002120i344 ques t < onna i r e « transnitted to each subpoenaed airline 

pilot completed (questionnaires received to date 
CHANDLER,!. J Hearing Branch l 00/02/04 lOpp 


30021S0610 Advises that HH DordenicV \ EJ Crammer mil appear at 800226 
Evidentiary hearings per ASLAB 600121 order re radon release 
issue LU Chandler t< 0A Irehy uiti appear at 800229 
evidentiary hearings re airciaft crash issue 
DORDENICI^* D M Hearing branch 4 80/02/04 2pp 


3002261)388 Fot wards revised Ml Goldman testimony re radpn emission rate 
for inactive abandoned open pit mine Testimony has been 
revised in light of new ihfo contained in NURC0/CR’*0626 
SILBERO* J E Shaui, Pittman. Potts 6 Trowbridge 80/02/05 2pp 


— 3002260307 Revised te-stimon(j re ladon emission rate for inactive 
abandoned open pit nine Testimony has been revised in light 
of rieu info contained tn N0REG/-C 6-0626 
OOLCMAN- M I Affiliation Un^nawn 80/02/05 Bpp 


B0021S036S Forwards ASLAB 800131 subpoena requesting DL Ufford 
appearance as witness on behalf of IfRC Doc umenla t ion bearing 
on landings t bateoffs at Harrisburg Inti Airport (nay be 
useful in proceeding 

CHANDLER* L J Hearing Branch I 80/02/06 Ip 


►8002190370 Subpoena requesting DL Ufford 800225 appearance in 
Har r i sburg . PA on behalf of MflC 

ROSENTHALjA S Atomic Safety and Licensing Appeal Panel 
80/01/31 ip 


60&3150377 Forwards ASLAR B0013I subpoena requesting C Billie 
appearance as witness on behalf of NRC Doc umenta tlon bearing 
on landings takeoffs at Harrisburg Inti Airport may be 
useful in proceeding 

CHANDLER, L J Hearing Branch 1 00/02/06 Ip 


--8002150367 Subpoena requesting C SI 1 lie 800225 appearance in 
Harrisburg , PAi on behalf of NRC 

ROSENTHAL, A B Atemic Safety and Licensiihg Appeal Panel 
BO/01/3J Ip 


9002150400 Forwards ASLA6 600131 subpoena requesting Elf Beuerlain 
appearance as witness on behalf of NRC Dorumentaticm bearing 
on landings t takeoffs at Hat^risburg Inti Airport may be 
useful In proceeding 

chandler* L j Hearing Branch 1 80/02/-0& Ip 


'8002150409 Subpoena requesting EW Beuet-lein 800229 appearance in 
Harrjsb urg* PA on behalf or NRC 

ROSENTHAL, A S Atomic Saietr^ and Licensing Appeal Panel 
0D/OS/31 fp 


2150431 Forwarris AS-l.AD 8-00131 subpoena requoiifcfng D ClisJxnan 
learance as i;ijtness on behalf of NRC Documentatio-n bearing 
landings t- takeoffs at Harrisburg Inti Airport may be 
ful in proceeding 

iNDLER, L J Hearing Branch 1 80/02/06 Ip 


2150*433 Subpoena requesting D Clishman 300225 appearance in 
arri»burg*PA as witness on behalf of NRC 
kOSENTHal, A S Atomic Safety and Ui tens mg Appeal Pan-el 
00/01/31 ipp 


S002150441 Forwards ABLAB 000131 subpoena requesting D Llthgow 
appearance as witness on behalf of NRC Documentation bearing 
on landings 9* takeoffs at Harrisburg Inti Airport may be 
Utteful in proceD(fing 

CHANDLER, L J Hearing Oranch 1 80/02/06 Ip 


—8002150454 Subpoena requesting E Litgow 800229 appearance in 
Marr tsburg, PA, as witness on behalf of NRC 
ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel 
90/01/31 Ip 


8002190359 Discusses 800129 telcon seeking NRC assistance in obtairin 
certain documents No copies available because only one 
document requested is NRC generated Verbal advice given on > 
how to obtain remaining documents 
DORDENICH, D M Hearing Drancfi 4 80/02/08 3pp 


8002270216 Notices of appearances in proceeding Certificate of Bve 
end 

SILDER0,JE. TRAVIESO^-DIAZ Metr opol i tan Ed i son Co SILBEROiJE 
Shaw, Pittmanii Potts Sc Trowbridge 80/02/00 lOpp 


B00229026? Forwards order requiring that facility be maintained in 
accordance w/encl Tech Bpecs L proposlnq to amend DL to 
include proposed Tech Specs Facility will remain in safe 
posture during recovery mode Safety evaluation end 
VOLLMER.R H TMI-a Oparat ions/Suppor t 80/02/13 4pp 


— 8002290202 Order requiring that facility be maintained in accarfarc 
w/encl propo-$ed Tech Specs L proposing to amend OL to 
include proposed Tech Specs Facility will remain in safe 6 
stable posture during recovery mode 

DENTON. H R Office of Nuclear Reactor Regulation BO/02/11 


-'-800229028? Safety evaluation t environ assessment supportln9 aiicl T 
Specs Facility uii 1 1 remain in safe ft stable posture during 
recovery mode 

* Office of Nuclear Reactor Regulation NUREO-0647 60/02/13 
I9pp 


— 8002290302 Negative declaration re mod of Tech Specs to- more 
accurately reflect condition of facility since 790328 
accident Facility will re-main in safe posture during 
recovery mode 

DENTON* W R Office of Nuclear Reactor Regulation 60/02/It 3f 


—8002290307 "TMI-2 Tech Spacs.App A *' 

a Office of Nudear Reactor Regulation NUREO-0432 80/02/13 
iSOpp 


6002260619 Discusses public hearing NRC review of technical info ri 
restart of Unit 1 €< util feasibility studies for restart of 
Unit 2 in response to 790920 Itr requesting permanent 
closure of facility 

VaUMER.R H TMI-2 Op erat i ons/Suppoft 80/02/14 Ip 


8002290146 Discusses scheduled public hearing re TMI-l reopenl ng, plan 
recovery at TNI*-2 ^ evaluation t< assessment to be made prior 
to release of radioactive gases from reactor bldg In 
response to 790814 Itr 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/14 Sfp 


'8002290155 Opposes venting of radioactive gases into atmoiphere 
requests shutdown of TNI Continued operation jeopardlias 
flnacial security of area 

8TEABN,C Af ft Hat ion Unknown 79/08/14 Ip, 


8002290196 Discusses scheduled public hearing re TMl"! reopening * plan 
recovery at Thl-S ^ evaluation b* assessment to be made prior 
to release of radioactive gases from TMI-2 reactor bldg in 
response to 790820 postcard 

DENTON, II ft. Office pf Nuclear Reactor Regulation 80/02/14 2pp 


— 8002290201 Opposes reopening of TMI ^ venting of radioactive gasei 
HARTMAN, C R Affiliation Unknown 79/08/20 Ip 


8002280001 Foruards questionnaires completed by E Beuerlsln & D 
LI thgou, p i Lots for Transuorld Airlines Transamerica 
Airlines respectively Both wore subpoenaed by NRC 
CHANDLER, L J Hearing Branch 1 80/02/19 7pp 


8002250753 Forwards Nuclear Reactor Regulation 800211 order, safftg 
evaluation 8. environ assessnient, NUREO-0647, negative 
declaration i, Tech Sp-ecs , NUftEO-0432 
CHANDLER, L J Hearing Branch 1 80/02/20 Ip 
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— a-0022^507A4 Orderi ef fee tive immediately, de let ing Paragraph 2 of 790720 
order re llcenee mod Licensee shall maintain facility per 
rtiqc/irements of B0021 1 order. Attachment 1 re Tech Specs, 
pending further amepd 

DEMTDN.hi R Office of Notlear Reactor Regulation aO/02/11 9pp 


90020'405aB Forwards summary of NJREC-055S, in response to end Itr to 
President Carter expressing conceriis re possible 
infiltration of radiation into food Food samples tested ujere 
free of radioac ti vt by UXo end 

DENTCfN, H R Office of Nuclear Reactor Regulation BO/OIXOS 3pp 


—0002250773 Safety evaluation ^ environ assessment re Tech Specs 
changes 

s Office of Nuclear Reactor Regulation NUREO-0647 60/02/20 
SOpp 


S0020S0322 Responds to 79040? Itr Util customers will not have to pay 
far TM1 damages Advises that accident effects have been 
investigated by President's Commission I NRC f* info is 
aval lab le In LPDR 

DENTON, H R Office of Nuclear Reactor Regulation SOXOl/OB 2p p 


—6002250702 Negative declaration re Tech Specs changes 

DENTON. H R Office of Nuclear Reactor Regulation 00X02/11 3pp 


-*8002250709 Revised Tech Specs. App A 

« Conaiission NUREB-0432 00X02/11 132pp 


0OOS24O416 Notifies of licensee ir Intervenors 800219 agreement re order 
of direct testimony ti cross examination of scheduled 
uttnieiies far radon release issue Submits order of 
prese-ntat ion 

50RDENICK.B M Hearing Branch 4 00X02/20 2pp 


3002200104 Forurards RK Uilde testimony revised as result of 6NNL draft 
T*pt re recent measurements of underground mining radon 
releases Bupersedes RH Wilde 800110 testimony 
SOROEMICK^D N Hearing Branch 4 00/02/22 2pp 


— 6002230115 Affidavit re Alleged Deficiencies 3.4 St 5 concerning 
Ticlamation of long-term radon releases from uorked-out 
U mines Value adopted in Perkins proceeding reasonable l« 
conservative 

UlLBErR Division of Fuel Cycle t< Material Safety B0/02/S2 

I7pp 


■*-6002050331 Urges thorough inves 1 1 ga 1 1 on into motives £< actions of util 
Opposes consumer invol vement in financing damages 
GRAHAri8LAW.ES Affi I la tion Unknown 79X04/09 Ip 


0002050370 Forwards summary of NUREG-0558 8. NUREO-OiOO, in response tP 
790426 request for free literature on facility Other related 
repts ic matls should be requested from Publication Sales 
Manager N/o end 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/08 2pp 

—6002050375 Requests free literature t, current matl on facility, for use 
in preparation of term paper 
KNARR. H Affiliation Unknown 79/04/28 ip 


B0020503B4 Forwards summary of NUREO-06SB. in response to end 790425 
Hr to President Carter ro radioactive releases from 
fac £ 1 i ty W/o enc 1 

DENTON. H R Office of Nuclear Reactor Regulation 60/01/08 app 


6002050420 Forwards summary of NUREO-OtOO. In response to Hr expressing 
concerns re accident U/d end 

DENTQNiH R Office of Nuclear Reactor Regulation BO/Ol/OB ip 


3002290111 Foruards Battel U draft ropt re recent measurements of 
trtferground mining radon releases per NRC 791221 
rottflcatlan to ASLAD Minor changes in RM Uilde BOOH0 
teitimony may incur as result of rept W/o end 
BOROENICK. B M Hearing Branch 4 00/02/22 2pp 


B0022&QK)01 Req.ue«t for action under 10CFR2 20& Requests operational 
nonltoring procedures, adequate evacuation plans & placement 
of dosimeters be developed prior to cleanup Submits facts 
constituting basis for request 
9ARV. H. Affiliation Unknown 00/02/25 0pp 


— 8002050423 Expresses concern le accident 

MriCHELL.R Affiliation Unknown /9/03/30 Ip 


6002050426 Forwards summary of NUREG-O5S0, in response to Hr expressing 
concerns ti requesting facts re radiation releases W/o end 
DENTQNiH R Office of Nuclear Reactor Regulation 60/01/08 Ip 


—6002050420 Expresses concerns it requests facts re radioactive releases 
GALUATINE.S Affi I iat ion Unknown 79/03/30 Ip 


H Oeniral correspondence 


6002130192 Advises that NRC is preparing 
netKods far disposition of krypton gas 
bldg in reepcinse to 791221 Itr Copy of 
forwarded by end of Jan 1980 
COLtlMBf J T TMI-2 Operatlons/Support 


environ assessment r« 
in TMI'-2 containment 
assessment will be 

79/i2/31 Ip. 


various 


6002130198 Discusses actions that should be taken prior to proceeding 
w/clsanup at Tiff Util should be required to prepare 
prospf-ctus addressing cleanup actions Requests advance 
notice of discharge of raduaste into environ 
k'TUGKES.H Mar-yland. State of 79/12/31 2pp 


6002090123 Responds to telcons & 791221 Hr re risks to child in utero 
to aiposure to TMI Veleases Compares relative risks of 
exposure w/living in Denver or succumbing to cancer Forwards 
chart showing relative risks 

OOTCHViW L Radiological Assessment Branch 80/01/07 2pp 


0002120411 Responds to 790409 Hr to President Carter re problem of 
radiation in food Radioactive iodine was found in some milk 
samples Concentration was less than 17. of concentration 
allowable Summary of NUREG-0S5Q end W/o enc I 

DENTQN. H R Office of Nuclear Reactor Regulation 60/01/06 2pp 


0002120437 Responds to 790410 Ur to President Carter re dairy products 
contaminated by radiation Radioactive iodine found in 
samples of milk Concentration was less than iV, of NRC 
permitted concentration NUREO-0550 summary end W/o end 
DENTONi H R Office of Nuclear Reactor Regulation 00/01/06 4pp 


8002120619 Responds to 790423 Hr re radiation from facility b safety 
of visiting Harr 1 sburg. PA Radiation doses during period of 
visit were indistinguishable from doses from natural 
background radiation 

DENTON. H R Office of Nuclear Reactor Regulation eO/Ot/OB Ip 


— 0002120622 Requests info re radiation from facility h safely of 
visiting Harrisburg. PA 

PA<7NUCC0rD Affiliation Unknown 79/04/23 Ip 


6002130216 Diacusset organiiation 
concerns originating from TMI. 1 
Questions re -future of nuclear 
to DDE 

DENTON. H R Office of Nuclear 


& actions of 
n response to 
energy should 


task forces re sa 
790410 Ur 

be addressed 


Reactor Regulation 80/01/07 


f ety 

8002120627 


safety 
reca 1 ved 

app 

uas less 
DENTON. H 


Responds to 790404 request for info re radiation from TMI 
of visiting Pocono Mountains Average radiation dose 
within 50 miles was four .(nlllirems Max exposure 
than 100 mi 1 1 irems. less than normal yearly dose 
R Office of Nuclear Reactor Regulation 80/01/09 Ip 


— 6002130225 Urges shutdown cancellation of ell nudear power plants 
Kuman life mere Important than economics 
NEWCOHBEi r J. Affiliation Unknown 79/04/10 2pp 


— 0002120632 Requests info re radiation levels from facility 6 safety of 
visiting Pocono Mountains 

HARRIS. U.W AfflUation Unknown 79/04/04 Ip 


8002130231 Discusses organiiatlon It actions of task forces re TMI— 
rilated safety concerns. in response to 790430 Ur 

DENTON. H H Office of Nuclear Reactor Regulation 80/01/07, 2fp 


— 6002130239 Espressos concern that nuclear energy will be abandoned due 
H TKl accident Nation is among slowest in developing 
nuclear power Nation must reduce dependence on foreign 
sources of energy. 

DRUMMOND, D Affiliation Unknown 79/04/30 Ip. 


8002120629 Responds to 790411 Ur re concern for public health Very 
small dose of radiation was received by people in area He* 
exposure was 100 mi 1 i irems , less than yearly dose from 
natural background radiation 

DENTON.H R Office of Nuclear Reactor Regulation BO/Ol/OB 2pp 


— 8002420634 Expresses concern for public health It for health of children 
as result of TMI— 8 accident Facility should be 
decommissioned Dfcil should boar all expenses related to 
accident 

YOUNO. L Affiliation Unknown 79/04/11 3pp 
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G00ai20-^i4l Responds to 790338 tc<tue%t for info re TMI-2 accident Lists 
available t’RC repts l> costa BuJitmaries of NUREG-OSSB U 
NUREG-0600 encl W/o encls 

IJENTOM, H R Office of f^uclcar R(?ac*-or Regulation 00/01/08 2pp 


6002120640 Responds to 7905091 request for info re NRC t TMI Principal 
obligation of NHC ta to ensure that public health t safety 
are preserved by nuclear pouer Induatrij SoJiunary of 
NUREO-0600 f NRC info encl W/o ends 

OENTOM. H R Office of Nuclear Reactor Regulation 80/01/08 Ip 


"-80021 20650 Requests info re nuclear energy. THJ U NRC 
DORUERSi G Affiliation Unlnouri 79/05/09 Ip 


&OQ212O-60O Responds to request for info re nuclear energy ic TI1I~2 
accident Lists available hfRC repts S costs Summary of 
WUnEO-0600 encl W/o encl 

DENTOrf. H R Office of Nuclear Reactor Regulation OO/OS/Oa 2pp 


“-B002120691 Requests info re nuclear energy ^ Tm-2 accident 
RElfJKE.T Aff 1 liation Unknoun 80/01/04 Ip 


8002130111 Responds bo lti bo President Carter re hydrogen bubble at 
facility Erploslcn could not have occurred due to absence of 
oxygen accumulation in bubble 

DENTOM. H R Office of Nuclear Reactor Regulation GO/OI/Ofl Ip 


8002200513 Discusses scheduled public hearing re TMI-1 reopening^ p lent 
recovery at TNI-2 ir dosage estimates from accident in 
response to 790416.0926 t 0730 Itrs Foruards summaries of 
NUREG-0600,MIREG-055a t NRC 790720 order W/o ends 
DENTON. H R Office of Nuclear Reactor Regulation 80/01/08 2pp 


-•'8002200SI9 Eipresses concern re radiation releases from TMl-2 accident 
HERJIAtJ. A A Affiliation Unknoun 79/07/30 Ip 


8002000222 Ropontfs to 791203 1 tr to President Carter re moratorium on 
licensing of nuclear pouer plants NRC Is preparing action 
p ianf iiiclud Ing Improved safety objectives 6 detailed 
criteria for imp icmentation 

DENTON. II R Office of Nuclear Reactor Regulation 80/01/09 3pp 


8002080267 Responds to 791113 1 tr re licensing of nuclear poiuer plants 
NRC is preparing action plan specifying precise actions to 
be taken to piotect public health 6 safety by 800215 Every 
effort is being] made to avoid unnecessary delays 
DENTON. H R OFfice of Nuclear Reactor Regulation DO/OI/09 Ip 


8002060269 Responds to 791128 1 tr re licensing of nuclear pauer plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by 800215 Every 
effort is being made to avoid unnecessary delays 

DENTON. II R Office of Nuclear Reactor Regulation 80/01/09 Ip. 


8002080273 Responds to 79112] Itr re licensing of nuclear pauer plants 
NRC IS preparing action plan specifying precise actions to 
be taken to protect public health 6 safety by 800219 Every 
effort Is being made to avoid unnecessary delays 
OENTDN.H R Office of Nuclear Reactor 80/01/09 Ip 


6002080279 Responds to 791121 Hr re licensing of nuclear pouer plants. 
NRG is preparing action plan specifying precise actions to- 
be taken to protect public health 1 safety by 6002I9 Every 
effort is being made to avoid unnecessary delays 

DCNTaN<H R Office of Nuclear Reactor Regulation 80/01/09 ip 


8002090280 Responds to 791121 Itr re licensing of nuclear pouer plants 
NRC is piepariiig action plan specifying precise actions to 
be taken to protect public health & safety by 600215 Every 
effort is being mada to avoid unnecessary delays 

DENTON.H R Office of Nuclear Reactor Regulation 80/01/09 ip. 


8002030286 Responds to 791126 Itr re licensing of nyclear pou-er plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by 800215 Every 
effort is being made to avoid unnecessary delays 

DENTONjH R Office of Nuclear ReacS-or Regulai-jon 00/01/09 Ip 


8002080287 Responds to 791120 itr re licensing of nuclear pouer plants 
NRG Is preparing action plan specifying precise actions to 
be taken to protect public health U safety by 600213,Every 
i effort is being made bo avoid unnecessary delays 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/09. Ip 


3002080290 Responds to 793 116 Itr re licensing of nucltar pouer plants 
NRC Is preparing action plan specifying precise actions to 
be taken to protect public health L safety by 600215 Every 
effort is being made to avoid unnecessary delays 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/09 Jp 


6002QB0293 Responds to 791127 itr re licensing of nuclear pouer planii 
NRG is preparing action plan specifying precise actions to 
be taken to protect public health 8< safety by 800215 Every 
effort is being made to avoid unnecessary delays 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/09 Ip 


8002080296 Responds to 791 127 Itr re licensing of nuclear pouir pLinti 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health t safety by 600215 Every 
effort Is being made bd avoid unnecessary delays 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/09 |p 


8002080297 Responds to 79|il9 Itr re licensing of nuclear pouer plisli 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health 8. safety by 800215 Every 
effort is being made to avoid unnecessary delays 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/09 Ip 


8002080299 Responds to 791120 Itr re licensing of nuclear povtr plinU 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health t- safety by 800215 Every 
effort is being made to avoid unnecessary delays 
DENTQN.H R Office of Nuclear Reactor Regulation GO/01/0? ]p 


8002080301 Responds ta 791128 1 tr re licensing of nuclear pouer pLtnIi 
NRC Is preparing action plan specifying precise actions to 
be taken to protect public health i* safety by 800215 Every 
effort Is being made to avoid unnecessary delays 
DENTON, H R Office of Nuclear Reactor Regulation 80/01/09 2p| 


8002080303 Responds to 791130 Itr re licensing of nuclaar pouor pUitli 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health ^ safety by 800215. Every 
effort is being made to avoid unnecessary delays 
DENTON. H R Office of Nuclear Reactor Regulation 80/01/09 If 


--0002080308 Supports lifting moratorium on licensing of nuclear p4eir 
stations continuing efforts to insure plant safety 
BHERKAN.C L Affiliation Unknoun 79/11/30 Ip 


BOO2O0O313 Responds to 791106 Itr re licensing of nuclear pouer phnti 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health it safety by 800215 Every 
effort is being made to avoid unnecessary delays 
DENTQN.H ft. Office of Nuclear Reactor Regulation 80/01/09 ip 


— Q0020G0317 Qupports NRC fresie of licensing reactors St granting sf Cfi 
Requests that citiiens be made aware of evacuation plans 
ODEOAARD. xi Affiliation Unknown 79/11/06 ip 


8002080322 Responds to 791129 Itr re licensing of nuclear power plsnlt 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by B00215.Every 
effort Is being made to avoid unnecessary delays 
DENTON. H R Office of Nuclear Reactor Regulation 80/01/09. Ip 


— 8002080326 Urges NRC to reconsider pause in licensing actlvitiii 
Supports use St development of nuclear power 
TURLEY, K Arliona Public Service Co 79/11/29 Ip 


GOO2O0O3S1 Responds to 791204 Itr re licensing of nuclear power plsnit 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by B002£3.£very 
effort is being made to avoid unnecessary delays 
DENTQN.H R Office of Nuclear Reactor Regulation 80/01/09 If 


— 80D2080354 Protests moratorium on licensing nuclear reeetors Ic swpporli 
const it use of nuclear facilities 
KINNEY, RF Affiliation Unknown 79/12/04 Ip 


0OO2O6O4S5 Responds to 790824 Itr re licensing of nuclear pouer plinki 
NRC Is preparing action plan specifying precise actloni to 
be taken to protect public health safety by 600215. Every 
effort is being made to avoid unnecessary delays 
DENTON, H R Office of Nuclear Reactor Regulation 00/01/07 Ip 

— 8002060426 Urges that nuclear plants be permitted to open as plamuti 
Supports use of nuclear energy. 

FALKENBTEIN. E. 0 Affiliation Unknown 79/08/24 Ip, 

6002060428 Responds to 791 128 Itr re licensing of nuclear power pUnti 
NRC Is preparing action plan specifying precise actions to 
bs taken to protect public health h safety by B00215. Every 
effort Is being made to avoid unnecessary delays 
DEMTON.H, R Office of Nuclear Reactor Regulation BO/Dl/09 if 

— 8002080430 Protests NflC decision to freeze issuance of CPs & OLs far 
nuclear power plants Supports nuclear energy. 

FUSS, D Affiliation Unknown 79/11/20 Ip, 
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S00205I043I Reipandf to 791129 Itr re licen«ing of nuclear pouer plants 
Wac if i>roparlng action plan specifying precise actions to 
bi taken to protect public health %< safety by Q002I5 Every 
affort Le being made to avoid unnecessary delays 

DEHIOfJi H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


— 8:00306043^ Opposes freeis on issuing CPs U OLs for nuclear pouer 
plants liore stringent controls should be placed on plant 
D-perafci on 

DREGCHERr D H j TAYLOR i L J > NtEKANN. J E Affiliation Unknown 
79/11/29 Ip 


G0020BQ434 Responds to 791204 Itr re licensing of nuclear pouer plants 
NIC it preparing action plan specifying precise actions to 
bt taien to protect public health &. safety by 800215 Every 
•ffoTt is being nade to avoid unnecessary delays 

OEUTON^H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


— S002090-437 forwards 791204 Itr to President Carter urging end to NRC 
noratoriuin on CPs QLs for nuclear power plants Action Is 
daeiaglng U6 economy way of life 
CtlLVERrF rt Affiliation Unknown 79/12/04 2pp 


S0020t04Ga Responds to 791130 Itr re licensing of nuclear power plants 
flHC Is preparing action plan specifying precise actions to 
be taken to protect public health it safety by 600215 Every 
effort it being made to avoid unnecessary delays 
OENFONiK R Office of Nuclear Reactor Regulation 80/01/09 Ip 


-80030G0441 Reiiueits that freexe on issuing CPs it OLs for nuclear power 
plants be overturned Nuclear facilities could help offset 
oil loss from Iranian shutoff 
FURLOW.A Affiliation Unknown 79/11/30 Ip 


80020S0443 Responds to 791106 Itr re licensing of nuclear power plants 
NAC li preparing action plan specifying precise actions to 
be taken bo protect public health S. safety by 800215 Every 
effort Is being lOtaife to avoid unnecessary delays, 

DENTONpH ft. Office of Nuclear Reactor Regulation 80/01/09 Ip 


^•qOO 2C80449 Agrees w/NRC decision to freexe new CPs Si OLs for nuclear 
power plants NRC Is correct in reviewing all presently 
operating plantsj espec lal ly plants near cities 
HILLER, J.S Affiliation Unknown 79/11/06 Ip 


800iiK>6D491 Responds to 791203 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
b< taken bo protect public health tt safety by 600215 Every 
effort is being made to avoid unnecessary delays 
DENTDMilH ft Office of Nuclear Reactor Regulation 80/01/09 Ip 


— 8002080455 Opposes freexe on CPs it OLs for nuclear power plants Citee 
energy crisis 4< util efforts toward safe plant operations 
RDBERTB.R A Affiliation Unknown 79/12/03 ip 


8002080462 Responds to 791206 Itr re licensing of nuclear power plants 
' NRC Is preparing action plan specifying precise actions to 
b« taken to protect public health it safety by 600215 Every 
effort if being made to avoid unnecessary delays 
DENTOH«H H Office of Nuclear Reactor Regulation 60/01/09 Ip 


— 8'0020E04&7 Urges reconsideration of freexe on CPs it OLs for nuclear 
power plants Supports nuclear power as cheapest to use w/o 
depending on foreign sources for supply 
C0LE,8 N Affiliation Unknown 79/12/06 2pp 


B0020B046G Responds to 791206 Itr re licensing of nuclear power plants. 
ftRC ts preparing action plan specifying precise actions to 
be taken to protect public health 8( safety by 800215 Every 
effort is being made to avoid unnecessary delays 
0£NT0N<H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


'—8002080473 Opposes NRC decision to stop Issuing CPs & OLs for nuclear 
power plants Koratorium is reactionary It poorly timed in 
view of current energy situation 
EARLEiD U Affiliation Unknown 79/12/06 Ip 


8008060479 Responds to 791129 Itr re licensing of nuclear power plants. 
NRC ii preparing action plan specifying precise actions to 
b« taken to protect public health Ik safety by 600215 Every 
effort is being made to avoid unnecessary delays 

DENION.H R. Office of Nuclear Reactor Regulation 80/01/0? ip. 


--6002080485 Urges NRC to lift moratorium on nuclear power plants it 
proceed w/licensing program as recommended by President's 
Caeunlss ion 

ZRQVOVBKYi J F. Affiliation Unknown 79/11/29 2pp 


8002080490 Responds to 79J305 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health it safety by B00219 Every 
effort is being rtiado to avoid unnecessary delays 

DENTON. H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


— B0020B0493 Opposes NRC freeie on CPs L OLs for nuclear po-wer plants 
Action taken is in wrong direction due to energy crisis 
SCOTT. C F Affiliation Unknown 79/12/05 Ip 


8Q020B0498 Responds to 79112B Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be tskeo to protect public health it safety *by 600215 Every 
effort is being made to avoid unnecessary delays 

DENTON. H R Office of Nuclear Reactor Regulation 60/01/09 ip 


— B0020B0502 Voices opposition to moratorium on new nuclear power plants 
Cites expense, b urd en it energy shartago 
JACKSON. P 0 Affiliation Unknown 79/11/26 Ip 


B002C90504 Responds to 791127 Itr re licensing of nuclear power plants 
NRC is pieparing action plan specifying precise actions to 
be taken to protect public health It safety by B0D21S Every 
effort is being made to avoid unnecessary delays 
DENTON. H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


— B002080510 Urges NRC to reconsider freeze on issuing CPs It GLs for 
nuclear power plants Consumer uitl eventually pay 
HAWTHORNE. H M Affiliation Unknown 79/11/37 Ip 


80020B0512 Responds to 791127 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health %> safety by 600215 Every 
effort is being made to avoid unnecessary delays 
DENTON. H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


— B002060518 Opposes NRC docisio-n to freeze permits l< liconses for 
nuclear power plants 

SrLLYHAN. T Affiliation Unknown 79/11/27 tp 

0002080520 Responds to 791205 Itr re licensing of nuclear power plants 
NRC Is preparing action plan specifying precise actions to 
be taken to protect public health it safety by 600215 Every 
effort is being made to avoid unnecessary delays 
DENTON. H R Office of Nuclear Reactor Regulation 60/01/09 Ip 


—8003080-323 Opposes NRC decision to freeze CPs it QLs for nuclear power 
plants as not being in best interests of public Supports 
nuclear power as greatest new source of energy at present 
HAZLIP, R A Affiliation Unknown 79/12/09 Ip 


8002030536 Responds to 791128 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protoct public health &< safety by 600215 Every 
effort is being made to avoid unnecessary delays 
DENTON. H R Office of Nuclear Reactor Regulation 0O/-(H/O9 ip 


— 80OS0B0933 Opposes NRC decision to stop issuing CPs b DLs for nuclear 
power plants as ill-advised fe ill-timed Nuclear facilities 
could help offset oil loss from Iran 
MILBON. L E Affiliation Unknown 79/11/20 Ip 


80020B0935 Responds to 791129 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health S. safety by 600219 Every 
effort is being made to avoid unnecessary delays 
DENTON.H ft Office of Nuclear Reactor Regulation 60/01/09 Ip 


— B002080542 Requeets lifting freeie on CPs L OLs for nuclear power 
plants Restrictions compound power shortages & energy costs 
FRICEiJK Affiliation Unknown 79/11/29 Ip 


0002080544 Responds to 791128 Itr re licensing of nuclear power plants 
NRC Is preparing action plan specifying precise actions to 
be taken to- protect public health 8. safety by 600215 Every 
effort is being made to avoid unnecessary delays 
DENT0 H.hr Office of Nuclear Reactor Regulation 80/01/09 Ip 


— 0002060549 Opposes NRC freexe on CPs i, OLs for nuclear power plants. 
Action ill-timed it ill-advised 
E88ER.0 Afflll-ation Unknown 79/11 /2B 7pp 


0002080555 Responds to 791127 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health t safety by B0021S Every 
effort is being made to avoid unnecessary delays 
DENTON.H R Office of Nuclear Reactor Regulation 60/01/09 Ip 
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— 0002080560 Opposes NRC decision to freeie CPs & 0L« for nuclear power 
plants Nuclear power mdustrtj is safe c-omparerf to other 
energg-re lated industries i should be pronioted 
STVSLINOER. L J Affiliation Unknoun 7^/11/26 tp 


EOO2O0O571 Responds to 791130 Itr re licensing of nuclear power plants 
NRC IS preparing action plan specifying precise actions to 
be taken to protect public health I* safety by B0D21 5 Every 
effort is being made to a/aid unnecessary delags 

DENTON. H R Office of Nuclear Reactor Regulation 00^01/09 Ip 

—0002080578 Urges NRC to reconsider decision to freete CPs OLs for 
nuclear power plants 

MARKS.pt Affi nation Unknown 79/11/30 ip 

8002080500 Responds to 791130 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health safetg by 000215 Every 
effort IS being made to avoid unnecessary delays 

OENTON/H R Office of Nuclear Reactor Regulation QO/Ol/09 tp 


— 0002080586 Opposes moratorium on issuing CPs It Ots for nuclear pouer 
plants Kiddie East It domestic situation point toward 
drastic shortages in near future 
UGKACK.A O Affiliation Unknown 79/lf/30 Ip 


8002080589 Responds to 791119 Itr re licensing of nuclear power plants 
NRC IS preparing action plan specifying precise actions to 
be taken to protect public health h safety by 300215 Every 
effort is being made to avoid unnecessary delays 

DENTONjH R Office of Nuclear Reactor Regulation 80/01/09 Ip 


— 6002080593 Protests moratorium on licensing nuclear plants US has 
become pawn of QPEC Industry should be encouraged to build 
more nuclear plants to reduce dependency on oil barons 
KEttOHiR A Affiliation Unknown 79/11/19 2pp* 


B002Q80598 Responds to 790827 Itr re licensing of nuclear power plants 
NRC IS preparing action plan specifying precise actions to 
be taken to protect public health & safety by 000215 Every 
effort ts being made to avoid unnecessary delays 

DENTONiH R Office qf Nuclear Reactor Regulation 80/01/09 Ip 


— 0002080603 Applauds private sector for great job in const b operation 
of nuclear power plants Criticizes media for blowing TMI 
out of proportion Real tragedy is delay to nuclear program 
CRAWFORDjfl L Affiliation Unknown 79/03/27 Ip 


8002080609 Responds to 791206 Itr re licensing of nuclear power plants 
NRC IS preparing action plan specifying precise actions to 
be taken to protect public health t safety by 000215 Every 
effort is being made to avoid unnecessary delays 
DENTONiH R Office of Nuclear Reactor Regulation 80/01/09 Ip 


8002080613 Protests NRC decision to freeie CPs & OLs for nuclear power 
plants Supports nuclear power as method of obtaining energy 
independence 

RDCCAFORTEjJ a Affiliation Unknown 79/12/06 Ip 


8002080617 Responds to 791204 Itr re licensirig pf nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by 000215 Every 
effort is being made to avoid unnecessary delays 
DENTCN.hr Office of Nuclear Reactor Regulation 00/01/09 Ip 


—8002080620 Opposes freeze on CPs 1. OLs of nuclear power plants Requests 
freeie be rescinded immediately to help replace energy lost 
because of Iranian crisis 

LEOYARDiR F Affiliation Unknown 79/12/04 Ip 


791206 Itr re licensing of nuclear power plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health k safety by 000215 Every 
effort is being made to avoid unnecessary delays 
DENTONiH R Office of Nuclear Reactor Regulation 80/01/09 Ip 


—8002080630 Protests NRC decision to freeie CPs *. OLs for nuclear 
plants Action will cause serious setback to natl economy 
Retiuests review of training requirements for personnel to 
insure safe operation 

KLOPFENSTElNi n Affiliation Unknown 79/12/06 2pp 


power 


*?, ol „„clear power plan.:. 
NRC 1, preparing action plan specifying precise actions to 
protect public health 6 safety by 000215 Every 
i unnecessary delays 

DENTONiH R Office of Nuclear Reactor Regulation BO/Ol/09 tp 


— 8002080637 Opposes NRC moratorium on CPs U OLs for nuclear poLrer planbs 
as not in best interests of America No loss of life in any 
nuclaar-related accident Persons opposing nuclear power are 
not in majority 

flUSSELLiC T Affiliation Unknown 79/ 1 2/ i I Ip 


0002000641 Responds to 791211 Ur re licensing of nuclear powir plants 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by 000215 Every 
effort is being made to avoid unnecessary delays 

DENTONtH R Office of Nuclear Reactor Regulation 80/01/09 Ip 


— B0020B0644 Opposes NRC moratorium on CPs k OLs for nuclear pousr 
plants as not in best interest of America No loss of life 
in any nuclear-related accident Persons opposing nuclear 
power are not in majority 

WAYO^P C Affiliation Unknown 79/12/11 Ip 


3002080646 Responds to 791211 Ur re licensing of nuclear power plan-ti 
NRC Is preparing action plan specifying precise actions to 
be taken to protect public health safety by 000215 Every 
effort IS being made to avoid unnecessary delays 

DENTON.hr Office of Nuclear Reactor Regulation 80/01/0? Ip 


— 8002000650 Opposes NRC moratorium on CPs k OLs for nuclear pousr plenti 
as not in best interests of America No loss of life in any 
nuclear-related accident Persons opposing nuclear pouier are 
not in majority 

Q'TOOLEiT J Affiliation Unknown 79/12/11 Ip 


8002D80652 Responds to 791211 Ur re licensing of nuclear power plantl 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health Sc safety by 800215 Every 
effort is being made to avoid unnecessary delays 
DENTON, HR Office of Nuclear Reactor Regulation 00/01/09 Ip 


— 80020-80655 Opposes NRC moratorium on CPs St OLs for nuclear poiuar pUnli 
as not In best interests of America No loss of life in any 
nuclear-related accident Persons opposing nuclear power are 
not in majority 

MOYERiME Affiliation Unknown 79/12/11. tp 


6002080658 Responds to 791210 Ur re licensing of nuclear pouer planU 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health & safety by 800215 Every 
effort Is being made to avoid unnecessary delays 
DENTQN.hr Office of Nuclear Reactor Regulation 80/01/09 Ip 


‘8002080664 Voices concern over NRC decision ta stop Issuing CP* It Oil 
for nuclear power plants Recommends following suggestion of 
President's Commission that each unit be considered on 
p lant-by-plant basis 

aCHELL.A J Affiliation Unknown 79/12/10. Ip 


8002080669 Responds to 791127 Ur re licenelnp of nuclear power plerls 
NRC is preparing action plan specifying precise actions to 
be taken to protect public health k safety by 800215 Every 
effort is being made to avoid unnecessary delays, 

DENTONiH R Office of Nuclear Reactor Regulation 00/01/09 Ip 


—0002000674 Notifies NRC of need for electricity in East TX Hopes NflC 
is not part of problem 

HACANiJP Affiliation Unknown 79/11/27 Ip 


0002080679 Responds to 791204 Ur re licensing of nuclear power plants 
NRC Is preparing action plan specifying precise action* to 
be taken to protect public health 6 safety by 800215 Every 
effort is being made to avoid unnecessary delays 

DENTONiH R Office of Nuclear Reactor Regulation 80/01/09 tp 


8002000693 Opposes NRC freeze on CPs I. DLs for nuclear power plants 
Decision influenced by politics 
MITTEi J E Affiliation Unknown 79/12/04 3pp 

8002190091 Act receipt of 791209 postcard r« nuclear power plant 
safety 

0RIME8»B K Emergency Preparedness Task Force 80/01/09 Ip 

8002190094 Supports NRC efforts to control nuclear power plant* 
OUIDAiA Affiliation Unknown 79/12/09 Ip 


9002040579 Forwards summaries of NURE0-055B k NUREO-ObOOi in response lo 
790406 request for publications re accident Lists other 
related repts U explains procedures for acquisition 
W/o end 

DENTONiH R Office of Nuclear Reactor Regulation 00/01/10 2pp 


— 8002040583 Requests placement on mailing list for publications ri 7K| 
accident 

WILLIFORD# JM Affi I lation Unknown 79/04/06 Ip 
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G0020S03?& ForW4riJ-8 «u/n(r 4 irg af NUREG-OSSBi in re^pon^e to 7703S7 Itr 
i^utt-tloninjii accident consequences Vl/a end 

S'ENTON'iH R Office of Nuclear Reactor Regulation 80/01/10 Spp 


— <~SO020-90415 Queetiane accident consequences 

BflGCKiS Affiliation Unknown 77/03/29 2pp 


0002070493 Responds to 790410 Itr expressing concerns re health Zt 
financial consequences of accident Recommendations of NRC 
task forces for protection of public being implemented Het 
Ed cuitoiiiiers will not pag accident costs 

DEHTDNai R Office of Nuclear Reactor Regulation 80/01/10 2pp 


'^<-g<}{>207047f) Expresses concerns re health 8( financial consequences of 
accident 

BPIOEL. K Affiliation Unknown 79/04/10 ip 


0002120596 Responds to 790407 Ifcr re costs resulting from TMI-2 
accident Util customers will not have to pay for damages 
or restoration of TN1~2 PA Public Utils Commission 790615 
ruling freed customers from accident expenses 

DENTON^M R Office of Nuclear Reactor Regulation 80/01/10 ip 


--€008120606 Opposes payment by util customers for damages resulting 
from TfH-2 accident 

CiiRONXSTER.K Affiliation Unknown 79/04/09 Ip 


0002120605 Responds to 790519 request for interim rept of special task 
force Investigating TKl-2 accident No interim rept has been 
Isitied. Summaries of NUREG-OSSSi NUREO-0600 it NUREO-0578 end 
U/o end 

DENTON.M R. Office of Nuclear Reactor Regulation 60/01/10 2pp 


— 0002120609 Requests Interim rept of special task force investigation of 
TMI-2 accident Requests placement on distribution list for 
future repts re TMI-2 accident 

PATTONpR H Affiliation Unknown 79/05/19 Ip 


0OO2L2O646 Resp-onifs to remarks re dangers of nuclear power NRC 
canilderi alternative methods during assessment of environ 
Inpact of proposed nuclear facilities NUREO-0556 & 

MJREG-OiOO summaries end W/o ends. 

DEHTONiH R Office of Nuclear Reactor Regulation 60/01/10 ip 


--61002120652 Comjrients on dangers of nuclear power Zt necessity of 
developing alternative methods of energy production. 

U0IIH50N. K Affiliation Unknown 80/01/10 2pp 


0002120654 Responds to 790413 request for info re TMl accident Lists 
hB variable NRC repts Zi costs Summaries of NUREG-OSSB << 

NUREO-0600 end »/o end 

DEMTONf M R Office of Nuclear Reactor Regulation 80/01/10 2pp 


— 0002120659 Requests placement on NRC distribution list for documents 
re TMl-2 accident 

HARBET^L H Forelaus on Board 79/04/13 Ip 


0002120664 Responds to 770409 Itr to President Carter re TMI accident 
Facility was never in danger of blowing up like atomic bomb. 
Ecploslon In reactor vessel could not occur because no 
oxifgen accumulated in hydrogen bubble 

DENTON^H R Office of Nuclear Reactor Regulation 80/01/10 4pp 


0OD2L3O235 Forwards summary of NUREO-0600 in response to 790406 
request for info re accident W/o end 

EkEhrOdliH R Office of Nuclear Reactor Regulation 00/01/10 2pp 


0OO2O7O‘1 10 Responds to 791211 Itr re licensing of nuclear power plants 
TMI accident resulted in changes in approach to safety in 
*raii of human factors# operati onal safety St emergency 
plarvn tng 

DCNTONiH R Office of Nuclear Reactor Regulation 80/01/11 tp 


— 0002070117 Opposes moratorium on licensing of nuclear power plants 
Moratorium contradicts suggestions of President's Commission 
on TMI is not in keeping w/natl interests 
R08EY»B M Affiliation Unknown 79/12/11 Ip 


0008070127 Responds to 771210 Itr re nuclear plant licensing Every 
effort made to avoid unnecessary delays for licensing plants 
Jn final const stage' 

CkENTOM#H R Office of Nuclear Reactor Regulation BO/Ol/ll Ip 


0002120451 Responds to 771211 Itr re licensing of nuclear power plants 
Is preparing action p Ian# indud ing Improved safety 
oB jedi vesr data 1 1 ed criteria for implementation various 
lap lenentat ion deadlines 

DENTON# H H Office of Nuclear Reactor Regulation 80/01/11 Ip 


— B0021S0453 Requests NRC reconsider freeie on issuance of CPs L OLs for 
nuclear power plants Moratoi lum negatively impacts business 
in nuclear filters L instrumentation air dryers 
ROBINSON, J Affiliation Unknown 79/12/11 Ip 


B002130426 Discusses recammendat ions by NRC Zt President's Commission 
on Accident at TMI 4 effects of related delays in licensing 
on ability to attract students (n nuclear engineering 
programs, In response to 791113 Itr 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/11 2pp 


—8002130430 Discusses effect of licensing freoxe on ability to attract 
students to nuclear engineering programs Lack of students 
will impact industry tn future through lack of trained 
pgr sonne 1 

PA&QUA, P F Tennessee.^ Univ of 79/11/13 Ip 


8002060-272 Discusses whole body count info in response to 791119 
request No radioactivity detected which could have 
originated from accident releases 

DR0QK5, D 0 Office of Management and Program Analysis 00/01/14 
5PP 


— BOO2O6O203 Comments on 791117 certificate of participation describing 
body scan results Requests more extensive rept w/dosage 
rates of each substance 

HEIVLY, OJ Affi nation Unknown 79/11/19 tp 


8002130176 Forwards data 6 calculations for TMI doso estimates Zt task 
group rept on health physics dosimetry, in response to 
771113 Itr W/o end 

CONGELiF vl Radiological Assessment Branch 80/01/14 Ip 


— 8002130163 Requests calculations L data for dose estimates in 
''Population Dose Health Impact of Accident at TMl," 
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ORANUUND. R W Pennsylvania State Univ 79/11/13 Ip 


8002120483 Responds tu 790411 Itr re TMI-2 accident Average radiation 
dose received by population within 50 miles of facility was 
four miltlrems Max exposure was less than 100 millirems, 
less than yearly dose as result of natural radiation 
DENTGFLK R Office of Nuclear Reactor Regulation 60/01/16 2pp 


— B002120486 Requests info re radiation safety, length of time dangerous 
levels of radiation take to dissipate & dangers of radiation 
poisoning In food 

PACILIO.M Affiliation Unknown 79/04/11 Ip 


6003120612 Responds to 790021 Itr urging that Unit 1 be returned to 
SVC Forwards NRC 790809 order specifying basis for shutdown 
6 procedures governing restart hearing N/o end 

OENTON#H R Office of Nuclear Reactor Regulation 60/01/16 2pp 


—8002120615 Requests that THl-I be returned to sve as soon as possible 
Ellrtinatlon of nuclear power will result in substantial 
increase in util costs for constituents 
J0HN60N.E 0 Pennsylvania, State of 79/06/21 Ip 


8002120723 Responds to 790406 request for info re TMI-2 accident Lists 
available NRC repts 4c casts Summaries of NOREO-OS59 L 
NUREO-0600 end W/o ends 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/16 2pp 


— 6002120727 Requests info re TMI-2 accident 

KiriPLEiK Affiliation Unknown 77/04/06 Ip 


8002130135 Discusses organization S< actions of task forces re TMI- 
related safety concerns, in response to end 790523 Itr 
DENTON, H R Office of Nuclear Reactor Regulation 80/01/16 2pp 


8002130142 Discusses organization L actions of task forces re TMI- 
related safety concerns# in response to 790410 Itr 
DENTON, H R Office of Nuclear Reactor Regulation 60/01/16 Ip 


— 8002130148 Urges NRC to take greater caro in regulatory process 
RALPH, D. Affiliation Unknown 79/04/10 Ip 


8002130151 Forwards NUREO-0558 U NUREG-0600 in response to 790507 
request for info on TMI-'2 accident N/o end 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/16 Ip 

— 8002130153 Requests info on cause of TMI accident L measures taken 
during emergency 

HAMANN,D AfflUatlnn Unknown 77/05/07 Ip 
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6002130156 Discusses evaluations matJe prior to release of radfoattlve 
S^icft frem c entainment bldg in response to Itr Forwards 
NUfiEO-0591 w/o end 

DEMTDNi H R Office of fJuc Lear Reactor Regulation BO/OI/16 Ip 


— B002130160 Requests that ufcil be prevented from venting radioactive 
gas 

KQSlOAi D lAffiliation Unknown 6D/01/16 Ip 


3002130165 Advises of efforts to ensure continued protection of public 
health 1 safety at nuclear power plants* m response to end 
790814 Itr 

DENTDNvH R Office of Nuclear Reactor Regulation 80/01/16 6pp 


800S0901S6 Rosponds to 790G09 Itr discussing discharge of untested 
water into river ^ requesting revocation of QL Advises that 
all ujater discharges have been carsrfullq mcinltored No basis 
for NRC to revake license 

DENTONiR R Office of Nuclear Reactor Regulation 80/01/10. 2pp 


— 8003000132 Discusses discharge of untested water into river & requests 
revocation of OL 

ROCKER, ii h Affiliation Unknown 79/08/05 Spp 


000215005? Responds to 790814 postcard opposing dumpinfl of radioactive 
water from TMI Thorough assessment will be made prior to 
release of ariu radioactive water EPICOR-II s^s will clean 
Up water to extent that no further risk will be posed 
DENTON* H R Office of Nuclear Reactor Regulation 80/01/21 Ip 


— 8002150063 Opposes gas venting water dumping at TMI 
BRANDTiS N Affiliation Unknown 79/08/14 ip 


800213043? Responds to end 790408 Itr re possible usefulness in TMl 
eiperimente analgsis Advsses that best approach uould b« 
to submit unsolicited proposal for NRC review & evaluation 
NUREO-0660 end as NRC guidance U/e end 

DENTONfM R Office of Nuclear Reactor Regulation 00/01/22 2pp 


8002050363 Responds to 790416 request for info Forwards NURE0i-035B* 
0970,0505 U 0600 t **Rept of President's Corrmissian on 
Accident at TMI W/o end 

DENTONi^H R Office of Nuclear Reactor Regulation 00/01/23 Ip 

— 8002050366 Requests regulatory investigation rapt re TMI for reseirch 
purposes 

YELUIN* J Harvard Univ 79/04/16 Ip 


Q002060300 Responds to 790413 Itr re facility b alternativo methods of 
energy praductioni Alternative energy production methods are 
neither technically nor eco-nomtea 1 ly feasible to provide 
required power at present time 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/18 2pp 


^-6002060312 Comments on facility h alternative energy production 
LEWIS^N A Affiliation Unknown 79/04/13 Ip 


6002070091 Forwards copy of negative i^eclaratlpn re use of EPlCOR-ll 
sys at TMI* in response to 771115 request W/o end 
VQLLMER*R M TMi-2 Dp erat i ons/Buppor t 90/01/23 Ip 


— B002070093 Requests copy of negative declaration re uie of EPiCOft-H 
sys for docontami nation of intermediate level radloattive 
waste water at facility 

OAOYf R Afflliatipn Unknown 79/li/l5 ip 


8002120442 Responds to 790904 request for publications re TCil-2 
accident Provides list of NRC repts instructions for 
procurement Sufrfnarios of NUREO-OSSB NUfiEG-0600 encl.M/o 
enc 1 s 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/18 Spp 


— 8002120447 Requests info re normal plant operation & current damage 
assessment from 790326 accident Info needed far school 
‘ assignment 

SEROMAN. fit Affiliation Unknown 79/09/04 Ip 


8002190241 Invitation to B00130 opening of NRC ofc in Hidd 1 etown* PA Ofc 
will permit people living near facilities to meet u/senior 
NRC personnel discues accident cleanup 

OENTONi H R Office of Nuclear Reactor Regulation SO/01/23, 2pp 


8002090212 Responds to 790412 Itr requesting info re TMI Discusses 
actions taken w/respect to all nuclear power plants as 
result of TMI Incident Lists available repts re accident* 
cost 1» avail ah i 1 1 ty 

DENTONiH R Office of Nuclear Reactor Regulation 00/01/24 2pp 


8002120697 Responds to 790401 Itr re TMl-2 accident No radioactive 
steam -ufas vented to environ during accident Delay In 
notifying public was due to lack of info from TMI control 
room NR.C dfaei not have authority to order evacuations 
DENTON* H R Office of Nuclear Reactor Regulation 00/01/18. 2pp 


—0002120703 Requests info re TMI-a acc ident. Seeks info re venting of 
radioactive steam into environ* util delay In notifying 
public (. necessity of state governor order to evacuate area 
ORAY. J D Affiliation Unknown 79/04/01 Ip. 


7120706 Responrfs to 790814 Itr re delay in restarting TMI*-! NRC 
7809 order specified basis for shutdown & procedures to 
/ern restart hearings Restart of facility could occur 
Pore Sspt 1900 

4TCN.H R Office of Nuclear Reactor Regulation 60/01/18 2pp 


)21207I5 Requests NR€ approval for THl-l restart Company faces 
substantial increase in util casts due to closing of 
facility PA Electric Co states that TMI-1 Is in no way 
Involved w/probiems eipanenced by TMI“*2 
SHONGrE « Owins-Il linois* Inc 79/00/14 ip 


J0209D197 Aek receipt of postcard to JM Hendrie re release of 
radioactive water Into Susquehanna River l< expresses 
gratitude 1a appreciation 

VOLLMERrR K TNI-2 Opera blons/Support 60/01/21 Ip 


—8002090210 Requests Info on what is being done to prevent nuclear 
accidents 

FULK*H Affiliation Unknown 79/04/12 Ip 


8002050236 Respdnds to 790011 Itr U advisa* that radiation ifoie In am 
was within safe limits 

DENTONi H R Office of Nuclear Reactor Regulation 80/01/24 ip 


— 8002050239 States for record that author was in area during TMI 
acc Ident 

CHILARSKIiJ T Affiliation Unknown 79/00/11 Ip 


B002090303 Responds to 790809 Itr re accidental release of contaminaif j 
water to Busquohanna River NRC representatives at site 
revisw cltanup plans maintain operational lurvel llance 
Forwards 791121 statement of policy v® radwaste W/o end 
DENTON. H R Office of Nuclear Reactor Regulation 80/01/24 Opp 


8002070073 Responds to 790927 request for info re acc ident. Advl ses thil 
current info U info availability are listed in “Tltls List 
of Publicly Available Documents TMI*" NUREO-0560 St 
NURE0^0S68* Revision 1 It Supp 1 NUREOs end U/o end 
VOLLM6R. R H TMI~2 Dp aratl on*/Quppor t. 00/01/24 Ip 


— 8002070077 Requests info re accident 

BURT* D X Merrimact Callege 79/09/27 Ip 


— 0002090202 Erprosses appreciation for NRC decision not te dump one 
million gallons of br i t lum-tr eated radwaste into Susquehanna 
River 

ADAMIjJ Affiliation Unknown 80/01/21 Ip. 


6002070092 Responds ta 790814 Itr opposing plan to release radioadlvi 
matl from plant Release of radioactive gases not permitted 
Commission has approved use of EPIC0R*"II for processing 
contaminated water in auxiliary bldg 

DENTON* H R Office qf Nudoar Reactor Regulation 00/01/24 Ip 


50372 Aci receipt of 791004 Itr re suggestion for disposal o# 
ioactive water at facility 

LMER*R H TMI''2 Operati ons/8upport BO/Ol/81 Ip 


2000331 Suggests disposal of liquid waste by drilling walls It 
njecting wastes into wells 

ELANEYfL A Affiliation Unknown 79/10/04 ip 


— 8002070006 Opposes plan to release radioactive matl from plant 
Radioactive pollutants in air ?< water endanger health of 
people 

HURLEY* C Affi nation Unknown 79/09/14 ip 


0002070099 Responds to 790731 Ifer to President Carter re plant releatt 
of 4,000 gallons of water into Susquehanna River All water 
discharges monitored since accident Util will be monitoring 
for beta radiation Ltr to Carter end 

DENTON* H R Office of Nuclear Reactor Regulation. 80/01/24 3fp 
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Advises of Availably Info re accident Foruiards KUREG‘'0S66* 
fnjREG-DSdiQ, Rb vis ion i ( Suppl to Revision 1 U/o end 
VGLLKER«R H NRC Three Nile Island Task Force 00/01/24 3pp 


G0C313O033 Responds to 790921 Itr re safeti| of area around TMI t* future 
operaticn of facilities Vorg small dose of radiation came 
from radioactive gases NRC ordered public hearing re restart 
of Unit 1 Util sludging feasiblLitg of Unit 2 operation 
VOLLHEH^R H TNl-a Operations/Suppor t 80/01/24 4pp 


€0021,30130 Req^uests that cleanup tuorV at site be conducted by NRC or 
Qualified consultant Util is unqualified to handle cleanup 
Raduasta raag be accidentally released in Susquehanna River 
OOODE»M M Pennsylvania* State of 79/QB/09 2pp 


8002)40007 Forwards summary of NUREG-0559 in response to 790410 Itr 
questioning safety precautions It facts given to public U/o 
end 

DEMTOMirH R Office of Nuclear Reactor Regulation 00/01/24 Spp 


'-^0002140013 Questiont safety precautions £< facts given to public 

REHNjR » OTIVErS I MARTIN* D Affiliation Unknouin 79/04/10 2pp 


8002140019 Suitnits info In response to 790815 Itr to Chairman Hendrie 
questioning radioactive matl release Requested publications 
available for sale at NRC Document Mgt Qranch* Nash ington* DC 
DENTON I K R Office of Nuclear Reactor Regulation 00/01/24 2pp 


"“'6002140023 Questions radioactive matl release it requests publications 
re nuclear pouer plants & waste disposal 
SIROUT.R, fi Affiliation Unknown 79/08/15 Ip 


&00214a£89 Responds to 790014 mailgram opposing release of krypton gas 
froffl facility NRC will prepare environ assessment to 
ditermlni potential hazards before authorizing venting or 
other disposal methods 

OENTGNi-M R Office of Nuclear Reactor Regulation 80/01/24 2pp 


--8CO3140694 Qpposes proposed release of krypton gas from facility 
MORTALS O Affiliation Unknown 79/08/14 Ip 


—0002140703 Forwards 790014 mailgram from 0 Nortali to Fresident Carter 
apposing proposed release of krypton gas from facility 
lihite House 790816 Itr forwarding mailgram to NRC encl 
RATHKDPPrC L Energy* Dept of 79/09/21 3pp 


S00214D713 Responds to 790815 Itr re release of radioactive matl from 
Releases of radioactive gases ^ contaminated water are 
not perinitbedi w/exception of liquids containing low or 
nondetec tab le radioactivi ty levels 

OENTON* H R Office of Nuclear Reactor Regulation 80/01/24 2pp 


— 8002140726 Opposes release of radioactive gases water from Tm-2 
Hatl should be etored in containers Si disposed of safely, 
Requests Info re nuclear power plants Si waste disposal 
STROUTiRM Affiliation Unknown 79/00/lS. Ip 


8^2150129 Discusses causes* effects responses to TMI accident In 
response to 790417 Itr Accident caused by human error* 
plent design & equipment malfunction Summaries of NUREG'0600 
tc HUREO'OSSB end O/o end 

DEHTONiH R Office of Nuclear Reactor Regulation 00/01/24 2pp 


“-'6002190139 Requests info on causes of. effects of V responses to TMI 
accident 

JAMESiF Affiliation Unknown 79/04/17 2pp 


3002120083 Forwards NRC 791113,1213*10 it 800104 Itrs to util re 
proposal for reactor bldg atmosphere cleanup ^/o ends 
CHANDLER, L J Office of the General Counsel BO/Ol/25 Ip 


8002130206 Discusses actions of President's Commission on Accident at 
THI 6 NRC re safety concerns from accident as applied to 
alt nuclear power plants, in response to and 791228 Itr 
DOE 800116 Ur encl 

DENTON, H R Office of Nuclear Reactor Regulation 80/01/25 4pp 


8002060408 Opposes return to operation until more compreheneive, 
stringent tt fail-safe methods of operation are developed. 
Supports federal legislation to improve emergency plans at 
nuclear plants, 

6EHNE/. T.A,* FISKER, H W , ARNOLD, E L Affiliation Unknown 
90/01/28. Spp 


8002190421 Discusses proposed release of krypton from facility Opposes 
any further radioactive releases from facility 
8U88K1N0,J.U Affiliation Unknown 80/01/23 Ip 


8002190023 Responds to 791220 Itr ro onte-througb sys vs U-tube sys 
Issues discussed in 791003 telcon* no followup Itr requested 
VQLLhER. R H TMI-2 Operations/Support 80/01/30 Ip 


~~B002I50031 Requests reply to end 790522 Itr re once-through eys vs 
U-tube sys 

WORKMAN* D Affiliation Unknown 79/12/20 Ip 


— 8002150038 Requests info re evaluation of once-through sys vs U-tUbe 
sys 

WORKMAN* D Affiliation Unknown 79/05/22 ip 


8002280634 Discusses situatzon during TM1'*2 accident re water in 
pressuriier while water level m reactor was below top of 
core in response to 791319 Itr Compares BtiW reactor design 
to Nastinghouse design Drawing encl 

DENTON. H R Office of Nuclear Reactor Regulation BO/Oi/DO 3pp 


— B0022BQ637 Requests info re whether accident of nature of TMI could 
happen w/West inghouse reactor t whether equipment mods could 
ba made relating to water level Diagrams end 
DANIELSiA 0 Affiliation Unknown 79/12/19 4pp 


8002140324 Comments on 800129 public meeting in Harrisburg* PA re TMI-a 
EI8 on decontamination disposal of radwaste NRC should not 
delay actions on containment venting since it could result 
in increased hazards to public 

flURTON.H M Affiliation Unknown 80/0l/3i Ip 


8002250698 Discusses actions recommended by NRC & President's 
Commission on Accident at TMI in response to 791219 Itr 
urging reconsideration of moratorium on licensing Efforts 
being made to avoid licensing delays 

DENTON.H R Office of Nuclear Reactor Regulation 80/02/04 Ip 


—9002250704 Urges reconsideration of moratorium on Issuance of OLs 
Moratorium imposos enormous costs on Americans & detrimental 
health effects from alternative fuels Moratorium causing 
further erosion of ottl confidence in nuclear energy 
DENDAHL, J H * GEIOERi £ L Eberllne Instrument Corp 79/12/19 
Spp 


8002260691 Discusses draft EI8 for facility cleanup Psychological area 
in each specific function of cleanup should be analyzed EIB 
should reflect human element more than economics of quick 
cleanup A£ Ertel Q00S21 Itr end 
K089LER.D Affiliation Unknown 00/02/05 3pp 


0002290267 Discusses recommondatloni of NRC L President's Commission on 
Accidsnt at TMI in response to 791223 Itr, Every effort is 
being made to avoid unnecessary delays in licensing 
DENTON* HR Office of Nuclear Reactor Regulation BO/02/OB 3pp 


— 8002290274 Forwards Itr to Commissioners requesting overturn of 
decision re moratorium on licensing Decision disregards best 
interests of country in developing energy source N/o end 
CQOKE.JH Affiliation Unknown 79/12/28 Ip 


— 0002290278 Forwards 791228 Itrs to Commissioners ommitted from 791220 
Itr.M/o ends 

TQNN8.DR Affiliation Unknown 00/01/22 Ip 


8002310011 Advises that releases of radioactive gases from site are not 
permitted Alternative methods of environ assessments are 
being studied to dispose of gases Public will be heard 
before decision Is made to assure public protection 
DENTON* H R Office of Nuclear Reactor Regulation 00/02/11 Ip 


8002280630 Diecusses aisessmant procedures to be completed before 
release of radioactive gases from reactor bldg is allowed & 
radiation dosage received by population from accident in 
response to 790728 Itrs 

VQLMERiRH Tt1I’'2 Ope rati ons/Supp art 00/02/11 Ip 


8002270138 Responds to end 791114 Itr to DOE proposing special 
corporation be formed to operate all UG power plants 
Forwards Chapter 3. TMI Rogovln Rept 

DENTON, H,R Office of Nuclear Reactor Regulation BO/02/12 Ip 


G0022700B4 Responds to 791127 Ur re protest of radioactive gas 
release. ETA will be prepared before gases disposed. 

DENTON, H R Office of Nuclear Reactor Regulation 60/02/14 Ip 


— 0002270085 Protests release of krypton gas. 

DR10HAH.8. Affiliation Unknown 79/11/27 Ip 
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3002280363 InAb.UtJ 6. AttjAO 6 

oit e*prB«s.(fS thank* for mvjtation & dP»iT( for vii4fc 
near future ^ 

ITU1N< I Pennsylvania- State of SQ/02/iA Ip 


— Urges NRC to consider accident; at facility as cat4itf4fk| 
rather than incident Cites long-term health effects on 
people living arpund nuclear plants 
|fEI65,S H Affiliation UnknoiJn 80/02/26 Ip 


eOO22aO6O0 Ad/ises that info re TM U availability are listed in 
tiLJfiE<?*OS6S "Title i,ist of PoMteig Available Documents TMI- 
Doctet 50-320." ir re-spens* to 791003 request info on 


accident 

VOLMER. R H T/iI-2 Operations/Support 


eo/02yi4 


IP 


8002270599 Responds to 1 tr opposing radiation release from facIlLtin 
Release of radioactive gases is not currentlg permitted 
NRC (Jill evaluate impact before gases are disposed of bg 
ang method Evaluation will be made public 

DENTf)N« H R Office of Nuclear Reactor Regulation 80/(12/15 Ip 


— 8002230613 Renupsis all a/ailahU info re Trtl accident 
tLEMArMH A Affiliation Unknown 79/10/03 Ip 


— 8002270605 Opposes radiation release from facilities 
CDDP^R, v/ ft Affiliation Unknown 80/02/15 Ip 


0002230638 Advise* that danger from THl-2 accident is over 6 discusses 
radiation releases from acc i dsntf pub! i c hearing prior to 
reopening af Ttti-i. f eas i b j 1 i tg studies re recovery foir TI1I-2 
It consumer costs in response to end 790920 
VOLLntRi R T Trt ! -2 Operations/Support 80/02/14 Up 


S002290614 Responds to 790831 postcards (}pposlnfi release of radLoictUi 
gases from THl“2 Release of radioactive gases from reactor 
bldg Is not currently permitted NRC luiH evaluate impact 
before gases are disposed of bg ang method 

DEfJTONrH R Office of Nuclear Reactor Regulation 80/02/15 Spf 


ea022a0645 Discusses asssisment procedures to be cpmplated before 
release of radioactive gases from reactor bldg is allowed in 
response to 790903 Itr NfiC will evaluate impact 6 (Jill make 
evaluation publicly available 

V0UL«ER>R H TMl-2 Operatiofis/Sopport BO/02/14 If 


•8002260653 Oppose* proposed release of krypton gas from facility 
Requests info re plans for monitoring U advance warning o# 
releases 

Nt/ftPHf. TJ Affiliation Unknown 79/09/03 Ip 


0002280703 Responds bo 790424 1 fcr to EPA re 790328 accident No hydrogen 
gas leaked from plantfbi/t soffbc hydrogen accumulated in 
reactor vessel Plant was never In danger of ezjiloding 
NUREO-OS5B suinmar-y encl U/o end 

DENTON, H R Office of Nuclear Reactor Regulation 80/02/14 4pj) 


8002290164 Discusses assessments to be made prior to release of 
radioactive gases from reactor bldg^uater treatment sys to 
be used Ic amount Of radiation that escaped -from a-uvlliarv 
bldg in response to 79091 1 Itr Forwards NUREO’^OSSB U/o end 
VOLUHEfi.H H TMI-2 Operatlons/Support 80/02/14. 2pp 


—8002270173 Opposes plan to dump radioactive water into Susquehanna 
River & to vent radioactive gases into air Too many 
carciregens are in environ already 
BR8HER.S Affiliation Unknodio 79/09/11 2pp 


8002290207 Discusses repts on TMI accident i* availability tr regulations 
re rulenaking in response to request for info Pewards 
summaries of NOREO^OSSS t NURE0-O6O0 Wo ends 

0ENTDN.il R Office of Nuclear Reactor Regulation 80/03/14. 2pp. 


■’003290215 Requests info rs THf accident t citiien Input into 
egulati an 

N NEDERVNEN.S Affiliation Unkno(Jn 00/02/14 Ip 


50 OistusiBs issues raised at 790123 meeting w/NftC re scoping 
gratnmafcic EIS for cleanup of THI-2 EIS should include 
re ecological i/npac ts« radio! og ical effluent release 
la & socioeconomic impact* ' 

M Maryland, State of 00/02/19 5pp 


513 Comflients on cleanup of TMI Independent scientists should he 
jed access to plant 6 voice in cleanup procedures 
GARDNER, B Chesapeake Energy Alliance 80/02/13 Ip 


i90150 Advises that release of radioactive gases from reactor bldg 
not currently! permitted t discusses assessment to be 
jde tefore releases are permitted in response to end 
90014 telegram to President Carter 

;EN1DN.H R Office of Nuclear Reactor Regulation 60/02/15 4pp 

3290225 Advises that release of radioactive gases from reactor bldg 
not currently permitted & discusses assessment to be 
before releases are permitted In refponse to 790014 
gram 

0N,H R Office of Nuclear Reactor Regulation 80/02/15, £p. 


— 6003290619 Dpposes venting of krypton gas into atmosphere t( contingii 
operation of TMI~2 6y util Util has shown contempt for 
tisal thi saf e ty Z* welfare of people in TMl araa 
REYWaLDSiA Affiliation UnknoiJn 79/08/31 Ip 


•^-8002290624 Opposes venting of krypton gas into atmosphere Sc contlni.ll 
operation of TrtI-2 by util Expresses concern for health of 
faraill V 

REVNOUDS, A Affiliation Unkno(jn 79/08/31 Ip 


8002260640 Forwards statement supplementing testimony at 80081^ 
programmatic Et8 meeting Decontamination process must not 
jeopardiie lives tc livelihood of people (uho rely on 
Susquehanna River Dene f i t‘-cost balance must be used 
HAV*K Affiliation Unknown 80/02/18 2pp 


I Financial Information 


3002260509 Forwards quarterly financial statement for perlpd ending 
790930, consol Ida ting cash flow forecast for 1900,6 internal 
cash flaui statament per 78122? ^ 790607 Itrs 
HERDElNiJ 0 Metropol itan Edison Co 80/02/19 2?pp. 


J Insurance indemnity information 


3002130219 Requests demonstration of compliance tj/iniurance reflulationE 
fay providing evidence that required primary financial 
protection is In place as of 790S01 

DENTON, H ft Office of Nuclear Reactor Regulation 80/01/29, Opp 


8008140493 Fariuards Endorsement 3 to NEUIA Binders ED-56 l« EB-65 
OERETT, H F. Oenarai PubUc Utilities - 8PU Service Corp 80/02/09 
3pp 


0002140562 Fqpwards Endorsement 40 to NELIA Policy NF-820 

CEfiETV,H F General Public Utilities - GPU Service Corp 80/02/00 

2pp 


8002150260 Forwards Endersement 41 to ANI Policy NF-22a 

OERETYiH F General Public Utilities - CPU Service Corp 80/02/11 

app 

8002150440 Forwards Endorsement 3 to HAELU Binder* XB-56 fa< XB-65 
GERETY/HF General Public Utilities - OPU Service Cqrp 80/02/11 
5pp 

6002270217 Responds to FOIA request for documents used in reacihlnB hRC 
decision re primary financial protection of public Forward* 
docomentf listed on App A Document* 1 4, 2-5 of App D 
partially withheld <rrf FDIA Exemption 5) 

FELTON, J H Division of Rule* and Records GO/OS/20 4pp 


—3009290222 Requests analysis 6 comments re 8Bcy-79-6l7, "Financial 
Protection for TNI Units 1 4< 2, " concerning claim coverage 
for citiiens 

AHEARNEiJ Commission 79/12/03 tp 


290220 Oppoies ventilation of radioactivity by utik 
InEpR Affi Uation Unknown 79/08/14 tp 


272 Responds to Itr re 770328 accident NUfiEG-055B conclude* th 
radioactivity represents minimal 
FO Summary of NURE0-035a end M/o end 

}fcK, H H TMI-2 Operations/SuppDrt 80/02/15 2pp 


— 8002290260 Advises that Com/nisiion has approved recomnendati oni of 
6ECY-79-6l7» '"Financial Protection for Unit* I 8( 2 " Ltri to 
licenses le Congressional subcommittees should be forwarded 
to Ofc of Secretary 

CHILK, 5 J Office of the Secretary of the Commisiion 0O/Oi/22 

Ip 
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— 8002S90265 Submi is commenif on Secy''79~6i7< "Financial Proieciion for 
Untts 1 S " Rosponse includes legal & policy consideration 
Sc racomnended course of action Recommends that licensee 
p^ravide i60 million in primary financial protection 
BICKVJITi L Office of the General Counsel 60/01/15 5pp 


90022904^:1 Forwards Endorsement 35 to MAEUU Policy MF'-73 

OERETV, K F General Public Utilities ~ OPU Service Corp 80/02/25 

2pp 


O Advisory Committee on Reactor Safeguards reports & correspondence 


60021,90812 Summary of 790606-07 ACRS TMI Subcommittee meeting w/Qeneral 
Public Utils St NRC in Midd 1 etoun* PA re accident details 
• ACRS - Advisory Committee on Reactor Safeguards 79/09/27 
aoopp 


6002140117 ''TMl'-2 Hydrogen Generation Licensing Implications U Design 
Basis Accidents " 

KASTEhIDEiROj M E ACRS - Advisory Committee on Reactor Safeguards 
79/10/03 21pp 


8002210137 Summary of 790727 Ad Hoc Subcommittee on TMI'’2 Accident 
Imp-l icat ions meeting In tJash ing ton« DC to develop info to 
assist full ACR0 in reaching decision application of THl 
ri-^uirafflonts to other plants 

•- ACRS - Advlsoiry Committee on Reactor Safeguards 79/10/15 I7pp 


0002200023 Summary of 791030 ACRS Subcommittee on TMI-2 meeting u/utili 
OAD ^ Gilbert Associates in hashing ton< DC re review of 
HUftEO-0600, "Investigation into 790328 TMI Accident by Ofc 
of I*E " 

» ACRS — Advisory Committee on Reactor Safeguards 79/10/30 75pp 


SOOS010134 Tentative schedule for Ad Hoc Subcommittee on TMII-2 Accident 
Implications & Sequoyah Nuclear Station 791105 meeting 
* ACRS - Advisory Committee on Reactor Safeguards 79/11/05 2pp 


SOC220000£ Discusses unsatisfactory features of NUREO-0600 Excessive 
blame is assigned to operators Improper instrument location 
^ poor operator training need to be considered Accident 
■description is incomplete 

CATTONi J ACRS - Advisory Committee on Reactor Safeguards 
79/11/06 4pp 


9002200133 Forwards 791101 rept "Adequacy of TMI-2 Emorgency Procedures 
for Case of Loss of Reactor Coolant at Top of Pressurlier " 
Applicable emergency procedures are Inadequate for dealing 
M/4.0CA 

HICHELSONiC ACRS - Advisory Committee on Reactor Safeguards 
79/11/06 Ip 


--BDD2200136 "Adequacy of TNI-2 Emergency Procedures for Case of Loss of 
Reactor Coolant at Top of Pressurlier " 

iKlCKEL6DN<C ACRS '' Advisory Committee on Reactor Safeguards 
79/11/01 7pp 


GC02220069 Cammente on TMI~2 reactor bldg purge progam safety analysis 
Agrees w/Conclusion 5 to purge vent stac k> u/meterolog 1 ca 1 
control Assumes NRG will review accuracy 

OIFFOBDiF. A Commercer Dept ofrNatlonal Oceanograph tc Atmospheric 
Adninstratlon 79/12/03 Ip 


P. Operating license stage documents correspondence 


8C02040357 Discusses effect of upset conditions on loop seals in 
pressurlier surge lines of DieW plants 

NOVAKi T M Division of Systems Safety 70/01/10 Spp 


7900210504 Forwards request for info required for investigation by 
790706 rs status of TMI on 790327-26 Including list of 
equipment out of ivcr survel 1 lance testing In progress & 
planned p lant conditions 

ROOOVIN. M NRC Three Mile Island Task Force 79/06/26 2pp 


7912O4OQ0B Responds to request for calculation of estimated dose via 
uflter processed by EPICQR-Il Effluent release values assume 
noraial dilution EPICOR-Il reprocessing not necessary AH 
nuclides identified below lower limit detection 
COHLINS, J.T TMl-2 Operatlons/aopport 79/U/07 3pp 


7912100190 8-ubmits 791022 auxiliary bldg sump sample analysis results 
G&U centrifuged sump sludge sample to separata solid matl 
frofli liquid Total solid represented approx IIX by dry 
weight. 

LEEt J Y TiMl-2 Operations/8upport 79/11/14. Ip 


800J080064 Informs Commission of need to implement Increased 
financial protection requirements at TMI reinstate 
primary insurance amoiints Draft Itri to licensee & 

Congressional subcorruni t tee end 

DENTON.H R Office of Nuclear Reactor Regulation 79/11/15 24pp 


791820021B Responds to 791106 1 tr re discontinuation of operation 
protection sys watch Requests daily submittal of plant 
status info to TMI site staff Forwards plant status sheets 
C0LLSN3.J T TMI-2 aperatlons/Support 79/11/19 6pp 


0002060309 Submits status o# procedure review for wk ending 791226 
UEE« J TMI-2 Operat i ons/Support 79/12/20 Ip 


6002110276 Extends comment period re draft NL/REO-0630 to 800116 

OAKMlLLfM P Assistant Director for Standard tc Advanced Reactors 
aO/Ol/03 3pp 


0002130646 Responds to 791003 memo requesting matl from TMl-1 
witnesses Performed technical review of TMI-2 recovery 
operations TMI-1 restart programs Prof qualifications 
end N/o end 

LEEi J Y TMI-2 Operations/Support 00/01/03 Ip 


0002130116 Discusses operator it senior operator examinations it examiner 
repts for S2 licensed operators Documents forwarded under 
separate cover Examinations kept for limited time S( then 
purged from files 

COLLINSiP r Operator Licensing Branch BO/Ol/OB Ip 


8002130123 Forwards Itrs of info release for licensed operators at 
facilities Results of examinations should be forwarded to 
uti 1 W/o end 

ARNOLD, R C Metropolitan Edison Co 79/12/04 Ip 


6002130652 Notifies that Cs-134 concentrations found in Susquehanna 
River mud samples prior to TMl-2 accident are comparable 
to concentrations in N Ogino 791027 samples 
CQLUINS.J T THl-2 Operations/Support 60/01/11 Ip 


B002060321 Discusses 600114 Itr draft proposed organization plan 
Advises that organization plans will be acceptable when 
Section 2 13 is revised* to state "Changes to Organization 
Plan shall be approved by NRC prior to implementation " 
YQLLMER^R H THl-2 Operations/Support 00/01/14 4pp 


6002130166 Requests evaluation of lack of significant change in water 
level in reactor bldg as result of RCS leakage increasing 
sump inventory Response should include projected water level 
rise expected within next several months 
COLLINS, J T TMI-2 Operations/Bupport 00/01/14 4pp 


Q00213025B Invitation to 000129 meeting in Harrlsburgi PA to discuss 
scope of NRC programmatic EIS on decontami nation & disposal 
of radwasto resulting from 790323 accident Preliminary 
outline for EI8 end 

MULLER, D R Division of Site Safety it Environmental Analysis 
80/01/14 20pp 


0002040219 Advises that 791280 proposed mods to draft Tech Specs are 
unacceptable Proposal docs not provide assurance that public 
health S' safety would bo protected 

VQLLHER,R H NRC Three Mile Island Task Force 00/01/15 4pp 


0002070041 Summary of 800111 meeting w/Oovernor DL Rag If General Public 
Utils In OlymplaiWA re proposed shipments of TMI-2 spent 
resin to Richland, WA 

MELLERfR TMI-S Qperatlons/Suppart 00/01/15 3Bpp 


8002210354 Responds to 791207 Itr expressing concern re schedule for 
completing implementation of TMI Lessons Learned Task Force 
requirements Schedule is reasonable 

0083ICK,L Kf Office of the Executive Director for Operations 
80/01/17 2pp 


0002040523 Notlfias that Unit 1 radwaste inventory contains approx 
5,000 gallons of evaporator bottoms, 300 cubic ft of spent 
bsad resin It 300 cubic ft of powdered resin Only evaporator 
bottoms include waste from TMI-2 

ARNOLD, R C Metropolitan Edison Co 60/01/10 Ip 


— 6002040534 Responds to request for info re mini decay heat removal 
ventilation sys ^ forwards mini decay heat removal design 
criteria documents, Ravi sion 6 L scope document! Revision 3 
UILSQN, R. F Metropolitan Edison Co 80/01/15 2pp 


— 6002040541 Forwards "TMI-2 Mini Decay Heat Removal Bys-Design Criteria" 
It "Scope Defltiltion Document for Mini Decay Heat Bys " 

WILSON, R F General Public Utilities - OpU Service Corp 
79/11/02 Ip 
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00^20^0546 ''TMl-2 Hint Oe^ia^ Hipat Removal Bii*-Desiqri Criteria '* 
ore, E C , EC Art, a O Metrapol l tan Edison Co 79/10/30 I6pp 


~0OO3O4O5*& "Scope Defuiition Document for Mini Decay Heat Sgi, " to be 
added to THl-2 reactor coolant sgs 
** Metropolitan EdUo-n Co 79/09/15 tSpp 


Responds fca 790016 ■!» 1004 1 fcrs suggesting entumbment of 
Tni-2 facilitg Fuel in reactor vessel must be removed before 
any entonbrnenfe plan could be implemented Removal of fuel 
win be lengtfig process MHC policg statement end 
VQLLMEfti R H TriI-~2 Operations /Support 80/01/19 2pp 


‘800512049? Notice that NRC (ltIII prepare ElS re dec otitaminat ion 8c 
disposal of raduaste froni THI“2 accident Overall study will 
assist NRC In carrying out regulatory responai b 1 Uti ss 
CHiLKiS J Office of the Secretary of ftbe Commission 79/11/21 

4pp 


8002130018 Responds to auestion 4 In 790719 memo to LV Oosslcl re 
internal Dl*W analysis thatdf available to NrC or ut<l*could 
have mitigated or prevented accident U/lnfo one gr before 
accldentiNRC would have acted to address problem 
DENTON, MR Dlvliioti of Operating Reactors BO/01/10 7pp 


9002130022 Forward* two newspaper articles t guestions raised re DI'W 
internal analysis of 770924 Davis’'DeS5e accident Reiiuests 
answer* to question* as soiin as reviews of B8<W memos V 
analyses are complete 
^HEARNEj J Commission 79/07/19 4pp 


0002130245 Discusses 791027 dlscoverg of Cs-134 in mud sample* from 
areas adjacent to site Core entra tlon found considered 
Insignificant from public safety standpoint Higher levels 
found before accident 

BEMTDN. H B Office of Nuclear Reactor Regulation 80/01/10 3pp 


— 0002130230 Requests evetuatlon of Info in end cable re discovery of 
Cs-134 in mud sample* from areas addacant to site 
KENNEDY. R T Commission 80/01/03 3pp 


G002130-64B Responds to 000103 1 tr to LV Oosilcic re N Ogino discovery of 
ftsslon product* in Susquehanna River mud sample Cs-i34 
concentration in sedinirnt samples were mqrkedfy higher 
before accident No new public info 

DENTOffrH n Office of Nuclear Reactor Regulation ao/OI/iS Spp 


'8002130650 Forwards N Qgino discovery of vfapanese 791226 state cable 
to DD3 re fission products in 791027 Susquehanra River mud 
samples Requests NRC evaJuation 
KENNEDY. R T Commission 60/01/03 2pp 


8002050291 Discusses J Herbeln BOOJll Itr to fl Vollmer Commission 
order requires that shielded storage tanks be maintained for 
centingency purposes Cannot concur w/request far temporary 
use of Unit 1 bleed tanks 

T Division of Site Safety & Envir onmcntal Analysis 
90/01/21 4pp 


150021 Denies util 800111 request to use Unit I empty reactor 
olant bleed tanks for temporary itarage of water from 
it 2 borated water storage tank Unit 2 tanks do not 
DVlde equivalent storage to Unit 1 bleed tanks 
LUlNS/J T TMI-2 Opera tiona/Support BO/Ol/21 4pp 


190200 Advises that proposal re liquid waste disposal equipment in 
^1015 Itr should be directed to Mot Ed Util is rtsponiible 
or equipment that safely handle* radioactive waste water 
JENrONfH R Office of Nuclear Reactor Regulation 00/01/21 tp 


-‘-0DD21 90203 Offers sves of liquid waste disposal equipment for cleanup 
of raduaste water at TMI Distiller concentf atore can be 
engineered to handle radioactive waste waters remotely k 
safely 

CADWALLADERr E LICONr InC 79/10/15 Ip 


>50307 Requests that comments from subcommittees preparing task 
iS be given to R Foulds CN Kelber 900117 memo to HR 
on enc 1 

TMI -2 Qpetations/Swpport 80/01/23 Ip 


'50313 Advises of formation of Research Ravle-w Oroup per 791203 
□ k requests Input Lists tasks k comment due dates 
^DER.C N, Division of Reactor Safety Research BO/01/17 2pp, 


50024 Requests response to N^C concerns re procedure to seal 
jttration R-401 containment end k availability of 
lociated hardware N/o capability to seal R-dOl , prnb 1 em« 
liracedUTes for core cooling will tncreaie. 

^LINS, J 7 TMl-2 Oporatipns/Supporfc eD/OJ/a3 Ip, 


6002000673 Requests fee on* idoration k approval of "Preliminary Design 
Criteria fnr Addl Processed Water Storage Tanks*'* Revision 
1 Forward* tank rupture analysis demonstrating that tank* 
would not represent significant radiological haiard 
WILSON, ft F Metropolitan Edison Co 80/01/24 4pp 


6002290212 FOIA request for documents used in reaching NRC decision 
that $160 million is needed for primary financial protection 
of public from facility 

MARRONEi J American Nuclear Insurers BD/Dl/24 Ip 


6002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license ^ Itr from State of SC to Chem^Nuclear 8ijs 
describing restriction* for waste disposal in BC 
EISENHUT.D 0 Diviiion of Operating Reactors 00/01/29 SBpp 


90023B0096 Invitation to 800212 meeting In Middletown, PA tc 800215 
meeting m ftal t Imore, HD to discuss programmatic ElS re 
decontamination & disposal of raduaste* FR notice dtd 791127 
re programmatic EIB t NRC program outline end 
I1ULLER,0 R Division of Site Safety 8t Environmental Analysli 
80/02/01 32pp 


800227000? Forward* Board Notification 80-5 re Rogovin rapt ftequast* 
that Voi 1 be Kent to all board* & partie* bo proceeding* 
of plants assigned to NRC Div of Operating Reactors 
EISENHUT.DO Division of Operating Reactors 80/OS/02 Ip 


— 6002270014 Doard notif ica tlon 00-5 forwards Vol 1 of Rogovin r»pt 
Distribution list end 

VAROA, 6 A Assistant Director for Light Water Reactors 
8D/0J/29 23pp 


8002290736 Forwards record af 791210-tl meeting of TMI Info It 
Examination Program Technical Working Oroup at Bandia Labs. 
Albuquerque, NH 

BRINKMAN. D 8 TMl-S Operations/Support 80/02/05 Ip 


’•*'8002250743 Forwards record of 791210-11 meeting of TMI Info It 
Examination Program Technical Working Oroup at Sandia Labs. 
Albuquerque. NM 

FeiNROTM.H Energy. Dept of 80/01/30 i6pp 


600219093? Responds to NRC 800123 request for info re mini decay heal 
removal eg* operability Provides info re estimated sys 
completion $t turnover to startup time completion of 
h eating, venti lat ion It cooling W/const It turnover tchadula 
WILSON. R F Metropolitan Edison Co 80/02/07 2pp 


9002220192 Informs of incident involving ex'^Oragg security emplayee 
alleging possession of classified documents Licensee review 
hat not confirmed allegation NRC review underway, 

UOLLHEft.R H TMl-2 Operations/Support 00/02/07 Ip 


6062150293 Paruards mods to Tech Specs 6 0 re administrative control* 
WILSON, R r Metropolitan Edison Co 60/02/00 2pp 


— 8002150254 Mods to Tech Spec* 6 0 re administrative control*, 
* Metropolitan Edison Co 00/02/08 iBpp 


OOO22S05S2 Forward* info required for development of programmatic EiS. 
in response to NRC 000117 request Specifies each end item 
W/o end, 

LEHMAN. L J Metropolitan Edison Co 80/02/18 Spp 


8002200465 Informs of insp of HEPA filters in auxiliary 6 fi'et 
handling bldg Damaged filters replaced in fulfillment of 
Item 14 of 791221 Itr Fuel handling bldg "B" train not 
replaced £< in-place freon leak test* not performed 
WILSON. R F Metropolitan Edison Co 00/02/13 Ip 


8002210305 Responds to NRC 0OO1O9 Itr r# concern for voiding during 
transients in BitW plant* BI^W concluded that voiding does not 
occur in RCB during anticipated operational occurrence* 

Request* extension until 000301 to submit evaluation 
HERBEIN.J 0 Metropolitan Edison Co, 60/02/15 Ip 


0002290360 Forward* "History Decay Heat Removal Hydrostatic Testing," 
explaining Procedure* R-2-79-52 |< R‘’2-79-53 Used to test 
facility decay heat removal sgs,Packleft valves used are 
Orlnnell 2741 W/o end 

MILSON.R F, Metropolitan Edison Co 00/02/19, tp 


8002270330 Forwards tank venting analysis re processed water storage 
tank Controlling isotope for analysis was tritium Release 
rate based on filling tank at flow rata at 2. OOD gpm 
rasultad in ti'itium release rate of 4 59 uCl per second 
WILSON, R F Metropolitan Edison Co. 00/02/20 3pp. 
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0002270310 Rt*pondi to THI Task Forca B00504 Itr f* provides Info re 
h^dcrgeri control sys- filter p lenumi raac tor bldg negative 
prtssura <Jurlng purge operations tt instrument* associated 
«/flow tfiaaiurementi transmission & recording 
VI]L80N,R F Metropolitan Edison Co Q0/02/2t Spp 


00^(2270385 Qubaiits air sampling & uater sampling data from BOOSOQ-20 
No r«actor-‘^e 1 a tad rad ionuc I ides identified 
SHffMiA E, Environflvental Protection Agency BO/02/22 Ip 


6002270333 Gu^nits results of gamma scan of air sample on 800129 b 
10204 No other r eac tor^^related radionuc 1 i des uere detected 
in any sample 

SH]TH>A E Environmental Protection Agency 00/02/22 Ip 


&(K}2250739 Forii^erds list of drawings depicting TMI-II reactor vessel b 
Intarnalc & RC8 per R McConnell rec^uest 
LEHMANi L J Metropolitan Edison Co 60/02/25 3pp 


B4O229O300 Forwards addl mod to Tech Specsr Sec ti on & re administrative 
c or t re 1 1 . . 

UILBONit R F Metropolitan Edison Co 60/02/25 Ip 


— G0C229O393 Mod to Tech Specsi Sect ion i. re administrative controls 
a Metropolitan Edison Co 80/02/25 Ip 


8402290404 Jtteponds to 000214 Itr requesting breatdoun of costs re 
ririr-2 containment recommissioning Oreakdoun already exists 
estimates are not considered to bo precise Refined cost 
esttnate Is being prepared Available 800701 
LDIKA/(.L J. Hatropolitan Edison Co, 60/02/25 Ip 


(k Impectlon reparts» IE Bulletins b correspondence 


604>20'90159 Forwards IE Info Notice 79’'37« "Cracking in Lour Pressure 
Tu-rtine D-lscS " No action or response required. 

CREERrB K Region 1. Philadelphia. Office of the Director 
79/12/31 ip 


d002i}50l£6 Foruardi IE Info Notice 79-35. "Control of Malnt b Essential 
Equipment " No response required 

QfllER.B.H Region i, Phi lade Iph la. Office of the Director 
79/iS/31 ip 


8002270019 Advises that Page 3 of Attachment 3 to IE Dulletin 79-OlB 
should be deleted 

ORIER.D H Region 1. Phi lade Iph la. Office of the Director 
30/01/17, ip 


8002290437 Act receipt of 791217 Itr informing NRC of steps taken to 
correct vlolatloni noted in IE Inps Rept S0-8a9/79~07 b 
50-020/79-0* Documentation of NRC findings is proprietary 
(ref IDCPR2 790) 

htARTEN.VI 0 Region 1. Philadelphia. Safeguards Branch BO/Ol/18 

Sfp. 


— 3002290492 Ack receipt of 791008 Ur informing NRC of steps taken to 
correct violations noted In IE Inap Repts 50-289/79-07 b 
1^-320/79-06 Documentation of NRC findings 1* proprietary 
<Te# lOCFRS 790), 

MARTIN. 14 0, Region 1. Philadelphia. Safeguards Branch 
79/11/20 app 


—0002290494 Forma rdi IE Insp Rept* SO-320/79-07 b 50-320/79-06 on 
790619-23 b notice of violation Notice of violation b 
portlonf of insp repts withheld (ref 10CFR2 790) 

HARTIKrM 0 Region 1, Phi ladelph 1 a. Bafiguards Branch 

79/09/14 2pp. 


-'2002290497 IE Insp Repts SO-320/79-06 b 79-289/79-07 on 790319-23 
None oeipl iance noted access control of vital areas Portions 
withheld {ref iOCFR2 790) 

HADDEN. U f eHEPHERD.R Region 1. Philadelphia. Office of the 
Director DEVLIN. J 14 Region 1. Ph i ladel ph ia. Safeguards 

Branch 79/06/31 Ip 


8002290070 Forwards IE Info Notice 80-03. "Main Turbine 
E lectrohydraulic Control Sys " No specific action required 
ORIEAjfl H Region i. Philadelphia. Office of the Director 
BO/01 /3l, Ip. 


8002260043 Forwards IE Circular 79-25. Bop pi A. "Shock Arrestor Strut 
Asseably Interference *' No written response required, 

OftlERiB.N, Region 1. Phi ladelphia. Office of the Director 
GO/01/31 Ip 


B002250427 Forwards IE Circular 80-02, '"Nuclear Pnwot Plant Staff 
Work Hours " No written response required 

DRIER. D H Region i. Philadelphia. Office of the Director 

aO/ 02/01 ip 


G00221026I Forwards IE Dulletin 80-03. "Loss of Charcoal From Btd Type 
1 1. Tuio-tnch. Tray Adsorber Cells " No written response 
required 

ORIER. B H Region 1. Ph i lads iph 1 a. Office of the Director 

80/02/06 Ip 


B0022S0117 Forwards lE Info Notice 80-03. "Chloride Contamirtatl on of 
Safety-Related Piping b Components " No written response 
required 

GRIER. D H Region 1. Philadelphia. Office of the Director 

90/02/00 ip 


6002230506 Forwards IE Bullatln 90-04. "Analysis of PWR Main Bteam Line 
Break U/Cantinucd Feedwatar Addition " No written response 
required 

GRIER. D H Region 1. Ph i 1 ade Iph la. Office of the Director 
QO/02/00 ip 


0002200414 Discusses previous commitment to corrective aqtion re 791205 
notice of violation b civil penalty issusnco Schedule cannot, 
be met due to health physics workload Tentative date for 
review of cortaln erposuro records set for 800430 
WILSON. R F Metropolitan Edison Co 60/02/11 Ip 


R Periodic operating reports b related correspondence 


8002000408 Responds to NRC 791231 request for info to be included in 
1979 annual ropt of ecological studies Ichthyological 
Associates. Inc will forward responses by B00501 in 1979 
annual rept 

WIL80N« R F Metropolitan Edison Co 80/01/22 Ip 


8002260695 Forwards 1979 annual rept re tabulation of personnel 
exposure data b listing of aircraft movements at Harrisburg 
Inti Airport | 

HERBEIN.J G Metrop'oUtan Edison Cu 80/02/20 Ip 


— 8002260700 "Aircraft Movements at Harrisburg Inti Ai rport. Annual Rept. 
Jan-Dec 1979 

a Metropolitan Edison Co 79/12/31 Ip 


— 8002260704 "Number of Personnel b Man Rems by Work b Job Function 
Annual Rept. 1979 ♦' 

« Metropolitan Edison Co 79/12/31 2pp 


8 Reportable occurrences. LERs b related correspondence 


7907100377 Forwards suppl to LEft NP-32-77-16 to provide addl info re 
770924 primary sys depressuri tatlon b release of steam in 
containment Describes multiple failures of equipment Makeup 
pumps stabillied primary sys b permitted cold shutdown 
MURRAY. r,D Toledo Edison Co 77/11/14 56pp 


— 790718O3B3 Supersedes 771005 Ur re installation of governor on 
auxiliary feed pumps Defect may cause governor to bind, 
preventing turbine reaching design speed 
RDE. L E Toledo Edison Co 77/10/11 4pp 


7905140055 Forwards excerpts of LERs ro feedwater related b other 
transients at BbW facilities other than TMI Related 
correspondence and 

QRNSTEIN. H L Office of the Executive Director far Operations 
79/04/06 lepp 


8002080182 PNS-TMI -79-001 on 791207. operator received anonymous call re 
bomb threat b was told to close plant Call reported . 100'/ 
hands-on search upon entry to protected area b detailed 
visitor search Initiated 

HAVERKAMP.D R . CROCKER. H . COLLINS. J- T Office of inspection b 
Enforcement. Office of the Director 79/12/07 Ip 


8002080200 PNO-TM I -79-007 on 791209. truck transporting ten boxes of 
compacted trash containing low specific activity radioactive 
matl from facility slipped off road into ditch near 
Missoula. MT Caused by Icy road conditions 

FLACK. E . CROCKen.H U , CQLLIN5.J T Office of Inspection b 
Enforcement. Office of the Director 79/12/10 Ip 


6002210067 PNQ-TMI -79-OOB on 791216, main condenser offgas radiation 
monitor indicated increase in gaseous activity Licensee 
monitoring condenser offgas b secondary water activities 
to determine source of activity 

YVHAB.O . MCCABE, C . COLLINS. J T Office of Inspection b 
Enforcement. Office of the Director 79/12/21 ip 
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800^360354 PNQ- 1 -80-0 1 0 on 00011 Oenera I f ub H c Utils announcocJ 
proposed roor g an i la t i on u>/all nuclear o-para fc 1 oni under 
direction of GPU Nuclear -Cnrp R Arnold uiHl serve ai 
president: Mgt of PA utils urill be combined 
COUOILL.C « ItElrtlG.R * PRUNNER*E Office of Inspection It 
En f arc enenti Office of tbs Director 80/01/17 2pp 


0002260063 PND- TMI -GO-OOt on BOOlS^.utiJ announced 95^000 gallons of 
intermediate level raduaste uater In auiiliarg tanks had 
been processed bij EPICOR'^II sgs Some matl in colloidal 
s ta te 

L£E,J Y > FASNQtA N > COLtINS, J T Office of Inspection It 
Enf orceiflenti Office of the J>irectDr 80/01/29 Ip 


8002260047 PNS-TM I -00-001 on 790131. person hired Oregg Security 
Svcsplnc as uatchman at facility under assumed name 
identified himself as reporter for Guide neuspaper in 
Ha r r 1 sbur g t PA Reifueating interviews w/top officials at site 
FASANOfA N « COLLINS^-J T* Office of Inspection t< Enforcements Office 
of the Director 80/02/01 Ip 


8002210005 PNO-TMI-GO-OOS ex-watchman informed local media of important 
licensee dacumerti found at site After revi eu# papers were 
found to be available in (-PDR Licensee responding to media 
Inquiries 

CQNTEiH J . FASANQ, A N . CGLLJiNS. J T Office of Inspection I. 
Enforcemantf Office of the Director GO/02/07 ip 


8002250504 RO-80-06/1P on G00215. boric acid mix tank (SAMT) contained 
Less than teq^uired amount of berated mater Caused by change 
in Tech Specs reyg irements for min DAMT inventory Details l« 
corrective actions mill be provided in follomup rept 
R4JNDER. 0 A Metropolitan Edison Co 80/02/19 Ip 


Q002250665 R0-&0-O5/1P on 600218* W/B diesel generator out of sve for 
annual maint insp.nem Tech Specs went into ef f ect* reiiuir itig 
both diesels to be operable Q diesel generator unable to be 
placed in sve mithin 72-h Detailed rept mill follow 
KUNDER.Q A MetropolLtan Edison Co 60/02/19 Ip 


T Hearing transcripts on non-ant i true t matters 


8002200603 Transcript of 800211 radiological briefing bg V Btello in 
Washing ton* DC re TMI-2 Pp 1-9 
4 Commission 80/02/11 lOpp 


B00220059i Transcript of 800213 briefing In Hash ing ton* DC re TrtI-2 
radioactive release Pp I-IO 

Commission 00/02/12 lipp 


002260665 Transcript of 000212 scoping meeting on programmatic £18 
for decoTitaminat ion. in Hi ddletown* PA Fp 1-J20 

SELLSrD Environmental Projects Branch 3 VDLLMERi R Assfetanfc 

Director for Systems U Projects COLUINB.J Division of Site 
Safety I. Environmental Analysis 80/Q2/12. 120pp 


J0022?0lt9 Transcript of 600215 scoping meeting on programmatic EIB in 
Catonsvl 1 1 e. MD Pp 1-145 
a Cammisslon 60/02/15 146pp 


8003290978 Transcript of Commlssloni 000215 meeting in Wash ingtan* DC ra 
status of THI-2 minor radiological release Pp i-21 Staff 
review of pre-TMI matters end 

OlLinSKY, V I KENNEDY.!? M . HENDRIE, J M Commlsolon 80/02/15 
39pp 


0 Cong ress lona i /Execu tive Correspondence 


‘'01160314 Responds to 791004 Ifcr re public hearings on release of 
radioactive gases from containment bldg Nf?C reviewing 
proposals & alternatives contained in General Public Utils 
;o rept Commission 791121 policy statoment one 1 
SHEARNE. J F Coinmlsslon 79/12/31 Ip 


1D0I16032B Reguests that NRC conduct full public hearings in 
Harr labor g» PA on issue of venting radioactive gases 
ERTELr A E House of Rep 79/10/04 ip 


12220166 Responds bo 791102 Itr ra JF Ulrich 791027 questions 
oncerning facility Submits detailed responses to questions 
e faeiJity operation* was te matl accumulation* safety 
f water dumped In Susquehanna River i melttfouin possibility 
DSSEGKfL V Office of the Executive Director for Operations 
0/01/08 3pp 


002230170 Forwards JF Ulrich 791027 questions concerning facility 
Requests comments 
HEIWT,J Senate 79/11/02 3p p 


8002220202 Responds to 771 13D Itr re H EdeUteln 791116 Ur suggestint 
disposal methods for contaminated water inside reactor bldg 
Evaporative disposal method under consideration for util 
decontamination program 

OaSSIGK*L V Office of the Executive Director for Operations 
00/01/08 3pp 


— 8003230211 Forwards H Edelsteln 791116 Itr suggesting disposal mstbsfi 
for contaminated water Inside reactor bldg 
HEINZ. J Senate 79/1 1/30 Gpp 


0002320364 Responds to 790402 Ur re problems associated w/deilgn 4 
operation of nuclear plants Forwards detailed responses to > 
each question including Info re pressurlier & surveillance 
Draft SECY paper end for Central Files only 

00SSfCK*L V Office of the Executive Director for Operations 
80/01/08 I4pp 


8003^20195 Ack comments re classification of accident as extraordinarf 
nuclear occurtence Forwards NUnEO-0637. “Rept to NRC from 
Staff Panel on CommlBston Determination of Extraordinary 
Nuclear Occurrence" I. FR notice FR notice only encl 
SALTZMAH.J Antitrust It Indemnity Group 80/01/11 2pp 


8002120416 Discusses serious consequences to water quality of 
Susquehanna River from facility decontamination process 
Requests issuance of instructions prohibiting discharge of 
radwaste until EIS has been completed 
8 ARDANE 8 *P 8 Senate 80/01/15 2pp 


8002230164 Requests attendance at NRC G00130 ofc opening In lilddletouni 
PA Ofc will provide public w/direct access to answers re 
fad 1 i ty 

DENTON* H R Office of Nuclear Reactor Regulation 80/01/34 3pp 


6002390151 Responds to 791136 Ur re decontamination Ic radwast* 
disposal NRC preparing environ assessment of krypton 
dieposal alternatives No proposal for contaminated water 
disposal submitted Discussion of alternatives encl 
AHEARNErJ F Commission 00/02/04 9pp 


— 8003290160 Comments on facility decontamination It radwastt diepots] 
Huft develop alternativos that do not threaten public 
health & safety 

HEINZ* J Senate. Finance 79/11/26 2pp. 


8002290165 Provides Subcommi tteo on Nuclear Regulation w/respanici to 
questions in 791120 Ur re facility decontamination program 
plan Compares four decontamination program cases* dave 1 oped 
bg NRC* based on util It Bechtel preliminary plans 
AHEARNE. J F Commission. 00/02/04 Q3pp 


— B0D2290172 Requests Info re plans for facility decontamination prbjrii 
HARTi 0 . SIMPSONfA K Senate. Environment 6 Public Hork* 

79/11/20 2pp 


DOCKET 50-321 EOHIN I HATCH NUCLEAR PLANT* UNIT 1 


F Security* medical, emergency It fire protection plans 


8002040007 Announces regional workshops to discuss feasib-iUty of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards Ft? notice. 

ORlHESi B K Emergency preparedness Task Force 79/13/21 7pp 


8002110185 Advises that NRC will perform special appraisals of health 
physics programs during CVaO In lieu of routine inip Scope 
will Include organiiatlon* p ersonnel qua 1 If Ication It 
tra Inl ng* radwaste processing* monl tor ing It training 
STELLOf V Office of Inspection It Enforcement* Office of the 
Director 80/01/22 3pp. 


8002140322 Forwards comments on safeguards contingency plan Requests 
revisions U addl info Comments withheld (ref 10CFR3 790) 

IPPOLITa*T A Operating Reactors Branch 3 80/01/80 2pp 


8002060571 Responds to NRC 771010 request It forwards draft revision 
to emergency plan Revised plan will be Implemented upon 
satisfactory completion of written procedures It training 
program 

NIDNER.U A Georgia Power Co 00/01/31 Ip. 


— BOD206D581 E^mergency plan* draft Revision 3 
» Georgia Power Co 00/01/31 89pp 


8002080605 Forwards estimate of evacuation times for areas near 
facility. In response to NRC 771127 Itr 
UIDNER 4 N A Georgia Power Co 00/02/04 5pp 
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kr002S^047d ForiirdT'ifs fee for reviev & approval of socuritg perfionnol 
training Sc qualification plan sub^lttod 790817 
KELLVi R J Georgia Power Co 80/02/13 Ip 


4 tnTurance St indeninitg inf ornation 


Q002200440 Forwards executed Amend 11 to Indemnitg Agreement 0-69 
reviling dollar amount of financial protection 
KELt-V^ R J Georgia Power Co 60/02/i4 3pp 


£002360483 Forwards Endorsement 3 to MAELU Excess Binder XD*'5t 
F[Ei>LERr^ Marsh Si McLennanr Inc t M St H Nuclear Consul tantst Inc 
Olv GO/Oa/19 3pp 


B002?i&0492 Forward* Endorsement 3 to MAELU Excess Binder XB-67 
FlELDERdU Marsh St McLennani Inc t M S< M Nuclear Consul tants* Inc 
Div 80/32/19 Opp, 


£002370237 Forward* Endorsement 55 to NELIA Policy NF-ai5 

FtELDERivf Marsh li McLennan. Inc ■ M St M Nuclear Consul tants» Inc 
Olv BD/OS/B3 Spp 


E00227O273 Forwards list of p lants. pol icy numbers St endorsement numbers 
u/datei for 1960 policy year 

FlELDEflfii Marsh Sc McLennan. Inc . M St M Nuclear Consultants. Inc 
Div 80/02/S8 Spp 


P. Cperatlng license stage document* St correspondence 


8002043170 Discusses 791019. ilSl St 1220 Itrs submitting commitments St 
tcliedules for implementation of Lessons Learned Task Force 
ricomiTimeiid at ions NRC will be performing post-implementation 
review of Imp Ic-mantation method 

GENTON.H. H Office of Nuclear Reactor Regulation 79/12/27 2pp 


BG02tl0S84 Discusses 791206 meeting w/util re plant safeguards St 
itcurlty measurts Lists of attendees end Meeting summary 
withheld (ref 10CFR2 790) 

O'REILLY^J P Region 2. Atlanta. Office of the Director 
79/12/28 3pp 


9002110276 Estendf comment period re draft NUREO-0630 to 600116 

OAHKlLLrH P Assistant Director for Standard St Advanced Reactors 

GO/01/03 3pp 


5002070027 Requests review of QA program re diesel generator fuel oil 
Hem should be Included in OA program If exception taken 
to 1 nc lus ion* resp onse required within 90 days 
EIBENHUT«D O Division of Operating Reactors 80/01/07 ip 


8002)50316 Qwpplement* 780829 request far 1977 info re failure of 
control rods to fully Insert Requests summary of recent 
failure 4; other control rod drive malfunctions Response 
should be sent within 90 days 

SPPOUITO. T A apereting Reactor* Branch 3 80/0i/t0 2pp 


8002200078 Summary of 791219 4 20 tneetiiig w/Mark I Owners Oroup in 
BethesdaiMO to discuss NRC acceptance criteria for Mark I 
containment long-term program Sc issues re implementation of 
program 

CRjKEOrC 1. Plant Systems Branch (Pre 791030) 00/01/17 Hpp 

— 0OD22OOflS Task action plan A-07 "Mark I Load Definition Rept. 
Ravisions to Implement NRC Crilerle for Completion of Long- 
Term ppagram •' 

a Plant System* Branch (Pre 791030) 79/12/19. 37pp 

8002120091 Hequasts Class III fee re ulll 790522 proposed Tech Spec 
change for reactor protection syt power supply 
HltLEHijtd O. License Fee Management Branch 00/01/22 ip 


3002040310 Forwards documentation S. drawings demonstrating compliance 
w/fMi Leifoni Learned Task Force requ irementa. to supplement 
791231 Itr Drawings available in Central Files only 
IfIDKERi 14. A Oeurgia Power Co BO/Ol/25 42pp 


G002210007 Hot I f icattoTi of 000207 meeting w/Mark I owners group. BNL. 
OE b NUT^GK In DethesdaiMD to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program* plans for addl F8TF testing h outstanding Iseues 
GRIMES* C. 1 Plant Elystems Branch. 00/01/20 tp 


0002140003 Discusses recent development* impacting we*t» disposal 
operations at commercial low level waste burial sites. 

Forwarif* license 4 Itr from State of SC to Chem-Nuclear Sys 
describing restrictions for waste disposal in 8C 

EtGENHUTrD O Division of Operating Reactors, 80/01/29 20pp. 


6002080626 Informs that RETRAN ulll be used to model nuclear plants 
Code will evaluate effects of various fuel design 
alternatives on applicable transient analyses %t check vendor 
calc ulat ions 

THOMAB.R A Southern Co Service*. Inc 80/01/30 2pp 


— 8002000633 Informs that util is membet' of Otil Group for Regulatory 
Application* Oroup seek* NRC approval of RETRAN as method 
for performing reactor transient U accident analysis Util 
committed to development of PNR safety methods 
THRASH. H 0 Alabama Power Co 79/10/25 Ip 


— BOD208063B Informs that util is member of Util Group for Regulatory 
Application* Group seek* NRC approval of RETRAN as method 
for performing reactor transient 6 accident analysis Util 
committed to develop BUR safety analysis methods 
KELLY. R J Georgia Power Co 60/01/10 Ip 


8002150234 Requests Class III fee for NRG review of 790917 facility 
security personnel L qualification plan 

MILLER. U 0 License Fee Management Branch 00/02/01 Ip 


8002110447 Forwards payment requested in NRC 800122 Itr re fee for 
Amend 70 Original check apparently lost in mail 
WiDNERiU A (Georgia Power Co 80/02/04 2pp 


8002260161 Requests partial refund of fees for license amend, due to 
change in fee from Class III to Cla«* II 

MlLLERfN 0 Llcanse Fee Management Branch 00/02/11 Ip 


8002270001 Advises that refund will be forwarded re Class III fee 
submitted w/000116 proposed Tech Specs changes regarding 
diesel fuel oil sampling requirements Request considered 
administrative tc only Class II fee is required 
MILLER* U 0 License Fee Management Branch 00/02/11 Ip 


0002220327 Forwards Amend 6 to rapt. "Spent Fuel Pool Mod." re 
application far expansion of storage capacity, in response 
to NRC request for addl info Response to Round I Ouestion 10 
is withheld (ref 10CFR2 790) 

MIDNER.U A Georgia Power Co 80/02/18 15pp 


Q Inspection reports. lE Bulletins L correspondence 


B002010492 Forwards IE Insp Repts 50-321/79-38 & 50-366/79-39 on 
791006-1109 No noncompl lane e noted 

LEWIS. R C Region 2. Atlanta. Reactor Operations Nuclear Support 

□ranch 79/12/07 2pp 


—8002010496 IE Insp Repts 50-321/79-35 4 50-366/79-39 on 791006-1109 h 
noncompliance noted Major areas inspected overall plant 
operat ions* mg t prac tices. correct! va 4 preventive maint 
act ivl t xes* s ite security procedures 4 radiation control 
LEWIStR C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch DANCE*H C Region 2. Atlanta. Office of the 
Director 79/12/07 4pp 


6002010166 Forwards IE Insp Repts 50-321/79-36 4 50-366/79-40 on 
791126-23 No noncompl lance noted 

LEWIS. R C Region 2, Atlanta. Reactor Operations Nuclear Support 

Branch 79/JB/14 2pp 


— B0020IOI71 IE Insp Repts 50-321/79-36 4 50-366/79-40 on 791126-20 No 
noncompliance noted Major areas inspected routine maint 4 
plant tours 

WEBBMANiR Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch ME6SITT. B R Region 2. Atlanta. Office of the 
Director 79/12/10 4pp 


0002110437 Responds to FOIA request for Info re Investigations Portions 
of App B 4 C document* re individual identification 
partially withheld (ref FOIA Exemptions 5.6 & 7) 

FELTON* J M Division of Rules and Records 00/01/07 6pp 


—0002110527 IE insp rept on 700328-25 Noncomp 1 iance noted) fai lure 
to notify Inspector of safety item, failure to obtain 
approval of repair procedure 4 failure to obtain 
qualif ication of procedures 4 uelders assigned 

* Region 2. Atlanta. Reactor Construction 4 Engineering Support 
Branch VARELA. J M NRC Regional Offices 76/03/25 4pp 


—0002110532 Nonproprietary version of evaluation 4 opinion re Compliance 
Rept 50-321/70-02 Discrepancies observed alleged to be 
"pick-up” points QA 4 QC mgt failed to review aSME Section 
8 Excerpts from 691217 draft rept and 

VARELArJ, M Region 2. Atlanta. Reactor Construction 4 

Engineering Support Branch 70/04/40 I3pp 
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'/«r»l(Sn cf memo cqncetning inipsctor 
Co^F.ll^r>cq 50-32Ut,9-0h Ma^Mr^erii 

\ ^ Mil«d to dftett ;n4lfu»icUDTi 

fi torus |or concern 

69^l?/23 lepp 


Region 2^ 


> |or cone ern 
^tUntiO. Office p# khe Director 


90020/i00t0 Fortuerdf IF DulUtin 79''0lDi oFnvlfoo Oua 1 if tertian oF 
ClflSf IE Eqirip/DBnt " Action required IE Dulletin 79'OiB 
u/eficle sent on 790114 should be disregarded 
O^REILLVpJ P Region 2 , Atlantai Office of the Director. 
80/01/17 2pp 


791214 Ur Informing NRC of steps token to 
30 - 366 / 79 ^ 35 ^ 50 - 321 / 79-31 4 

, Region ai Atlontar Reoctar Construction Zt Engiiieerlng 
Qujvport Dranch 00/01/10 tp 


8002070354 Forwards IE Circular 00-Olr "Bve Ad^'lcf for OE Induction 
Disc Relays " Mo response required 

O'RElLLVtJ P Region 2> Atlanta/ Office of the Director 
BO/01/17 2pp 


’ ^ n ?? 791120 Ur re violations noted in IE Insp 

Ropts 50-321/79-31 Z, 50-366/79-35 Corrective actions 
resurveU lance of Inaccessible piping uUl be performed 
during future outage* 

MlDNER»W A 0<^o^gia Pouer Co 79/12/14 tp 


--POOaOlOlBV jTorwards IE Iii*p Rept* 30-321/79-31 It 50-366/79-33 on 
791015-17 It notice of violation 

nURPUVi G E Region 2> Atlanta/ Reactor Conttruc tion tn 

bngirjeering Support Branch 79/ii/20 2pp 


8002060065 Forwards lE Bulletin 00-02# "Inadequate QA for Nuclear 
Supplied Equipment ** Response required 

O'REILLY'/ J R Region 2/ Atlanta# Office of the Director 
00/01/21 2pp 


6002110008 Ac k receipt of 800103 Ur informing NRC of Ueps ta^en tc 
correct vlolattons noted in IE Insp Repts 30-321/79-30 U 
50-366/79-34 

3T0HR/J P Region 2, Atlanta. Fuel Facility & Katerials Safe^ 

Branch 60/01/22 ip 


0OOaOlOl9S Notice of violation from insp on 791015-17 

* Region 2, Atlanta. Office of the Dlrectcr 79/11/14 ip 


— 00020101.97 IE Insp Repts S0'-32l /79-31 U 50-366/79~35 on 791015-17 
Noncomp t lance noted failure to follow piping surveillance 
Procedure 

MERDT/A R Region 2. Atlanta# Reactor Construction It 

Englneerlns Support Qrancb CDMPTON. ft M Region 2* Atlanta# 
Dff’Ice of the director 79/11/14 5pp 

800S<3ia097 Act receipt of 771220 Ur informing NRC of step* taken to 
correct viaUtlons noted in IE Inig Repts 50-321/79-33/ 
30-366/79-37/50-424/79-16 & 80-423/79-16 

DRYANT/ J C Region 2/ Atlantai Reactor Con struct ion & Engineering 

Support Dranch 00/01/14 Ip 


■6002Ql010'3 Rrsponif* to NftC 791126 Ur re violations noted In IE Insp 
Ropts 50-321/79-33/ 50-366/79-37. 50-424/79-16 6 30-425/79-16 
Corrective actions plant procedure HNP-456 will be revised 
bg 000131 to provide guidance on info re 10CFR21 items 
WIDNER«W A Georgia Power Co 79/12/20 Spp 


— B002L10013 Responds to NRC 791214 Ur re violations Doted In IE 
Ropts 30-321/79-30 *« 50-366/79-34 Corrective actions, 
procedure HNP-79000 will be revised to reflect upper emblsnt 
temp guidance limit of 83 F 

WIDNER, W A Georgia Power Co 00/01/03 2pp 


—9002110016 Forwards IE insp Repts 50-321/79-30 & 50-366/79-34 or 
791016-19 fc 23 6 notice of vioUtien 

8UTMERUANO# J. T Region 2/ Atlanta# Fuel Facility 6 Haterieli 

Safety Branch 79/12/14 Spp 


—6002110022 Notice of vlnlatioh from insp on 791016-19 t< 23 

e Region 2# Atlanta# Office of the Director 79/12/10. Ip. 


— 0OO2J1OO3O IE Insp Repts 50-321/79-30 & 50-366/79-34 on 7910J6-I9k23 
Noncomp I iancs noted failure to fallow procedures iD 
performing daily observation check* at meteorological 
station 

JEHKINS/G R Region 2# Atlanta# Fuel FacUUg b tiatarlaU 

Safety Branch MACARTHUR# T Region 2/ Atlantai Qfflc* of Ihi' 
Director 79/12/10 4pp 


■Q002i0l0lia Forwards IE Insp Repts 50-321 /79-33i 50-366/79-37* 
50-424/79-16 U 50-425/79-16 on 791105-06.08 b 13 b notice of 
vtD lo t Ion 

HLIRPHVi C E Region 2. Atlanta. Reactor Construction b 

Engineering Support Branch 79/11/26 2pp 


■GOD20i0132 Notice of violation from insp on 771 105-06# OB b 13. 

» Region a. Atlanta. Office qf the Director. 79/11/26 2pp 


—0002010146 IE Insp Repts 50-321/79-33# 50-366/79-37# 50-424/79-16 b 
30-42S/79-16 on 791 105*-06i 00 b 13 hloncompHance noted* 
failure to adequately implement requirements of 10CFft21. 
BRONNLEE.V L . fyUNT# H D ftegion 2. Atlanta. Office of the 
Director. MURPHY# C E Region 2# Atlanta* Reactor Com true t Ion 

b Enginvoring Support Branch. 79/11/26 5pp. 


02050291 Act receipt of 791217 Ur informing NRC of steps taken to 
correct violetlons noted in IE Insp Repts 50-321/79-34 b 
50-366/79-00 

BUTHEftLANO# vJ T Region 2. Atlanta. Fuel Facility b Material* 

Qafety Branch QO/Dl/14 2pp 


— 0OO2O-E1D3O5 Respond* to NRC 791121 Ur r* vidlationi noted in lE fnsp 
Repts 50-321/79-34 b 50-366/79-33 Corrective actions: 
surveillance checks will be revised to log accrued 
equipment time 

WIDNERUf A GeorgU PotJer Co 79/12/17 4pp 


— 0002080311 Forwards JE Insp Repts 50-321/79-34 U S0-366/79-3B on 
79I029-U02 b notice of violation 

SUTHERLANDi 0# T Region 2# Atlanta#. Fuel Facility b Material* 

Safety Branch 79/11/21 2pp 


0002060205 Forward* IE Info Notice 00-02# ''BXBR Water Rod Lower End 
Flug Wear " Ko specific action or responss rsquired 
O'ftEJLUY. JP Region 2# Atlanta, Office of the Director. 
B0/O1/2S 2pp. 


R Periodic operating reports b related correspondennt 


0002190512 Forward* monthly operating rept for Jan I960. 
MANRY/M Georgia Power Co 60/02/10 Ip 


— B002190S14 Monthly operating rept for Jan 1900, 
RODEN, J.W Georgia Power Co 80/02/10 0pp 


0002200601 Forwards monthly operating rept for Jan 19BQ 
MANRY. M Georgia Powsr Co 00/02/10 ip 


S Reportable occurrences# UERs i related correspondence 


8002050006 PNP-II-79-036- on 791202# leak from condensate storage tart 
spilled water onto ground surrounding transfer pump. Probah ly 
less than 10 uCi # eiclud ing trit ium. released. Pump isolated 
Design changes will be implemented to contain such leaks 
HRAYiJ R , TftAUP#0 L Region 2# Atlanta# Office of the Director 
79/12/03 Ip 


BOO2O7O480 PND- 1 1-79-044 on 791219# w/reactor In cold shutdown. 13. SCO 
gallon* of reactor coolant spilled onto conteinment floor 
through dlsassemblled feedwater check valve Caused by error 
on written work request No radioactl vi ty released, 

PRICE. DS I DANCE# K G Region S# Atlanta. Office of the Director 
79/12/20 Ip 


—00020003(9 Notice oP violation from insp on 7?l029-tl02 

« Region 2# Atlanta# Office of the Director 79/J1/I9. Ip 


EDQ207O272 Forwards LER BO-OOB/03L-0 

MANRY# M Georgia Power Co 00/01/30 Ip 


0OO2OBa325 IE Insp Rapt* 50-321/79-34 ^ 50-366/79-30 on 791029-1102 
Noncompliance noted , fai lure to test standby gas treatment 
sys fUtar* b failure to label contaltxsrs of radioactive 
mat} 

KOSEV.C M * GIDEON. A F Region 2* Atlanta# Office of the 

Director 79/11/19 9pp 




—0002070273 LER 8O-OO0/O3U-O on 0001 15# during steady state power 
op eratl on# secondary containment integrity violated when 
personnel opened £64-ft elevation reactor bldg b turbine 
bldg airlock doors simultaneously Procedure revised 
CDGGINiC L Georgia Power Co 00/01/30 3pp, 


0002070216 Forwards LER B0-0O9-03L-0 

MANRY# H Georgia Power Co, 00/01/31 Ip 
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— G002070222 LER aO'*009/03L-0 on 8001 18« during normal operation, drywol 1/ 
t«ru-E t^<np recorder lT47''R^lt found itamping erraticallg. 

Heating dryurall It torui air temps 8( uater temp difficult to 
ascertain Caueed failure of microsurltch Quitch replaced 
NJXiR T Georgia Pouier Co 80/01/31 2pp 


©002070307 Forward* LER 0O-OO2/O3L-O 

MA?«V, M OeorflU Power Co 80/01/31 Ip 


— QCH>S07D3I9 LER BQ'O0a/03L-0 on 8001121 while performing HNP-l-365Si fan 
IT44-C001B would not meet flow retiu Irementa per Tech Spec* 

Tan dag* Later, while venting drgwell per HNP-1— 1500, flow did 
n»1 meet Tech Specs E<iuipmont recalihr 
HtXpR T Georgia Power Co 80/01/31 3pp 


©OO2]S033i Forward* LER aO-007/03L-0 

Georgia Power Co 80/02/04 Ip 


— 800215-0340 LHR SO-OOT/OSL-O on 8001 14i while testing standby svc water 
pUMptpunp would not meet criteria Caused by disengagement of 
pump lir«t stage impeller lock collet Lock collet replaced L 
p-u»p reinstalled 

COG01N, C,J Georgia Power Co 80/02/0<h 2pp 


©002150356 Forward* LER aO-Ol2/03L“0 

HAfBlViH Georgia Power Co 80/02/05 Ip 


— ©O02S50363 LGR a0-012/03L-0 on 800122, while reactor core Isolation 
cooling sy* was tagged out for maint,HPCl was found 
(nopirablej requir ing orderly shutdown Caused by leak in line 
to KPCI booster pump discharged pressure gauge 
BAXLCYiB X Georgia Power Co GO/02/05 3pp 


©002220414 Forward* LER 80-010/03L~0 

KANRYiH Georgia Power Go 80/02/08 Ip 


— BOh:> 2220419 LER BO-OIO/OSL-O on 800118, during normal operation while 
per-formlng itandby liquid control pump operability test t, 
relief valve test, pump A discharge relief valve iC41-F029A 
operated at 1,225 psig Caused by setpoint drift Valve reset 
NlXiR T Georgia Power Co 80/02/08 2pp 


©0C22OC576 Forward* LER 80-006/03L-0 

MAHRViH Georgia Power Go, 80/02/12 ip 


—©002200582 LER 80-006/03L-0 on 8001 19, during surveillance of diesel 
generator manual ftarti2C diesel generator tripped before 
reaching rated voltage Startup transformer 2D out of svc 
Caused by inadequate procedure Procedure revised 
NlXfR.T, Georgia Power Co 80/02/13 2pp. 


8002220394 Forwards LER 80-011/031-0 

HAHRYili Georgia Power Co 80/02/12 Ip 


- — BO0222O39I LER BO-011/03L-0 on 800120, while at steady state power, 
lorws-to-drywel 1 differential pressure recorder, LT40-R63iO 
had low read Ing. Cause not stated 
MlXiR T Georgia Power Co 80/02/12 2pp 


©002200471 Forward* revised LER 79“l03/03X-‘l 
tlAHRyiH Georgia Power Co 80/02/13 Ip 


—©002200481 Rsviied 79-i03/03X-i on 791227, dur ing normal surveillance 
on reactor core Isolation cooling sys flow instrument 
]€51''H002» h Igh switch set below Tech Specs Caused by 
instrument drift Switch recallbr 
HIXiR T. Georgia Power Co 80/02/13 2pp 


&0<>220G509 Forwards updated LER 80-001/OlX-i 
UMIRYhH Georgia Power Go 80/02/13 Ip 


— ©©02200520 Updated LER 80-001/01X-i on 800103, while performing maint 
during cold shutdouin, personnel noted clevis pin missing from 
strut on drywell penetration restraint Eli-X13B Caused by 
improper installation Substitute pin installed 
C-OGGlNiC L Georgia Power Co. 80/02/13 3pp 


&0O22AG5<ie Forward* LER 0O-O16/O3L-O 

KAHRYiM Georgia Power Co 80/02/15 Ip 


' — B0022b0553 LER G0-0l6/03L-0> on 800129, investigation of IC Bulletin 
79’'27 revealed that supply breakers control power to meter 
control ctr t< mode of operation were in error. Caused by 
design error, Breaker control switches placed in manual 
GOGOINiC. L Georgia Power Go 80/02/15 2pp 


8002290420 Forwards supplemental narrative summary to 
RO 50-321/1979-021. Revision 5 
MANRY.M Georgia Power Co 80/02/18 ip 


— 0002290432 Supplemental narrative summary to RO 50-321/1979-021, 
Revision 5 on 791202. trl 1 1 um levels in groundwater samples 
exceeded limits Caused by leakage from blown seal on 
condensate transfer pump Pumps temporarily confined 
* Georgia Power Co 80/02/18 5pp 


8002290449 Forward* LER B0-014/O3L-0 

MANRY.M Georgia Power Co 80/02/19 Ip 


— 8002290453 LER B0-014/03L-O on 800130. during steady state power, hl-low 
flow reactor bldg vent stack radiation monitor annunciator 
alarm occurred because gas sample flow had stopped Caused by 
solenoid valve stuck in closed position 
ROGERS. U H Georgia Power Co 80/02/18 2pp 


8002260506 Forwards LER B0-Ot3/03L-0 

MANRY.M Georgia Power Co 80/02/19 Ip 


—8002260597 LER B0-013/03L-O on 800127, during steady state power 
operation. A reactor recirculation pump iB31-CD01A tripped 
Caused by ground in pump control circuit that interlocks 
pump to suction valve position 
NlX.R T Georgia Power Co 00/02/19 2pp 


8002260670 Forward* LER 80-017/03L-0 

MANRY. H Georgia Power Co 80/02/19 Ip 


—8002260686 LER 80-017/03L-0 on 800201. while performing KSIV Closure 
Instrumentation FTI-C. Scram Relays IC71-K30 It H found 
de-energi led ur/associated KSlVs fully open Caused by loose 
limit switch on actuating arm Arm reset 8< tightened 
NIX,R. T Georgia Power Co 80/02/19 2pp 


DOCKET 30-322 SHaREHAM NUCLEAR POWER STATION 


A App 1 icatlon/construc tion stage documents ic correspondence 


0002220253 Responds to IE Dulletin 79-08 Instruction of licensed 
operators re events at THl have been implemeted 
NOVARROrJ P Long Island Lighting Co 80/01/02 25pp 


0002010205 Requests that end position re fuU-l*ad test performance on 
vital buses, me lud ing all sources of power supplies be 
forwarded to applicants Test descriptions should be 
modified to indicate that testing will be conducted 
HAASS.N P Quality Assurance Branch 80/01/11 3pp 


8002070256 Forwards Amend 33 to application for OL. updating info 
supplied per lOCTRSO 33 requirements 
NOVARRO. J P Long Island Lighting Co 80/01/14 2pp 


—8002070260 Amend 35 to application for QL, updating info supplied per 
LOCFR50 33 requirements 

s Long Island Lighting Co 80/01/14 196pp 


8002070011 Summariass 791214 meeting w/near-term QWR OL applicants to 
discuss Reg Guide 1 97tRevision 2, "Instrumentation for 
Light Uater Cooled Nuclear Power Plants to Assess Plant i. 

Environs Conditions During ^ Following Accident " 

KINTNER, L L Light Water Reactors Branch 1 00/01/24 15pp 


8002040372 Submits comments on proposed Revision 2 to Reg Guide I 97 
Comment* Include plant-specific design summary, current 
generic design requirements S. specific views on proposed 
Revision 2 Plant design meets intent of guide 
NQVARRQ, J P Long Island Lighting Co 80/01/30 16pp 


8002120211 Summary of 600115,16 t> 17 meetings w/utll at site re 
prttservlce Insp program. fracture toughness of containment 
pressure boundary & security plan 

U1L8QN, J N Light Water Reactor* Branch 4 80/01/30 Bpp 


8002110377 Forwards OP Novarro 800206 affidavit supporting util 800117 
request that weld procedure L qualification record* be 
withheld (ref 10CFR2 790) 

NOVARRO, J P Long Island Lighting Co 60/02/06 3pp. 


8002150393 Revised Itr forwarding affidavit supporting util request to 
withhold weld procedures qualification records (ref 
10CFR2 7901 Halapatx message states that all matls requested 
withheld wore returned to util on 800214 
NOVARRO, J P Long Island Lighting Cp 80/02/06. Ip 
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r Securi+i;. meclicalp ecn^rgencv tf tir© protection plani 


Q Inspection reports* Ouliotlns & corresponiionce 


G00204-0007 /Announces regional uorltshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Heqoests designation of one 
representative per ofcil by 791231 Foru/ards FR notice 
GfllMES* B y. Emergency Preparedness Task Force 79/13/21 7pp 


0002070079 Forwards request for evacuation time estiAiates for areas 
near nuclear pqujbt plants Info should be submitted by 
600331 

CRTMES. B K Emergency Preparedness Task Force 79/12/26 4pp 


G -Ad jud i c atory correspondence 


g00ai3O04B Petition requesting suspension of CP fc seeking renotlce of 
tearing to per-mlt further intervention Urges acceptance of 
late intervention in conteit of 10CFR2 7l4<a) Alleges 
inadequacy of neui FES for failure to assess environ 

LATMAM*S Shoreham Opponents Coalition LATHAM- S Tuonieyr Latham Sc 
Schmitt QO/01/24 57pp 


Q002150385 Notifies that regulations re resident Insp program aminded 
to require potuar reactor licensees to provide NRC Insp 
personnel u/ons i te-i rent-free- ex elusive use of ofc space 8r 
immediate access to facility 

STELLOi V Office of Inspection tt Enforcement- Office of the 
Director 79/12/07 3pp 


0OO229OSOO Forwards IE Insp Rept SO'322/79-lS on 791030'! 101 No 
honcomp I lance noted 

CARLSaNi R T Region !■ Philadelphia- Reactor Construction & 

Engineering Support Qranch 79/12/2B Spp 


'-a002390S04 IE Insp Rept 50- 322/79-19 on 791030-1101 No noncomp I lent# 
noted Major areas inspected work activi tias- status of work 
(( licensee action on previous insp findings- IE bulletins & 
c 1 rcu tars 

HARROW^L Region 1. Philadelphia- Office of tho Director 
KCOAUOHY- R M Region 1- Philadelphia- Reactor Construct ion & 

Engineering Support Branch 79/12/26 5pp 


0002250007 Answer in support of Shorehara Opponents Coalition 000124 
petition to intervene Petitioner represents large group of 
orga n i X a 1 1 ons whose interests are directly affected by 
cons t 

SHAPIRO- R North Shore Committee Against Nuclear St Tliermal 

Pollution SHAPIRO- R Cammer L Shapiro 60/02/07 9pp 


8002140533 Opposition to Shoreham Opponents Coalition 600124 request to 
suspend CP i renotice hearing No credible testimonij 
indicates existence of defects ]£ is investigating facility 
^ ulll halt const that would imperil safety 
neVELEY. W T Long Island Lighting Co BO/02/0B 5pp 


— 6002140S52 Opposition to Shoreham Opponents Coalition 600124 request 
for status as intervenor t- to renotice hearing Arguments for 
renoticing arc generic t do not deal directly w/facility 
Petition For intervention Is untimely N/Cert if ica te of Sve 
REVCLEY-W T Long Island Lighting Co 60/02/08 34pp 


-'8002140559 Supports Shorehant Opponents Coaliti-on B00124 request far 
intervenor status Members live within 60 miles of facility 
Petitioners have property it financial interest in 
proceeding Certificate off Sve end 

OILKARTIN-D J Suffolk County- NY B0/D2/06 Bpp. 


-'Q002140569 Supports Shorehatn Oppanents Coalition 800124 petition to 
intervene rotitioners are residents of area & uill be 
directly affected by facility Members have property & 
financial interest in proceeding 

SHAPIRO. R Affiliation l/nknoun SHAPIRQjft Cammer l< Shapiro 
00/02/07 9pp 


8002320121 Responds to BOOlO? I tr re discovery proceedings Cohalan & 
Oilmartin placed on sve Jisti re future documents Request 
for previous documents should be directed to LPDRs 
CCRDENICK.DM Hearing Branch 4 ao/02/lt Spp 


8002200170 Rtftponse to Shoraham Opponents Coalition 600124 petition to 
intervene Supports admission limited to present aspect of 
proceedings Drges denial of contentions Interest should be 
proved N/C er ti Fi cate of Sve 

•iOEFLlNO-n K . DORDENICK.B M Hearing Branch 4 60/03/13 33p 


>2220199 Forwards proposed Revision 2 to Reg Guide t 97 per NRC 

ansuer to petition by opponent of Shor eham Coal it 1 on N/o 

end 

HOEFLINO-R K Hearing Branch 4 60/02/13 Ip 


003250392 Draws attention to error at Page 30« Footnote 32 in NRC 
6^0213 answer to Shoreham Opponent's Coalition petition 
Listing should include Contention 1 7- cons idcred as 
admissible by NRC 

HOEFLINO-R K Hearing Branch 4 60/02/20 Ip 


6002290406 Respond « to 900208 Itr to SA Varga LILCO answers to NRC 
790123 questions not available from NRG but may be obtained 
from LPDR or util 

HOEFLlNOrR K Hearing Branch 4 GO/02/30 Ip 


General cor respondence 


B002190470 Responds to IE Bulletin 7?'25 NSSS & balance of plant 
safety-related sys do not utilire Nestlnghouse type BFD 
relays 

NOVARRO-J P Long Island Lighting Co 80/01/04 Ip 


9003280652 Forwards IE Insp Rept 50~322/79'20 on 7?U07~1209 No 
noncompl I ance noted 

BRUNNER- G J Region 1- Philadelphia- Reactor Opera t ions Nuclear 

Support Branch 80/01/15 2pp 


—8002280660 IE Insp Rept SO-322/79-20 on 791107-1209 No npncotnp I iaice 
noted Major aroas inspected work activities it preoperationa I 
testing- inc lud ing tours- test wi tness lng« review of equipment 
tagging ^ review of operating procedures 

KI0TER-R B Region t- Ph i ladelph ia< Reactor Operation# Nuelesr 

Support Branch HI00IN8-V C Region 1- Ph I ladelph ia- Office of 
the Director 80/01/14 9pp 


a0022B0264 Forwards IE Insp Rept 50“322/79'22 on 791203-06 No 
noncompliance noted 

BRUNNER. E J Region 1- Ph 1 lade Iph ia- Reactor Operations Nuclear 

Support Branch. 80/01/17 2pp 


"0002280270 IE Insp Rept 50-322/79-25 on 791203-06 No nonpliance noted 
Major areas inspected test program requirements- 
imp lementatian- sta tus- procedure verification tt review 
process 

CAPHTON.DL Region 1- Ph i 1 adelph ia- Reactor Operationc NucLeir 

Support Branch NICHOLAS. H H Region 1- Philadelphia- Offlc# of 
the Director 80/01/09 lOpp 


8002060119 Forwards IE Bulletin 00-02. "Inadequate QA for Nuclear 
Supplied Equipment " Response required 

GRIER. 0 H Region 1. Phi ladelp h ia- Office of the Diroctor 
00/01/21 Ip 


B002060270 Forwards IE Info Notice 80-02. "QXBR Hater Rod Lower End 
plug Hear. " No specific action or response required 
OniERrO H Region 1- Ph i lad e Iph ia- Office of the Director, 
00/01/25 Ip 


00022500-64 Forwards IE Info Notice 80-03. "Main Turbine 
FI ectr ohydraul Ic Control Sys " No specific action required 
CRIER. B K Region 1- Philadelphia- Office of the Director 
eO/01/31 Ip 


8002260041 Forwards IE Circular 79-25. Bupp I A- "ahock Arrestor Strut 
Assembly Interference " No written response required 
QRIER.B H Region 1- Philadelphia- Office of the Director 
90/01/31 Ip 


0OO22SO423 Forwards IE Circular 80-02- "Nuclear Power Plant Staff 
Work Hours " No written response required 

ORIER-P H Region 1- Phi lade Iph ia. Office of the Director 
80/02/01 Jp 


8002220025 Forwards IE Info Notice 80-04. "DWR Fuel Exposure in Excess 
of Limits " No aetlqn or response required 

ORIER-P H Region 1. Philadelphia. Office of the Director. 
BO/02/04 ip 


2200424 Certificate of Svc for Amend 35 to DU application Documents 
erved 800205 

DRIN.-J P Long Island Lighting Co 80/02/06 Ip 


8003210258 Forwards IE Bulletin 80-03- "Loss of Charcoal From Btd Tyf* 
11. Two-Inchj Tray Adsorber Cells." Action required 
GRIER-B H Region 1. Philadelphia, Office of the Director 
80/02/06 ip 
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a<lO2aS0Li& Forwards IE Info Notice BO-05, "Chloride Contamination of 
Saf it yi*'!!'* la tnd Piping t* Components " No written response 
renuired 

H Region If Ph i lade Iph lOt Office of the Director 

eo/o?/oa 1 0 

&OOS250492 Foruiards IE Bulletin 80-04, "Analysis of PWR Main Steam Lino 
Breft y/Contlnued Feedwater Addition " No written response 
required 

GRIER' B H Region i, Philadelphia, Office of the Director 

80^02/Ca Ip 


S Reportable occurrences, LERs & related correspondence 


B00207047I PNO*'I~79-*Oa9 on 791218, two former employees of const 
contractors made statements that welding I* concrete work 
Lajiroptrly performed Region I conducting investigation of 
alUgatiorts 

ffARRGW,L . HCOAUOHV, n , CARLSGN, R Office of Inspection S< 
Enforcement' Office of the Director 79/12/18 ip 


DOCHET 50-323 DIASLO CANYON NUCLEAR POWER PLANT. UNIT 2 


A Ap p lication/construction stage documents <« correspondence 


B002140106 Board notification potential unreviewcd safety question for 
LtUti -on interactlnn between nonsaf efcy-grade safety- 

grada tyv 

VAAOA'8 A Assistant Director for Light Water Reactors 79/11/26 

6pp 

8002120620 FOIA request for addl documents re 791019 meeting on Diablo 
Catyen nuc lear p lant 

FLEJSCHAKER, D Affiliation Unknown 80/01/07 2pp 

aO02120&S3 Submlti proposed program of low power testing to be 
c«nducisd prior to power ascension Detailed test procedures 
•wilt be developed 

CRAf^E, P A Pacific Oas Sc Electric Co 80/0i/07 I2pp 


&CK12I30392 Reeponds to FQIA requests for documents re intervenors' 
lantintions In ASLB hearingsi idertt i f led in App A Requested 
info iti Wash log ton, DC PDR & LPDRs listed in App A 
FELTDW. J M Division of Rules and Records 80/01/14 3pp 


S002130332 Comments on proposed Reg Guide i 97, Revision 2 format 
difficult to read Scope should be same as ANB 4 5 
Confcino-us recording requirements too restrictive 
CROHErP A Faclflc Oas ti Electric Co 80/01/21 39pp 


&O0an0OO5 Requests determination of effects of facility operation on 
five endangered species Solicits opinion on whether plant 
operation Lrautd effect critical habitat or jeopardiie 
ccntinueif existence of any species 

REOAM)!/ H Assistant Director for Environmental Projects 

QO/01/23 4pp. 


8002120624 Responds to FOIA request for addl documents re 791019 
nieiltig on Diablo Canyon nuclear plant Forwards documents 
listed in App A t< IIRC 000103 1 tr 

FELTON, U (1 Division of Rules and Records 80/01/30 3pp 


--&002120630 Discusses util GL application for Diablo Canyon site 
Foruerds schedule for conducting preliminary acceptance 
review NRC isssued FEB OL application does not include 
■nvlron rapt 

DEVOUHO^R C Atomic Energy Commission - Deputy Director for 
Reactor Projects 73/07/09 Gpp 


— B002120635 DLscuises results of completeness review for facilities 
Includes background info, review conclusions S< review 
schedule Application rejected due to deficiencies noted Addl 
Irfa from licensee requested 

DEYOUNG' R C Atomic Energy Commission - Deputy Director for 
Reactor Projects 73/00/13 2pp 


— 6002120639 Dlscussas facilities OL review schedule. Dutl ines estimated 
dates for const comp letion, fuel loading ^ proposed 
rad ioloy ica 1 safety review period Forwards target schedules 
for Lavel C milestones. 

GlAHBUSSQfA Atomic Energy Commission - Deputy Director for 
Reactor Projects. 73/iO/li 2pp 


— S0G212O645 Discusses facility GL review schedule Outlines dates for 
const comp 1 » ti on* f ue 1 loading &t radiological safety review 
Forwards revised lO-month review schedule 

OIANDUSSO* A Atomic Energy Commission - Deputy Director for 
Reactor Projects 73/11/00 app 


8002140465 Forwards PO^E rept, "Environ Investigations at Facility 
1973-1977'" Vols I V 3, in response to B00123 request Repts 
will be useful in determining impact of facility operation 
on endangered species referred to in 791033 1 tr W/o end 
REKAN' U H Assistant Director for Environmental Projects 

60/01/28 Ip 


9002190836 Summary of 900109-10 trip re endangered species, 
archaeological concerns V Indian issues Util will issue mgt 
plan to protect archaeological resources at plant site 
KlRSLlSiS 6 Environmental Projects Oranch 1 80/03/08 4pp 


9002200669 Discusses interim solution for rod drop problem agreed upon 
at 791119 meeting w/Nec t inghouse in Befche8d3,M0 Plant may 
operate in automatic control rrom 0-1007. power w/no charges 
in current rod Insertion limits 

STGLZ, J F Light Nater Reactors Branch 1 80/02/13 3pp 


F Socuraty, medical, emergency t fire protection plans 


8002040007 Announces regional workshops to discuss foasibiUty of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
ropresentative per util by 791231 Forwards FR notice 
ORIMES, D K Eifiergency Preparedness Task Force 79/12/21 7pp 


8003070079 Fm wards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

ORIMES, D K emergency Preparedness Task Force 79/12/26 4pp 


0 Adjudicatory correspondence 


6002110420 Comments on scheduling of oral arguments rP ASLD ruling on 
facility Due to local public inter es t, meeting should be held 
is San Luis Obispo Countyj-CA 

KREv/SA, R J San Luis Obispo. CA 80/01/10 ]p 


6002120426 Opposes decision ta hold appeals hearing on facility 
security issues in 9an Francisco ASLB should reissue notice 
of hearing schedule proceeding in San Luis Obispo, CA area 
at time convenient to pub 1 ic , parties 6 Board 
OARRQNS,J Aff I Hatton Unknown 80/01/10 2pp 


—0002120432 Requests that ASLB hearings for facility be held in 8an 
Luis Obispo County, CA Citiiens have right to participate 
in bureaucratic process 

THORNTON, <J Affil lation Unknown 60/01/23 Ip 


0002120737 Responds to- 790408 1 tr expressing views on nuclear energy 
Preliminary findings re health effects of radioactive matls 
released are contained in NUREO-OSSS NUREO-0536 summary 
end W/o end 

DENTON, H R Office of Nuclear Reactor Regulation 00/01/18 3pp 


--8002120744 Urge^ immediate closing of all plants containing reactors 
elmilar to TMI-2 NftC reasons for not closing Rancho 8eco are 
insubstantial Diablo Canyon should not be allowed to go on 
line 

OREEN,E Affiliation Unknown 79/04/10 2pp 


6002530360 Responds to end 791102 Itr requesting moratorium on nuclear 
power 8( expressing concern re seismic qua 1 1 f Ication of 
facilities AGLQ issued favorable finding on seismic design 
adequacy of plants Forwarding Itr dtd 791120 end 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/28 Bpp 


8002270526 Forwards NRC 900202 order granting extension until 800930 to 
completa const fur Unit 1 N 010331 for Unit 2 Order 
transmitted to Ofc of FR for publication NRC evaluation 
enc 1 

5T0LZ, J F Light Water Reactors Dranch 1 60/02/02 3pp 


— 6002270531 Order granting extension until 600930 to complete const for 
Unit 1 U 010331 for Unit 2 

R088. D F Division of Project Management 00/02/02 3pp 


— 8002270535 Recomniends issuance of order granting extension until 
600930 to complete const for Unit 1 ^ 010331 for Unit 2. In 
response to util 791126 request 

0UCKLEV, B C , STDLZ.U F Light Water Reactors Dranch 1 

60/02/02 2pp 


8002210003 Memorandum re A5LB 790927 partial initial decision Directs 
ASLD tiS submit all documents S matls considered in security 
plan finding w/appropr iate descriptive identification by 
000211 

BISHDP. C J Atomic Safety and licensing Appeal Panel 60/02/06 

2pp 
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00021^0515 Forv^rdi fir»t anendud conplaint J" 

Dt al.San LuM Obupo County SupeTio-r Court Ait\on 51837 
5*»k« iOjuncUve relief ^ c-npensatory damages as reswlfc of 


proposed operation of plant 
CRAf4E-P A Pacific Gas 4 Electric Co 


80/03/00 37pp 


—8002200340 IE Insp Rept^ 50-27S/79“27 4 50-323/79-14 on 791S01"SB Kg 
noncompliance noted Major areas inspected preoperatlonal 
tfls t inpr p lant taur«fuel etorage^road paving 4 ultnoiilng of 
tasting 

STER^BERO^O M . YOUNG* T Region 5i 8an Francisco. Office Df tfii 
Director 80/01/10 Spp 


0OO222Oj‘lO M«r*orandon in response to ASLAB 60020^ order Trenscr I pt of 
in-canera hearing uas sole document tonsidyed 

rinding ASLB also mads visual ln*P during site 


security plan 
visit 
BOILER, E S 


/ktomic Safety and Licensing Board Panel 80/02/11 


IP 


8002080139 For uards IE Info Motlce 80-03. ''Main Turbine 
Electrohydrau 1 ic Control Bij« " No specific action or 
response required 

ENCELHENiR H Region 3t Ban Francisco. Office of the DjirectOP 
80/01/31 ip 


0002220174 Decision AtAB- 50 Q, vacat mg ASLB 790927 

lU.at Pag* 93 - t * e, elusion ^»f Intervener San Luis Obispo 
Mothers for peace hearing orv security plan contention 
Johnson add 1 comments end 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 
lOpp 


decision* part 


80/02/15 


8003250165 Response jn opposition to interveners oyytlDiis to ASLB 
790937 partial initial decision Urges ASLAB to affirm 
decision due to findings supported by record re design 
f unc t i onab i H ty during earthquake* Certificate of Sve eny 
DAVIS. U D . kETCHEN. E 0 . TQUfiTELLOTTE* J Hearing Branch 4 
80/02/20 78PP 


— 8002250179 Response to State of CA. Governor EO Broun 791207 amicus 
curiae brief r# Joint Interveners Esceptlon 45 to ASLB 
790927 partial initial deemon Brune testimony re s*£*ffllc 
issue should not negate eipert opinions Certificate of 8vc 
DAVIS.L D . KETCHEH, EG . TOURTELOTTE. J Hearing Branch 4 

80/02/20 20pp 


H -General correipondence 


0002130419 FOIA request for documents re Diablo Canyon Nuclear Pouer 
Plant. Units 1 b 2 

RYAN, C Nuclear information 4 Resources Bervleei 79/12/14 Ip 


BOO2I5O3O0 Forwards suggestions made to local fWC hearing on emergency 
plan Requests author! i ation of study re effects of warm 
uater an marine 1 ife 

FORBES. B £ Affiliation Untnoun 80/C1/25 2pp 


8002140129 Foruiards IE Circular 79-25. Suppl A. “Bhoct Arrestor Strut 
Assembly Inter f erence " No uritten response required 
EN0ELKEN*R H Region 5. Ban Francisco. Office of the Director 
80/01/31 Ip 


80022505SB Forwards IE Circular 0O’'O2. "Nuclear Power Plant Staff 
Wort Hours " No written response required 

ENQELK.EN. R H Region 5. Ban Francisco. Office of the Director 

B0/02/D1 ip 


Q0D23I0299 Forwards lE Bulletin 80-03. ''Loss of Charcoal From Btd Type 
II. Tuo-"rnch* Tray Adsorber Cells " Action required 
ENOELKEN. R H Region 5. San Francisco. Office of the Director 
DG/02/06 I p 


a0O222007e Foruiards IE Info Notice 90-09. "Chloride Contamination of 
Salety'-Re lated Piping 4 Components •' No written response 
req.ulr«d 

ENO ELKEN I R H Riegion San Francisco. Office of the Director 

90/02/08 Ip 


8 Reportable occurrences. LERs !< related correspondence 


8002040443 PHO-V-BO-OOA on 000124. earthquake of appro* 5 8 Rlchler 
occurred u/epicenter between Stockton S< LI vermorer CA No 
damage to facility structures identified Radio reptt 
indicate evacuation of LLL in progress 

dTERiNDERG*D Region 9. Ban Francisco. Office of the Director 
90/01/24 ip 


8002150177 Responds to 791103 1 tr to President urging licensing of 
plant NRC is preparing action plan Issues that must be 
resolved prior to resumption of licensing activities Ltr to 
President Carter -4 DOE 791220 response end 

OENTON. H R Office of Nuclear Reactor Regulation 80/03/81 4pp 


T Hearing transcripts on nun— anti trust matters 


8002040270 Transcript of 800123 hearing In Ban Francisco. CA Pp 1-lH 
e Commission 00/01/23 llSpp 


8DG2150121 Responds to ltr to President re tiucleer energy Facility is 
desig-nedf to withstand earthquake of 7 5 an Richter scale 
ASLB 790927 decision approved sejtmic design of facility 
Ltr ta Prsident Carter 4 DOE 800116 response end 
DENTON. H R Office of Nuclear Reactor Regulation 00/02/04 3pp 


0 Advisory Conmittee on Reactor Safeguards reports U correspondance 


U Congresslona l/Eiecutive Correspondence 


B002200243 Response to 791108 ltr re delays in licensing facility 
resulting from evaluation of issues raised by President's 
Commission on TMI NRC Is proceeding u/preparation of action 
plan basis to minimlte licensing delays 

OOSaiCK.L V Office of the executive Director for Operation* 

ao/oi/oe Ip, 


0002010134 Tentative schedule for Ad Hoc Bubcommlttee on THI-2 Accident 
InpLlcations -4 Sequoyah Nuclear Station 791 1G9 meeting 
» ACRS - Advisory Committee on Reactor Safeguards 79/11/03 2pp 

-800201016^ Forwards questions re near-term OL fac i 1 i ties, prepared for 
consideration during anticipated ACRB subcommittee meetings 
BAVIO. R . MAJOR. R K ACRS ~ Advisory Committee on Reactor 
Safeguards 79/10/12 Spp 


3 Inspection reports. IE Bulletins 4 correspondence 


BOD2190O47 Forwards response to IE Qulletin 79-16 on vital area access 
controls Response withheld (ref I0CFR2 790) 

CRANE. P A Pacific Gas 4 Electric Co 79/09/17 Ip 


9002140224 Forwards reipoose to IE Bulletin 79-14. Item 1 Response to 
Items 2 a. 3 for Unit 2 to be submitted by 791203 W/o encl 
CRANE, p A Pacific Gas 4 Electric Co 79/10/17 Ip 


■0201I&233 Foruards proposed revision to draft IE OuIIbUh re 
verpressuniation or contairment of PMfi plant after main 
team lipe break Revision concerns licensee ability bo 
'tect isolate damaged steam generator 

HMlLL.il P Division of Operating Reactor* eO/OI/09 ip 


8002290061 Respond* to 791109 ltr re HR House concern over GAO study 
of facility danger tone OAO has not prepared study re 
emergency preparednes* for plants Emergency plans will 
contain actions to accomodate 10 & 50 mile emergency lanes 
ODSSICKit V Office of the Executive Director for Operation* 
80/01 /OD 2pp 


—8002250072 Forii^ards HR House 791023 request that OAO perform danger 
tone study at facility Requests comments 
LAGOMAnSlNO* R House of Rep 79/11/00 2pp 


8002220273 Respond* to BOOlll ltr requesting that oral arguments rd 
facility licensing be held in San Luis Obispo. CA. Final 
determination of argument time & place will be made when all 
briefs are filed 

8ALZHAN1 R 8 Atamic Safety «tid Licensing Appeal Panel 00/01/25 
Ip, 


— 8002220203 Requests that oral arguments re facility licensing be held 
in Ban Lull Obispo. CA to allow participation of citirens 
affected by licensing 

PANETTA. L E House of Rep 00/01/11 Ip 


— 8002220291 Respond* to BOOllO ltr requesting that oral arguments re 
facility licensing be held In San Luis Obispo. CA Final 
deterninati on of argument time b place will he mad* when all 
briefs are filed 

8ALZMAM. R 6 Atomic Safety and Licensing Appeal Panel 00/01/23 
IP 


200345 Forwards IE Insp Repts 50-275/79-27 P 50-323/79-14 on 
1201-20 No ro-nconplJ ants noted 

VIS.J L ^*9“" Sen Francisco. Reactor Operations Nuclear 

OTt Branch B0/0l/1t 2pp 
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■BCH) 22202 ?£> Requetti that oral arguments ra facllltii licansing ba held 
In San Lult OblspoiCA to allou participation of citiiens 
affected licenting 

LAOOMARSINOi iR House of Rep ■ Foreign Affairs GO/01/10 Ip 


DOCKET SO-324 BRUNSWICK STEAM ELECTRIC PLANT, UNIT 2 


r Security, medical, emergency & fire protection plans 


D{y02040007 Announces regional (uorVshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
ratponsa plans for facilities Requests designation of one 
repreientatlve per util by 791231 Forwards FR notice 
&RIKE8«B K Emergency Preparedness Task Force 79/12/21 7pp 


a002]10)A4 Advliei that NRC will perform special appraisals of health 
physics programs during CYGO in lieu of routine insp Scope 
will (rciude organl lation, personne 1 qual 1 f ication tt 
tra f ning j radwaste process Ing, monl tor Ing ft training 
STELLDiV Office of Inspection ?i Enforcement, Office of the 
Director GO/Ol/22 3pp 


6002140204 Ack receipt of 790817 Itr forwarding security personnel 
training 4, qualification plan Requests submittal of Class 1 
h Class III lees 

HILLER* U 0 License Fee Management Branch 80/01/29 Ip 


6002210529 Forwards Class 111 amend fees for security personnel 
training it qualification plans 

UTLEY.E. e Carolina Power i Light Co GO/02/12 2pp 


8002290373 Forwards technical evaluation to justify that existing 
nonlabeled lire door frames are satisfactory for 3-h fire- 
retfld SVC Qversiied drawings In Central Files only 
UTLEY. E E Carolina Power U Light Co G0/Q2/25 5pp 


H Oehsral correspondence 


0OO2S9O43O Forwardi personnel monitoring statistical summary rept for 
Oet-Dic 1979 

T0LLI6QN.A C Carolina Power ii Light Co GO/02/21 2pp 


J Iniurance &t indemnity information 


Q002060446 Forwards Endorsements 36 ft 37 to NELIA Policy NF-218. 
BRAHAH.U E Carolina Power Light Co GO/02/04 3pp 


P. Operating license stage documents U correspondence 


3D020S0201 Discusses 791016,1116,20 ii 1217 Itrs submitting commitments 
&c schedule for implementation of Lessons Learned Task Force 
r icortmenditlons hiRC will be performing post-implementation 
raview of implementation method 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


6aO211027A Extendi comment period re draft NUREO-0630 to G00116 

OAMHtLLi M P Assistant Director for Standard tk Advanced Reactors 
€0/01/03 3pp 


0002070027 Requests review of DA program re diesel generator fuel oil 
Item should be Included In OA program If exception taken 
to Inc lus Ion, response required within 90 days. 

EISENMUTrD 0 Division of Operating Reactors 60/01/07 Ip 


B0O2110437 Responds to FGIA request for info re investigations Portions 
of App B C documents re individual identification 
partially withheld (ref FQIA Exemptions 5,6 tf 71, 

FELTON, J H Division of Rules and Records 80/01/07 6pp. 


— B002il0&99 Nonproprietary version of NRG memo re 770913 interview w/NRC 
aatployea concerning DA records for Brunswick facility 
BTRICKLER, L. J . YANEZ.C 0 Office of Inspector «( Auditor 
77/10/ 1 1 Ip 


— 80021106.13 Nonproprietary version of NRC memo re Interview w/NRC 
employee re forged signatures on QA records Requests repts & 
memoranda re forgeries 

HCTIERNAN, T J Office of Inspector 8< Auditor 77/10/23, Ip 


— 8002110630 Nonproprietary version of NRC memo on NRC employee concerns 
re closing of Burry 1 & anonymous Itr on Brunswick 1 2 

Employee allegation re abortion of investigation was 
incorrect Surry matter should be closed 
RYAN.N E Office of Inspector K Auditor 77/i2/07 Ip 


0002130332 Supplements 790929 request for 1977 info re failure of 
control rods to fully insert Requests summary of recent 
failure other control rod drive malfunctions Response 
should be sent within 90 days 

IPPOLITO, T A Operating Reactors Branch 3 60/01/10 2pp 


0002030362 Notification of B002D3 meeting w/util in Beth e s da. HD to 
discuss shielding survey results 

NE1CHB0RG, D Operating Reactors Branch 1 80/01/17 2p p 


0002200078 Summary of 791219 », 20 meeting w/Mark I Owners Group in 
Bethesda.MD to discuss NRC acceptance criteria for Mar It I 
CDntainment long-term program t* issues re imp 1 emen tat i on of 
program 

ORIMEB^C I Plant Systems Branch <Pre 791030) BO/01/17 lipp 


— B002200I12 Task action plan A-07 “Hark I Load Definition Rept, 
Revisions to Implement NRC Criteria for Complption of Long- 
Term Program ** 

e Plant Systems Branch (Pre 791030) 79/12/19 37pp 


8003210007 Notification of 600207 meeting w/MarV 1 owners group, BNL, 
G£ f, NUTCCM in Bethesda.HD to discuss revisions to 
accept^Ance criteria for Mark I containment long-term 
program, p Ians for addl F8TF testing 8c outstanding issues 
ORIHEStC t Plant Systems Branch 00/01/26 Ip 


B00214000S Discusses recent developments impacting waste disposal 
operations at commercial tow level waste burial sites 
Forwards llcensp U Itr from Stake of SC to Chem-Nuclear Bys 
describing restrictions for waste disposal in 6C 
EISENHUT, 0 O Division of Operating Reactors 00/01/29 20pp 


0002060271 Forwards proposed insp program re feedwater 8< control rod 
drive return line noiiles No penetrant tests will be 
performed during 1960 outages since 1979 outages revealed 
no crack indicaHons of feedwater noxiles 
UTLEY, E E Carolina Power & Light Co 00/01/30 2pp 


0002060332 Provides commitment to complete installation of T-quencher 
mods during refueling outages in Spring 1930, in response to 
NRC 800116 request No furthor analyses required re 
LER 1-79-107 

UTLEY, E E Carolina Power U Light Co 60/01/30 Ip 


8002150009 Forwards requests for addl info to complete evaluation of 
electrical o verr ide/bypa ss circuitry aspects Requests 
receipt of response within 60 days Also forwards electrical 
review criteria 

IPPOLITG.T A Operating Reactors Branch 3 BO/02/01 4pp 


8002120583 Forwards addl info re end of cycle recirculation pump trip, 
per NRC 790017 request Commits to implement design 
improvements in area of ambiguous indications as resolved 
by GE generic investigation 

UTLEY, E E Carolina Power Light Co 80/02/05 Bpp 


8002260706 Requests revisions to Tech Specs, to complete refueling 
outage tt begin Cycle 4 operation Forwards revised Tech Specs 
8c NEDQ-2423&I “Supplemental Reload Llconsing Submittal for 
Facility Reload 3 “ Class III fee end 
UTLEY, E E Carolina Power & Light Co GO/02/20 2pp 


— 8002260710 Revised Tech Specs 3/4 2-1, 2-8a, 2-9, 2-10, 2-12, 3-42, D 3/4 2-i 
it B 3/4 2-3 re fuel Cycle 4 

* Carolina Power h Light Co 80/02/20 Bpp 


— 8002260715 “Supp lementa I Reload Licensing Submittal for Reload 3 " 
RASHrJ L , ENGEL, R E General Electric Co NEDO-24235 80/01/31 

39pp 


D Inspection reports, IE Bulletins L correspondence 


8002010040 Forwards IE Insp Repts 50-324/79-39 h 50-325/79-40 on 
791115-16 No noncompl iance noted 

HURPKYtC E Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 79/12/05 2pp 


—0002010046 IE Insp Repts 50-324/79-38 i 50-325/79-40 on 791115-16 No 
noncompl 1 ante noted. Major areas inspected seismic analysis 
for as-bullt safety-related piping sys 

HERDT, A R Region 2, Atlanta, Reactor Construction tc 

Engineering Support Branch NILCQX, J D , HO D ENOS, L Region 2, 

Atlanta, Office of the Director 79/12/05 3pp 


8002040331 Submits supplemental response to IE Insp Repts SO-324/79-02 
it 50-325/79-02 Rewriting of sys descriptions by contractor 
will not be complete until 001031 Bys descriptions re 
safety-related sys to be complete by 800430 
MENBCERiD V Carolina Rower S Light Co 79/12/31 Ip 
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8002040^123 Reepond^ to IE H^ulletin 79-26> ''Boron La«s from BWR Control 
Blades '* During refueling outage^jno&t highlg exposed 
control rod blades in each unit uii 1 1 be pulled It destructive 
eramination perforjued 

FURR,B J Carolirci Pouer Light Co 00/01/03 2pp 


Q002070076 Responds to lE Dulletin 79-26^ "Possible Malfunction of 
NAMCO Hodel EAlSO Limit S(u<itches> at Elevated Temps " 

Sultche* not used or stored at plant 

FORRp C J Carolina PouJor U Light Co SO/01/04 ip 


8002080181 Act receipt of 791220 Itr informing MRC of steps taken to 
correct violation noted i-n IE Insp Repts 50~334/79-37 
t 30-325/79-39 

LEkfISpR C Region 2-- Atlanta, Reactor Operations Nuclear Support 

Branch 80/01/04 ip 


—0002000191 Responds to NRC 791130 Itr re violation noted in l£ Insp 
fiepts 50-324/79-37 I 50-325/79-39 Corrective actions 
personnel involved luere counseled rc proper actions to take 
uhen fire protection sgs is placed out of svc 
TOLLISOri, A C Carolina Power h Light Co 79/12/20 Spp 


—0002000198 Forarards IE Insp Repts 50'324/79-37 It 50-32S/79-39 on 
790929-1026 & notice of violation 

LEiJIS^R C Region 2> Atlanta. Reactor Operations Nuclear 

Support Branch 79/11/30 2pp 


-- 00020 &0202 Notice of violation from insp on 790929-1026 

* Region S, Atlanta. Office of the Director 79/11/35 2pp 


— &002080310 IE Insp Repts 30-324 //9-3 7 U 50-323/79-39 on 790929-1026 
Noncampl lane e noted failure to station continuous fire luatch 
uhen fire protection sprinkler standpipe sgs for 
Oenerator 3 was Isolated 

KELLOOSf P J Region 3> Atlantai -Reactor Operations Nuclear 

Support Branch OUZrS.J E Region 2r Atlantai Office of the 
Director 79/11/28 Bpp 


8002060026 Formards IE Sulletin 79-013. ^'Environ Qua 1 1 f icat i an of 
Class IE Equipment ■' Action required IE Bulletin 79-OlB 
u/eticls sent on 790114 should be disregarded 
O'RErLLVjJ" P Region 2. Atlantaj Office of the Director 
00/01/17 2pp 


BQ0SD7-O330 Foruards IE Circular 00-01. "Svc Advice for OE Induction 
Disc Relays " No response required 

□ ■'RElLLYiJ P Region &j Atlanta* Office of the Director 
00/01/17 2pp 


8002060421 Responds to IE Dulletin 60-01 Plant has hard-ieat chect 
valves Valves are stainless steel u/stelllte seats Entire 
sgs from valve operator through accumu J ator . including 
c ompr es sons. i s redundant Seismic Class CE sys 
FLfRR*D J Carolina Power 8i Light Co 80/01/17 Ip 


002000063 Forwards JE Bulletin 80-08. "'Inadequate OA for Nuclear 
Supplied Equipment " Response required 

Q'REILLYjJ P Region 3. Atlanta. Office of the Director 
80/01/31 2pp 


>02110315 Responds to IE 8u91etirt 80-01 Includes data on anchor bolt 
tests Failures were analv'od L repaired Some supports 
originailg Identified as requiring insp not inspected 
because no anchors or vertical uplift loads identified 
FURR I B J Carolina Pou/er & Light Co aO/0£/22 2pp 


8002060198 Forwards IE Info Notice 00-02. ''QXSR Nater Rad Lower End 
Plug Wear " Na specific action or response required 
O'REILLY. J P Region S, Atlanta. Office of the Director 
80/01/25 2pp 


G0020505S9 Forwards revised inservice insp program for piping it welds 
in hydrostatic test program Will consider start date for 
each unit program as date of commercia) operation 
LFTLEV. E E Carolina Power 4* Light Co 80/01/30 2pp 


J0OSD5O563 Revised inservlce Insp program for piping & wolds for 
hydrestatic test program 

* Carolina Power «. Light Co 80/01/30 lOSpp 


>2060349 Informs that util proceedinig w/reactor recirculation sy« 
fe end insp program* u fc i I i i mg revised ultrasonic scan 
1 c edure 

EY, E E Carolina Power & Light Co BO/Ol/30 Ip 


R periodic operating reports related c orr e sp ondenc e 


B00211038E) Forwards monthlg operating repts for Jan 1780 
TOLLISON. A C Carolina Poujer Light Co 00/02/04 Ip 


— 80021IO3B9 Monthly operating repts for Jan 1900 

WILLIS. E Carolina Power 4 Light Co 80/01/31 Upp 


3 Reportable occurrences* LERs related correspondence 


8002050069 PNO-F 1-79-039 on 791206-00. fac i 1 1 ties will participate li 
major radiological exercise conducted by State of NC to test 
state emergoncij response plan Local populace will evacuate 
on voluntary basis 

TROJANQWSKl.R E. JENKINS# 0 R Region 2# Atlanta# Office of the 
Director 79/12/06 Ip 


8002080324 PNO- 1 1-79-049 during plant shutdown# whi le working on 
recirculation loop suction line A. small leak detected on 
test line reducer which cannot be isolated from reactor 
vessel No radioactive release Repair technique devised 
WEBSTER* E H . KELLOGG# R J Region 2# Atlanta# Office of the 
Director 79/12/20 Ip 


8002060556 RQ 2-80-17 on 791228. eng ineer found snubber 20tf-173SSl 14 
inoperable Reactor operated for 10 dags w/snubber 
inoperable Caused by failure to work trouble ticket Snubber 
repaired 

TOLLISON, A C Carolina Power Light Co 80/01/21 Ip 


8002040459 Forwards LER 79-092/03L-1 

TQLLISONiA C Carolina Power It Light Co 00/01/28 Ip 


—8002040463 LER 79-092/03L-1 on 791214# after performing OD-1# found fi/el 
bundles 9-26 $« 43-28 exceeded linear generation rate, Caused 
by approaching limit with one transient in-core probe not 
available Power increases to be halted at 5X 
rOLLISDNiAC Carolina Power %i Light Co 00/01/28 2pp 


8002060619 Forwards LER GO-006/03L-0 

TOLLISON, A C Carolina Power U Light Co 00/01/29 Ip 


— B0020606S2 LER 0O-OO6/O3L-O on 800103# during normal s tartup^ control TfrI 
26-07 had no position Indication at Notch 48 During 500109 
startup, rod 34-35 had no indication at notch 7 Caused bg 
faulty reed switches in prototypical inlet piping probes 
TOLLISON# A C Carolina Power U Light Co 80/01/2? Ip. 


8002060623 Forwards LER 80-003/03L-0 

TCLLI50N.A C Carelina Power tt Light Co 80/01/2? Ip 


— 8002060635 LER 80-003/03L-0 on 000103# during reactor startup* veseel 
conductivity exceeded 2 umho far 3t-h Caused by auxiliary 
boilers being isolated for months supply lines containing 
stagnant# h igh conductivity water 

T0LLI&0N#A C Carolina Power L Light Go 80/01/29. 2pp 


8002060690 Forwards LER 0O-OO9/O3L-O 

TOLLISON, A C Carolina Power tt Light Co 80/01/29 Ip 


— 8002060683 LER QO-009/03L-0 on 8001 14# during normal operation* 
containment atmospheric monitor CAC-AT-1259-1 
failed upscale Caused by loose ground connection on span 
potentiometer Connection tightened 

TOLLISON# A C Carolina Power & Light Co 80/01/29. Ip 


0002060403 Forwards LER 80-017/01 T-0. 

TOLLISON, A C Carolina Power L Light Co 80/01/30 Ip. 


— 8002060411 LER 80-017/01T-0 on 791220# dur Ing scheduled outage# found 
snubber 2SW-I73 SBI14 inoperable Repair ordered On 80010. 
after return bo power# snubber found not repaired Caused by 
snubber incorrectly classified as Priority 4 miint 
TOLLISQN.A C Carolina Pouer 8< Light Co 80/01/30 2pp 


0002060632 Forwards LER 80-005/03L-0 

TOLLISON* A C Carolina Power 8c Light Co 00/01/30 Ip 


— 8002060638 LER eO-003/03L-0 on 800105# during normal operation* found 
isolation valve for pressure switch 2-El I-P8-N010D shut 
Cause unknown Counselled personnel on necessity to follow 
procedures to ensure proper instrumentation svc. 

TOULlSONrA C. Carolina Power 8- Light Co 00/01/30 2pp. 


9002040407 Forwards LER 00-01 1/03L-0. 

TOLLISON# A C Carolina Power & Light Co 80/02/01 ip. 
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— S00a040493 LER B0-0n/03L'’O on 800 1 lOr (uh en time ujas entered on computer 
4 ^ter ro 1 n i tial i zat loni computer had eoftuare stall & could 
rot be kept on linei causing temp recorder CAC-7R-12S0 to bo 
Iroperabte Neu points added to sys 

TCLLISON^A C Carolina Power Light Co QO/02/01 Ip 


— 8002220322 LEft BO-017/03L-0 on a00l2a» while performing RHR svc water 
pump flow test,2B L 2D RHR svc water pumps did not meet 
req.uired 4i 000 gpm at 300 pslg discharge pressure Caused by 
incorrect data Tech Specs changed 

TGLLISQNfA C Carolina Power t Light Co 80/02/14 2pp 


3002SS0329 PiNO-1 1-80-019 on a00202f f ire destroyed temporary frame bldg 

used #or ofc space No effects on plant operation Story DOCKET 50-325 BRUNSWICK STEAM ELECTRIC PLANT. UNIT 1 

covered local media Licensee issued press release - 

HARDIN. A K . KELLQOOi P Region 2» Atlanta. Office of the Director F Security medical, emergency t’ fire protection plans 

BD/02/04 1 p 


8002110435 Forwards LER aO-QO0/O3L-O 

MENSCER.D V Carolina Power & Light Go 60/02/06 Ip 


— 3003110490 LEi? 80-008/03L-0 on 000110. while performing reactor core 
isolation coaling Instrument check. reactor core isolation 
cooling trip L throttle valve MOV-U0 would not trip Caused 
by burrtad solenoid Solenoid repaired 

TOLLISOM. A C Carolina Power Light Co 80/02/06 ip 


€002200439 Forwards LER 80-014/03L-0 

TCLLlEOHrA C Carolina Power & Light Co 80/03/11 Ip 


9003040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002110164 Advises that NRC will perform special appraisals of health 
physics programs during CVBO in lieu of routine map Scope 
will include organi zation. p ersonne 1 qualification L 
training, raduaste procesaing. mant tor mg L training 
9TELL0. 9 Office of Inspection & Enforcement. Office of the 
Director 80/01/22 3pp 


— 0002200441 LER a0-0l4/03L-0 on 8001 16. during evolutions. torus filled to 
-25 5 inches exceeding -27 Inch limit Caused by operator 
error □peration Procedure DP-17 revised to require second 
operator to unonltar torus 

TQLLISON. A C Carolina Power it Light Co 80/02/11 Ip 


B002200523 Forwards LER 90-Oia/03L-0 

TOLL I SON. A C Carolina Power it Light Co BO/03/ll Ip 


B0021402B4 Ack receipt of 790817 Ifcr forwarding security personnel 
training & qualification plan Requests submittal of Class 1 
(t Class III fees 

HILLER. N □ License Fee Management Branch 80/01/29 Ip 


B002210529 Forwards Class HI amend fees for security personnel 
training tc qualification plans 

UTLEY. 6 e Carolina Power i> Light Co fiO/02/12 2pp 


—0002200531 LER 80-013/03L-0 on QOOl 16. dur ing normal operation, 
containment atmospheric monitor CAC-AQK-1260 monitor breaker 
had tripped on magnetics rendering CAC-AQH- 1262-2 
inG|ierablo Caused by short in power lead, Lead taped 
rOLLIBOh^iA C Carolina Power U Light Co 80/02/11 Ip 


8002290373 Forwards technical evaluation to justify that existing 
nonlabeled fire door frames are satisfactory for 3-h fire- 
rated SVC Qversiied drawings in Central Files only 
VTLEY.E E Carolina Power i' Light Co 80/02/25 5pp 


H Oeneral correspondence 


8002200334 Forwards LER 80-012/03L-0 

rOLLtSON.A C Carolina Power it Light Go 80/02/11 Ip 


— B002200S4a LER 90-012/03L-0’ on 800116. while performing torus water 
level callbr Ic functional check, level switch EAl-LSH-KOISA 
would not actuate Caused by switch out of calibr Instrument 
Ttcal ibr 

TDLLISDIf. A C Carolina Power L Light Co 80/02/11 Ip 


80^200633 Forwards LER 80-001 /03L-0 

TDLLI80N. A C. Carolina Power St Light Co 80/02/11 Ip 


*”•3002200643 LER ao-OOl/OSL-O on 8001 17. dur Ing attempt to start RHR room 
CQOIar 2A. breaker tripped on magnetics Cause could not be 
determined due to Inoperable room coaler 2D Breaker reset S< 
closed 

T0LLt8DMrA.C Carolina Power St Light Co 80/02/11 Ip 


6002290430 Forwards personnel monitoring statistical summary rept for 
Oct- Dec 1979 

TOLLIBON.A C Carolina Power & Light Co 80/02/21 2pp 


J Insurance Sc Indemnity information 


8002080446 Forwards Endorsamonts 36 Sc 37 to NELIA Policy NF-216 
GRAHAM, W E Carolina Power L Light Co 00/02/04 3pp 


P Operating license stags documents ir correspondence 


0002030201 Discusses 791018.1116,20 V 1217 Itrs submitting commitments 
St schodule for implementation of Lessons Learned Task Force 
recommendations NRC will be performing post-implementation 
review of Implementation method 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/27 2pp 


0002200664 Forwards LER 0O-OlQ/OaL-O 

TOLL I SON. A C Carolina Power S. Light Co 80/02/11 Ip 


— 8002200689 LER B0-01O/03L-0 on 8001 14. dur ing normal plant operationi 
nuclear engineer performed DD-1 V found max critical power 
ratio to exceed limit Caused by low power range monitor 
having two levels bypassed S. problems w/core flow Input 
T0LL18QN.A C Carolina Power & Light Co 80/02/11 Ip 


8002210427 Forward* LER 0O-O16/O3L-O 

TOLLISDN.A G Carolina Power it Light Co 60/03/11 Ip 


— 8002210433 LER B0-0i6/03L-O. on 6001 17, dur ing normal operation, torus 
level recorder 2-CAL-LR-2602 differed from actual torus 
level Caused by missing screw in mounting aisemb ly. causing 
Loose chart drive gear mechanism Screw replaced 
TDLLISON, A C Carolina Power it Light Co 80/02/11 Ip 


0003300435 Forward* LER 0O-OaO/O3L-O 

TOLLIEON, A C Carolina Power it Light Co 80/02/12 Ip 


— 0002200437 LER aO-020/03L-0 on 800123. dur ing normal operation«2B 
reactor recirculating pump tripped Cauiad by blown fuses 
Fuse* replaced L pump successfully restarted 
TOLLlSONiA C Carolina Power L Light Go 60/02/12 Ip 


&OOW20a21 Forward* LER 80-019/-03L-0 

TOLtlEON. A C Carolina Power it Light Co 80/02/14, Ip 


8002110276 Extends comment period re draft NURE0-063O to 600116 

GAMHTLL. N P Assistant Director for Standard it Advanced Reactors 
80/01/03 3pp 


8002070027 Requests review of QA program re diesel generator fuel oil 
Item should be included in QA program If exception taken 
to Inclusion, response required within 90 days. 

EIEENKUTiDO Division of Operating Reactors BO/Ol/07 Ip 


6002110437 Responds to FOIA request for info re investigations Portions 
of App D & C documents re Individual identification 
partially withheld <ref FOIA Exemptions 5. 6 L 7) 

FELTON, xf n Division of Rules and Records 00/01/07 6pp 


— 8002110599 Nonproprietar y version of NRC memo re 770913 interview w/NRC 
enpLoyee concerning QA record* for Brunswick facility 
BTftrcKLER. L J . YANEZ. C 0 Office of Inspector i, Auditor 
77/10/11 Ip 


—8002110613 Nonproprietary version of NRC memo re interview w/NRC 
employee re forged signatures on QA records Requests repts it 
memoranda re forgeries 

MCTIERNAN, T J Office of Inspector L Auditor /7/10/25 Ip 


— B002110630 Nonproprietary version of NRC tnemo on NRC employee concerns 
re closing of Surry 1 anonymous 1 tr an Brunswick 1 6 2 
Employee allegation re abortion of Investigation was 
Incorrect Burry matter should be closed 

RYAN. W E Office of Inspector it Auditor 77/12/07 Ip 
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800^150322 gupplBriButs 73082? rBi^uvst for 1977 info r« failure of 
control rpJs to fully ln«ort Reque«^t» suromary of recent 
failure h. other control rod drive malf unc tion« Reiponse 
aliould be sent uithln 90 days 

IPPDLITO. T A Gperating ReactoT* OrancK 3 80<^01/10 2pp 


8002030362 Wotificafeion of 800205 meeting u/util in Dcth*«da<MD to 
discusc shielding survey results 

rJEIGH8GnS< D Operating Reactors Dranch 1 80/01/17 2pp 


3002200078 Summary of 791219 ^ 20 tneeiing ta/Marl 1 Owners Group in 
Dothesda<HD to discuss NRG acceptance criteria for Mark Z 
containment long-term program h issues re imp Icmintat i on of 
prog ram 

GniMES.C I Plant Systems Branch <Pre 7910301 BO/01/17 llpp 


- -80022001 1 2 Task action plan A-07 "Hark J Load Definition Rapt* 
Revisions to Implement NRC Criteria for Completion of Long- 
Tarm Program " 

* Plant Systems Dranch <Pre 791030* 79/12/19 37pp 


6002S100D7 Rotificatian of Q00207 meeting o;/Hark 1 owners group. QNL* 
G£ & NUTECK in Dethesda.Mi* to discuss revisions to 
acceptance criteria for Hark I containment long-term 
program. p lant for addl F&TF teitlng t outstanding issues 
QrtIMEB. C I Plant Systems Branch 80/01/2B Ip 


8002*40005 Discusses recent developments impacting uaste disposal 
operations at comrnsrcial low level uaste burial sites 
Foruards license Itr li om State of SC to Chem'Nuclear Bgs 
describing restrictions for uaste disposal in SC 
EfBENKlfT.D G Division of Operating Reactors 60/01/29 23pp 


6002060271 Forwards proposed insp program re feeduiater b control rod 
drive return line noizles No penetrant tests mill bi 
performed during 1980 outages since 1979 outages revealed 
no' crack Indications of feedwater nozzles 
UTLEY. E E Carolina Pouer ii Light Co 60/01/30 2pp 


8002060332 Provides commitment to complete installation of T-auencher 
mods during refueling outages in Spring 1980. in response to 
HRC 800116 request Ro further analyses required re 
LEft 1-79-107 

UTLEY.E E Carolina Power U Light Co 80/01 /30 Ip 


8002130009 Forwards reti-uests fur addl info to complete evaluation of 
alectrlcAl ovarr ide/by pass circuitry aspects Requests 
receipt of response within 60 days Also forwards electrical 
review criteria 

IPPQLITD.T A Operating Reactors Pran-ch 3 80/02/01 4pp 


G002120S66 Responds to RRC 791213 request for addl Info re total or 
partial offsite power outages U attendant degraded voltage 
or frequency conditions of grid Facility has eiperlenced no 
total or partial offsite power outages 
UTLEYiE E Carolina Power Light Co 60/02/08 Ip 


0 Inspection reports. IE Qulletins t correspondence 


8002010040 Forwards IE Inep Repts 50-324/79-38 & 50-325/79-40 on 
791115-16 No noncompliance noted 

HURPNViC E Region 2. Atlanta. Reactor Construction U Engineering 

Support Branch 79/12/05 2pp 


—8002010046 IE Insp Repts 50-324/79-39 L 30-325/79-40 on 791115-16 Mo 
noncomp 1 1 ance noted Major areas inspected seismic analysis 
for as-t»ullt safety-related piping lys 

HERDT.A fl Region 2. Atlanta^ Reactor Construction U 

Engineering Support DraACh UILCDX'U 0 < HODEROS. L Region 2. 
Atlanta. Office of the Director 79/12/05 3pp 


000201006k Forwards IE Insp Rept 50-325/79-38 on 791019-21, No 
ngticompi lane e noted 

O'^REILLY. J P Region 2. Atlanta. Office of the Director 
79/12/05 2pp 


— B002O10067 IE Insp Rept 50-325/79-38 on 791019-21 No noncompHanCB 
noted Major areas inspected reactor trip on 79lOl'9 
KELLQCOiP J Region 2. Atlanta^ Reactor Operations Nuclear 

Support Branch ^JCNKINQ.G R . TR0UP*0 L Region 2r Atlanta. 
Office of the Director 79/£2/05 llpp, 


3002040331 Submits lupp 1 etnen ta 1 response to IE Insp Repts 50-324/79-02 
U 50-325/79-02 Rewriting of sy* descriptions by contractor 
will not be coimpiete until 601031 Sys descrip ti o-ns re 
saf aty-related lys to be- complete by 800430 
KENSCER.O, V Carolina Power U Light Co 79/12/3! Ip 


0002040423 Responds to IE Bulletin 79-26. "Boron Loss from BNR Control 
Blades During refueling outages, most highly exposed 
control rod biades In each unit will be pulled L destructiva 
examination performed 

FLIRRi B J Carolina Power Light Co BO/01/03 2pp, 


8002070076 Responds to IE Bulletin 79-28. "Posilbla Halfunctlpn of 
NAHCO Mo-del EAlflO Limit Switches at Elevated Tempt " 

Switches not used or stored at plant 

FURRrO J Carolina Power it Light Co 00/01/04 Ip 


8OO2O0O1BI Ack receipt of 791220 Itr informing NRC of steps taken io 
correct violation noted in IE Insp Repts 50-324/79-37 
h 50-325/79-39 

LENISiR C Region 2. Atlanta. Reactor Operations Nucliar Buppsrt 

Branch 80/01/04 ip 


—8002080191 Responds to NRC 791130 Itr re violation noted in IE Imp 
Repts 50-324/79-37 b 50-325/79-39 Corrective actions 
personnel Involved were counseled re proper actions to take 
when fire protection sys is placed out of sve 
T0LLI60W.AC Carolina Power 6 Light Co 79/12/20 2pp 


—8002080198 Forwards IE Insp Repts 50-324/79-37 8t SO-325/79-39 on 
790929-1026 Sc notice of violation 

LENISfR C Region 2. Atlanta. Reactor Operations Nuclear 

Support Branch 79/11/30' 2pp 


— 80020B0202 Notice of violation from insp on 790929-1026 

e Region Atlanta. Office of the Director 79/11/28 2pp 


—8002080210 IE Insp Repts 50-324/79-37 5« 50-329/79-39 on 790929-1026 
Noncompliance noted failure to station continuous fire watch 
when fire protection sprinkler & standpipe sys for 
OeneratOT 3 uas isolated. 

KELLOOO.F J Region 2. Atlanta. Reactor □perations Nuclear 

Support Branch DLIZTS. J E Region 2. Atlanta. Office of the 
Dlractor 79/11/28 Bpp 


8002060026 Forwards IE Bulletin 79-OlB. ‘'Environ Qual if ication of 
Class IE Equipment." Action required IE Bulletin 79-OlB 
w/encls sent on 790114 should be disregarded 
Q*REILLV.J P Region 2. Atlanta. Office of the Director 
80/01/17 2pp 


0002070330 Forwards IE Circular 00-01. "Sve Advice for 0£ Induction 
Disc Relays " No response required. 

O'REILLY. JP Region 2. Atlanta. Office of the Director 
00/01/17 2pp. 


8002080421 Responds to IE Bulletin 00-01 Plant hat hard-seat chad 
valves Valves are stainless steal w/stellita seats Entire 
sys from valve operator through accumulator. including 
CDAipressorsr is redundant Seismic Claes IE tys 
FURR.D J Carolina Pouer it Light Co 00/01/17 Ip 


8002080063 Forwards IE Bulletin 80-02. "Inadequate QA for Nuclaar 
Supplied Equipment " Response required 

O'REILLY. J P. Region S. Atlanta. Office of the Director 

80/01/21 2pp 


8002110315 Responds to lE Bulletin 80-01 Includes data on anchor bolt 
tests Failures were analyied & repaired Some supports 
originally identified as requiring insp not inspected 
because no anchors or vertical uplift loads identified. 

FUAR. B y> Carolina Power it Light Co BO/Oi/22 2pp 


0OO2O6O19B Foruards IE Info Notice 80-02. "0X0R Water Rod Lower End 
Plug Wear ** No specific action or response required, 

O'REILLY. JP Region 2. Atlanta. Office of the Director 
80/01/25. Spp 


8002050559 Forwards revised inservico Insp program for piping i* welds 
In hydrostatic test proprani Will consider start date for 
each unit program as date of commercial operation 
UTLtY. E E, Carolina Power it Light Co 00/01/30 2pp 


— 8005050563 Revised inservlce insp program for piping L ueldi for 
hydrostatic test program 

* Carolina power it Light Co 80/01/30 lOSpp 


8002060349 Informs that util proceeding w/reactor recirculation sys 
safe end insp program, utl 1 i z Ing revised ultrasonic scan 
procedure 

UTLEY. E E Carolina Pouer U Light Co 80/01/30 ip 
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Periodic operating rapartt U related correspo-ndence 


02110386 Forwardt monthly operating repts for Jan 1980 
TOLLIGOt^^ A. C Carolina Power 8« Light Ca QO/02/04 Ip 


8002110389 Honthly operating repts for Jan 1980 

MtLLlG^E Caroilna Power & Light Co 80/01/31 llpp 


Riportabla accurrences* LERs 84 related correspondence 


020900&9 PNO'-II“79”038 on 791206-08. fac i 1 1 1 ies will participate in 
Major radiological asarclse conducted bg etate of NC to test 
state energency response plan Local populace will evacuate 
on voluntary basis 

TH tWANDWSKr . R Ej JENKiNSrO R Region 2, Atlanta, Office of the 
Director 79/12/06 Ip, 


02060A9A Forwards LER aO-003/03L-0 

rOLl^lGONiA C, Caroilna Power It Light Co 80/01/29 Ip 


&0020&OSD7 LER 60''003/03L~0, on 8001 13. uih i le performing control rod 
cperatllity c hec k , control rod <12-39 had no position 
indication at notch 47, Caused by fault in reed switch in 
prototyplc inlet piping probe 

TOLUtGONrA C. Carolina Power 6 Light Co 80/01/28 Ip 


>M60&27 Forwards s upp 1 aieental LER 79-104/03L-1 
TOLLISON>A C, Carolina Power it Light Co 80/01/29 Ip 


30020&0&34 Supplemental LER 79-104/03L’-l on 791206, while performing 
flow rate testiHPCX sys Isolated due to high suction 
praesura signal -which tripped HPCI turbine stop valve 
Cauaad bg leakage of diaphragm on 1E41-P8H~N031 
TOLLlSQNiA.C Carolina Power It Light Co 80/01/29 Ip 


}2210&i5 Forwards updated LER 79-1 lO/OSL-l 
rOLLlGONiA C Carolina Power & Light Co 60/01/29 Ip 


^|>0S210Q30 Updated LER 79-110/D3L-1 on 79121B# during reactor shroud 
leval channel cal Ibr . switch 1 on 1-Q81-LIT8-N037 found out 
of calfbr Caused bg.bump from scaffolding affecting calibr 
of Sraokt conver tar. 8ufl tch recalibr & returned to svc, 
TOLLieONiA G Carolina Power it Light Co 80/01/29 2pp. 


>20*0 WQ Forwards LER aO-002/03L-0 

rOLLieONi A. C, Carolina Power it Light Co 80/01/30 Ip 


KM>Z0A0949 LEft 0O-OO8/O3L-O’ on 800106, during normal operation, point 4 
of chlaride intrusion monitor 1-C0-CR24 was reading 
downscale Caused by defective relay ii dirty contacte Relay 
rap laced, contac ts cleaned &. recorder returned to eve 
TOLLIQQNiA C Carolina Power it Light Co 80/01/30 Ip 


>2290329 PiNO-n-00-019 on 800202, fire destroyed temporary frame bldg 
jsad #ar afe epaca.No effects an plant operation Story 
■ovarad by local media Licensee issued press release 
lARDIRA K i KELLGOO, P Region 2, Atlanta, Office of the Director 
00/02/04. 1 p 


)2S003?0 Forwards LER 0O-OO7/O3L-O 

rOLLlSON^A C Carolina Power & Light Go 80/02/11 Ip 


K>0aa00597 LER 80-007 /03L-0. on 8001 14, during normal operation, torus 
laval Indicator OAC-Lt-3342 on remote shutdown panel was not 
in agraanetit w/othars in control room Caused by air trapped 
In dswlnera 1 1 ler water line to rtf leg Instrument recalibr 
TOLL.mON,A C Carolina Power L Light Co 80/02/tl 2pp 


)22QQhOO Forwards LER aO-003/03L-0 

TOLL I TGQNi A. C. Carolina Power L Light Co. 80/02/11 Ip 


K>02200ai3 LER. 0O-OO3/O3L-O' on 8001 14, channel calibr C8T level ewitch 
JE41-L8L-N002 found to actuate at 23 feet decreasing Caused 
by awltch out of calibr Instrument calibr L returned to tve 
70LLiaDN,A G, Carolina Power it Light Co 80/08/11 ip 


12310404 Forwards LER aO-OOS/OGL-O 

'OLLIBOMi, A. C. Carolina Power it Light Co 80/02/li tp 


1003810420 LER 00-008/ 03L-0’ on 800115, while attempting to start RHR 
sva watar pump IJ) to check for flange leaks, low suction 
praasura annunciator would not clear, making B loop 
l-nap-erable Caused by failure to re-energiie circuit 19 
fOi.l.IBQN.A C. Carolina Power Rt Light Co 80/03/11 2pp. 


0002200433 Forwards LER 80-01 1/03L-0 

TOLLI8OM1 A C Carolina Power 6 Light Co 80/02/12 Ip 


— 9002200433 LER 00-01 1 /03L-0 bn B00121, during 10-minute run of HPCi 
auiillary oil pump, stop page occurred when switch moved from 
"start" to ♦■auto" position Caused by loose wire on RTOH 
control switch Wire reattached 6 tightened 
TOLLI&DN, A C Carolina Power 6 Light Co 80/02/12 Ip 


0002220375 Forwards LER 80-010/03L-0 

T0LLI80N, A C Carolina Power U Light Co BO/02/14 Ip 


— 8002220387 LER aO-010/03L-0 on 900122, whs le performing main steam line 
high radiation functional check. Drawer 1D12-RM-K603B 
found out of calibr Instrument drift is rocurring problem 
Drawer recalibr 6 returned to sve 

TQLLI8DN1 A C Carolina Power L Light Co 80/02/14 tp 


0003290507 Forwards LER BO-009/03L-0 

TOLLISQM, A C Carolina Power U Light Co 80/02/15 Ip 


— 8002250593 LER 80-009/03L-0 on 800120, during normal operation, control 
operator noticed containment atmospheric monitor had step 
change for no apparent reason No cause determined Components 
of monitor replaced 6 recalibr 

TOLLISQMrA C Carolina Power & Light Co 80/02/19 Ip 


0002260398 Forwards LER 80-Oi3/03L-0 

TGLLieON. A C Carolina Power U Light Co 00/02/15 Ip 


— 8002260564 LER 0O-Ot3/O3L“O on 800129, while performing reactor low 
water level 2 4t 3 channel calibr S( functional check, low 
pressure switch 1D21-LIT8-N031A-2 failed to actuate Caused 
by instrument drift Instruments to be replaced 
TOLLI8DN1A C Carolina Power it Light Co 80/02/15 Ip 


DOCKET 50-326 UMIV. OF CALIFORNIA AT IRVINE RE8 REACTOR 


J insurance L indemnity information 


0008120602 Requests that all amends re Indemnity Agreements E-i9, E-16, 
E“93 it E-5B be forwarded to Univ of CA for approval 
DENEBSpS xI California, ITnlv of, Berkeley 80/02/05 Ip 


Q Inspection reports, IE Bulletins & correspondence 


0002290625 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours *' Mo written response required 

ENCELKEM. R H Region 5, San Francisco, Office of the Director 
80/02/01 Ip 


DOCKET 50-327 SEQUOYAH NUCLEAR PLANT, UNIT I 


A AppUcation/construetion stage documents it correspondence 


8002010209 Requests that end position r© full-load test performance on 
vital buses, including all sources of power supplies be 
forwarded to applicants Test descriptions should be 
modified to indicate that testing will be conducted 
HAASe, N P Quality Assurance Branch 80/01/11 3pp 


8002060029 Forwards request for addl info re Implementation of 
NUREO-O66O1 "Enhancement of Onsite Emergency Diesel 
Oenerator Reliability *' Info needed ro NRC ongoing long-term 
activities concerning diesel generator reliability 
RUaEINSTEINrL Light Water Reactors Branch 4 80/01/17 I7pp 


8002130364 Clarifies NRC position re installation of NRC sponsored 
Instrumsntatl on, onl ine analyiertat facility Requests 
documentation of mgt review process by which util concludes 
that facility ready to proceed into test 4. operation 
R089fD F Division of Project Management 80/01/28 4pp 


BOD2190016 Moti f ication of 800201 meeting w/util in DethesdarKD to 
discuss supervisor responses to plant changes t< special test 
program & to tour NRC incident response ctr 

BTAHLE,C,R Light Hater Reactors Branch 4 80/01/29 2pp 


8002080556 Forwards revision to Offsite Dose Calculation Manual, 
incorporating summary of procedures re effluent monitoring 
instrument setpoint deterrilnati on t« tank mining requirements 
before sampling 

MILLS, L M Tennassee Valley Authority 00/01/31 Ip 
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'GOOSO&OSfiS A^vi^lon to Offsite Do*® Calculation Hanua 1 ♦ tncorporatlng 
• unmarg of procedures re effluent rnonitoring instrumerit 
setpoint d 0 term i na b I ori << tank mxing rec^u t* before 

«amp 1 i ng 

« Tennes**® Valleg Aothoritv 80/01/31 Upp 


@002060612 Foitj^rdfl re*pon*e to NRC conicerna re concrete expansion 
anchors PrQVi<ie» Info re plate support designs it anchor bolt 
lead calculations 

MILLS^L iW Tennessee Valley Autborttg aO/02/01 ISOpp 


80Q208O59& Fortyarda proposed Tech Spec* re surveillance requirements 
For diesel generator batteries & vital batterq banks 
MILLSfL ri Tennessee Valley Authority 80/02/04 Ip 


'a0020&0599 fropDserf Tecb Specs re surveillance requirements For diesal 
generator batteries h vital battery banks 
• Tennessee Valley Authority 00/02/04 I9pp 


BO 02 I 2 OS 16 I Updates util 791213 Itr re methods used to ensure integrity 
of auixiliarg bltfg tecpndary containment enclosure Security 
officers will routinely verify that roll-up doors on 
refueling floor are closed t^^hen not in use 
KILLS) L K Tennessee Valley Authority 00/02/07 tp 


aOOaiaOSSa Act receipt of NRC 000117 Itr on enhancement of onsite 
siiiergency diesel generatur reliability Util is reviewing 
request ft will provide info in response to NRC 800111 Itr by 
000314 

HILLSj U H Tennessee Valley Authority 80/02/07 Ip 


8002140484 Forwards “Process Control Plan for ECOPAC Solidification 
Sys " Anefcoi Inc will use sys under contract at facility. 
filLLS^i. M Tertnestee Valley Authority SO/02/07 Ip 


--'6002140426 "Procoss Contrpl Plan far ECQPAC Solidification 0ys " 
» ranrtrssae Valley Authority 80/02/07 10pp 


8002130480 Forteards revisions to revised response to THI short-term 
Lessons Learned Task Force requirements re power operated 
relief valve ft safety relief valve position Indication ft 
auxiliary feedwater flow indication 

MILLSfL M Tannaisee V/alleg Authority 80/02/11 4pp 


6002150334 Discusses operational procedures for degraded core 
conditions during inadequate core cooling Frocodures 
upgraded w/r ecommendations made by Uestinghouse owners 
group Hods will be made upon final recommendations 
KILLSfL M Tennessee Valley Authority 80/02/12 Ip 


B0022104I9 Advises that etnplpyers w/experienco In operation of PWR* 
will be provided an each shift during fuel loading ft low 
power testing Util has contracted for Meitinghousa employees 
to support special test program 

MILLS) L t1 Tennessee Val Isy Authority 00/02/13 Ip 


302210431 Advises Of UtiJ commitment to implement Lessons Learned Task 
Force short- V long-term changes as defined in 800214 
telcon Short'^tarm changes will be completed by BOOSSi Util 
will respond to long-term cancerne by 800401 
HfLLB^L M Tennessee ValUy Authority 80/02/14. Ip 


1002260649 Forwards addl info re shift manning ft operator retraining 
For one-umit operation) each shift will include two senior 
reactor operators ft two reactor operators Uta 1 conducts 
annual requalif icatton training 

MILLS/ L h Tennessee Valley Authority 80/02/21 3pp 


8002270320 Revises 800213 Itr to MRC During fuel loading ft power 
tsi t i ng*- ut i 1 will provide supplemental ansMft coveraga by 
persons (//significant experience in loading large FWR 
plants tddttinghousa will supply same personnel 
MILLS, L.M Tennessee Valley Authority 80/02/21 Ip. 


Securityi medicals emergency & fire protection plans 


2040007 Announces regional workshops to discuss feasibility of 
'Qposed change to regulation on radiological emergency 
rsponse plant for facilities Requasts designation of one 
rpresenta t iva p«r util by 791231 Forward* FR notice 
IIMESj B K Emergancy Preparedness Task Force 79/12/21 7pp, 


■0079 Forwards request for evacuation time estimates for areas 
nuclear power plants. Info should be submitted by 
11 

8/ B K Emergency Preparedness Task Force 79/12/26 4pp 


8002040587 Forwards details re proposed changes to physical security 
plan as discussed during 791126-27 preacceptance safeguards 
site visit Enel erithheld (ref 10CFR2 790) 

HCCORKLEtO U Physical Security Licensing Branch B0/01/D7 Ip 


6002260152 Forwards 000124 revisioni to security persofirtel trainln] t 
qualification plans End withheld iref IDCFRS 790) 

HtLL5/L M Tennessee Valley Authority 00/02/20 Ip 


0 Adjudicatory correspondence 


6002280286 Responds to 000125 Itr questioning jurisdiction of HRC to 
regulate facility ft requesting hearing prior to issuance of 
low power testing license NRC has authority to regulate 
nuclear power plant operation under 1934 Atomic Energy Act 
RUBENSTCIN/L B Light Water Reactors Branch 4 80/02/11 2pp 


— 0002280898 Expresses concern re NRC jurisdiction over TVA ae ancthir 
federal agency Requests public hearing before util allowed 
to proceed w/kow power testing 

PHILLIP8)R H Affiliation Unknown 80/01/25 Ip 


0002200459 Forward* 740325 FR notice of opportunity fdr hearing on 
application for OL for facility ft copy of NRC rules af 
practice in response to 791210 ft 800121 requests for hearing 
re issuance of low power tost license for facility 
RUDENBTEIN/L @ Light Nater Reactors Branch 4 80/02/11 If 


6002280320 Supports Chattanoogans for Safe Energy petition for public 
hearing In Chattanooga/ TN before NRC permits fuel loading 
at plant 

NEFF/R H Affiliation Unknown 00/02/14 Ip 


H General correspondence 


B002200232 Discusses fueling ft low power testing prior to iieuance of 
OL Requests public meeting in Chattanooga, TN before further 
NRC action re TVA request 

PHlLLIPSiR Affiliation Unknown 00/01/25 Ip. 


8002120640 Forwards addl info on shift technical adviser ft technical 
support ctr per NRG 000206 request 

H1LL0<L M Tennessee Valley Authority 80/02/07 iSpp 


8002190747 Forwards response to requests made during 000213 tslcon re 
util positlen on items identified as open or in progress re 
organixation ft mgt criteria 

MILLS/ L,H Tennessee Valley Authority 80/02/14, 21pp 


J Insurance ft indemnity information 


6003000676 Confirms MAELU Policy MF-102 for $36 million coverage, 
effective 600211 

O^CONNELL/J M Mutual Atomic Energy Liability Underwriters 
80/03/05 Ip 


8002080708 Confirms tha t/ ef f oc tive 8003ili limit of liability under 
Policy iNF-247 Issued bo TVA will be increased to $124 
mill ion 

QUATTROCCHI.J L Affiliation Unknown 80/02/05 ip 


8002270373 Forwards list of p lants. pol icy numbers ft endorsement numbsri 
w/dates for 1980 policy year 

FIELDER, U Marsh -ft McLennan/ Inc , M ft M Nuclear Consu 1 tants* Jnc 
01 V 00/02/22 2pp 


K Utility Final Safety Analysis Report IFSAR) ft emends 


8002120567 Forwards proposed revision to FSAR Changes mlm source range 
count rate required during fueling operations per Reg Guide 
I 86iRevision 2 Revision will be incorporated in Amend 64 
of FSAR 

MILL8/L M Tennessee Valley Authority 00/02/04 Ip, 


--8002120S69 Proposed revision to F8AR to be incorporated In Amend 64 
e Tennessee Valley Authority, 80/02/04 Ip 


□ Advisory Committee on Reactor Safeguards reports ft correspondence 


8062010134 Tentative schedule for Ad Hoc Subcommittee on TMl-2 AccideAl 
Implications ft Sequoyah Nuclear Station 791105 meeting, 
a ACR0 - Advisory Committee on Reactor Safeguards, 79/11/05, Spp 
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— 60020i01&2 Forwards questions re near-term OL f ac i 1 1 1 i es. prepared for 
con i deration during anticipated ACRS subcommittee meetings 
SAVICli ACRS - Advisory Committee on Reactor Safeguards 
79/S0/12 5pp 


G<K>2LC?00d& Dlscussbs 791806-08 meeting uihere TVA proposal far intorlmi 
low powsr operation was considered Facility mag be operated 
w/up to power level of full power w/o undue risk to 
health U safety 

CARBOMi M U ACRS - Advisory Committee on Reactor Safeguards 
79/12/1 t 5pp 


Q Inspsctian reportsi lE Bulletins & correspondence 


B00207<HA9 Forwards IE Insp Repts 50-327/79-^3 50-320/79-33 on 

791119-20 No noncompllance noted 

SUThlERLAND. J T Region Z. Atlanta. Fuel Facility & Materials 

Safety Branch 79/12/10 2pp 


— 0002070175 JE Insp Repts 50“327/79-’65 «< 50-328/79-33 on 791 U 9-20 No 
npricompl i anc e noted Major areas inspected status of 
nonradlo 1 04 leal p reoperational environ It surveillance 
program^ review of environ controls & site insp 
JEKKlKBrO R Region 2« Atlantai Fuel Facility Sc Materials 

SifeiV Branch CUNNINOHAM.A L Region 2i AtlantOj Office of the 
Director 79/12/10 3pp 


0002010027 Forwards IE Insp Rept 50-327/79-66 on 791127-29 No 
noncomp I i4nce noted 

LCMI&pR C Region 2r Atlantai Roactor Operations Nuclear Support 

Branch 79/12/13 2pp 


— 0OHOi2OlOO34 IE Insp Rept 50-327/79-66 on 791127-29 No noncompliance 
noted Major area Inspected startup test procedure review 
GliRNETTtP T Region 2, Atlanta. Reactor Operations Nuclear 

Support Branch BAl^ERrR C Region 2r Atlanta. Office of the 
Director 79/12/12 Spp 


8003120621 Forwards response to NRC 791024 request for addl Info re 
tC Gullftln 79-02. ^'Pipe Support Base Plate Designs Using 
-Concrete Expansion Anchor Bolts “ Min thread engagement 
criteria developed fpr expansion anchors 
HILLS. L H Temiessee Ualleg Authority 80/01/02 17pp 


8002050130 Reepondi to 1£ Bulletin 79-25 re failure of Nestlnghouse 
DFO relays Na (.fei tlnghouse BFD or NBFD relays are in use at 

fAcllltiet 

tilLLS^L M Tennessee Valley Authority 80/01/04 Ip 


&OOZOi0233 Forwards proposed revision to draft IE Bulletin re 
0 vtrpriss ur i zat ion or containment of PUR plant after main 
steam line breat Revision concerns licensee ability to 
detect & iialate damaged steam generator 

OAMHILLiM P Divlsldn of Operating Reactors 80/01/09 Ip. 


0002060015 Forwards IE Bulletin 79-OlB. “Environ Qualification of 
Class IE Equipment “ Action required IE Bulletin 79-OlB 
w/ancli sent on 790114 should be disregarded 
D'RElLLViJ.F Region 2. Atlanta. Office of the Director 

80/01/17 2pp 


8002070367 Forwards IE Circular 00-01. "Bve Advice for QE Induction 
Disc Relays. “ No response required 

0''flEBLLY»-U F Region 2. Atlanta. Office of the Director 
eO/Ofc/l7 3pp 


0002154244 R«q.ueits util disregard lE Bulletin 79-OlD tc ends dtd 
800114 Forwards IE Bulletin 79-OlB. “Environ Qual I f 1 cation 
of Class IE Equipment." Action required 

a ’■ftEllLY. J. P Region 2. Atlanta. Office of the Director. 
80/01/17 2pp 


0002060490 Forwards raipanse to IE Bulletin 79-06C. “Nuclear Incident 
at IKE - Quppl " Reactor coolant pumps will be tripped after 
hlfh-ihead safety Injection pump operation verified It coolant 

p^rcsi-urs decreased 

MILLS^L H Tennessee Valley Authority 80/01/31 2pp 


8002270070 Forwards lE Circular 80-02. “Nuclear Power Plant Staff Work 
Hours “ 

O-'FElLLYt-J P Region 2. Atlanta. Office of the Director 
80/02/01 3pp 


8002210368 Responds to NRC 791203 Itr re seismic I. environ 
qualification, of Class IE elyctrical equipment Util has 
determined that same A8C0 valves are not fully qualified 
Lists valves which have been replaced w/qua 1 i f led valves 
HILLB.L M Tannessee Valley Authority 80/02/14 Ip 


8002280566 Forwards tost ropt. "Reacton Vessel Nuixle Insp." re 
ultrasonic insp of all eight nojzles on unit pressure 
vessel All indications acceptable in accordance uf/A8KE 
enter ia 

MlLLSiU M Tennessee Valley Authority 80/02/26 tp 


— 8003200570 “Reactor Vessel Norite £nsp “ 

* Tennossca Valley Authority 80/02/26 40pp 


3 Reportable occurrences. LERs 6 related correspondence 


8002220190 PNO-I I-GO-007 on 800109. 7 VA personnel dlscoveratf raduaste 
cash & matal liner used as spacer inside cash contaminated 
Transpsort vehicle placard L shipping papers did not warn of 
contamination Norker doses negligible 

JACKSON. L . 0ID8DN. A F Region 2, Atlanta. Office of the Director 

eo/oi/u Ip 


80020602B4 First interim deficiency rept re radiation monitors spurious 
signals On 791212 S' 13. readout instruments in main control 
room spiked upscale in unison Caused by operation of hellarc 
welding machine in auiiliary bldg 

MILLB.L M Tonnossco Valley Authority BO/OI/30 2pp 


8002070289 Forwards final daficiency rept re failure to obtain required 
approval before bending partially embedded rebar 
MILLS. L M Tennessee Valley Authority 60/02/01 Ip 


— 8002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 into compliance u/ACI 318-1971 bldg 
cede Const engineering procedures revised 
e Tennessee Valley Authority 00/02/01 ip 


0002140347 Forwards final deficiency rapt re incorrect valve data used 
in piping analyses of lines penetrating steel containment 
vesse I 

MILLS. L M Tennessee Valley Authority 80/02/04 ip 


—8002140356 Final deficiency rept re incorrect valve data used m piping 
analyses of lines penetrating steel containment vessel Pipe 
supports are being added, moved or modified as required to 
meet piping code stress allowables 
* Tennessee Valley Authority 60/02/04 Ip 


8002210012 PNO- 1 1 -00-020 on 000204. u/h i le testing containment Spray pump 
1 0. containment spray was initiated by automatic opening of 
pump discharge valve Causa being investigated Evaluating sys 
evaluation for potential damages 

MCDONALD.JA. DANCE. H C Office of Inspection t* Enforcement. Office 
of the Director BO/02/04 ip 


Q002250554 Third interim deficiency ropt re excessive output 
fluctuations of Foxboro instrumentation New voltage 
inverters installed at Unit 1 to reduce voltage 
fluctuations Ropt on permanent solution forwarded by QODGl 1 
M1LL8.LM Tennessee Valley Authority BO/02/05 tp 


6002250727 Forwards update to final deficiency rept re incorrect valve 
weight used in piping analysis 

HILLS. L M. Tennessee Valley Authority 00/02/11 Ip 


— 8002250730 Update to final deficiency rept re incorrect valve weight 
used in piping analysis Forwards add*! Info justifying fuel 
loading in Unit 1 before completion of corrective action 
Corrective action will be completed before criticality 
a Tennessee Valley Authority 00/02/11 3pp 


8002190563 Forwards revised final deficiency rept providing 
supplemental Info re piping embedded in structural concrete 
MILL8. L M Tennessee Val ley Authority 80/02/12 Ip 


— 6002190567 Revised final deficiency rept re piping embedded m 
structural concrete Revises pressure limits for 6-inch pipes 
during «ys testing 

« Tennessee Valley Authority 00/02/12 2pp 


T Hearing transcripts on non-anti trust matters 


6002260078 Transcript of B00212 briefing in Uash ingten. DC re status of 
licensing review Pp i-67 Draft Commission paper h Suppl 1 
to BER. Parts I & II. encl 
e Commission 00/02/12 di7pp 


— 8002260081 Draft Commission paper re issuance of OL on condition that 
outstanding items In review are resolved 

DENTON.H R Office of Nuclear Reactor Regulation 80/02/12 3pp 
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— S0{}22&005-4 Advites that revi«(j of crntersencij plan ii dtpandent on MRC 
eitab 1 i shment of lou pouar licttisinj criteria RBq.u«sts 
action to aipedite concurrence 

MCCONNELL, J U Federal Emtrgonc«j Managenten-t Agenev BO/02/lt 
3pp 


— 60023&008? Suppl 1 to EER^ Parts I &t II re pre-Tlil issues 8i THI issues 
related to fuel load tt lou pouer tost pragram 
■* Office of Nocloar Reactor Regulation ao/03/l2 S30pp 


SOQS30QO77 Transcript of Commission 800215 hearing in Wash ington* DC to 
continue briefing on facility Viewgraph of control room 
design revtei^ & diagram of control panel end 
# Commission 90/02/15 7app 


U Congress lonal/Ei ecut 1% e Correspondence 


0002200229 Ac k receipt of MRC response to request for permit to 

begin fuel loading It specLaliied testing Urges prompt 
approval of TVA request 

BQUQUARD.M L Mouse of Rep 80/01/15 Ip 


DOCKET 50-328 SEQUOYAH NUCLEAR f>LANT» UHIT 2 


A App 1 1 cation/construct son stage documents Ic correspondence 


S00206QD35 Foru/ards request for addl info re implementation ef 
NUREC“0ii6O; "Enhancement of Onsite Emergenev Diesel 
Oeneretor Reliabilltf/ ”* Info needed re NRC ongoing long-term 
activities concerning diesel generator rellatllltg 
RUBEIiN3TElN^ L Light Water Reactors Branch 4 BO/Ol/17 I7pp 


8002130364 Clarifies NRC position re installation of NRC sponsored 
instrumentat i OHi onl ine analgzerjat facilitiy Requests 
documentation of mgt revieij process by i^hlch util concludes 
that facLIttg readg to proceed IntP test It operation 
ROSSfD F Division of FTQ>ect Management 80/01/20 4pp 


8002190016 Notification of B00201 meeting y/util in OethesdaiMD to 
discuss supervisor responses to plant changes special test 
program & to tour NRC incident response ctr 

5TAHLE«C R Light Water Reactors Branch A 00/01/29 2pp 


lOOSOaOSS* Forwards revision to Offsite Dose Calculation Hanual* 
incorporating summarv of procedures re effluent monitoring 
nstrument setpoint determination & tank mixing requirements 
lefore sampking 

IILLSjL M Tennessee V'aliei; Authority 60/01/31 Ip 


1002080562 Revision to Offsite Dose Calculation Hanualr incorporating 
summary of procedures re effluent monitoring instrument 
setpoint determination tank mixing requirements before 
sampling 

a Tennessee Valley Authority 00/01/31 Upp 


d 02068612 Forwards response to NRC concerns re concrete expansion 
anchors Provides info re plate support designs i anchor bolt 
load calculations 

HILLQr L M Tennessee VaMey Authority 08/02/01 ISOpp. 


04 02000596 Forwards proposed Tech Specs re surveillance requirements 
for diesel generator batteries I. vital battery banks 
HILLSrL M Tennessee Vallei; Authority BO/02/04 Ip 


9002080599 Proposed Tech Specs re surveillance requirements for diesel 
generator batteries & vital battery banks, 

* Tennessee Valley Authority 00/02/04 19pp 


:)2l20537 Notifies that first draft of Tech Specs forwarded under 
separate cover 

lILLSiL If Tennessee Valley Authority 00/02/06 Ip 


)02180561 Vpdates util 791213 Itr re methods used to ensure integrity 
of auxiliary bldg secondary containment enclosure Security 
officers will routinely verify that roll-up doors on 
refueling floor are closed when not in use 
HILLSrL H Tennessee Valley Authority -BO/OS/O? Ip 


'D2120S68 Ack receipt of NRC 800117 Jtr on enhancement of onsite 
emergency diesel generator reliability Util is reviewing 
request ^ 4u.ill provide info in response to NRC BOOlll Ifcr by 
8D0314 

MILLS. L K Tennessee Valley Authority 00/02/07 Ip 


02140424 Forwards "Process Control Plan for ECOPAC Solidification 
Syi. Anefcorlnc will use sys under contract at facility 
MILLS. L.« Tennessee Valley Authority 80/02/07 Ip 


—8002140426 "Process Control Plan for ECQPAC So I i d i f 1 cat ion Sys * 
» Tennessee Valley Authority 60/02/07 ISpp 


8D02130420 Forwards revisions to revised response to THI short-tern 
Lessons Learned Task Force requirements re power operated 
relief valve & safety relief valve position indication L 
auzliiarg feedwater flow indication 

HILLS. L M Tennessee Valley Authority 00/02/11 4pp 


Q0021S0334 Discusses operational procedures for degraded core 
conditions during inadequate core cooling Procedurea 
upgraded w/recommendatlons made by Westinghouse owners 
group Hods will be mode upon final recommendations 
MILLS. L M Tennessee Valley Authority 00/02/12 Ip 


B0D221O431 Advises of util commitment to implement Lcfsons Learned Task 
Farce short- ^ long-term changes as defined in G002L4 
talcon Bhort-term changes will be completed by 800321. Util 
will respond to long-term concerns by 000401 
HILLS. L H Tennessee Valley Authority 00/02/14 tp 


0002260649 Forwards addl info re shift manning & operator retraining. 
For one-unit operation, each shift will Include two senior 
reactor operators «< two reactor operators Util conducts 
annual requal 1 f Ication training 

HILLS. L M Tennessee Valley Authority 00/02/21 3pp 


0OO227O3SO Revises 000213 Itr to NRG During fuel loading & lou powir 
testing.util will provide supplemental onshift coverage by 
persons w/signl f 1 cant experience in loading large PWR 
pi ants. Uestlnghouse will supply some personnel 
HILLS.t H Tennessee Valley Authority 00/02/21 Ip 


C Utility Environmental Report (ER). amends & correspondence 


0002290495 Documents tclcon requesting amend of BNM llcenie 4ppU<aU4'n. 
permitting storage up to 3 15'.< for max enrichment of initial 
core for Unit 2 fuel assemblies Fuel will be stored in fuel 
storage vault or Unit 1 spent fuel pit. or in both 
HttLS.LH Tennessee Valley Authority 79/09/11 Ip 


F Security, medical, emergency & fire protfctlon plant 


8002040007 Announces regional workshops to discuss feaaibiHty of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice. 

OR1ME0. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070D79 Forwards request for evacuation time estimates for areai 
near nuclear power plants Info should be submitted by 
600331 

ORIMEB. D K Emergency Preparedness Task Force 79/12/26 4pp. 


8002040597 Forwards details re proposed changes to physical security 
plan as discussed during 791126-27 preacceptance safeguards 
site visit Enel withheld (ref 10CFR2 790) 

HCCOflhLE.O W Physical Security Licensing Branch 80/01/07. Ip 


0002260152 Forwards 800124 revisions to security personnel training b; 
qualification plans Enel withheld (ref 10CFR2. 790) 

HILL8.L (1 Tennessee Valley Authority. 00/02/20 tp. 


0 Adjudicatory correspondence 


0002280320 Supports Chat tanoogani for Safe Energy petition for publl< 
hearing in Chattanooga. TN before NRC permits fuel loading 
at plant 

NEFF.R. H Affiliation Unknown 00/02/14 Ip 


It General correspondence 


0002200232 Discusses fueling low power testing prior to issuance of 
QL Requests public meeting in Chattanooga. TN before further 
NRC action re TVA request 

PHILLIPS. R Affiliation Unknown 80/01/23 Ip 


0002120640 Forwards addl info on shift technical adviser & technical 
support ctr per NRC 800206 request 

HILLB.L H Tennessee Valley Authority 80/02/07 IBpp 


0002190747 Forwards response to requests made during 800213 telcon re 
util position on items identified as open or in progress re 
organization I' mgt criteria 

HILL9.L H Tennessee Valley Authority 80/02/14 2lpp 
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J (m-ur-anc* 4< lnrfpi«nlty inforfliation 


E0020S0708 Canfirnc that* of f active 80021 1 p I imi t of liability under 
Policy WF-247 i»ioed to TVA will be increased to *124 
aj 1 1 ion 

aUATT^lQCCHlj J.L Affiliation Unknown 80/02/05 Ip 


8002270273 Forward* li*k of plantsi pol icy numbers U endorsement numbers 
«r/4aUs for l^eO policy yaar 

FrO.[>EA«J *< McLennani Inc . M & M Nuclear ConsultantSi Inc 

DLv. 8a/0sy22 2pp 


R Utiiiiyi Final Safety Analysis Report (FQAR) t- amends 


EO02$S0'5A7 Forward* proposed revision to F8AR Changes min source range 
rate renoired during fueling operations per Reg Guide 
1. B<6iRevS s ion 2 Revision will be incorporated in Amend di4 
of FSAfl 

M Tenr»e*«ee Valley Authority 00/02/04 Ip 


— B0021S05&9 Proposed revision to F9AR to be Incorporated in Amend 64 
• Tennessee Valley Authority BO/02/04 Ip 


O, Adviiocg CoBwittee on Reactor Bafeguards reports Si correspondence 


fi002010134 Tentatlvs schedule for Ad Hoc Subcommittee on TMI-S Accident 
Implications Seyuoyah Nuclear Station 791105 meeting 
e ACR9 Advisory Committee on Reactor Safeguards 79/11/05 2pp 


— QOOaoiOl62 Forward* questions re near-term OL fac i 1 i tiesi prepared for 
conelderats ion during anticipated ACRS subcammittee meetings 
BAVlQiR ACRS - Advisory Committee on Reactor Safeguards 
79/10/12 Spp 


0002130006 Diecustei 791206-0B meeting where TVA proposal for Interim^ 
low power oparation was considered Facility mag be operated 
v/tip to 5K pauer level of full power w/o undue risk to 
health t< safety. 

CAABONr-H M ACRB - Advisory Committee on Reactor Bafeguards 
79/12/11 5pp. 


Q Inepection reporter IE Bulletins b correspondence 


8002070169 Forwards IE Insp Repfcs 90-327/79-63 6 5O~320/79“33 on 
791119-20, Ho noncompHance noted 

SUrKCRLAHOi J T. Region 2, Atlantai Fuel Facility 6 Materials 

Safety Branch 79/12/10 2pp 


—0002070173 IE Insp Repts 50-327/79-63 t< 90-320/79-33 on 791119-20. No 
noncoapl f ance noted. Major areas inspected status of 
nonrad ialog leal prsoperattonal environ 6 surveillance 
prograAi review of environ controls 6 site insp 
JENKlKIBi O R. Region 2* Atlanta* Fuel Facility 6 Materials 

Safety Branch. CUNNIHGHAMrA L Region 2. Atlanta* Office of the 
Director. 79/12/10 3pp 


8002120621 Forwards response to NRC 791024 request for addl Info re 
IE Bulletin 79-02* "Pipe Support Base Plate Designs Using 
Caneret* Espanslon Anchor Bolts Min thread engagement 
criteria developed for expansion anchors. 
hlUt8*U.ii Tennessee Valley Authority BO/01/02 I7pp 


8002090130 Responds to IE Bulletin 79-29 re failure of Meetinghouse 
BFD relays. Mo Mesttnghouse BFD or NDFD relays ere in use at 
fac 1 lities . 

KjLLBiLii Tennessee Valley Authority. 00/01/04 ip 


G0OSO102-33 Forwards proposed revision to draft IE Bulletin re 
overpreis url zat io-n or containment of PMR plant after main 
steaei line break. Revision concerns licensee ability to 
detect 4( isolate damaged steam generator 

GAHM.tLL*M P. Ptvlilon of Operating Reactors 00/01/09 Ip 


800S070367 Forwards IE Circular 0O-Oi* “Bve Advice for OE Induction 
Disc Relay* ** No response required 

O^REiULVi >1. P Region 2* Atlanta* Office of the Director 
00/01/17 3pp 


0002060470 Forwards response to IE Bulletin 79-060* "Nuclear Incident 
at TNI - Suppl " Reactor coolant pump* will be tripped after 
htfl^'h-hsad safety injection pump operation verified 6 coolant 
preeiure decreased 

NXLL6«LM Tenttesste Valley Authority 80/01/31 2pp 


6002270070 Forwards IE Circular 80-02* "Nuclear Power Plant Staff Work 

Hours “ 

0'REIULV*sl P. Region 2* Atlanta* Office of the Director, 

00/02/01. 3pp 


Q Reportable occurrences. UER s b related correspondence 


0OO2'22O17O PNO-t l-SO-007 on 600109, TVA personnel discovered raduaste 
cask tc metal liner used as spacer inside cash contaminated 
Transpsort vehicle placard tc shipping papers did not warn of 
contanii net Ion iforker doses negligible 

JACK8GN. L * GIBSON, A F Region 2. Atlanta. Office of the Director 
00/01/11 Ip 


80020602B4 First interim deficiency rep t re radiation monitors spurious 
signals On 791312 ?, 13, readout Instruments in main control 
mom spited upscale in unison Caused operation of heliarc 
welding machine in auxiliary bldg 

KILLS* L. M Tennessee Valley Authority 00/01/30 2pp 


0003070289 Forwards final deficiency rapt re failure to obtain required 
approval before bending partially embeddod rebar 
mills* L H Tennessee Valley Authority B0/02/0i Ip 


—8002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const 8pec 0-2 into compliance ui/AC 1 31B-1971 bldg 
code Const engineering procedures revised 
• Tennessee Valley Authority S0/’02/0l Ip 


8003210497 Forwards final deficiency rept re inappropriate 
documentai ion for engineered supports 

KILL8*LM Tennessee Valley Authority 80/02/01 ip 


— 8002210502 Final deficiency rept re inappr opriate documentation for 
engineered supports OA audit revealed 16 supports documented 
at acceptable based on rejected support mod requests New mod 
requests approved or insp cards invalidated 
» Tennessee Valley Authority 80/02/01 Ip 


8003250554 Third interim deficiency rept ro excessive output 
fluctuations of Foxboro instrumentation New voltage 
inverters installed at Unit 1 to reduce voltage 
fluctuations Ropt on permanent solution forwarded by SOOBU 
MILLS, L M Tennessa-o Valley Authority 80/03/05 Ip 


8003250727 Forwards update to final deficiency rept re Incorrect valve 
weight used in piping analysis 

MILLS.LM Tennessee Valley Authority 80/03/tl Ip 


— 8002290730 Update to final deficiency rept re incorrect valve weight 
used in piping analysis Forwards addl info justifying fuel 
loading in Unit 1 before completion of corrective action, 
Corrective action will foe completed before criticality 
a Tennessee Valley Authority 80/02/11 3pp 


8003190563 forwards revised final deficiency rept providing 
supp lementa 1 info re piping embedded in structural concrete 
MILLS, L M Tennessee Valley Authority 00/02/12 Ip 


— 8002190567 Revised final deficiency rept re piping embedded in 
structural concrete Revises pressure limits for 6-inch pipes 
during sys testing 

e Tennessee Valley Authority 80/02/12 3pp 


T Hearing transcripts on non-anti trust matters 


8003260078 Transcript of 800212 briefing in Mash Ington* DC re status of 
licensing review Pp 1-67 Draft Commission paper b Suppl 1 
to SERr Parts I 5- 11, end 
« Commission 80/02/13 67pp 


— 8002260087 Suppl 1 to SERi Parts I $< II re pre-TMI Issues I* TMI Issues 
related to fuel load b low power test program 
a Office of Nuclear Reactor Regulation 00/02/12 2S0pp 


Q0032B0077 Transcript of Commission 80D2L5 hearing In Nashington, DC to 
continue briefing on facility Vleugraph of control room 
design review t* diagram of control panel encl 
« Comimlss ion 80/02/15 7Bpp 


M Cengr essional/Execu t ive Correspondence 


8002200229 Ack receipt of NRC response to TVA request for permit to 
begin fuel loading t' speciallied basting Urges prompt 
approval of TVA request 

paUOUARD*M L House of Rep 80/01/15 ip 
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UaCKET 50^327 MIDLAND ^"LAWT. UNIT I 

A Aflp 1 ic^ 1 1 an/cohstruc tian stage docuetenfcs t tor retpondence 


300S1'?0342 ^ropO'ses use of Sept 1979 transmittal until new schedulie 
for project is finaitio<) Schedule ui 1 1 be revised 
w/Usuariicc of Forecast 6 in Jan 19S0 Const is b07, U bAV. 
complete for Units 1 & 3- res pec fci velij 
HILLER. D D Consumers Power Co 00/01/09 Ip 


9003050349 Notification of 600129 meeting w/uti 1 » Bech tel QltU in 
Qothe&dajMD to discuss status of 791204 response to question 
re design adequacy of 98<W sys 

HQDD. D Light Water Reactors Drench 4 90/01/22 3pp 


8{>OaO‘l-05lQ Notifies of partial draining of plant cooling pond in Dec 
1979 Ic Jan 1960 Draining necessary to Inspect cooling pond 
dike Ic to verify design of river intake screens Cooling pond 
dike It river bank showed no evidence of carrosion 
MGWELLi S H Consumers Power Co BO/Ol/28, 2pp 


GC02150223 Forwards FR notice containing proposed rule change re 
greater flexibility for testing in case of frequent use of 
air lochs Written canments should be provided bg 000225 U/o 
end 

flUBENSTEINiL S Light Water Reactors Branch 4 60/01/31 2pp 


6002200343 Bum<i>ary of 60011^ meeting w/US Corps of Eng ineers* uti 1 
Bechtel Corp in DcthesdaiMD re status of NRC supplemental 
requests for addl info on plant fill settlement f* effect* 

List of attendees & NRC comments on utit responses end 
HOaO. D S Light Water Reactors Branch 4 60/02/04 7pp 


6002140242 Notification of 0OOS15 meeting u/utll«US Corp of Engineers it 
consultants in BethesdaiMD to discuss soils preloadlng (i 
dewatering program for fill under diesel generating bldg 
MOaO, D S Light Water Reactors Branch 4 60/02/06 2pp 


G0021500&7 Ack receipt of Amend 72 to application for CPs S* OLs 
Requests submittal of Class 4 fee 

DICOS/R H License Fee fla nag erne nt Branch 00/02/11 ip 


6002190549 Farwar-ds matl referenced bg Amend 72 to application for CP !< 
OL Consists of compilation of deficiency repts re settlement 
of diesel generator foundations Pa bldg le "Responses to NRC 
Requests re Plant Fill " 

HQWELLr^ H Consumers Power Co 60/02/11 2pp 


—6002190552 '*10CFR50 5S<e> Interim Repts - Settlement of Diesel 
Oenerator Founda tlons 6 Bldg " Consists of 761107. 1221. 
790105. C2?3< 0403. 0625, 0810 0905 repts referenced by 

Amend 72 to OL S( CF Oversire drawings end 
» Consumers Power Co 6O/0'2/ll 300pp 


~-6002i90556 "Response* to NRC Requests re Plant Fill " Consists of 
Revisions O-*'! of responses to 10CFP50 54('f} requests re 
plant fill Overslre drawings end 
e Consumers Pouer Co 60/02/11 275pp 


>0-2260295 Advises that further responses r« soil settlement need not 
be submitted in 10CFR50 S4(fJ context Outstandinj responses 
mag b« submitted in context of ongoing safety review for CPs 
it OLs 

RUQENSTEIN, L S Light Mater Reactors Branch 4 80/02/14 app 


6002290090 Summary of Q001S9 meeting u/utll St n&W in Dathesda.HD re 
mod* including auto closure of block valves for pouer 
operated relief valves ^ addition of anticipatory reactor 
trip upon loss of main feedwater More analysis needed. 

HOOD.D 8 Light Water Reactors Branch 4 BO/0'2/14 5pp 


0002260622 Responds to NRC 000211 I tr re request for fee Util submitted 
791219 application for Amend 72 as result of Commission 
791206 order Footnote 2 of lOCFR 1 70 22 provides that 
license amend* not subject to- fees 
HOWELL. B H Consumers Power Co 60/02/21 Ip 


Security, medical, emergency Sc fire protection plans 


"040007 Announces regional workshops to discuss feasibility of 
oposed change to regulation on radiological emergency 
esjtonse plans for facilities Request* designation of one 
eprasentatl vr per util by 791231 Forwards FR notice 
BlHESi H K Emergency Freparedness Task Force 79/12/21 7pp 


2070-079 Forwards request for evacuation time estimates for areas 
ear nuclear power plants Info should bo submitted by 
00331 * 

RINESj 0 K Emergency Preparedness Task Force 79/12/26 4pp 


G Adjudicatory correspondence 


8002050007 Discusses conclusions re proceedings Util has attempted to 
distort proceedings by focusing on fictitious issuo True 
issue IS whether util has integrity honesty to operate 
nuclear plants 

CHERRY. H M Cherry. M M /Cherry. Flynn it Kanter 80/01/11 Spp 


8002140104 Requests that public hearing re soil settlement problem bs 
held in Midland, Ml instead of Dethosda, HD 
SHACKELFORD. M Affiliation Unknown 60/01/11 Spp 


— 6003140111 Requests that public hearing re soil settlement probfcen bl 
held in Midland. MI instead of Bethesda.MD 
« Affiliation Unknown 80/01/11 Ip 


— B002t4Dli6 Requests that public hearing re soil settlemant prohlea 
be held in Midland.MI instead of Dathesda.MD 
HEARRON, P Affiliation Unknown BO/Ol/ll Ip 


— 0003140119 Requests that public hearing on soil settlement probUft 
be held in Midland.MI instead of DethesdaiMD 
HEARRON, T Affiliation Unknown 80/01/11 Ip 


— 6002140177 Requests that public hearing re soil settlament preblea ti 
held in MldlandjMl instead of Qethesda.MD 
NA/AWICZ, N Affiliation Unknown 00/01/11 Ip 


8002260205 Requests that public hearings re facility soil settleniht 
problems be held in Midland.MI instead of Dethesda. MDf to 
permit area resident attendance 
QILBERT.C Affiliation Unknown B0/0i/S5 Ip 


—6002280285 Requests that public hearings re facility soil lettltisinl 
problems be held in Midland^Mi to permit area resident 
attendant e 

STAMIRia, D Affiliation Unknown 80/01/25 Ip 


8002120563 Requests facility be closed down Plant violates MRC rules (. 
congressional intent re locating of nuclear power facilities 
in densely populated areas Facilities store spent fuel -on 
site rather than shipping to waste plant 
MARSHALL. W H Affiliation Unknown 80/01/26 Ip 


6002260014 Forwards util 600111 i> 0116 deficiency repts Repts have been 
submitted to NRC 

GIBBSiM 6 Isham. Lincoln it Deale QQ/Ol/28 Ip 


6002150156 Responds to 800119 Itr to Chairman Ahearne requesting that 
hearings on soil settlement issue be held in Midland.MI 
Public hearings on issue not yet scheduled FR notice of 
hearing on matter will soon be published 
CKR I&TENOURYi E Hearings Division 80/01/31 2 pp 


H Oeneral correspondence 


6002210467 Informs that DP Hoffman replaces DA Blxel «s Nuclear 
Licensing Administrator, of feet ive 791101 
DUEHRER.E E Consumers Power Co 80/08/15 Ip 


8002270580 Forwards 600222 Certificate of 8 vc re matl referenced in 
Amend 78 to util application for facility CPs & OLs 
BACON. J L Consumers Power Co 60/02/22 2pp 


K Utility Final Safety Analysis Report (F 8 ARI & amends 


8002060648 Forwards Revision 26 to F 6 AR.V 0 U 1 it 2. constituting Amend 
73 to CPPR^Bl U CPFR-aS 

HOWELL, 3 H Consumers Power Co 60/01/30 ip 


—3002080656 Application to amend CPPR-Sl i CPPR-82, revis Ing F 8 AR 
HOWELL. S H Consumers Power Co 60/01/30 Ip 


—6002080663 Revision 26 to FBAR Vol t, consti tuting Amand 73 to 
CPP«-ai it CPPR~e2 

# Consumers Power Co 00/01/30 lOOOpp 


—8003000671 Revision 26 to FSAR.Vol 2, constituting Amend 73 to 
application for CPPR-81 U CPPR~02 
a Consumers Power Co 80/01/30 600pp 


8002130588 Forwards Certificate of Sve re Amend 73 to application for 
CPs L OLs. const 1 tuting FSAR, Revis ion 26 
BACON. J L Consumers Power Co 60/02/00 2pp 
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Q Iri'Cpcctlon roporti. IE Dullstlns &< correspondence 


flOO-MlOSa? Forwards IE Insp Ropts 50-329/79-27 V 50-330/79-37 on 
791O0L-31 it notice of violation 

FtORELLlfO Reoion 3> Chicagai Reactor Construction Si Engineering 

Support Dranch 79/12/12 2pp 


—0003010235 Notice of violation from insp on 791001-31 

* At-glon 3* Chicagoi Office of the Director 79/12/06 Ip 


—frQ020 10239 JE Imp Repts 30-329/79-27 S« 50-330/79-27 on 791001-31 
H»nc oAp 1 1 ance noted continued violation of QC hold tags 
KNOFiR C I COOKER J Region 3< Chicago. Office of the Director 
79/1S/06 app 


9002110023 EoTuards IE Insp Repta 50-329/79-23 Sc 30-330/79-25 on 
J9J 119-21 Jr 20-30 

FlORELliiO Region 3. Chicagoi Reactor Construction St Engineering 

Support Branch 80/01/04 2pp 


—8002110094 IE Insp Repts 30-329/79-25 U 50-330/79-25 on 79ltl9-2t St 
2S-30 No noncamp 1 1 ance noted Major areas Inspected 
reportable deficiencies St IE bul letinsi e lec trie raceua^ 
loading review St storage of electrical equipment, 

VANDEUtT E , DARRETT. P A . KNQp. R C Region 3. Chicago. Office 
of the Director 79/12/31 12pp 


6002200340 Forwards IE Insp Repts 50-329/79-28 S< SO-330/79-28 on 
79ilOi-GO, No noncompliance noted 

FIQAELLI. O Region 3. Chicagoi Reactor Construction St Engineering 

Support Drone h 80/01/09 2pp 


-BM280034i IE Insp Repts 30-329/79-28 St 30-330/79-28 on 791101-30 No 
noncomp ] lance noted Major areas inspected examination of 
site cond 1 tlphs. review of nonconformance r epti. elec trical 
fires S< fabrication of boric acid storage tanks 

COCK. R J I KNOPjR C Region 3# Chicago. Office of the Director 
eO/Ot/D7 spp 


J0022S033& Forward f IE Insp Repts 50-329/79-29 St 50-330/79-29 on 
79181B-20 No noncomp 1 iance noted 

F[ORELi,KfO Region 3. Chicago. Reactor Construction Si Engineering 

Support Branch 80/01/10 2pp 


■&l>02a50a34 IE Insp Repts 50-329/79-29 S< 50-330/79-89 on 791218-20 No 
nunc amp I Jance noted, Major areas inspected, instal lation of 
safety-related electrical St Instrument components 

HAYED.D N « CORCORAN. M . NAIDU. K R Region 3. Chicago. Office of 
th» Dlrecbor 80/01/14 Spp 


6002120^47 Respands to IE DuUetln 79-28 NAMCO EA10O stem-mounted 
Unit ssj-itchas not utlliied at plants 

3 H Consumers Power Co 80/01/24 Ip 


6002250228 Forwards IE Info Notice 00-03. "Main Turbin* 

Elf ctrohy d rawl ic Control Sys No specific action required 
KEFPLER. yP <3 Region 3. Chicago. Office of the Director 00/01/31 

1 ? 


e0022AD015 Forwards IE Circular 79-25. 8upp I A. "Bhock Arrestor Strut 
Aiscnbl^ Interference “ No written response required 
KEPPLERiJ 0 Region 3. Chicago. Office of the Director 80/01/31, 

Ip 


S002L40<375 Act receipt of 8001U Itr informing NRC of steps taken to 
correct violations noted in IE Inep Repts 50-329/79-27 S< 

WJ-330/79-27 

rjOftELLI. 0 Region 3. Chicago. Reactor Construction Si Engineering 

ffupport Branch 80/02/04 Ip 


’80021403Q1 Responds to NRC 791212 Itr re violations noted in IE Insp 
Repts 50-329/79-27 S« 50-330/79-27. Corrective action# 
conducted! training session on adherence to hold tag 
requlreaienit s & OC hold tags issued 
l-KhfEt-LtB H Consumers Power Co 80/01/11 3pp 


R Periodic operating reports & related correspondence 


6002290194 Forwards Bechtel nonconformance repts.rept tog. quality 
eutf 1 t finding# action requests Also forwards DSiN 
ronconf arieanc# repts. inservice insps.util nonconformance 
repki audit rept# St corrective action repts for Jan 19B0 
8 K Consumer# Power Co 60/02/25 600pp 


G Reportable occurrences. LERs Si related correspondence 


90020B0167 EN-79-014 on 791206. order modifying CPPR-01 8i CPPR-02 
issued, based on OA def ic iisnc ies involving settlement of 
diesel generator bldg soil const activities 

SHEWMAKER, R E , THaRNQURO. H D Office of Inspection h Enforcement. 
Office of the Director 79/12/06 Ip 


8002080074 PNQ- 11 I-79-066A on 000122, op do t e submitted re broken reactor 
vessel anchor bolts at facility Bolts broke due to stress 
corrosion cracking in conjp<nction w/potontia 1 substd 
machancial properties of bolts 

KNQP. R C . PIORELLI.O Region 3. Chicago, Office of the Director 
BO/01/22 3pp 


8002050546 Interim deficiency ropt re pressurjjed heater sys Plan for 
qualification of heaters t connector assemblies received by 
DJcM from lab Completion of testing scheduled for first 
quarter of 1981 Interim or final rapt provided by 010401 
HONELL. B H Consumer# Power Co BO/Ot/29 2pp 


8002140486 Ack receipt of 800111 final daficlaticy rept re Nl/reactor 
protection #y« greunding concern Review will be completed 
during future Insp 

FIQRELLl.O Region 3. Chicago. Reactor Construction Si Engineering 

Support Branch 80/02/04 tp 


8002110512 Final dofictency rept re aettlepent of diesel generator 
foundations ^ bldg Resolution will occur w/lmplementation of 
proposed Amend 72 to applications for CPs U OLs 
HQ WELL. S H Consumers Power Co 80/02/07 2pp 


B002120349 rorwards second interim deficiency rept re coating of 
containment internal structures 
HOWELL. 6 H Consumers Power Go 50/02/07 Ip 


— B0021203S7 Second interim deficiency rept re coating of containment 
internal structures Preliminary procedure to quantify 
physical problem under review Test samples being physically 
tested Next rept by 600331 
# Consumers Power Go 80/02/07 2pp 


0OO215O25O Third interim deficiency rept re potentially unsafe 
situation involving reactor coolant pump tripping during 
primary sys high void fraction conditions FSAR amend will be 
forwarded in Sept 1980 re necessary sys changes 
HOWELL. 8 H Consumers Power Co 80/02/08 Ip 


8002270258 Ack receipt of interim deficiency rept re states terminal 
blocks, cracked disconnect links NRC will complete review 
on receipt of final rept 

PIDRELLI.O Region 3. Chicago. Reactor Construction It Engineering 

Support Branch 80/02/08 Ip 


DOCKET 50-330 MIDLAND PLANT, UNIT 2 


A Application/construction stage documents correspondence 


8002190342 Proposes use of Sept 1979 transmittal until new schedule 
for project is finalitad Schedule will be revised 
w/issuance of Forecast 6 in Jan 1980 Co-nst is 60'/ L 64X 
complete for Units 1 t> 2. resp active ly 
MILLER* D B Consumers Power Co 80/01/09 Ip 


8002050348 Notification of 800f29 meeting w/uti 1. Bechtel L Bt'W in 
Dethesda.MD to discuss status of 791204 response to question 
re design adequacy of O&W sys 

HOOD. D. Light Water Reactors Branch 4 80/01/22 3pp 


8002040518 Notifies of partial draining of plant cooling pond in Dec 
1979 li Jan 1900 Draining necessary to inspect cooling pond 
dike to verify design of river intake screens Cooling pond 
dike & river bank showed no evidence of corrosion 
HOWELL, 8 H Gonsumers Power Go 80/01/28 2pp 


0002150223 Forwards PR notice containing proposed rule change re 
greater flexibility for testing in case of frequent use of 
air locks Written- comments should be provided by B0022S W/o 
end 

RUBENGTEINrL S Light Water Reactors Branch 4 80/01/31 2pp 


8002200343 Gummary of 800116 meeting w/U5 Corps of Engineers, uti 1 U 
Bechtel Corp in Dethesda.MD re status of NRC supplemental 
requests for addl info on plant fill settlement it effects 
List of attendees it NRC comments on util responses end 
HOOD.D S Light Water Reactors Branch 4 BO/02/04 7pp 
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8Q03140342 Motif U on of 800219 me-oting iu/utlL«U5 Corp of Eogineera t« 
coTifl ult<ant« 111 Dfrthesda'HD to discuss lotls preloadlng -b 
dewatering program for Pill under diesel generating bldg 
HQDOj D & Light Mater Reactors Branch 4 GO/OS/'Ob 2pp 


G002150057 Ack receipt of Amend 72 to application for CPs QLs 
Requests submittal of Glass 4 fee 

DlOOSrR M License Fee Management Branch BO/02/lt Ip 


3002190549^ Forwards ma 1 1 referenced Amend 72 to application for CP b 
DL Consists of compilation of defieiencg rapt* re settlement 
of diesel generator foundations b bldg b "Rdspohses to NRC 
Requests re Plant Fill “ 

liDMELLi 5 H Consumers Pouer Co 80/02/11 2pp 


— 80021905S2 "lOCFRSO 55<6) Interim Rep ti - SattUmant of Diesel 
Generator Foundations b Bldg " Consists of 7fln07* 122li 
7901 05i 0223> 0403i 0625. 031 O b 0?0S rapts referenced bg 
Amend 72 to OU b CP Oversize drawings end 
e Consumers Pauer Co G0/C2/11 3D0pp 


--9002190536 "Responses to NRC Requests re Plant Fill " Consists of 
Revisions 0-4 of responses to 10CFR50 34(f) requests re 
plant fill Oversite drauiings enc I 
* Consumers Power Co BO/02/U 275pp 


GQ022G0295 Advises that further responses re soil settlement need not 
be submitted in lOCFRSO 54(f) context Outstanding responses 
mag be submitted in context of ongoing safeig review for CPs 
b OLs 

RUBENSTEINiL B Light Hater Reactors Branch 4. fl0/02/l4 2pp 


9002290090 Summary of 800129 meeting w/utll b QLU In Oetheada.MO re 
mods Including auto closure of block valves for power 
operated relief valves L addition of anticipatory reactor 
trip upon loss of main feedwater More analysis needed 
HOOD. D S Light Mater Reactors Branch A 80/02/14 5pp 


3002230682 Responds to NRC 300211 Itr re request for fee Util submitted 
791219 application for Amend 72 as result of Comcnisilon 
791806 order Footnote 2 of lOCFRl 70 22 proviiTes that 
license amends not subject to fees 
HOHELL.S H Consumers Power Co 30/02/21 Ip 


F Securityi medical, emergency b fire protection plans 


B0Q20400O7 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORtl(i£S. B K Emergency Preparedness Task Force 79/18/21 7pp 


>02070079 Forwards request for evacuation time estimates for areas 
near nuclear pouter plants Info should be submitted by 
800331 

ORlMESi B K Emergency Preparedness Task Force 79/18/26 4pp 


0 Adjudicatory correspondence 


8002050007 Discusses conclusions re proceedings Dtll has attempted to 
distort proceedings by focusing on fictitious Issue True 
issue is uhether util has integrity 6 honesty to operate 
nuclear plants 

CHERR\riM H Cherryi M H /Cherry. Flynn Kanter 80/01/11. 3pp 


3002140104 Requests that public hearing re soil settlement problem be 
held In HidlandtMI Instead of Bethesda.MD 
SHACKELFBRDr M Affiliation Unknown 80/01/11 Spp 


-3002140111 Requests that public hearing re soil settlement problem be 
held in Mldland.tll instead of Bethesda. hO 
a Affiliafeioii Onknown BO/Ol/ll Ip 


-8002140116 Requests that public hearing re soil settlement problem 
be held in Mldlandilil instead of BethesdaiMD 
HEARRON. P Affiliation Unknown 30/01/11 Ip, 


”8002140119 Requests that public hearing on soil settlament problem 
be held in MidlandtMl Instead of Bethasda.MD 
HEAR ROM . T Affiliation Unknown 30/01/11 ip 


-B002140177 Requests that public hearing re soil settlement problem be 
held in MIdlandfMl instead of Dethesda.MD 
MAJAWICIiN Affiliation Unknown 0O/O-I/1I Ip 


8002230205 Requests that public hearings re facility soil settlement 
problems be held in Midland. MI instead of Bithesda. MDi to 
permit area resident attendance 
OIUBERTrC Affiliation Unknown 80/01/23 Ip 


— 9002230223 Requests that public hearings re facility soil settlemant 
prablems be held in Midland. Ml to permit area resident 
attendance 

STAMIRI3. B Affiliation Unknown 80/01/25 Ip 


8002120563 Requests facility be closed down Plant violates NRC rules b 
cofigressional intent re locating of nuclear power facilities 
in densely populated areas Facilities store spent fuel on 
site rather than shipping to waste plant 
MARSHALL. W M Affiliation Unknown 80/01/38 Ip 


9002860014 Forwards util BOOlil L 0118 deficiency repts.Repts have htin 
submitted to NRC 

OIBBSrM E Isham, Lincoln U Seale 80/01/33 Ip 


6002150158 Responds to B00119 Itr to Chairman Ahearne requesting that 
hearings on soil settlement issue be held in Mldland^HI 
Public hearings on issue not yet scheduled FR notice of 
hearing oh matter will soon be published 
CKR18TENDURY.E Hearings Division BO/01/31 2pp 


H Oeneral correspondence 


fl0022t0467 Informs that OP Hoffman replaces DA Blxel as Nuclear 
Licensing Administrator, effect Ive 791101 
HUEKRER.E.E Consumers Power Co 80/02/15 ip 


8002270520 Forwards 600222 Certificate of Svt re matl referenced in 
Amend 72 to util application for facility CPs OLs 
PACQNi J L Consumers Power Co 80/02/22 2pp 


K Utility Final Safety Analysis Report (F8AR) U amends 


6002080648 Forwards Revision 26 to FSAR.Vols i 6 2i constituting Aeind 
73 to CPPR-01 U CPPR-82 

HQHELLiS M Consumers Power Co 80/01/30 Ip 


—6002030656 Application to amend CPPR-01 U CpPR-02. ravlsihg F3AR 
HONELLiS H Consumers Power Co 60/01/30 Ip 


— 3002060663 Revision 26 to FSAR Vol 1 . constituting Amend 73 to 
CPPR-8i tc CPPR-a2, 

e Consumers Power Co 60/01/30 lOOOpp 


— BQ020Q0671 Revision 26 to FSAR . Vol 2, constituting Amend 73 to 
application for CPPR'^Sl t* CPPR”e2 
e Consumers Power Co 30/01/30 600pp 


6008120588 Forwards Certificate of Bve re Amend 73 to application far 
CPs Is OLs. constituting FSAR. Revii ion 26 
BACON. J L Consumers Power Co 80/02/06 2pp 


Q Inspection reports. IE Bulletins ^ correspondence 


3008010229 Forwards IE Insp Repts 50-329/79-27 U 50-330/79-27 on 
791001-31 |( notice of violation 

FIOflELLIiO Region 3. Chlcagoi Reactor Construction 6 EnglTie«rlii| 

Support Branch. 79/12/12 8pp 


— 0OO2OJO233 Notice of violation from Insp on 791001-31 

e Region 3, Chicago. Office of the Director 79/12/06 if 


—8002010239 IE Insp Repts 50-329/79-87 l< 50-330/79-27 on 791001-31 
Noncompliance noted* continued violation of QC hold tags 
KNOP.R C . COpK. R J. Region 3. Chicago. Office of the Director 
79/12/06 5pp 


S0O2HO0B5 Forwards IE Insp Repts 50-329/79-25 h 50-330/79-25 on 
791119-21 l< 20-30 

FIQRELLIfO, Region 3. Chtcago. Reactor Construction t( Englnicril^l 

Support Branch 60/01/04 8pp 


■8002110094 IE Imp Repts 50-329/79-25 50-330/79-25 on 79 U 19-21 i 

23-30 No noncompliance noted Major areas inspected 
refiortable deficiencies l( IE bul letins. electric ractuay 
loading review l< storage of electrical equipment 
VANDEL, T E. . BARRETT, P A . KNOP.R C Region 3. Chicago. Office 
of the Director 79/12/31. i2pp. 
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B00^€0340 Fo»*«ii*rds IE Insp Rpptf 50-329/79-20 84 50-330/77-20 on 
7?110(‘>30 Ko noncofflpl iance noted 
F[QRELLt*0 Region 3# Chicagoi Reactor Gonetruction & Engineering 

Support Branch 80/01/09 2pp 


— f300S20034^ IE In*p Repts 30-329/79-2B 8 < 50-330/79-20 on 791101-30 No 
noncoiffp I lance noted Major area* inspected exacninatlon of 
ilte cond 1 tlonif revleu of nonconformance repts* electrica 1 
flree %< fabrication of boric acid storage tank* 

CDOK^-R J t KNaPrR C Region 3« Chicagoi Office of the Director 
00/01/07 Spp 


B0O2SS0325 Foruardt lE Insp Repti 50-329/79-29 t< 50-330/79-29 on 
791218-20 No noncomp I iance noted 

FIORELLliO Region 3t Ghlcagor Reactor Construction Engineering 

Buppiort Dranich 60/01/18 2pp 


— 8002250334 IE Insp Repte 50-329/79-29 & 50-330/79-29 on 791210-20 No 
narcompllance noted Major areas inspected Installation of 
«af »tg-ra lated electrical it instrument components 

KAVCSiO N I CORCORANiM . NAIDU, K R Region 3« Chicago. Office of 
the Director 00/01/14 Spp 


8002120247 Raipondt to IE Bulletin 79-20 NAMCQ EAIBO stem-mounted 
limit suitclias not utillted at plants 
tCO^LLi 8 K Consumers Pouer Co 00/01/24 Ip 


8002250220 Faruards IE Info Notice 00-03. ^'Main Turbine 

Eicctrohydraul Ic Control Sgs " No specific action required 
KEPPLER.J O Region 3. Chicago. Office of the Director 00/01/31 
IP 


8002260013 Forwards IE Circular 79-25. Suppl A. *’0hocl( Arrestor Strut 
Assanbly Intarf eretics " No written response required 
KEPFLER«J. 0 Region 3. Chicago. Office of the Director 00/01/31 
Ip 


QOO2I40375 AcV receipt of 800111 Itr Informing NRC of steps taken to 
correct violations noted In IE Insp Repts 50-329/79-27 it 
30-330/79-27. 

FIOREi-LliO. Region 3. Chicago. Reactor Construction It Engineering 

Support Branch 80/02/04 Ip 


— 0002140331 Responds to NRC 791212 Itr re violations noted In IE Insp 
Repts 50-329/79-27 8 < 50-330/79-27 Corrective actions, 
conducted training session on adherence to hold tag 
requi fimants QC hold tags Issued 
ItQNELL, a. H. Consumers Power Co BO/01/11 3pp, 


R. Periodic operating reports & related correspondence 


8002260194 Forwards Bechtel nonconformance repts. rept log.qualitg 
audit findings It eetion requests Also forwards B&U 
nonconformance repts. Inservice insps.util nonconformance 
repti audit repts U corrective action repts for Jan 1900 
HOHELL.S H Consumers Power Co 00/02/25 600pp 


S Reportable occurrences. LERs & related correspondence 


8002090167 EN-79-014. on 791206. order modifying CPPR-01 St CPPR-0a 
tssuedi based on QA deficiencies Involving settlement of 
diesel generator bldg St soil const activities 

BHENfEAKER I R, E . TKDRNBURO. H D Office of Inspection Sc Enforcement. 
Office of tha Director 79/12/06 ip 


800S050&46 IntaTlm deficiency rept re pressurized heeter sys Plan for 
quel if Icat ion of heaters connector assemblies received by 
Biir from lab Completion of testing scheduled for first 
quarter of 1981 Interim or final rept provided by 010401 
HOWELL . 8 H Consumers Power Co 00/01/29. 2pp. 


80021404B6 Ac k receipt of GOOill final deficiency rept re Nl/reactor 
protection ays grounding concern. Review will be completed 
during future insp 

FlORELLtrO Region 3. Chicago. Reactor Construction St Engineering 

Support Brancli. 00/02/04 ip 


eO0211i0912 Final deficiency rept re settlement of dleael generator 
foundations It bldg. Resolution will occur u/imp Icmentatlon of 
proposed Amend 72 to applications for CPs It OLs 
hPOWELLiS K. Consumers Power Co. 00/02/07. 2pp 


8002120049 Forwards second Interim deficiency rept re coating of 
containment internal structures 
NOWELL . 8 H Consumers Power Co 00/02/07 Ip 


— 6002120357 Second interim deficiency rept re coating of containment 
internal structures Preliminary procedure to quantify 
physical problem under review Test samples being physically 
tested Next rapt by 800331 
a Consumers Power Co 00/02/07 2 pp 


6002150250 Third interim deficiency rept re potentially unsafe 
situation involving reactor coolant pump tripping during 
primary sys high void fraction conditions FSAR amend will be 
forwarded in Sept 19B0 re necessary sys changes 
HQNELLi B H Consumers Power Co 0O/O2/OB Ip 


0002270258 Ack receipt of interim deficiency rept re states terminal 
b loc k S i cracked disconnect links NRC will complete review 
on receipt of final rept 

FIORELLI.O Region 3. Chicago. Reactor Construction & Engineering 

Support Branch 00/02/00 ip 


DOCKET 50-331 DUANE ARNOLD ENERGY CENTER 


F Security, medical, emergency Ic fir© protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of on© 
representative per util by 791231 Forwards FR notice 
0RIHE8. B K Emergency Preparedness Task Force 79/12/21 7pp 


BOO211O1O0 Advises that NRC will perform special appraisals of health 
physics programs during CYSO in lieu of routine insp Scope 
will include organ 1 zation. p ersonnel qual i f 1 cat Ion & 
training. radwaste process ing. moni toring L training 
STELLO.V Office of Inspection i< Enforcement. Office of the 
Director BO/01/22 Spp 


6002050470 Forwards rept "Evaluation Time Estimates for Linn Countyi lA • 

81 Benton County. lA " 

ROOTiL 0 Iowa Electric Light U Power Co 60/01/31 Ip { 

1 

— B0020S0475 "Evacuation Time Estimates for Linn County. lA L Benton I 

Coufitv* lA *' ; 

« Iowa Electric Light b Power Co 00/01/31, 30pp > 


0 Adjudicatory correspondence I 

I 

0002190208 Advises that implementation of Category A itsns (except Item | 

2 1 7a} of 000102 show cause order will be subj of post- I 

Implementation review Items 2 1 3a & 2 1,4 should be ■ 

completed 30 days after equipment delivery k before 600601 | 

DENTON. H R Office of Nuclear Reactor Regulation. BO/02/01 2 pp 


J Insurance It Indemnity information 


8002080427 Forwards Endorsement 46 to NELIA Policy NF-214 

LONEN 8 TEIN 1 R Lowensteln. Newman. Reis. Axe Irad & Toll. 60/02/04 f 

2 pp. 

f 

P Operating license stage documents correspondence | 


8002110276 Extends comment period re draft NJREO-0630 to 600116 

OAMMlLLiU. P Assistant Director for Standard L Advanced Reactors 
aO/01/03 Spp. 


0002070027 Requests review of OA program re diesel generator fuel oil 
Item should be Included in QA program If exception taken 
to Indus ion. response required within 90 days 
EI 8 ENHUT. DO Division of Operating Reactor» 80/01/07 Ip 


8002140206 Requests maint of ongoing tabulation of problems w/control 
rod insertion k add! Info on position of rodsi cause of 
failure to insert. related maint activities V other control 
rod malfunctions 

IPPOLITO.TA Operating Reactors Branch 3 80/01/10 2pp 


8002200078 Summary of 791219 k 20 meeting w/Mark I Owners Group in 

Dethesda.MD to discuss NRC acceptance criteria for Mark I [ 

containment long-term program & issues re Implementation of \ 

program » 

(9RIME0rC t Plant Systems Branch (Pre 791030) 80/01/17 11pp. S 

i 

— BOO 2200112 Task action plan A-07 *'Mark 1 Load Definition Rept. | 

Revisions to Implement NRC Criteria for Completion of Long- I 

Term Program " 

* Plant Systems Branch <Pre 791030) 79/12/19 37p p | 

I 
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GOO21SO&30 Not ( {’lea t i on of 800123 mooting u/utll & E0{cQ> Inc At faeility 
ro discussion resolution of fJRC counment* on propoteif 
inservice testing progro^n 

KEVERN. r A Operating Roactors Branch 3 80/01/18 tp 


G0DSO4O3O1 Supplfrcnonts 791009 response ra adequacy of station slectrLc 
distribution «i^b voltages Foru/ards results of addl analysif 
of offsite & onsite electrical pauar si/s Results uill be 
verified by B0O531 Drawing 7GQ4-£l , Revi i ion 6 end 
ROBTiL D la^a Electric Light & Pouer Co GO/Ot/28 i^PP 


— 6002040304 "BiTigle Line Diagram Station Connections*'' Revision & 
*■ Deehtol Corp 79/04/19 Ip 


0003210007 notification of 000207 masting w/h!ark I oiuners group, BNL* 
OE U NUTECH in DethesdaiND to discuss revisions to 
acceptance criteria for Mark 1 containment long'^term 
program* p I ans for addl FSTF testing outstanding Issiiet 
GRIMES. C 1 Plant Systems branch 00/Ol/SB Ip 


■9002140005 Discusses recent developments impacting uaste disposal 
operatians at coimrercla 1 1 ou level uaste burial sites 
Forwards license ft Itr from State of 30 to Chem^Nue 1 ear Sgi 
describing restrictions for uaste disposal in BC 
ElSENKUr, D 0 Division of Operating Reactors 00/01/39 3Bpp 


0002370539 Foruards addl mechanical info re containment purge ft vent 
sgs in rrsponis to NRC 0OOJO7 request All purge sys 
isolation valves meet ASME Category 1 code requiremants, 
including valve* 0^4309 ft CV4310 

ROOT^L 0 loua Electric Light ft Poucr Co 00/03/15, 9pp 


Q Inspection reports* lE Bulletins ft correspondence 


9002200755 Foru/ards tE In*p Rept 50-331/79-35 on 791009-12, 10-19, S5-2&I 
1101-02 ft 20 ft notice of violation 

HEiBHMANfR F Region 3, Chicago, Reactor aperatloni Nuclear 

Support Branch 00/01/07 2pp 


— 0002300757 Notice of violation from insp on 791009-12,18-19*25-26.1101- 
02 ft 20 

• Region 3i Chicago, Office of the Director. 80/01/03 3pp 


— 0002200759 IE Imp Rept 50-331/79-25 Oh 791009-12*10-19*25-26*1101-02 ft 
20 Noncomp 1 ianct noted failure to approve test procedure, to 
issue official saf ety-ralated list* to utiliie status repts 
ft to update drawings 

LITTLE. W S Region 3. Chicaga. Reactor Operetioni Nuclear 

Support Branch CKR ISS71K0S, N . 6MAN89N, E R Region 3. Chicago* 
Office of the Director 00/01/03 25pp 


8002200297 foruards IE Insp Rept 50-331/79-32 on 790921 ft 1210-13 ft 
notice of violation 

HEIBHMAN, R F Reg ion 3* Chicago. Reactor Operations Nuclear 

Support Branch 80/01/09 2pp 


—0002200301 Notice of violation from insp on 790921 ft 1210-13 

s Region 3* Chicago. Reactdr Operations Nu-clear Support Branch 
BO/Oi/08 Ip 


--8002200304 IE Intp Rapt 50-331/79-32 on 790921 ft 1210-13, NancompUanc e 
noted repetitive failure to store equipment as prescribed 
6P£69ARD*R L , NRI0HT*0 C . BAITER* fi R Region 3. Chicago* Office 
of the Director 80/01/09 7pp 


8002090051 Forwards IE Bulletin 79-010* "Environ Qua 1 1 f 1 cat 1 on of 
Class IE Equipment " Action required 

KEPPLERiJ Q Region 3* Chicago, Office of the Director, 00/01/16 

Ip 


8002110526 Forward* respense to IE Bultetln 80-01 re automatic 
depreisur i cation sys valve pneumatic supply pperablli ty, 6ys 
will remain operable under required conditions Including 
seismic event, 

ROOTrL D Iowa Electric Light ft Power Co 00/01/16 2pp 


8002250455 Forwards IE Insp Rept 50-331/79-31 on 791210-20 ft notice of 
violation 

DAVIS, A S. Region 3* Chicago* Fuel Facility ft Materials Safety 
Branch 80/01/10 2pp 


-9002250462 Notice nf violation from imp on 791218-20 

a Region 3. Chicago* Office of the Director 0D/OI/lt Ip, 


-8002250480 IE Imp Rept 50-331/79-31 791218-20 Nonccmpl lance noted 
eiceisive chlorine discharged, 

E8S10*T H , QRANT*N 0 Region 3, Chlcagoi Office of the 
Director 8D/01/1 1 6pp 


0002140328 Forwards request for addl info re Iniervice intp ft testing 
program Info should be provided at 800123-24 meeting. 
iPPaLlTO/T A Operating Reactors Branch 3 80/01/21 iSpp. 


8002060099 Forward* IE Bulletin 00-02* "Inadequate OA for Nuclear 
Supplied Equipment " Response required 

KEPPLER, J 0 Region 3, Chicago, Office of the Director 00/01/22 
If 


8002060251 Forwards IE Info Notice 80-02, "0X68 Water Rod Lauir End 
Plug Wear " No specific action or response required 

KEPPLER*0 0 Region 3, Chicago* Office of the Director 80/01/35 

If 


80021301 12 Forwards addl reeponse to IE Bulletin 60-01 Autoflatlc 
deprassur 1 zabion sys will operate at least five times after 
time period of 5-h Operators instructed to provide 
contingency backup pneumatic supply 

ROOT,C D Iowa Electric Light ft Power Co 60/01/28. 2pp. 


8002290607 Ack receipt of 800115 Ur informing NRC of steps taken rs 
unresolved issues noted in IE Insp Rept 50-331/79-30. 

FIORELLI.O Region 3, Ghicego, Reactor Construction ft Englnesrtri| 

Support Branch 60/02/11 ip 


— 8002290609 Responds to NRG 791220 Itr re unresolved items noted In IE 
Insp Rept 50-331/79-30 

ROOT, L D Iowa Electric Light ft Power Co 60/01/15 Ip 


R Periodic operating reports ft related correspondence 


8002290056 Forwards 1979 annual esposura rept for facility 
MINECK, B. L Iowa Electric Light ft Power Co 60/01/29. If 


— 8002290063 "Personnel ft Man REM by Work ft Job Function Eiposun Annuil 
Rept* 1979 " 

a Iowa Electric Light ft Power Co 79/12/31 ip. 


B00220040S Forwards monthly operating rept for Jan 1960 

HINECKiO L Iowa Electric Light ft Power Co 60/02/15 Ip 


— 800220040B Monthly operating ript for Jan 1960 

VAN aiCKELrJ Iowa Electric Light ft Power Go 60/03/15 6pf. 


6 Reportable nccurrcnces, LERi ft related correspondence 


8002040579 RO on 600124, during Insp of containment atmospheric dllutlan- 
sys oxygen anelyz ers, analyser AN-818A found Inoperable Cause 
under Investigation Analyzer AN-8t0B returned to sve on 
both drywall ft torus. 

MINECK. D L Iowa Electric Light ft Power Co. 90/01/95 tp. 


0002070208 Foruards LEB 79-039/03L-0 

HINECK.D L Iowa Electric Light ft Power Go 80/01/30. Ip 


—8002070212 LER 79-039/03L-0. on 791231* during transfer of lube oil fp<s 
diesel generator 10-31 to makeup tank, engine tump low oil 
level c*:ceedsd limit Caused by operator error Bump level 
restored ft generator functionally tested. 

21MHERMAN, J C Iowa Electric Light ft Power Co. 60/01/30 Ip. 


0002120370 RO on 800206* carbon dioxide sys for cable spreading room 
was tagged out of sve for maint Fire watch was secured w/o 
notifying shift supervising engineer Cable spreading room 
Left unettsnded 

HINECK.D. L loua Electric Light ft Power Co. 60/02/06 Ip 


0002190538 Forwards LER 00-00 i/OiT-0 

HINECK.D L loua Electric Light ft Power Co. 80/02/07. Ip. 


—0002190942 LER BO-OOI/OlT-0' on 800124. while surveying containment 
atmospheric dilution sys oxygen analy lers. AN-8iaiA sensing 
element Inoperable Orderly shutdown commenced 

ZIMMERMAN. J G Iowa Electric Light ft Power Co 80/02/07. Jpp. 


8002260566 Informs that main eteam line tunnel temp indicating switch 
TI8-4446 read abnormally low on 600209 Investigation 
revealed switch safety function not compromised Occurrence 
not reportable, 

MINECK, D L. low# Electric Light ft Power Co 60/02/18. tp 


8002250532 Forwards LER 80-002/0 IT-O 

HINECK.D L Iowa Electric Light ft Power Co 60/02/20. ip 
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-- SOOaaaOM3 LER aO-OOS/OlI-’O on eOOaoAiUihll* carbon dloxldt uai 
ligfid out for maint in cabls iprtading roami f ir» watch 
parienntl Uft arai unattandad Cauted by panonnal error 
Carbon dloxldt igt immediately returned to eve 
ZlKNERHANirJ C Iowa Electric Light & Power Co 00/02/20 2pp 


0002130110 Forwardf utils 791002 applications to modify Tech Specs re 
proposed mgt reorganita tlo-n Requetts technical assietance t* 
revicu 

ElSENHUTiD 0 Dlvlelon of Operating Reactors SO/Ol/ll ip 


DOCKET 50-333 JAKES A FITZPATRICK NUCLEAR POWER PLANT 


F Geeurltu* medical* emergency & fire protection plans 


&0020-<a007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for faclUties Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORlKESiB K Emergency Preparedness Task Force 79/12/21 7pp 


—8002130117 Proposed Pages 247,251-253 it 239 to Tech Specs re mgt 
titles 

« PouisT Authority of th« State of New Tort 79/09/20 ^pp 


—B002130125 Proposed Page 44 to ET5 re mgt titles 

» Power Authority of the State of New York 79/09/28 2pp 


— 8002130133 Safety evaluation re changes to Tech Specs for mgt titles 
» Power Authority of the State of New York 79/09/28 2pp 


8002140123 Forwarifs comments it request for revisions U addl info to 
safiguaris contingency plan Enel withheld (ref iOCFR2 790) 
[PPDLtTQ, T. A Operating Reactors Branch 3 0O/Oi/iA 2pp 


8002200070 Summary of 791219 it 20 m.sotxng w/Mark I Owners Group in 
BethesdarMO to dlscurss NRG acceptance criteria for Mark I 
containment long-term program it issues re implementation of 
program 

ORIHEEiC I Plant Systems Branch <Pre 791030) 80/01/17 ilpp 


8002110097 Advises that NRC will perform special appraisals of health 
ghvsicf prograns during CY0D in lieu of routine Insp Scope 
tflLl Include organ! zatlonj personne 1 qualification ti 
training* radwaste processlngi monitoring it training 
STELLO, J Office of Inspection it Enforcemintr Office of the 
mricfeor BO/01/22 3pp 


EKK>2050463 Forwards rapt* "Evacuation Time Estimates for Areas Near 
Sltii*" in response to NRC 791129 request Upgraded emergency 
plan Mill be provided by 000219 

ECrtiEIDEflf J R Power Authority of the State of New York. 80/01/31. 

lP> 


9 Adjudicatory correspondence 


—8002200112 Task action plan A-07 "Hark I Load Definition Reptr 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

♦ Plant Systems Branch (Pre 791030) 79/12/19 37pp 


0OO212OOS3 Forwards Amend 40 to License DPR-39 fit notice of issuance fit 
aval labi) Ity 

IFPOLlTOiT A Operating Reactors Branch 3. 80/01/23 2pp 


—8002120094 Amend 40 to License DPR-59, changing Tech Specs to revise fit 
add specs for several instrumentation raquiremants 
previously approved by Amends 8, 14 4t 40 

IPPOLlTOiT A Operating Reactors Branch 3 00/01/23 3Bpp 


dOO2O4OI05 Forwards NRC 800102 order to show cause re Implementation 
of NUREO-057G Category A requirements by 8700131. 

XeplfMfnitatlon of Category A requirements is necessary to 
j-tsure p ub 1 Ic health Si safety 

IJEHTONiH ft Office of Nuclear Reactor Regulation 00/01/02 2pp 


-’■'EK}4>S04O192 Drdsr to show cause re implementation of NURE0-0S7B Catagory 
A requiramsnts by 000131 Justified equipment delays will 
• ■tend implementation date for Item 2 1> 7 e to 000601 
DEMTONi K R. Office of Nuclear Reactor Regulation 80/01/02 4pp 


8002190-204 Advises that Implementation of Category A items (sxcept item 
2 1.7el of 600102 sh'ow cause order will be subj of post- 
impliaentatlon revitw Item 2 1 3e should be implemented 
iwithln 30 days of equipment delivery it no later than 000601 
DEHTONiH. R. Office of Nuclear Reactor Regulation. 00/02/01 2pp. 


K ISaneril correspondence 


8002290309 ftaspands to eppeal of FDIA request for T Gibbon 790314 it H 
Thompian 790315 memos to PA Bradford. Forwards 790314 memo 
tnfo partlailly withheld (ref FOIA Exemption 9) H Thompson 
Memo tfithhald (ref FOIA Exemption 5) 

CHILKiS J Office of the Becretery of the Commission 00/02/20, 

If- 


— G00229G327 aummarizet telcon re number of barrels of oil per day 
required by ihutdoun of nuclear powsr plants Figures are 
baisd on five pla-nti running at full capacity using only oil 
full. Info partially withheld (ref FQIA Exemption 5) 

OIBBDN^T^ Commission 79/03/14. 2pp 


P. Opsreting license stage documents fii correspondence 


0002110276, Ei tends comment period re draft NUREO-0630 to 00-0116 

OAMHlLLi U P Assistant Director for Standard fit Advencetf Reactors. 
80/Q1/03, app 


D002070027 Raquests revieui of QA program rt diesel generator fuel oil 
Item should be Included in QA program. If exception taken 
to I nc lu slon* rsapansi required within 90 days. 

EI6EW-WT* O. G Division of Opsratlng Reactors 80/01/07 Ip, 


80Q204-0034 Forwards summary of 791210-13 plant audits fii simulator visit 
vw saill break LOCA accident emergency procedures 
t opsratoT retraini-ng. 

ROSSiD F TH1-2 Bulletins «< Orders 80/01/08. lipp 


—8002120099 Notice of issuance fii availability of Amend 48 to License 
DPR- 59 

IPPDLITQi T A Operating Reactors Branch 3 80/01/23 2pp 


8002210007 Notification of 800207 meeting w/Hark I awneri group* BNLr 
OE fit NUTECH In Deth»sda*MO to discuss revisions to 
acceptance criteria for Mark I containment long-term 
program* plans for addl F5TF testing fit outstanding issues 
ORIHEBrC I Plant Systems Branch 80/01/28 Ip 


8002140003 Discusses recent developments impacting waste ditpo-sal 
operations at coAmsrclat low level waste burial sites. 

Foruarrfs license fit Itr from State of 8C to Ghen-Nuciear 8ys 

describing restrictions for waste disposal in BC 

EISENHUr*D O Division of Operating Reactors 00/01/29 Sapf 


6002070246 Forwards proposed Interim changes to Tech Specs Table 3 7-1 
re primary containment isolation Also forwards application 
for amend to OL 

LEONARD. J D Power Authority of the State of New York. 80/02/02 
3pp. 


— 8002070251 Application for amend to OL* changing Tech Specs Table 3 7-1 
re primary containment isolation 

LEONARD* J D Power Authority of the State of New York 90/02/02 

Ip 


— 8002070253 Proposed changes tp Tech Spec Table 3 7-1 re primary 
containment isolation Related safety evaluation end. 

» Power Authority of the State of New York 80/02/02 9pp, 


8002150070 Denies 800202 request for change to Tech Specs Proposed 
surrogate piping fi( manual valve not designed to satisfy 
safety-related requirements for design procurement U 
seiemology 

(?AHHILL. N P Division of Operating Reactors. 80/02/08. 4pp 


8002250691 Requests review Si determination of adequacy of program for 
collection, storage U malnt of QA records Automatic records 
mgt sys instituted to satisfy specific NRC requirements 
EARLViP J Power Authority of the State of New York 80/02/19 
3pp 


8002280550 Reiterates request for approval to Install new increased 
capacity spent fuel racks at facility Rac ksr a 1 lowing full 
offload of reactor core during upcoming outage* could be 
installed if NRC approval is received by 800313 
BERRY* 0 T Power Authority of the State of New York 00/02/22 

2pp 


8003150184 Supplements 700029 request for info re 1977 failurei of 
corktrol rode to fully insert Requests summary of recent 
failures fic other control rod drive malfunctions, Response 
sheuld be sent within 90 days 

tPPGLlTOjT. Ah Operating Reactors Branch 3. 80/01/10 2pp. 
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Q Ingfi-ection re-portsi IE Bulletin* L correspondence 


50021S0405 Notifies that regulations re resident Insp program amended 
to require poupp reactor licensees to proviide NJ5C inep 
pertonnel u/ons ll;e< rent-f Tee« axe 1 usive use of ofc space it 
immediate access to facility 

STELLQi V Office of Inspection Enforcementi Office of the 
Director 7^/12/07 3pp 


9002120477 Ac k receipt of 791127 Itr (nfoTmlng NilC of steps taken to 
correct violations noted in IE Insp Hept 50-333f79~H 
ORlERiD H Region 1# Ph i la rf e 1 ph i a^ Office of the Director 
79/1 2/^31 Ip 


*--8002120409 Responds to NBC 791101 Itr ro violatloni noted in IE Inap 
Rept 50~333/79-l4 Corrective actions instructed personnel 
to check that locking devices properly applied where used 
LEONARD^ J D Power Authority of the State of Neuf Vork 79/11/27 

2pp 


— 0002120495 Foruardi IE Insp Rep fc 50-333/79-14 on 790910-20 it notice 
of violation 

ORUNNERi E J Region 1« Phi ladelph i aj Reactor Operations Nuclear 

Support Branch 79/11/01 2pp 


—0002120502 Notice a# violation from insp on 790910-20 

* Region 1» Philade iph ia, Office of the Director, 79/10/31 
Ip 


--a002l2030i IE Insp Rept 30-333/79-14 on 790910-20 NoncompHanev noted 
failure to properly lock locked valve & failure to provide 
adequate valve lineup procedures resulting in incomplete 
valve lineups 

STETKAiT F, , BAUWACKrW H Region Ir Philadelphia. Office of the 
Olractor HCCAQE.E C Region Phi ladelphia. Reactor 

Operations Nuclear Support Branch 79/10/31 llpp 


8002070024 Responds to IE Bulletin 79-17. "Boron Loss From BWft Control 
Blades “ No control rod blades predicted to have greater 
then 34I{ B-iO depletion averaged over upper quarter 
of blade No replacements planned 

LEONARDrJ D Power Authority of the State of Ntbi Vort 80/0t/02 

2pp, 


8002270030 Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlD 
ihduld he deleted 

OHIER, B H Region 1. Ph i lade 1 phia. Office of the Director 
00/01/17 Ip 


8002290472 Acl receipt of 791201 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept SO-333/79-OB 
Notice of violation it portions of insp rept withheld 
(ref 10CFR2, 790) 

MARTIN. N 0 Region li Ph i lade IpNla. Safeguards Branch 80/01/18 

Ip 


—800229047^ Forward* IE Insp Rept 50-333/79-08 on 790624-29 & notice of 
violation Notice of violation ft portions of Insp rapt 
ufithheld iref JOCFRS 790> 

MARTIN. U & Region 1. Philadelphia. Safeguards Branch 

79/11/02 2pp 


-'-80 022 90481 Nonpropr I etary version IE Insp Rept 80-333/79-00 on 
790624-29 Noncompliance noted security organ! lat ion. access 
control . alarm stations & detection aids Portions withheld 
Iref 10CFR2 790). 

NADDENiN J > LADUN. R H Region 1. Ph iladelphia. Office of the 

Director DEVLIN.J N Region 1. Philadelphia. Safeggards 

Branch, 79/10/31 Ip 


8002060128 Feruardt IE Bulletin 80-02i "Inadequate QA for Nuclear 
Supplied Equipment " Response requireif 

DRIER. B H Region I* Philadelphia, Office of the Director 
80/01 /SI ip 


8002060232 Forwards IE Info Notice 80-02. "SXBR Water Rod Lower End 
Plug Wear " No specific action or response required 
DRIER.S H Region 1. Philadelphia, Office of the Director 
80/04/25 Ip 


600S290564 Ack receipt of 791201 itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 30-333/79-16 
DRIER. D H Region J. Philadelphia. Office of the Director 
80/01/29 2pp 


— 600229056G Responds to NRC 791109 Itr re violations noted In Insp Rept 
50'*333/79-l6 Corrective actions special procedure* in 
training program will he reviewed twice per yr l( procedures 
for control of jumpers will De revised 

LEONARD. J D Power Authority of the State of New York, 79/12/01 
Spp 


— 8002290370 Forwards lE tnap Rept 50-333/79-16 on 790913-21 It notice 
of violation 

BRUNNER. E,J Region 1. Philadelphia. Reactor Operations NucliJr 

Support Branch 79/11/09 2pp 


— 8002290374 Notice of violation from insp on 790913-21, 

a Region 1. Ph 1 ladelphia. Office of the Director 79/11/07 

2pp 


— B002290SSI IE Insp Rept 50-333/79-16 on 790910-21 Noncpmp 1 Imte rotsl 
failure to conduct special procedure review in training 
program 6 failure to document use of measuring & test 
equipment 

COUOILL. 0 J . ZIMMERMAN. R P Region 1. Ph Hade IpKia, Office of 

the Director CAPHTQN. D L Region 1. Phi lade If h le. Reactor 

Operations Nuclear Support Branch 79/11/07 I3pp 


8002250107 Forwards IE Info Notice 80-03. "Main Turbine 

El ectrohydraul Ic Control Sys " No specific action required 
ORlERtll H Region 1. Phi ladelphia. Office of the Director, 
80/01/31 ip 


8002260052 Forwards IE Circular 79-23. Suppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
DRIER, BH Region 1. Ph I ladelph la. Office of the Director 
00/^1/31 Ip 


6002250461 Forufarils IE Circular 80-02. "Nuclear Power Plant Stiff 
Work Hours " No written response required 

GRIER. B H Region i. Ph i ladelph ia. Office of the Director 
80/02/01 ip 


8002220033 Foruierds IE Info Notice 80-04. "BWR Fuel Exposure in ExCiii 
of Limits " No action or response required 

ORIER.S H Region 1. Phi ladelphia. Office of the Director. 
60/02/04 ip 


8002290054 Ack receipt of 000107 Itr Informing NRC of stipi taken U 
correct violations noted In lE Insp Repts SO-286/79-20 it 
90-333/79-13 

GRIER. D H Region 1. Phi ladelph la. Office of the Director 
ao/02/OS, Ip 


—8002290059 Responds to NRC 791211 Itr re violations noted in IE Int^ 
Repts 50-286/79-20 ti 50-333/79-13 Corrective act ions: will 
submit results of audit by 800118 Operating procedure 
drawings revised to reflect as-built condition of plant 
BERRY, 0 T Power Authority of the State of New Yorir 80/01/07 

6pp, 


— 80'02290066 Notice of violation from Insp on 790910-14 It 17-20’ 

a Region 1. Philadelphia. Office of tha Director. 79/10/24. 
3pp 


—0002290070 IE Insp Repts 206/79-20 b 50-333/79-13 on 790910-14 It 17-20 
Noncomplianet noted failure to submit annual rapt. store 
single copy records, take corrective audit rept actions it 
have drawings appropriate to c Ircumstances. 

KigTER.H 8 Region 1. Philadelphia. Reactor Operations Nuclier 

Support Branch NAPUOA. 0 , KEHOE. D. V Rsglon 1. Ph 1 ladelphil. 
Office of the Director 79/10/24 l7pp 


8002210274 Forward* IE Bulletin 80-03, "Less of Charcoet From Btd Ty^e 
I r, Tuo-lnch. Tray Adsorber Cells " Action required 
CRIER, D.H Region 1. Philadelphia. Office of the Director, 

eO/ 02/06 Ip 


8002200306 Ack receipt of 800104 Itr informing NRC of steps taken le 
correct violations noted in IE Insp Repts 30-286/79-20 i 
50-333/79-13 

ORIER.D.H Region 1. Phlladt Iph ia. Office of the Director 
00/02/07. Ip 


—8002200309 Informs NRC that reply to IE Insp Repts 50-206/79-20 li 
50-333/79-13 will be submitted by headquarters ofc 
LEONARD. J D Pouer Authority of the State of New York 90/01/04 
Ip 


80022S0134 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping 6 Components " No written response 
required. 

ORIER. B H Region 1. Ph i ladelphia. Office of the Director. 
80/02/08 Ip 


8002250562 Forwards IE Bulletin 60-04, "Analysis of PNR Main Sttjn Line 
Break ff/Cantinuad Feedwater Addition," No written response 
required 

QRlERrB H RegioA 1. Phi ladelphia, Qffica of the Director. 
00/02/08, Ip 
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Ftiirwardi Revision 3 to inservic? insp pragr^m for pumps tc 

V4] V«« 

SCKHlECCa, J R Pouor Authority of the 3t4te of Neut York 00/08/13 


— 0OO2)'9O&£9 Inservice Insp program for pumps & valvesi Revit Ion 3 

PAR7RIDOE, H J « DEAKES, J H r SORREKTINQi A V Oaneral Physics Corp 
79/iO/Ol lOOpp 


-R Periodic operating reports % related correspondence 


00021206-03 Forwards monthly operating rept for Jan 1980 

LEONARD. J D PQuier Authority of the State of Neu York 30/02/06 
Ip 


— 800^120637 Monthly operating rept for Jan 1980 

ZOFELT.E Pouer Authority of the State of Neu York 80/02/013 

I2pp 


S Reportable occurrences) LERs i». related correspondence 


0OOI2LO22O- LEA 79-1 1&/03L''0 on 79122li during normal operation) personnel 
noted loui fiob^ alarms associated w/stack gas radiation 
aonttoT sv*. Semple line apparently plugged) impeding 
continudve tnonltorlng of stack gas Cause unknown 
CH]LDB.^U V Pouer Authority of the State of Neu York SO/Ol/lS 
3pf> 


0002010327 Forwards LER 79-1 IB/03L-0. 

LEONARD. J D Power Authority of the State of New York. 80/01/28 

ip 


—8002010331 LER 79-110/OaL-O on 791231 , dryuell atmosphere monitor A 
failed uhiLe moTiitor B was out of ivci resulting in degraded 
eioda Apparently caused by presence of moisture in sample 
ILfiii causing failure of sample pumps & monitor detector 
CHiLDS.W V Power Authority of the State of New York 00/01/28 

2pp 


000201033* Forwards LER 80-001 /03L-0 
LECkNARDiJ D Power Authority of the State of New York 80/01/29 
ip 


— B002<M033a LER eo-OOl/OSL-O on GDOlOl. during surveillance testing, 
average power range monitor E downscale trip found at 
3 */12& compared to Tech Bpec limit of equal to or greater 
than Q !>/i2B Caused by instrument drift Instrument callbr 
CHlLOa.W \f Pouer Authority of the State of New York 80/01/29 
Sp 


6002040409 Forwards LER aO-OOa/03L-0 

LEOffARD. J J> Pouer Authority of the State of New York 80/01/29. 

»P 


'^-8002040412 LER ao-003/03L-0 on 800106. during surveillance testing of 
toru I — to-drywe 1 1 vacuum breakers) torus water level decreased 
approK 1 inch below Tech Spec limit Caused by testing of 
brea k ara. a 1 lowing torus water to fill downcomer pipes 
CHILDS) VJ. V/ Power Authority of the State of New York 80/01/29 
2pp 


6002090388 Forwards LER 80-004/03L-0 

LEONARD. J.D Power Authority of the State of New York 80/01/31 
i? 


— G0020S0394 LER BO-004/03U-0, on 800107) during surveillance testing. one 
of four core spray infection permissive switches found to be 
a*t BpproK 10 pil below Tech Spec limit Caused by Instrument 
drift Sultch recallbr 

CPHLDg.W V Power Authority of the State of New York 80/01/31, 

Spp 


6002050436 Forwards LER 80-002/04L-0 

LEONARD. J D. Power Authority of the State of New York 80/02/02 

if. 


—6002050487 LER a0-002/04L-O: on S00102i f ai lure of makeup water sys 
nautrallxer tank discharge valve allowed release of approx 
50.000 gal lane regeneration waste water w/pH outside Tech 
Spec limit Cauied by solenoid valve sticking. Valve cleaned 
CHILDS. H Power Authority of the State of New York. 80/02/01 

2pp 


80021 L0&2B Forwarde LER BO-005/03L-0 

LEOHAgD. J D. Power Authority of the State of New York 80/02/06 

ip 


— 6002110536 LER 60-005/03L— 0 on 600107 1 dur 1 ng review off reacto-r water 
chemistry data. noted that some required samples were not 
obtained Technicians did not take samples duo to lour level 
conductivity U chloride ion conc entr ati-ons 

CHILDS) U V Power Authority of the State of Maw York 90/02/06 

2pp 


0002110556 Forwards LER G&-006/03L-0 

LEONARD) J D Power Authority of the State of Mew York 80/02/06 
Ip 


—8002110567 LER aO-006/03U-0 on 800108) d ur l ng mg t review of work 
requests. no tsd that core spray injection valve A had not 
operated properly during 791221 test No specific cause 
found Valve replaced 6 test frequency shortened 

CHlLDS.lf V Power Authority of the State of New York B0/02/'06 

2pp 


0OOailO46O Forwards LER 60-007 /03L-0 

LEONARD) J D Power Authority of the State of New York 80/02/09 
IP 


— 8002110464 LER 0O-OO9/O3L— 0 on 600110. during normal operat i On. d 1 ese 1 
fire pump made inoperable to correct minor boil over of 
engine following shutdown Doll over caused by defective 
coolant ays cap Cap replaced 

CHILDS. W V Power Authority of the State of New York 60/02/00 

app 


G002I 10541 Forwards LER BO-007/03L-0 

LEONARD. J D Pouer Authority of the 8tate of New York 80/02/09 

Ip 


—9002110550 LER BO-007/03L-0 on 900l07r dur ing normal operation. D loop 
of RHR declared inoperable while hanger H10-2d was 
inoperable for IE Bulletin 79'02 testing Caused by failure 
of concrete anchors under pull test Repairs made, 

CHILDS. U V Power Authority of the State of New York 60/02/09 

app. 


B002110S60 Forwards LER 0O-OO0/O3L-O 

LEONARD. J D Power Authority of the State of New York 80/02/08 
IP 


—8002110963 LER eo-OOB/OGL-O on 8001D9iwhile performing surveillance, 
core spray valve l4-MaV“l2D failed to open as required 
Caused by torque switch not being bypassed for sufficient 
time period Adjusted torque St limit switches. 

CHILDS. W V Power Authority of the State of New York S0/O2/OB 

2pp 


8002140462 Forwards LER 80-01 t/03L-0 

LEONARD) J D Power Authority off the State of New York 80/02/09 
Ip. 


—8002148474 LER 30-011/03L-0 on QOOllO. dur ing surveillance testing, 
hydraulic snubber found inoperable Caused by snubber 
accumulator cocked It Q-ring IsaVage Overhaul Ic post-repair 
testing restored snubber to operable status as spare 
CHILD. V C Power Authority off the State off New York 80/02/09 

2pp 


8002140995 Forwards LER 60-OID/03L-0 

LEONARD. J D Power Authority of the State off New York 80/02/07 

Ip 


—8002140604 LER 80-D10/03L-O on fiOOl lO. rec irculatlon loop temp 
Instruments found out of calibr Caused by use of wrong type 
of test signal in previous calibr Problem corrected by 
recabllbr. 

CHfLDSftr V Power Authority of the State of New York So/02/09 

2pp 


8002140707 Forwards LER 80-01 2/03L-0 

LEONARD. J D Power Authority of the State of New York 80/02/09 

ip 


—6002140712 LER 80-012/03L-0 on 8001 1 1. during surveillance testing, 
•fflergency diesel generator A tripped on low lube oil 
pressurr Caused by partial failure of engine immersion 
heater resulting In cold lube oil Heater replaced 
CHILDS, kf V. Pouer Authority of the State of New York. 80/02/09 

2pp 


8002190306 Forwards LER 60-002/04X-t 

LEONARD. J D Power Authority off the Btate of New York 80/02/12 
IP 
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— 85>OaJ5£>3M L£fl G0-002/04X-1 cn G00102i f a i I ur» of uak*r 

neutraliter tank diccl)4rg<e vaiv* allouarf raJ-eaft* of apprar 
SOfOOO gallons rsQeneratad u/ast« uatet* Caused by lotrnold 
valv» sticking Cloaning of tolanoid resiorad opfratian 
CHILDSiW W Powar Author Ity of tha Stats of Nstf York 80/02/12 

2pp 


8002200492 Forwards LER B0-Oi4/05L-0 

LEONARD. J D Pouer Ai/thorlty of ths State of New York DO/OZ/12 

ip 


-“9002200500 LER 80-014 /03L-O. on 000116. during normal opera tion. torof 
water level limits axcsedad Tech Spec* for 20 minutes. 

Caused testing of HPCI sys. adding uater to torus via min 
flaw valve Torus pumped dourn to Tech Spec llinLt 

CHILOS, W V Power Authoritg of the State of New Yark 80/02/12 

2pp 


0ooaaoos<ia Forwards LER e0-0f3/O3L“0 

LEQNAnOi J D Power Author Itg of the State of New York 60/02/12 

Ip 


— B0022005SB LER H0“0i3/03L-O 0001 14. during surveillance testing, reactor 
Io“lo“lo level switch A operated inpraperlg Caused bg 
improper closing of level switch contact at switch Set 
point Buiitch replaced 

CHILDS. W V Power Authority of the State of New York 80/02/12 
2pp 


8005250490 Forwards LER B0-Ot5/-03L-0 
LEONARD, J 0 Power Authority of the State of New Vorfc 60/02/19 
Ip. 


—8002250496 LER 0O“OlS/oaL“O' on BOO 123. during normal operat lon» LPCf 
Independent power supply/ A Inverter tripped for no apparent 
reason Caused by failed capacitors in inverter control 
circuit Capacitors replaced 

CHIUOS. C V Power Authority of the State of New York 60/02/19 

2pp 


8002280577 Foruartfs LER 60-01 6/03L*-a 
LEONARD. J D Power Authority of the State of New York 80/02/22 
Ip 


“-80022B06S3 LER B0“016/03L''0 on 600125. during normal operation 
containment isolation valve 2(l“K0V-92 uas inoperab 1 e, Caused 
by ground fault Replaced burned up motor limit switch 
assembiyj torc^ua switch assembly t modified termination bos 
CHILDS. W V Power Authority of the State of Mew York 00/02/22. 

2pp 


8002200445 Forwards LER 80-01 7/03L-0 

LEONARD. jl D Power Autboritg of the State of Maw York 80/02/25 

Ip 


—8002280446 LER 0O-OI7/O3L-O on 800130. rfryweU-to- torus differential 
pressure did not meet 1.7 p«l requirements of Tech Specs for 
' approx i“h Caused by rapid temp decrease In dryweil cooling 
sgi Nitrogen added, restoring prasiure to normal 
CHILDS, M 9 Power Authority of tbs State of New York B0/02/2S 

2pp 


8002290422 Forwards LER eO“018/03L-0 

LEONARD. J D Power Authority of the State of New York 60/02/25 

If 


— 8002290429 LER B0“0la/03L“0 on 800201. during normal operat i on. cor e 
spray sys pipe break detector u^as outside of Tech Spec 
llmiW for nine days Caused by change in Tech Bpecs. Detector 
recalibr to new Tech Spec value 

CHILDB.W V Power Authority of the State of N«w York 00/02/25 

2pp 


DOCKET 50-334 BEAYER VALLEY POWER STATION, UNIT 1 


P Security, modlcal# emergency St fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for faci 1 i ti«s. Requests de«ignat.lon of one 
representa tl ve per util by 791231: Forwards FR notice, 

ORIMES. B K. Emergency Preparednees Task Farce 79/12/21 7pp 


'*002110045 Advises that NRC ui 1 1 perform special appraisals of health 
phyeics programs during GY80 in lieu of routine insp Scope 
will include or gani la t ion, pfrsorinel qual ificati on -k 
training, radb/aste processing, mo-nl toring L training, 

ITELLO. V Office of Inipoction & Enforcement. Office of the 
i rector BO/Oi/22 3pp 


8002140690 Request assistance in review of licensees' proposed nodi Is 
meet fire protection safety evaluation cammitmenti Schedule 
for evaluations should be consistent w/implementlng mode by 
801101 

ei8ENH<lT. D 0 Division of Operating Reactors 80/01/26 Ip 


0002190168 Responds to raqueet for revision of implementation schedulii 
fcr fire protection mods Nods ihould he completed before 
reactor startup Bpecific details of Incomplete mods should 
be submitted 30 days prior to startup 

8CHWENCER. A Operating Reactors Branch 1 80/01/26 Ip. 


6002060429 Notifies that outside consulting firm retained to review 
emergency preparedness plan L prepare revised plan to meet 
current requirements Requests extension of submittal date 
to 800301 

DUNNiC N Ouquesne Light Co 80/01/29 Ip 


8002130659 Confirms 800205 meeting w/NRC in Bethesda. HD to dLscusf 
progress of fire protection program Div of sys safety has 
rssponslbll ity for fire protection program evaluation at 
six sites ENL Ncontractor* should defer work on plants 
FEROUSON.R L Plant Bystems Branch 60/01/29 4pp 


6002040957 Responds to NRC 791129 St 1226 requests for info re 
evacuation times for general public Provides evacuation time 
estimates for various areas in lO-mlie radius for normal, 
flood Ic severe winter storm conditions 
DUNN. C N DUquesne Light Co 00/01/30, 40pp 


6002080691 Forwards design details for NRC 791231 fire protection 
safety evaluation rept. Items 3 19-1 & 3, 19-2 Requirement 
to file design prior to implementation was overlooked. 

DUNN. C N Duquesne Light Go 80/01/31. 6pp 


H Oenerat correspondence 


0002190398 Advisee that meeting required by NRC 791205 order modify irif 
OL It scheduled on 000124 in Nillout Hotel. Industry. PA 
Meeting will he devoted to info required by order It 
questions raised by IE 

ORIER.B H Region 1. Phi lade Iphia. Office of the Director. 

60/01/11 2pp 


8002290305 Responds to appeal of FOIA request for T Oibbon 790314 It H 
Thompson 790319 memos to PA Bradford Forwards 790314 memo, 
fnfo partially withheld (ref FOIA Exemption 9) H Thompson 
memo withheld (ref FOIA Exemption 5) 

CHlLKiB.J Office of the Secretary of the Commission. 80/02/20, 

ip 


— 0002290329 Summariies telcon re number of barrels of oil per day 
required by shutdown of nuclear power plants Figures are 
based on five plants running at full capacity using only oil 
fuel Info partially withheld (ref FOIA Exemption 5). 

OlODOMiT Commission 79/03/14 2pp 


P Operating llcetise stage documents & correspondence 


0002190196 Forwards questions re NUREO-0578. TMI-2 Lestortm Learned T*sl 
Force requirements concerning auxiliary feedwater sys 
automatic initiations L flow Indications to steam 
generators Requests response by 791214 

SCHHENCEft, A Operating Reactors Branch 1 79/12/13 Zpp 


8002130332 Discusses commitments 6 schtduls re THI Leiions Learned Tail 
Force recommendations Requests AS-h notif ication should 
unforessen circumstances revise stated poeltlon Requests 
documentation of implementation methods 

DENTON.H R Office of Nuclear Reactor Regulation. 79/12/27. 3;p. 


8002116276 Extends comment period re draft N0RE0-0A30 to 600116, 

OAMHILL. W P Assistant Director for Standard It Advanced Reactors. 
80/01/03 3pp 


0002110437 Responds to FOIA request for Info re Investlgat ions Fortian 
of App S S( C documsnts re individual identification 
partially withheld (ref PQIA Exemptions 5.6 tc 71. 

FELTON. J H Division of Rules and Records. 80/01/07. 6pp. 


' — 80021106-00 Forwards rept of preliminary inquiry into allegations of 
onreiolved problem areas Identiflsd by inspector. Requests 
evaluation of recommanda tion re special insp of Beaver 
Valley seismic supports yt/a and, 

THORNBUROrH V Division of Reector Construction Inepection. 
79/09/30 Ip 
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&Cy02S&0174 Mptiflvs that NRG 780421 order for mod of litense hat been 
taralntiad N:RG raviaui of util r«vi«»<t ECG 8 analytis v»rifi«t 
that ECC 8 it In conformance u7code requirements Safety 
evaluatCon notice of termination order end 
BCHUCNCER 4 A Operating Weactore Dranch 1 80/01/09 3pp 


-^^8002280 170 Safety evaluation re z irconium-uater correction to ECC 6 
analqtli NflC conelden ECC 8 reanalytle acceptable for plant 
oparetlon u/up to IX of steam generator tubes plugged 
« Office of Nuclear Reactor Regulation 80/01/09 3 pp 


— 0002280183 Notice of cermlnetlon of order for mod of facility QL NRC 
has received revised ECG 6 analysis re i Irconium-uater error 
Termlnatian of order will not result in significant environ 
Impac t 

SCHNENCERjA Operating Reactors Branch 1 80/01/09 2pp 


8002190304 Advises that meeting required by NRC 791205 order modifying 
has baen rescheduled on 800122 at If 1 1 lows Motel In 
] ndustry,! PA 

OAlCR.a H Region 1, Philadelphia. Office of the Director 
80/01/15 Ip 


8002290280 Foruards corrected Page 3/4 9-13 of Tech Bpecs Original Tech 
epees transmitted to util as part of Amend 23 to DPR- 66 ^ 
contalnad typographical error 

8 CKUEMCER 1 A Operating Reactors Branch I 00/01/15 2pp 


— 8002290288 Corrected Pago 3/4 9-13 of Tech Bpecs re negative pressure 
of water guages 

• Duqueine Light Go 80/01/19 Ip 


6002130100 Oiscueses scheduling problems re completion of remaining PWR 
overpr assure protection reviews Completion is dependent upon 
Reactor Safety Branch approval of overall sys aspects of 
proposad designs, 

LAlNASiO Plant Systems Branch 80/01/17 ip 


8002000117 Summary of 791119 meeting w/Westlnghoust St utils in 
8 sth*sda«MD ra dropped rod protection 

EHOLEi U Operating Reactors Branch 1 80/01/18 34pp 


8002270966 Forwards request for addl Info l< positions re NRC 
raqulraiae-nti for auxiliary feedwater sys Licensee must 
provide Info that describes how auxiliary feedwater 
automatic initiation sys signals meet requirements 
GCHMENOERfA Operating Reactors Branch 1 00 / 01/22 9 pp 


8002060430 Requests extension of submittal date until 800314 for 
ravlsvd irkstrvlce test program re ASMS Cods Section XI 
raquiramentt Problems caused by current refueling plant 
Modia outage. 

OUHN^C.N Ouquesne Light Co 80/01/29 Ip 


8OO2I40DO9 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards llcenis it Itr from State of 8 C to Chem-Nuclsar Sys 
describing restrictions for waste disposal in SC 
EtBENHOT. D 0 Division of Operating Reactors 80/01/29 2Bpp 


8002120989 Forwards table listing essential sys 6 penetration numbers 
f-or situations following initiation of containment isolation 
Phases A ^ Br In response to NUREO-0978 Review of mechanical 
sgs indicates no reeategor i zatlon necessary 
OUNNi C N, Duquetne Light Co 80/02/08 5pp 


8002120672 Responds to NRC 791227 Itr r« mod of small break LOCA 
operator guldallnes Facility will install Instrumentation U 
fasdout devices by 010101 to ensure RG 8 subcooling of 20 F 
Auxiliary feadwater flow will be restored to min level 
OWf.C.N Duquesne Light Co 80/02/08 5pp 


8002270378 Forwards Clati III fee for Amend 45 to License OPR -66 in 
rasponst to 00021 t Itr 

OUNNrC N Duquesne Light Co 80/02/22 ip 


8002280983 Forwards results of station syc bus voltage study in 
raspanse to NRC request. MVAR 6 3 capacitor banks should b* 
added to 4160 volt normal buses lA ID to ensure malpt of 
anerffemey bus voltages at or above 9 X, 

DUNN. C. N Duquesne Light Go 80/02/22 7pp 


■a. tni|>BCtioti reports. lE Bulletins it correspondence 


8002150382 Notifies that regulations re resident Insp program amended 
io require power reactor licensees to provide NRC insp 
personnel w/ons i te. rent-free. exc lusive use of ofe spaca b 
IxAMadiats access to facility 

GTELLO. V, Office of Inspection 6 Enforcement. Office of the 
Director. 79/12/07 Spp 


8002010102 Forwards notice of violation from 791127-1200 insp of 
maint activities Non c Omp 1 lance noted equipment clearance 
permit was approved w/o verifing that all redundant 
engineered safety sys were available 

5TELLQ, V Office of Inspection & Enforcementi Office of the 
Director 77/12/31 2 pp 


8002070030 Responds to IE Bulletin 79-17, Rovi s I on 1, "Ripe Cracks in 
Stagnant Borated Water Sys at PWR Plants " -No subsurface 
cracking or discontinuities found in accessible welds in 
stagnated, berated, oxygenated lines Supporting data end 
DUNN.C N Duquesne Light Co 80/01/03 lOpp 


8002050257 Responds to IE Bulletin 79-28. *'Posslble Malfunction of 
NAHCO Model EAl&O Limit Switches at Elevated Temps '* Several 
NAMCO EAIQO switches wore installed per requirement of IE 
Bulletin 78-04 Facility is presently in Pull compliance 
DUNN.C N Duquesne Light Co BO/Ol/04 3pp 


8002280160 Forwards IE Insp Rept 50-334/79-22 on 791002-1102 No 
noncompliance noted 

BRUNNER, £ J Region 1, Ph i 1 ado 1 ph ia > Rsactor Operations Nuclear 

Support Branch 80/01/09 2pp 


— 0OO22QO175 IE Insp Rept 50-334/77-23 on 791002-1102 No noncompl lance 
noted Major areas inspected action on previous findings, 
plant operations, IE bulletin 6 circular f o-l lowup, p Ians for 
coping w/strikes it event repts 

HCCABEi E C Region 1 . Philadelphia, Reactor Operations Nuclear 

Support Branch BECKMAN. D A Region i, Ph Hade 1 phia, Office of 
the Director 80/01/03 22pp. 


8002190406 Answers 791220 Itr responding to NRC 771207 Itr re resident 
inspector ofc space Outlines proposed space provisions per 
000115 talcon Requests confirmation 

ORIER.B H Region 1. Phi ladelph 1 a. Office of the Director 
80/01/17 2 pp 


8002270017 Advises that Page 3 of Attachment 3 to IE Bulletin 79-OlB 
should be deleted 

ORIER.O H Region 1. Ph i lad alp h ia. Office of the Director 
80/01/17 Ip 


8002290530 Ack receipt of 800104 itr informing NRC of steps taken to 
correct violation noted In IE Insp Rept 50-334/79-23 
CRIER. BH Region 1* Philadelphia. Office of the Director 
80/01/24 Ip 


— 8002290536 Forwards response to NRC 791213 Itr re violation noted in IE 
Insp Rept 50-334/79-23 Corrective action all outstanding 
study guides reissued 

DUNN, C N Duquesne Light Co BO/Ol/04 Spp 


—8002290538 Forwards IE Insp Rept 50-334/79-23 on 791016-19 it notice of 
violation 

BRUNNER. E. J Regio-n 1. Philadelphia. Reactor Operations Nuclear 

Support Branch 79/12/13 2 pp 


—8002290542 Notice of violation from insp on 791016-19 

« Region i. Philadelphia. Office of the Director 79/12/11 

Ip 


—8002290545 IE Insp Rept 50-334/79-23 on 791016-19 Noncompliance noted 
missing individual study sheets re roqual if i cation program / 

COUOILL.C J Region 1, Philadelphia, Office of the Director 
CAPHTON, D L Region i. Ph 1 lade Iph ia. Reactor □peratlons Nuclear 

Support Branch 79/12/11 7pp 


8002290539 Ack receipt of B00114 Itr inform-ing NRC of steps taken to 
correct violation noted in IE Imp Rept 50-334/79-25. 

ORIER.B M Region 1. Philadelphia. Office of the Director 
80/01/25 Ip 


— 8002290543 Forwards response to NRC 791224 Itr re violation noted in IE 
Insp Rept 50-334/79-25 Corrective action current review of 
surveillance procedures maintained in control room 
DUNN.C N Duquesne tight Go. BO/Oi/14 2pp 


— G002290546 Forwards IE Insp Rept 50-334/79-25 on 791113-16 6 notice of 
violation 

BRUNNER, E. J Region 1. Philadelphia. Reactor Operations Nuclear 

Support Branch. 79/12/21 2pp 


—8002290550 Notice of violation from insp on 791 i 13-16 

« Region 1, Ph 1 ladeiphlat Office of the Director 79/12/19 
4P 
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— aOO22'?0555 JE Irup R»pt 50-334/79-25 on 791 113-16 Noncoihpl lance notad 
failure to maintain controlltd copy of current turveillance 
procidurn in control rom 

QLUMI3ERC N Region 1 Ph i lad# ] ph ia< Office of the Director 

PAiJfJACH W Region Ji Philadelphia) Peactor Operations Nuclear 

Support Branch 7^/12/19 8pp 


6002250046 Poruard* IE Info Notice B0-03i “Main Turbine 
Electrohi^draul ic Control Sgs " No specific action required 
CRIER. G H Region 1/ Ph i lade 1 ph la. Office of the Director 
eO/Dl/31 Ip 


E002260035 Foruardi IE Circular 79-25. Suppl A, '’Shock Arrestor Strut 
Assemblv Interference " No upitten response required 
CRIER.G H Region 1 Philadelphia. Office of the Director 
eo/01/31 ip 


— BOO2O0O44B LER SO-OOS/OIT-O on 8001 1 7. dur i n a op-orai t lonal Mode 3. u/RCB 
temp at 100 F & atmospheric pressure & -RCB level mid-loop u/ 

RKR flow at 1.700 Bpin. reac tor vossel vent educator <JR* in 
SVC. causing negative pressure 

UERLINO. J A Duquesne Light Co 60/01/3(> 2pp 


80021S0324 Forwards LCRs 79-04a/03L-0, 0O-OO4/O3L-O. a0-003/£>2L“0 «. 
BO-00&/04T-0 

WERLINO. JA Duquesne Light Co 80/02/07. Spp 


—8002150333 LER 79-O40/O3L-O on 791210. dur i ng 24-h load test on 
emergeneg diesel generator 2. discharge pressure gege 
backup electric fuel oil pump indicated zaro CausaJ bg 
significant breakdown in OA program during const 
WERLINO. J A Duquesne Light Co 80/02/Q7 tp 


80022504J2 Forwards IE Circular 60-02. “Nuclear Power Plant Staff 
Work Hours “ No written response required 

CRIER B H Region 1. Ph i ladelph la, Office of the Director 

00/02/01 Ip 

0002210252 Forwards IE Bulletin 80-03. “Loss of Charcoal From 8td Type 
1 1 . Two- Inch , Tray Adsorber Cells " Action required 

Wepion 1, Philadelphia. Office of the Director 

aU/9</Oo Ip 

Cont.Bin.tion 0# 

Safety-Related Piping h Components “ No written response 
required ^ 

P^'Uadelphia. Office of the Director 

oQ/Q£/QQ jp 

6002250454 Forwards IE Bulletin 60-04. "Analysis of PHR Main Steam Line 
Break H/Continued Feedwater Addition “ Written response 
r equ I r ed 

aoloz^os” I. '■ •' tft. Oir.ttor 

t't r“*"‘ '' '*’■ HHC or tttpi t.t.n to 

ooroQ p u‘°****“'" "O*'* •" IE Insp Rt|>t 50-334/79-IB 
b"m /?3 ip '• O'flco of tb, Dtn.otor 

-eoO«a02.t n,.pon<, to WC 791153 Itr r. viol. t, on. not., in JE Jn.p 
Rep t 50-334/79-10 Corrective actions updating station 
drawings w/deiign changes k Class A fire door ordered to 

7pp 


I.Cn ww w^ir^eww w q^pf W V VI A F « Q 4 <r % A bril IK|r Ilf 4 l« V |- N 9 W 

conservative than those required in Mode & during relPuellng 
operations Caused hy personnel error Redctor veseel h*ad 
studs detensloned 

WERLlNOrJ A Duquesne Light Co 80/02/07 Ip. 

—8002150340 LER 0O-OO5/O3L-O on 8001 12. decorttarninat I on procaedlnj^s mpt# 
in progress when waste water tank filled Operator Iretructed 
to do valving in area was nut familiar uf/TecA 0p«cs V failed 
to have radiation technician or ratemeter available 
WERLINO. J A Duquesne Light Co 80/02/07 Ip 

—8002150353 LER 80-006/04T-0 on 000130. trl 1 1 um activity in ^uart^rlv 
grab samples collected* in OH River near facility discherfle 
during fourth quarter. 1979 exceeded ET0 but below 10CFR20 
limits 

WERLINO. J A Duquesne Light Co 80/02/07. Ip 

B002270280 RO 80-7/OlP.on 800221. cond ition found resulting in no 
supplementary leak collection b release flow through main 
filter banks during fuel movement Caused by procedure 
inadequacy Procedures revised 

WERLINO. J A Duquesne Light Co 80/02/22 2pp 

8002290426 RO 80-0a/0tT on Q0022S. dur ing cable tray U conduit ai-built 
configuration review, preliminary framing beam analysis 
indicated potential floor beam overitreii Caused by conduit 
S. tray support horiiontal acceleration 
WERLINO. J A Duquesne Light Co 80/02/29 2pp 


replace door in OA records room 
DUNN. C N Duquesne Light Co 79/12/19 


0002200460 Requests r.H,f frctK inservlce Insp program re visual t 
held eiamfnatlon of reactof JesSet cIJsurJ 

SlJtfdiij'^ ^ freiiuriier i stea„ generator vessel 

DUNN. C N Duquesne Light Co 80/02/15 4pp 

DUNN.C N Duquesne Light Co 60/02/21 ip 

9orr..p.nd.iic. 

""".tPrin, r.pt d.c .979 
MOOBE.SM Do^u.in. Lisht Co 80/01/30 3pp 


4pp 


occurrences. LERs t related 


correspondence 


^jPeJ-^tors^hold^ng License. 0OP-3323 t, 

r ifylng 


DOCKET 50-333 ST LUCIE PLANT. UNIT I 

emergency it fire protection Rians 

8002040007 Announces regional workshops to discuss fsasibility of 
proposed change to regulation on radiological amerSIicy ^ 
response plans for fac 1 1 i ties. Requests deslflnatl on^o f one 

oS.Sm'S I 2 79ia31.Foru,.r.. FR nolle. 

uKintB.B K Emergency Preparedness Task Force. 79/12/ai 7pp 

9002110149 A4vl... Ih.l NRC ulll p.i-forn iptcl.! .ppr.tlal. 0. h.lltA 

psrsonn.l iiu.li.ic.tlan fc 
BTELLn S 'mJ!** f^o^’^lna-m-inttorlng & tp.Jnin, 

BoAu2l ’Sp’S"""” ** 0.nc. of *4. 

8002080611 Forwards design criteria re firs protection rsvisu. in 
response to NRC 000124 request Describes -utomaUc IpJfniJer 
** containment hosa statlDHi. 

HALL.R E Brookhaven National Laboratory 80/01/31, 7pp. 

0 Adjudicatory correspondence 

ilfpisissar - 

UMRIO. R E Florida Power << Light Co, 80/0&/I I. Qpp, 


-— "!!!!!!!!!*'• ^ information 


" N«l..r C,n.ulUnt.,In. 


.CTLiiJeVr**.^' ®o-i» 3 /oit-o 
^ bRLINO.JA Ovquesne Light Co 61 


2pp 
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P* Operating llcsnie documents & correspondencs 


7 ffOTOAOSOi- Fo-rw«rd* proprietary version of CEN-tl3-P in response to IE 
Bollftln 7?-0£C Items S & 3 Response withheld (rof 
lOCFfta 790) 

i.lEPLER.0 E C”E Power Systems 79/08/29 lOlpp 


900213029? Advises that util rept re implementation of EPA U fuel cycle 
std should contain dose assessment w/rospect to conformance 
v/40CfR190 

&CHV;EM:ER<A Operating Reactors Branch 1 79/12/19 2pp 


90021(027/^ El tends comment period re draft NUREO-0630 to 800116 

OAKniLLifJ P Assistant Director for Standard b Advanced Reactors 

GO/01/03 3pp 


9002130100 Discusses scheduling problems re completion of remaining PUR 
ovd-Tpresswr e protection rsvieus Completion is dependent upon 
Reactor Safety Branch approval of overall sys aspects of 
proposed designs 

CAtHASiO Plant Systems Branch 80/01/17 Ip 


9003110195 Forwards Amend 34 to License DPR-67 j safety evaluation & 
notice of liiuance It availability 

RElOiR U Operating Reactors Drench 4 80/01/23 2pp 


-■*9002110201 Amend 34 to License DPR-67 deleting fuel enrichment limit 
from Tech Spec 5 3 1 & adding fuel enrichment limit to 
lech Spec 561 

AEID/R U Operating Reactors Branch 4 80/01/23 6pp 


--9002110206 Safety evaluation supporting Amend 34 to License DPR-67 
e Qffica of Nuclear Reactor Regulation BO/01/23 2pp. 


— 9002110209 Notice of issuance 1< availability of Amend 34 to License 
DPR “67. 

REIDrft H Operating Reactors Branch 4 80/01/23 2pp 


9002140009 Discusiet recent developments impacting uiasta disposal 
o-peratlone at commercial low level waste burial sites 
FoTvard* license & Itr from State of SC to Chem-Nuclear 8ys 
deicrib-ing restrictions for waste disposal in SC 
E]6£mT«D O, Division of Operating Reactors 80/01/29 28pp 


9OQ2190821 Requests addl info re containment purge venting Overriding 
ant type of safety acuation signal should not cause 
blocking of other types of safety actuation signals to 
isolation valves 

RElDdR U Operating Reactors Branch 4 80/02/04 3pp 


800228C040 Advises that Class III fee required to cover 800109 
■PPl Ion for license amend* rep lac ing selected sofety- 
re^ated hgdraullc snubbers u/mochanlcal snubbers during 
.Ufcoatng rafuollng outage 

DIOOBiR H License Fee Management Branch 80/02/04 Ip 


9002120363 Informs NRC that mods have been completed on four 
contalnneni purge valves Two remaining purge valves will be 
■.odified during 800319 refueling outage to avoid unnecessary 
rad'iation exposure to plant personnel 
UffilOiR E. Florida Power Sc Light Co 80/02/06 Ip 


^KK>2I20505 Forwards OA program for operations phase* in lieu of FSAR* 
Chapter 17 2 

UHRIC^R E Florida Power b Light Co 00/02/06 Ip 


— 8002130507 OA program for operations phase 

e Florida Power U Light Co 80/02/06 4pp 


9002360104 Discusses review of 770121*0229 tn 780103 Itrs re steam 
fenirator water hammer genaric Issue Methads for reducing 
gotentlel for water hammer are acceptable. Forwards safety 
•valuation 6 EOSiO 800131 rept, 

R£ID*n U Operating Reactors Branch 4 80/02/07 2pp 


■“-8002260109 Safety evaluation re potential for steam generator water 
hanmer 

a Office of Nuclear Reactor Regulation 80/02/07 6pp 


9002210018 Notification of 800220 meeting w/ofcll in Beth»sda*MD to 
discuss augmented surveillance following Cycle 4 reload 
ERICKSON* P.B Operating Rsactors Branch 4 80/02/11 2pp 


9903210479 Forwards fee for 800109 proposed amend to License DPR-67 
E Florida Power b Light Co 80/02/19 Ip, 


Q Inspection reports* IE Bulletins 6 correspondence 


8002010008 Forwards IE Insp Rapt 50-335/79-31 on 791114-16 No 
nancompl lance noted 

HURPHTi C E Region 2* Atlanta* Reactor Construction Engineering 

Support Branch 79/12/05 2pp 


— 8003010092 IE fnsp Rept 50-335/79-31 on 791114-16 No noncompliance 
noted Ma^or areas inspected pipe support base plate designs 
using concrete expansion anchor bolts 

KERDT*A R Region 2* Atlanta, Reactor Construction Ic 

Engineering Support Branch VALLISHfE J Region 3* Atlanta* 
Office of the Director 79/12/04 3p p 


8002110167 Forwards IE Insp Kept SO-335/79-30 on 791126-28 No 
noncompl iance noted 

LEWIS* R C Region 2* Atlanta* Reactor Operations Nuclear Support 

Branch 79/12/17 2pp 


—8002110173 IE Insp Rept 50-335/79-30 on 791126-28 No noncompl lance 
noted Ma^or areas inspected licensee action on previously 
identified QA items 6 procurement 

WE88MAN* R H Region 2* Atlanta* Reactor Dperatlons Nuclear 

Support Branch FORD* E J Region 2* Atlanta* Office of the 
Director 79/12/10 5pp 


BOOailOlSB Forwards IE Insp Repts 50-335/79-34 50-389/79-21 on 

791127-30 No noncompt lance noted 

KllRPH7i C E Region 2* Atlanta* Reactor Construction & Englnoerlng 

Support Branch 79/12/19 2pp 


—8002110162 IE Insp Repts 90-335/79-34 6 50-369/79-21 on 791127-30 No 
noncompliance noted Ha^or areas inspected reactor coolant 
loop piping welding actlvl ties* uicid ing matl control U 
welder qual 1 f ication it insp followup of IE Bulletin 79-13 
KEROT/A R Region 2* Atlanta* Reactor Construction 6 

Engineering Support Branch VANDBQRN* P K, Region 2* Atlanta* 
Office of the Director 79/12/19 6pp 


8002120031 Informs that response to IE Bulletin 79-02 will be submitted 
000104 

UHR10*R E Florida Power & Light Co 79/12/20 Lp 


8002040204 Gubmits amend to util 790709 response to IE Bullettin 79-02* 
"Pipe Support Base Plate Designs Using Concrete Expansion 
Anchor Bolts ” Support anchorages of two inches it smaller 
are adequate satisfy FSAR design criteria 
UMRIOiR E Florida Power it Light Co 00/01/04 3pp 


0002040374 Responds to IE Bulletin 79-02. R evil Ion 2 re u«e of 
ecpanslon anchors In concrete block walls Facility does not 
uce axpanslon anchor installations in concrete block walls 
or applications utilising structural steel shapes 
UHRIO. R E Florida Power 6 Light Co 80/01/04 Ip 


8002040147 Responds to IE Bulletin 79-38 re possible limit tuitch 
malfunction at elevated temps Facility has no NAMCO EAIGO 
limit switches installed or in stock 

UHRIOiR E Florida Power 6 Light Co 00/01/11 lp 


8002060023 Forwards IE Bulletin 79-OlDi "Environ Qualification of 
Class IE Equipment Action required IE Bulletin 79-OlD 
w/encls sent on 790114 should be disregarded 
O'REILLY* J P Region 2* Atlanta. Office of the Director 
80/01/17 2pp 


8002070349 Forwards IE Circular 80-01* "Bve Advice for OE Induction 
Disc Relayii " No response required 

O'REILLY* J P Region 2* Atlanta* Office Of the Director 
80/01/17 2pp 


8002270063 Forwards IE Info Notice 00-03* "Main Turbine 
Electrohydraul I c Control 6ys." 

O'REILLY.J P Region 2. Atlanta* Office of the Director 
80/01/31 2pp 


8002280126 Ack receipt of 800118 Itr re violations noted in IE Insp 
Repts 50-250/79-33*50-251/79-39,50-335/79-33 b 90-389/79-22, 

Ltr forwarded to IE for evaluation of no violation 
contention 

BRYANT* J C Region 2* Atlanta. Reactor Construction 6 Engineering 

Support Branch 80/01/31 Ip 


—8002280136 Responds to NRC 791219 Ur re violation* noted in lE Insp 
Repte S0-a90/79“33* 90-291 /79‘'35* 50-335/79-33 <c 90-389/79-22 
Contends that NRC is citing previously accepted practices 
against new Interpretatl on of 10CFR21 w/o notification 
UHRiQ*R E Florida Power «. Light Co 80/01/18 5pp 
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— 8002280130 Foru/ari5i IE Insp ftepks 50-250/79-35# 50-251/79-33, 
50-335/79-33 !# 50-389/79-22 on 791127-30 U notice o-f 
vioUtion 

HURPKY, C E Region 2, Aklenta# Reactor Construction St 

Engineering Support Branch 79/12/19 2pp 


— 0002200172 Notice ot violation from imp on 791127-30 

» Region 2. Atlanta, Office of the Director 79/12/19 Ip 


—8002200109 IE Insp Repti 30-250/79-35,50-251/79-35,50-335/79-33 Sc 
50-309/79-22 on 791127-30 Noncomp llance noted: 10CFR21 
rectulrements cannot be met u/presant OA procedures 
MURPHY, C E Region 2, Atlanta, Reactor Construction St 

Engineering Support Branch. BURDETTE,! E • BROUNLEE, V L Region 
2i Atlanta, Office of the Director 79/12/19 7pp 


S Reportable occurrences, LERs 1< related correspondence 


6002040527 Forwards LER 79-036 /03L-0 

SCHMIOT,A R Florida Power & Light Co BO/Ol/OS Ip 


—0002150519 Forwards response to NWC 771005 request for Info r* 7703li 
sut disturbance Defines power eg* stability as attribute of 
sys which enables lys to develop reitorlng forces tRuel to 
disturbing forces 

DHRID, R E Florida Power S« Light Co 77/12/14 96pp. 


— 8002150468 Forwards request for addl info re util 771214 retponii Is 
NRC 771009 Itr concerning util ‘’Ropt on 8gm Dlsturbancei 
770916 “ 

8CHWENCER,A Operating Reactors Branch 1 (Pre 790A29K 

73/03/16. 3pp 


— B002150483 Forwards response to NRC 7B0316 requast for addl info rs 
770516 tgs dlsturbence 

UHttlO.R E Florida Power S« Light Co 78/04/04 49pp 


— 6002150489 Requests commitment to Implement Sc submit proposed natbcdii 
procedures & schedules to implement NRC position re 770916 
poarer sys disturbance Statement of NRC position encl 
REIDiR W Operating Reactors Brancb 4 <Pr» 790629> 7B/OA/07. 

2PR 


— B002040535 LER 79-036/03L-0 on 791203, while operating at full powetr 
control room operator discovered MB linear power range 
channel high voltage was lower than other three channels 
Caused by failed *i5 volt power supply Supply replaced 
SCHaFPMANNiH A Florida Power U Light Co 80/01/02 ip 


8002110517 RD 335-80-4 on 800124, feeder breaker from startup 
transformer B to 4160-volt vital bus S was open Caused by 
improperly labeled breaker Breaker cublclee A & B were 
locked 4( are checked daily 

HETHY,C H Florida Power 6 Light Co BO/Oi/29 £p 


8002140612 RO-335-60-4 on 600119, feeder breaker from startup 
transformer on vital bus found open in violation of Tech 
Spec 3811 Caused by improperly labeled breakers A & B 
Breaker cubicles locked 

METBY, C M Florida Power L Light Co 80/01/29, Ip 


—0002150499 Forwards LER 7B-017/03L-0 

SCHMIDT, A D Florida Power It Light Co 76/06/13 3pp 


—8002150482 LER 7B-017/03L-0 on 700314# improper switching at Pratt 6 
Whitney substation U incorrect wiring of protective relays 
at Hldway substation led to de-energi xation. Off site 
power lost Incorrect wiring corrected 

8CKDPPMAN, H A Florida Power ti Light Co 70/06/13 Ip 


—6002150494 Forwards response to NRC 780607 request for propoeed sitlisN 
It procedures to implement NRC positions re sys operations 
Util 790322 Ur to DOE encl 

UHR10,R e Florida Power 4* Light Co 78/07/09. 4pp. 


0002220330 Forwards updated LER 79-020/01 X-1 

SCHMtDTrA D Florida Power & Light Co 80/02/11 Ip 


0002210380 Forwards LER 80-002/03L-0 

SCHMIDT, A D Florida Power L Light Co 80/02/04 tp 


•*-0002210336 LER 80-002/03L-0 on 800104, during normal operations, control 
element assembly dropped to full insertion# caus ing Tq to 
eiceed core limits Caused by failure pf iS-volt power supply 
in coil power programmer Power supply replaced. 

SCHOPPMAN,M A Florida Power St Light Co 80/02/01 Ip 


0002220162 Forward* LER 80-001/03L-0 

SCHMIDT, A D Florida Power k Light Co 80/02/04 Ip 


‘-8002220168 LER 0O-OOi/O3L-O on 800102, during surveillance testing of 
lA dieiel generator, fuel transfer pump failed to start 
Failure caused by dirty starter contactor Pump cleaned 6 
returned to sve 

SCKOPPMAN, rt A Florida Power U Light Co BO/02/Ot Ip 


0002210373 Forward* LER 80-003/03L-0 
SCHMIDT. A D Florida Power U Light Co 80/02/09 Ip 


8002210370 LER 80-003/03L-0 on 000106, during normal operations, control 
element assembly 30 reetf switch indication channel failed, 
eight days after repair for same problem Cauee unknounjwill 
be investigated during refueling outage 

8CH0PPKAN,M A Florida Power U Light Co 80/02/05. 2pp 


—6002220334 Updated LER 79-026/01)1-1 on 790903^ in cold abut down during 
hurricane, cable fell into startup traneformer D AC 
electrical igs B do-«ntrgiied Sc diesel generator falltd ta 
start Caused by delay In D diesel binding 
JAM£8#D K Florida Pouar St Light Co. 80/02/11 2pp. 


DOCKET 90-336 MILLSTONE NUCLEAR POWER eTATlON# UNIT 2 


F Security# medical# emergency St fire protection plans 


8002040007 Announces regional workshops to discuss feasLIiillty of 
proposed change to regulation on radiological emergency 
reiponse plans for facilities Requasts designation of one 
representative per util by 791231. Forward i FR notice 
ORlMESiB K Emergency Preparedness Task Force 79/12/21. 7pp. 


0002200194 Forwards BER re fire protection program. Request for addl 
info should be transmitted to licensee requesting response 
within 20 days If riqulrement not satisf led# meet ing should 
be arranged within 20 days, 

LA1NAS#0. Plant Bystemi Branch 60/01/23, 10pp. 


‘-8D02200202 Safety evaluation re fire protection program Requests afdl 
info to complete review 

a Office of Nuclear Reactor Regulation. 60/01/23 7pp. 


80022 10520 Forwards LER 80-004/0 I T-0 

SCHKIDTxA D Florida Power i Light Co 00/02/07. Ip 


8002210530 LER 80-004/017-0 on 800124, operating at lOOX power# feeder 
breaker from itartup traniformer IB to 4i60-volt tfsentlal 
bus B found open Caused by Improper label on switch Label 
changed S# personnel informed of event 

SCHOPPMAN, M A Florida Power L Light Co 80/02/07 2pp 


NRC 791001 #, 17 for Info r. 

J. »##•“« ."Ujr •V.nt. D.,crlptloo 0 , lijnlfitont 

UHfiIO#R E Florida Power Corp 80/02/11 lOpp 


LEAR.O Operating Reactors Branch 3 <Pr# 790629). 77/10/05 


HQ nrti, a# ISS6 itrs rt evacuation tl< 

estl<nates*Pro jdet cannot be thoroughly evaluated within 

interval Mill submit estimates by 600229. 
CDUNBILrU 0 Northeast Utilities 80/01/29 2pp 


8002200372 Submits response to NRC 800201 request for addl info re 
proposed long-term emergency operations ctr# required by 
NURE0-057a.Ctr would be located 1 5 miles f^oS pu”. 

Preliminary maps b drawings end 

Nuclear Energy Co (eubs of Northeast 
Utilities) 80/02/08. lOpp 


8002200462 Forwards safeguards contlngancy p Ian. Revision LPlan 
withheld (ref 10CFR2, 790) 

FEE#M. 0 Northeast Utl Itties 80/02/13 2pp. 


J Insurance 6 Indemnity information 


8002060449 Forwards Endorsimant 3 to NELIA Binder £0-19 U HAELU Binder 
Xp^I9 

IFFLAND, R R Northeast Utilities 80/01/29 Ip 
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e0030&04&& Foruardi Enfortement 3 to NELIA Blndar EB-16 & KAELU Eicavt 
XB'-ia 

tFFLAMl>rR R, Northaait Utilitiai 80/01/29 dpp 


0 Atfvltorif Comnltta* on Reactor Safeguard* report* & correspondence 


B002LS0342 Foruardt "Rept of ACRB on Selected Safety Issue* Related to 
iLMRs *' 

HOELLERi D H ACRS Advisory Committee on Reactor Safeguard* 
76/12/12 tp 


--8002150344 Summary of 760909~11 meeting re sotiuence of event* occurring 
7&O703 4t 21 at facllltie* Event* resulted In sustained 
degraded grid voltage l< failure of diesel* to properly 
iiquance load zone 

* ACR8 >* Advisory Committee on Reactor Safeguard* 76/07/11 Ip 


— S002150S49 Summary of 761014-16 meeting re Inoperability of safety- 
related • Q.ulpment follouing load shedding, 

* ACftS - Advisory Committee on Reactor Safeguards 76/10/16 

app 


P OpsTating license itage documents & correspondence 


T909040506 Forward* proprietary version of CEN-llS-P in response to IE 
Sirllatln 79-06C Items 2 Bt 3 Response ulthheld (ref 
10CFR2 7701 

LlEBLEfiiO E C-E Power Systems 79/00/29 lOlpp 


804211-0276 Extends comment period re draft NURE0''O630 to 800116 

OAMMlLLiCf P Assistant Director for Standard t< Advanced Reactors 
BO/OS /03 3pp 


8002060530 Katifies that on 7918S9 annunciator tys failed due to 
gvtrloading of operable power supplies Ceusqd by failure of 
14 of 29 Modal AN-t59 power supplies for annunciator 
flfctrontcsj lamps h field contact* Power supplies replaced 
OPEKAiJ F Northeast Utilities 00/01/23 2pp 


8042040393 Forwards Info re automatic initiation of auKiliary 
fesduatir No conclusion reached re acceptab 1 1 i ty of 
lap laninta t ion 

COUN91L^4f 0 Northeast Utilities 80/01/25 60pp. 


&002040596 '*9team Line Rupture •' 

KELtEVrJ. Northeast Utilities 79/12/29 15pp 


— 8002040S9D Proposed rivislons to Tech Specs re automatic initiation of 
aurlllaTy faaduater 

e Northsait UtlUties, 80/01/31 7pp 


80D21440CS l>1scUBsas recent developments Impacting waste dltpotal 
operations at commercial low level waste burial sites 
Fo-ruardi license St Itr from State of 8C to Chem-Nuclear Sys 
describing restrictions for waste disposal In QC 
ElBENHUTiD Division of Operating Reactors BO/Ol/29 28pp 


8402L20421 Forwards description of THI Lessons Learned Task Force 
r icfittmendatl on* imp lementatlon. Discusses util concern re 
Task Force Category B requirement* 

CDWiStL^H 0 Northeast Utilities 80/01/31 157pp. 


8002110977 Qubnlts addl info on proposed revisions to Tech Specs to 
Include seven smoke detector* required for dc equipment 
ropn Changes number of detection channels St min channels 
operable for noted areas 

COWi^lltU 0.1 FEEfVf F. Northeast Nuclear Energy Co (Subs of 
NortPieest Utilltlasl, 80/02/04 2pp 


8002200375 Discusses fuel cladding strain U fuel assembly flow blockage 
aodels for f ac i 1 Ity . Analy il s was performed for operating 
plants u/CE fuel Forwards analysis verifying compliance 
W/ECC6 acceptance criteria 

COUNaiL. N. O. . FEEfil F Northeast Nuclear Energy Go. (subs of 
rvertheast Utilities) 80/02/08 2pp 


“9402200370 "Verification of Compliance w/£CC9 Acceptance Criteria of 
Coda Utilizing Conservative Cladding Rupture Strain St 
Assenfaly Flow Blockage Models 

a Northeast Nuclear Energy Go (tubs of Northeast Utilities) 
BO/02/29 I9pp 


B04226O459 Forwards revised Cycle 4 reload licensing schedule re use of 
westing house fuel in G-E reactor 
COUNSIL. 14. 0 Northeast Utilities 80/02/14 2pp 


8002190743 Forwards interim rept In rosponse to NRC 780123 Itr & 
791120 memo re asymmetric LOCA loads 

LUNDUALLi A F Daltlmore Oas & Electric C-o 84/02/15 2pp 


— 0002190760 "RGB Asymmetric Loads Evaluation Program) Interim Rept *' 
s C-E Power System* 00/02/08 4iOpp 


8002260146 Forwards info re loss of offsite power in respanse to 791127 
Itr 

COUNSIL.W 0 Northeast Utilities 80/02/20 Bpp 


Q Inspection reports. IE Bulletins It correspondence 


8002150390 Notifies that regulations re resident insp program amended 
to require power reactor licensees to provide NRG Insp 
personnel w/anslte^ rent-f ree> exc lus ive use of ofc space b 
immediate access to facility 

STELLD.V Office of Inspection & Enforcementi Office of the 
Director 79/12/07 3pp 


8002150188 Responds to IE Bulletin 79-28 Stem-mounted Unit switches 
mfg by NAHCO not installed nor planned for installation at 
any safety-related sya at Haddam Neck 6 Millstone Unit 1 
Twenty four switches installed at Millstone Unit 2 
C0UN3IL. M 0 Northeast Utilities 80/01/09 3pp 


0002290959 Forwards IE Insp Ropts 90-249/79-22 & 90-336/79-23 on 
790902-1002 No noncamp 1 iance noted 

DRUNNER. E J Region 1. Ph i ladel ph la. Reactor □perations Nuclear 

Support Branch BO/Ol/ll 2pp 


--0002290569 IE Insp Repts 50-245/79-22 & 50-336/79-23 on 790902-1002 No 
noncompliance noted Major areas inspected control roams, 
accessible portions of Unit li turb ine. radwastei gas turbine 
generatori intake bldgs it condensate poLiihlng facility 
8HE0LQ8KV»U T Region li Philadelphia. Office of the Director 
KEIMIO. n R Region 1. Philadelphia. Reactor Operaiians Nuclear 

Support Drench 60/01/10 lOpp 


6002270024 Advises that Page 3 of Attachment 3 to IE Bullatin 79-011} 
should be deleted 

DRIER. D H Region 1. Philadelphia. Office of the 'Director 
80/01/17 Ip 


6002250092 Forwards I£ Info Natice 60-03. *'Maln Turbine 

Electrohydrau 1 Ic Control 6ys " No specific action required 
ORIER.D H Region 1. Philadelphia. Office of the Director 
80/01/31 Ip 


6002260048 Forwards IE Circular 79-25. Buppl A* "Bhock Arrastor Strut 
Assembly Interference " No written response required 
ORIER.B H Region I. Fhl ladelph ioi Office of the Director 
80/01/31 Ip 


6002250439 Forwards IE Circular 90-02. “Nuclear Power Plant Staff 
Work Hour* " No written response required 

ORIERiO H Region 1. Ph 1 ladelph la. Office of the Director 
60/02/01 Ip 


6002210265 Forwards IE Bulletin 90-03. “Loss of Charcoal From Btd Type 
I If Two-Inch. Tray Adsorber Cells '* Action required 
DRIER. B H Region 1. Philadelphia, Office of the Director 
60/02/06 Ip 


6002230122 Forwards IE Info Natice 80-09. “Chloride Contamination of 
Safety-Related Piping U Components " No written response 
required 

DRIER. B H Region 1, Philadelphia. Office of the Director 
84/02/08 ip 


6002250500 Forwards IE Bulletin 60-04. “Analysis of PNR Main Gteam Line 
Break N/Contlnucd Feedwater Addition “ Nrltten response 
required 

0RIER.9.H Region 1. Phi ladelphia. Office of the Director. 

60/02/08 Ip 


R Periodic operating reports & related correspondence 


6002190690 Forwards monthly operating rept for Jan 1900 
OPEKAiJ.F Northeast Utllltl** 60/02/07 Ip 


— 8002190696 Monthly operating rept for Jan 1900 

K0WLETT*O H Northeast Utilities 80/02/09 9pp 
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S Reportable occtirrences < LER« tt related corre«pondrncP 


aooaoaoaso PNO~f-77-047 on 791229. while operating at lOOSt power, all 
oontrial room annuciator penel-s lost Caused failed dc 
power supplies to annunciator circuits Pouer supplies 
replaced 

JGHNSQNrB F . KEIMIO.R R , DRUr^NER. E Office of Inspection & 

£n f orcevne nt. Office of the Director 79/12/Dl tp 


8002090400 Forwards LER 79-042/03L-0 

□PEKA, J P Northeast Utilities 00/01/25 ip 


— B003050406 LER 79-042/03L~0 on 791 228. dur mg lineup of safety injection 
sy» to recirculate in preparatiori for increasing level in 
safety injection tank t. level in tant decreased belou Tech 
Specs Caused by leahage in tank fill or drain valve 
GTRArHAN.R A Northeast Utilities 80/01/25 Ip 


8002200 4 y-i, Forwards LER 80-001 /OOL-0 

iQPEKA. J F Kartheast Uti li tics 80/02/11 Ip 


— 8002200503 LER aO-0Ol/O3L-O on flOOt 10» during routine Insurance insp 
testing w/plant at 100*/ pavers turbine driven auxiliary 
feedwater pump became inoperable due to failure of turbine 
inboard. outboard & thrust bearings Caused by excessive usar 
CRtSClOflE. J Martbeast Utilities 80/02/11 2pp 


a00215O34& Forwards updated LER 79-007/03X-1 

OPEKA. JF Northeast Utilities @0/02/12 Ip 


— 8002130392 Updated LER 80-007 /03X-1 on 790228^ f o 1 leuing scheduled 
surveillance on control room chlorine detection sys*bQ>th sys 
declared inoperable when detectors failed callbr procedures 
Caused by inaccurate callbr 

BATES. R M Northeast Utilities 80/02/12 Ip 


e0022&0/ie2 ForuarcTs LER ao>'002/03L-0 

OREKA. J F Northeast Utilities 80/02/20 Ip 


80022&04&ea LER 80-002/03L-0 dn G00131r dur Ing steady State operation* 
leakage was observed from packing on high pressure safety 
injection valve Caused by uiorn packing Valve repacked & 
restored to svc 

ROTMOEB^RW. Nor bheas t Utl 1 i ties 80/-02/20 fp 


ET SO-330 NORTH ANNA POWER STATION. UNIT i 


Security, medical, emergency t. fire protection plans 


^2040007 Announces regional uorkshops to discuss, feasibility of 
proposed change bo regulation on radiological emergency 
response plans for lacilities Requests d es Ignat ipfi of one 
representative per util by 791231 Forwards FR notice 
0F114ES.B K Emergency Preparedness Task Force 79/12/21 7pp, 


0002110128 Advises that NRC will perform special appraisal# of health 
physics programs during CVGO in lieu of routine Insp Scope 
will include organ i tat Ion., personnel qualification t( 
tre in ing* r adwaste process ing< monitor ing & training 
8TEI.L0, V Dfflce of Inspection i* Enforcemenbr Office of the 
Director 80/01/22 3pp 


208044D Foruerds population Zt evacuation time estimates In response 
9 NRC 791129 request 

TAULlNOa. C M Virginia Electric h Power Co 80/02/06 20pp 


Adjudicatory correspondence 


02130397 forwards decision & fR notice denying North Anna Environ 
Coalition 790409 request that NRC revoke OLs for facilities 
DENTON. H R Office of Nuclear Reactor Regulation 79/12/20 2pp 


800S13D404 Decision denying North Anna Environ Coalition 790405 request 
that WRC revoke CLs for facilities ie reverse 790201 decision 
re holding show cause hearing on steam generator repair 
program & preparing EI8 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/20 4pp 


1002130411 Notice of issuance of director decision denying North Anna 
Environ Coalition 790403 request that NRC revoke OLs for 
facnities. 

DENTON. H R Office of Nuclear Reactor Regulation 79/12/20. 2pp 


02130416 Foruards decision denying 790405 request to revoke DLs of 
fad I i ties. 

DENTON. M R Office of Nuclear Reactor Regulation 79/12/20 Ip 


8002010293 Forwards confirmatory order re implementatipn of Lesioni* 
Learned Task Force Category A requirements prior to plant 
operation after 800131 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/02 3pp 


— 8002010302 Confirmatory order requiring imp lementat i n of Lessoni 
Learned Task Force Category A items prior to plant operation 
after BOOISI Justified equipment delays will extend 
imp lementation date for Item 2 1 7 a to 800601 

DENTON. K R Office of Nuclear Reactor Regulation 80/01/02 4pp 


6002140194 Updates board notification consisting of ML Boyle 791S12 
memorandum re Uestinghouse turbine disk cracking Bummary of 
791217 meeting w/Westinghouse & utils it nOnpropr tetar y 
slides from ACR6 subcommittee 600124 meeting end 
8WAN8DN. D T Hearing Branch 1 80/02/05 2pp 


— 8002140207 Summary of 791217 meeting uf/Westingh ousi & utils re re- 
evaluation of probability of turbine mistUe formation 
by cracking of turbine disks & bores New info indicates that 
cracks are formed by stress corrosion mechanisms 
ROSS. U J Operating Reactors Branch 1 80/01/09. 5pp 


8002210001 Order re NRC 800203 status rept on recently discovered 
turbine disk cracking Directs NRC to provide Hsstlnghouse 
supplied Info on issue to ASLB prior to resolution on 
prorietary claim Info will be treated as confidential 
BTBHOP.C J Office of the Secretary of the Commission 60/02/07 

3pp 


8002190062 Responds to ABLAB B00207 order Forward* West inghouie 791030 
presentation to electric util executives 8< Nestlnghoui* 

791226 Itr re turbine missile issue Requests 

conf Identlal 1 ty Addl Info will be provided when available 

SWANSON. 0 T Hearing Branch 1 80/02/08 2pp 


8002220150 Decision ALAB~576 advising that settlement of tve water 
pumphouse does not pose threat to health & laf ity, Wi thfiolifs 
disposition of turbine missile issue until further info li 
developed 

BISHOP. C J Atomic Safety and Licensing Appeal Panel 80/02/11 
72pp 


8002220160 Memorandum advising of withholding decision on turbine 
mitiile issue U of possible 800221 evidentiary hearing re 
continued operation of Unit 1 pending outcome of turbin* 
disk cracking Hearing will be confirmed or cancelled 800220. 
BISHOP. C J Atonic aafety and Licensing Appeal Panel. 80/02/12 
4pp 


8002220122 Errata to ALAB-S78 

BIBHOPfC J Atomic Safety end Licensing Appeal PaneL 80/02/15 
Ip. 


GOO2290OBI Forwards appraisal, per 8002U talcon ic ABLAB 800-212 
memoranduffli re Impact of new Westlnghouse info on NRC 
teetimony concerning turbine missile risks NRC will not 
plead end Commisalon 800213 transcript on issue. 

SWANSON. 0 T Hearing Branch 1 80/02/19, 2pp. 


— 6002290087 Statement re effect of Westinghouie turbine cracking 
experlsnce on NRC 790427 testimony re o*tlmatsd turbine 
failure rate Revised energiei will not change risks 
eitimates W/NRC basis for continued operation l< retumii. 
CAMPE.K . BOYLE. M Materials Engineering Branch 80/02/19 

2lpP. 


— 8002290093 Transcript of B00213 briefing on turbine missile. Pp 1-37, 
Gupporting documentati on end 
a Cotnmitslon B0/O2/J3 54pp 


H Oeneral correspondence 


8002070002 Urges NRC to consider early licensing of facility Further 
delay will impose addl costs on ratepayer* 

EHERICK.R P, Affiliation Unknown. 80/01/08 Ip 


J Insurance Ic indemnity information 


90021 S0359 Forward* Endorsements 20 l< 43 to NELIA Policies MF-96 te 
MF-S7. respectively 

ANDREWS, C L Harsh & McLennan, Inc , M M Nuclear Consultantsdftc 
Div 80/02/08 3pp 


80021 5O3B0 Forwards Endorsement 4 to Binder* Xfl-63 fc Endorsement 3 to 
ainders XB-B? U XB-28. 

AN0R£W8.C,L, Harsh It HcLennam Inc . 11 It H Nuclear Consul t ants t Inc, 
Div. 00/02/11 7pp, 
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P OjtcratLng stags documents & correspondence 


B<K>asi0276 Eictenis comruent period re draft NUREO-OaSO to 000116 

0^^{HI1-L>N P Assistant Director for Standard &< Advanced Reactors 

eo/01/03 app 


0005070094 Responds to FOIA request for documents re failure to conduct 
ETB for chemical cleaning of facility Foruardi requested 
d-Qcunentf listed In App A 

FE?LTONi J tt Division of Rules and Records 00/01/16 7pp 


— 8002010362 IE Insp Repfes 50-33a/79”46 A SO-aa'y/y^-SS an 791113-16 No 
none ompl lance noted Major areas inspected control room 
ventilation sys 

UED&TERi C J Region 2» Atlanta^ Office of the Director 

79/12/06 5pp 


8002090063 Submits addl response to IE Dolletins 70-t2» 12A *t ISD» 
“Atypical Weld liatl In Reactor Pressure t'essel Uelds “ 

Fortirards response originally submitted to IE by 791029 
Uestingbouse 1 tr N/o end 

STALLINOB.C M Virginia Electric ii Power Co 77/12/26 2pp 


— 8002070071 "Fracture Kechanlcg of Simulated Clad Cracks in ASTM A336 
Oround Floor 1 Exposed to DOW NB-l Cleaning Solventi " 

Interim rept 

UALKER. W L General Electric Co 77/OB/OG 19pp 


8002040228 Forwards response to IE Bulletin 79-23 re possible 
malfunction of NAMCO limit switches All NAMCQ limit 
switches in safety-related equipment have had top gaskets 
replaced in accordance w/manufactur er r Bcommondat Ions 
aTALLINOa, C M Virginia Electric ti Power Co 00/01/09 3pp 


■B0O50S0117 Summary of 791119 meeting w/Wastinghouse Ic utils in 
EethesdaiMD re dropped rod protection 

EHOLEi L Operating Reactors Branch 1 80/01/18 34pp 


80050G0243 Requests that access ports be installed just above upper 
support plat* In each steam generator prior to start of 
commercial operation 

ROaSfD F Division of Project Management 00/01/21 3pp 


8002040184 Forwards VEP-FR0-34» "Cycle irCore Performance Rept " 
THOMAS. H N Virginia Electric S< Power Co 80/01/29, Ip 


8002150034 Ack receipt of 791S27 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropts 50-330/79-45 & 
50-339/79-54 

LEMIS.R C Region 2. Atlanta, Office of the Director 00/01/10 

Ip 


— 8002190043 Responds to NRC 791204 Itr re violations noted in IE insp 
Repts 90-333/79-49 6 50-'339/79-54 Corrective actions sensing 
lines reconnected to proper transmitters t records will be 
retained In correct location 

STALLINGS, C M Virginia Electric «. Power Co 79/12/27 9pp 


— 8002040190 "Cycle l,Core Performance Rept " 

JUtJ R . KAPU 8 CHINSKV, D . LOZITOrE, J Virginia Electric It Power 
Co VEP-FRD-34 79/12/31 49pp 


8002140003 Discusses recent developments Impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license t« Itr from State of 8 C to Chem-Nuclear 8 ys 
tfescrlblng restrictions for waste disposal in BC 
EEBENHUTiD 0 Division of Operating Reactors^ 80/01/29 2Bpp 


8I00204D273 Forwards status of Implementation of TMI Lessons Learned 
Task Fore* short-term requirements Addl info will be 
provided prior to operation of facility 

BTALLlNOBrC M Virginia Electric i. Power Co 80/01/31 3pp 


8002110578 Notifies that Lessons Learned Task Force Short-term 
Requirement 2 i, 6 ,a has been Implemented Rept of leakage 
Measurements It estimates end 

STALLINGS. C H Virginia Electric & Power Co 80/02/08 3pp 


B002190771 autamlti addl info re total facility operating hours to 
dattf currently scheduled refueling outage, Westinghouse Model 
EB- 2 B 1 turbine li turbine disk keyway data Keyway data table 
and 

BTALLINOSi C, M Virginia Electric U Power Co. 80/02/15 2pp 


—8002190048 Forwards IE Insp Repts SO-330/79-49 it 90-339/79-34 on 
791009-1102 It notice of Violation 

LEWISiR C Region 2, Atlanta. Office of the Director 79/12/04 

app 


--8003190094 Notice of violation from insp on 791004-1102 , 

» Region 2, Atlanta. Office of the Director 79/12/04 Ip 

—8002150061 IE Insp Repts 50-338/79-45 & 50-339/79-94 on 791004-1102. 
Noncomp 1 lance noted inoperable steam pressure transmitters 
due to swapped sensing lines Ir failure to properly retain 
personnel training 6 . qua 1 1 f ice t ion records 
KlDO,M 8 Region 2, Atlanta, Office of the Director 
KELLOGG, P J Region 2, Atlanta, Reactor Operations Nuclear 

Support Branch 79/12/04 lOpp 


B002040091 Ack receipt o-f B00107 Itr informing NRC of steps taken t. 
correct violations noted in IE Insp Rept 50-338/79-41. 

LEtfI 8 ,R C Region 2« Atlanta, Reactor Operations Nuclear Quppi 

Branch 00/01/11 Ip 


—8002040098 Forwards IE Insp Rept 50-338/79-41 on 791022-26 U notii 
violation 

LEMI 81 R C Region 3, Atlanta, Reactor Operations Nuclear 

Support Branch 79/12/13 2pp 


80D226O23S Forwards corrected copy of matl properties of facility Disc 
4 4 tables of a/acr Ends withheld <Tef 10CFR2 7901 
GCHMERLINO, J. H Westinghouse Electric Corp 80/02/20 Ip 


8002260729 Forwards suppl to proposed Tech Spec Change 26 Affidavit 
enc 1 

8TALLlRG9iC K Virginia Electric I< Rower Go 80/02/25 3pp 


**-8002260730 Suppk to proposed Tech Spec Change 26, deleting previous Tech 
8 peei 4 7 J 2 3,4 7 1 2 d It part of 4 7 i 2 a 1 I« adding 
certain revisions re auxiliary feedwater flow path 
virif icatiun 

* Virginia Electric It Power Co 80/02/29 2 pp 


O Intptcbion reports, IE Bulletins Ic correspondence 


8002040010 Forwards IE Insp Rapt 50-330/79-43 on 791030-1101 No 
nonconp Hence noted 

MURPHY, C E. Region 2, Atlanta, Reactor Construction Ic Engineering 

Gupport Branch 79/12/04 2 pp 


— 8002040016 IE Insp Rept 50-338/79-43 on 791030-1101 No noncomp 1 lance 
noted Major areas inspected Inservice insp activity I 4 
response to IE Bulletin 79-17 

HERDT, AsR, Region 2, Atlanta, Reactor Construction 6 

Engineering Support Branch ECQNQMOB, N Region 2, Atlanta, 
Office of the Director 79/11/29 7pp 


80020 J 0399 Forwards IE Insp Repts 90-338/79-46 !< 50-339/79-99 on 
79LL13-16.Ha noncomp 1 lance noted 

LEHtS, R C. Region 2, Atlanta, Reactor Operations Nuclear Support 

Branch, 79/12/07 2 pp 


— 8002040100 Notice of violation from insp on 791022-26. 

* Region 2, Atlanta. Office of th« Director 79/12/12 ip 


-0002040101 IE Insp Rept 50-338/79-41 on 791022-26 None omp I iance no 
failure to implement procedures to conduct required 
surveillance on two valves 

KELLOGG, P J Region 2, Atlanta, Reactar Operations Nuclear 

Support Branch JOHNSON, A H , WEDSTER. E H Region 2, Atlant 
Office of the Director 79/12/12 6 pp 


8002080234 Ack receipt of 791220 Itr informing NRC of steps taker 
correct violations noted In IE Insp Rept 90-330/79-40 
BRYANT, J C Region 2 , Atlanta, Reactor Canstructlan 6 Engi 

Support Branch GO/Ol/lt Ip 


—8002080249 Revises response to NRC 791107 U 1207 Itrs re viol 
noted in IE Insp Rept 50-33B/79-40 Corrective actions prop* 
liquid penetrant testing procedure discussed w/speclflc 
contractor empleyee, 

8TALLIN0S,C H Virginia Electric It Rower Co 79/12/20 


—8002000253 Ack receipt of 79112^ Itr informing NRC of steps 
correct violations noted In IE Insp Rept 50-330/79-40, 
MURPHY, C E Region 2. Atlanta, Reactor Construction & 

Engineering Support Branch 79/l1i/07 Ip 


— 80D20B0259 Responds to NRC 791107 Itr r* violations noted 
Repts 50-330/77-40 tt 30-339/79-53 Corrective actions wel 
re-examined r subsequent examinations surveyed & contracto 
notified re proper liquid penetrant testing procedure, 
PROFFITT, W.L Virginia Electric U Power Co 79/U/29 
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—00020802^3 Fcrwardi IE In»p Rupti SO-330/79-40 U 30-339/79-93 on 
791009-12 it notice af violatio-n 

aURPHY. C E Region 2i Atlanta* Reactor Conetrucfclon «< 

Engineering Sjpport Dranch 79/11/07 2pp 


—0002080274 Notice ai violation from insp on 791009-12 

* Region 2. Atlanta. Office of the Director 79/11/01 Ip 


—8002080283 IE tnsp Rapts 50-330/79-40 tc 50-339/77-33 on 791009-12 
Noncomp 1 lane e noted failure to follou liquid penetrant 
procedure 

HERDT*A R Region 2, Atlanta, Reactor Construction & 

Ergtneoring Support Rranch CROWLEY, B R Region 2. Atlanta, 
Office of the Director 79/11/01 6pp 


6002070376 Forward* IE Circular 00-01. ^'Sve Advice for OE Induction 
Disc Relay* ** No retponie required 

0'REILLY*J P Region 2. Atlanta, Office of the Director 

ao/oi/L7 app 


B002150246 Requseti util disregard IE Bulletin 79-OiD enclt dtd 
000114 Foruardt IE Bulletin 79-OlD, "Environ Qualification 
of Class IE Equipment " Action required 

a^REILLY, J P Region 2, Atlanta* Office of the Director 
BO/01/17 2pp 


8002070005 Act Receipt of 800115 Ltr informing NRC of steps taken to 
correct violations noted in IE Fnip Rept SO-338/79-47 
BRYANT, J C Region 2, Atlanta, Reactor Construction & Engineering 

Support Branch 60/01/29 Ip 


— BOOS07000Q Forwards IE Insp Rept 50-338/79-47 on 791113-16 U notice of 
vtola 1 1 on 

MURPHY, C E Region 2. Atlanta, Reactor Construction it 

Engineering Support Branch 79/12/19 2pp 


—8002070012 Notice of violation from Insp on 79tJ13-l6 

a Region 2, Atlanta, Reactor Construction «e Engineering Support 
Branch 79/12/12 Ip 


‘8002070016 IE Insp Rept 50-330/79-47 on 791113-16 Noncomplianct noted 
records of weld process specs b welder performance 
quftki f i cations re combinet 1 on process did not indicate weld 
metal thickness deposited u/each weld process 
HERDTrA.R Region 2, Atlanta, Reactor Construction & 

Engineering Support Branch ECONOMOS, N Region 2, Atlanta, 
Office of the Director 79/12/12 6pp 


}021 10373 Ack reclept of NRC 800116 ltr re IE Insp Repts 50-338/79-25 
it 50-339/79-3B on 791203-21 No proprietary info Response to 
notice of violation end Station manager has been made 
esdtntlal part of const unit reporting team 
STALL 1 NOS, C. M Virginia Electric b Rower Co 80/02/00 3pp 


6002130511 Forwards response to NRC 000117 ltr re violations noted In 
IE Insp Rept* 50-338/79-50 it 50-339/79-59 Corrective 
actions addl clerical personnel added it procedures for 
handling large numbers of LERs will be instituted by B-0O315 
STALLINOSiC M Virginia Electric b Power Co 80/02/11 3pp 


8002260221 Submlti supplemental info fro 791287 response to- IE Insp Rept 
50-338/79-45 Records of training for station fira brigade 
nemibers will be retrieved b stored in records vault per 
Tech Sped b OA program 

stallings, C 11 Virginia Electric b Power Co 80/02/21 Ip 


02260703 Respondi to NRC 600129 ltr re violatione noted in IE Insp 
Rept 50-330/79-49 Corrective actions torque wrenches locked 
up & maintained under admi nlstrati ve control it "Procedure 
Unaccounted For'* completed b filed 

BTALLINOS,C H Virginia Electric b power Co. 80/02/25 3pp 


260717 Forwards summary of equipment qualification In response to 
Bulletin 79-01, "Environ Qualification of Class lE 
trumentat ion b Electrical Equipment " Util 790813 ltr 
cussing Unit 1 potentially unqualified Items end 
WN,8 C Virginia Electric b Power Co 00/02/25, ip 


2260725 Supplements 790702 response ta IE Bulletin 79-01, "Environ 
ualiflcetion of Class IE Equipment *’ Addl info on 
'tentially unqualified item, ch 1 1 ler equipment for control 
relay room b safeguards bldg ventllition pass encl 
ALLINQ8, C H Virginia Electric b Power Co^ 79/08/13 Spp 


260731 "Summary of IE Bulletin 79-01 Revl ew, Balance of Plant 
iside b Outside Containmantl NS88 (Inside Containment) 

Class IE Equipment " 

Stone b Webster Engineering Corp. 80/02/25 tOOpp 


R Periodic operating reports b related correspondence 


8002070365 Forwards revised monthly operating repts for May-Dec 1977 
8TALL1N0B,C M Virginia Electric b Power Co 80/02/05 Ip 


— BOC2070370 Revised monthly operating rept for Dec ‘1979, 

MADISON, W R Virginia Electric b Power Co eo/Ol/29 2pp, 


— 6002070373 Revised monthly operating rept for Nov 1979. 

MAD1S0N,M R Virginia Electric b Power Co 60/01/29 2pp 


— 8002070379 Revised monthly operating rept for Oct 1979 

HAOlSONiW R Virginia Electric b Power Co 80/01/89 2pp. 


— 8002070306 Revised monthly operating rept for Bept 1979 

HADISONiU R Virginia Electric b Power Go 60/01/89 8pp. 


— 8002070394 Revised monthly operating rept for Aug 1979, 

HADiaON, W R Virginia Electric b Power Co 60/01/29. 2pp. 


— 8002070402 Revised monthly operating rapt for Jul 1979. 

MADISON, N R Virginia Electric b Power Co 80/01/29. 2pp. 


— 8002070407 Revised monthly operating rept for June 1979 

HAD180N, U R Virginia Electric b Power Co 80/01/29. 2pp 


— 8002070412 Revised monthly operating rept for Mey 1979 

MADISON, W R Virginia Electric b Power Co 80/01/29, 2pp, 


8002120523 Forwards annual whole body exposure rept for 1979 
STALLINOSiC M Virginia Electric b Power Co. 60/02/06 Spp 


8002190574 Forwards monthly operating rept for Jan 1960, 

STALLINGS, C.M Virginia Electric b Power Go. 00/02/13 Ip. 


—8002190579 Monthly operating rept for Jan 1960 

MADISON, W R Virginia Electric b Power Co 80/02/01 Spp 


8 Reportable occurrences, LERs b related corretpondance 


8002220186 PNO-lI-eo-OOS on 600115, unit achieved criticality fullouiri 
extended refueling outage which began 700925 when unit 
tripped on condensate sys malfunction Required mods 
accomp listed 

WEBSTER, E H , KELLOGG, P J Region 2, Atlanta, Office of t^* 
Director 80/01/16 ip 


8002040564 R0-60-Ot/01T‘*0 on 600121, excess letdown lime hid several 
pipe stress points above normal or upset allowables Gaused 
by incorrect use of valve weight for HCV-lSOl pipe stress 
calculations Snubber will be added to lint 
e Virginia Electric b Power Co 80/01/21, Ip 


8002040435 PNQ-n-BO-014 on 800121, received notification of lisnlf Icattk 
VA news media Interest in VA Dept of Health memo re radon 
rad loac t ivity in wall water in counties in which facilities 
are located Cause unrelated to facilities 

JENKINS, 0 R Region 2, Atlanta, Office of the Director 80/01/22 

Ip 


6002040556 RO 60-17. on 800123, tero power flux tilt irregular 1 ties 
encountered following refueling Caused by quadrant power 
tilt identified by incore flux map analyses, Safety 
evaluation performed. Flux map taken, 
e Virginia Electric b Power Co 60/01/23 Ip. 


0002040544 RO-ao-19 on 600124, during equipment qual If ica tlon review lef 
IE Bulletin 79-01, qualification discrepancy discovered In 
SVC weter radiation pumps for recirculation spray heat 
exchangers Cause unknown 

* Virginia Electric b Power Co 80/01/25. Ip 


8002040361 RO 80-ia/OlT-0- during review for IE Bulletin 79-14,15 nedsi 
or points found stressed over normal upset allowable Caused 
by Incorrect valve operator weight used In calculations for 
pipe stress Snubber will b* designed b added to line. 

« Virginia Electric b Power Co 60/01/25 2pp. 


8002040413 Forward* LER 60-001/01T-0 

STALLINGS, C M Virginia Electric b Power Co 80/02/01. tp 
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.8002Q404ID L€R 80-O0i/01T-0 on BOOl 18. during review for IE Dullofcln 
79‘'14i |»tifour> lln«i 3/4’'CH-273-1502ai 8< 3/4-CH-ta3“1502-Q2 
r»fort»if av»r fttratfl-otf Cauied bi^ Incorroct valvs uoigbts 
u»id In pip* «br«fft cdlculabioRs 

CJWTWfilOHTiW R Virginia ElactrU 8< Pouar Co 80/01/31 Spp 


eOC304Q<3S4 RO OO-Oa/OlT-O tTurlng review required bg IE Bulletin 79“14i 
ilrpfti dlitovered over design allowable on pipe hangers t. 
inuib*r% Caused bg incorrect valve weights used in design 
c-*lcw I a fcldni Hangars & snubbers will be modified 
t Virginia Electric & Power Co QO/OS/04 Ip 


90C}0eO3&3 Forwards lER aO-Ote/OlT-O 
9TfLLIN08. C H Virginia Electric & Power Go 80/03/06 ip 


•G4030G0566 LER 80-018/01 T-0 on 800123. during review of IE Bulletin 
79-14^13 point* on regenerative heat exchanger discharge 
Lines ware Identified as overstreised & two nodes faulted 
alLowable limits Caused bg incorrect weights 

CAnrUfllOHTi U R Virginia Electric «< Power Co 80/02/06 Ip. 


6002070223 Forwards LER aa-009/03L-0 
ST4LLIN08< U. hi Virginia Electric & Power Co 80/02/05 Ip 


■G002070S2B LER 0O-OO3/O3L-O on 0001 lOr ui/unlt in mode 4* main steam 
isolation trip valve TV-H8101C would not close using train 
it push button. Caused by open auxiliarg relay in circuit 
Allay replaced from stock 8 » tested satisfactorily 
CARTWRIOHTjH R Virginia Electric it Power Co 80/02/06 2pp 


fiO»070232 Forwards LER 90-017/01T-0. 

BTALLlNCSiC M Virginia Electric Si Power Co BO/02/09. Ip 


••&00207D23& LER B0-017/0IT-0 on BOOI 8 I 1 during startup physics testing^ 
r values arceedad design value tolerance at bot-zero-pciuier 
v/D-bink. inserted Si Banks C Si 0 at Insertion limits Caused 
by prssenca of quadrant power tilt Safety evaluation dona 
CARTHRIOfiTi W R Virginia Electric Sc Power Co 00/02/04, 2pp 


8002110421 Forwards LER 80-004 /03L-0 

STALLINOB.C M Virginia Electric 6 Power Co 80/02/08 Ip 


— 800211042S LER BO-004/03L-0 on BOO 109. d or 1 ng test of equipment hatch 
emergency escape lock. inner door seal found leaking when 
door opened L lock found to be under slight vacuum Caused bg 
frequent door operation Seals replaced 

CARTWRIGHT. W R Virginia Electric L Power Co 80/02/08 2pp 


0002130407 Forwards LER aO-013/03L-0 

STALLINGS. C M Virginia Electric i Power Co 60/02/11 Ip 


—0002130493 LER GO-013/03L-0 on BOOl 14, while using steam driven 
feedwater pump |-FM-P~2 to add feedwater to steam generator 
A, water leaked from pump oil cooler gasket Caused bg blown 
gasket Gasket replaced 

CARTWRIGHT. W R Virginia Electric Si Power Co 00/02/12 2pp 


8002130497 Forwards LER 80-01 4/03L-0 

STALLINGS.C M Virginia Electric Sc Power Co 80/02/11 Ip 


—8002130502 LER a0-014/03L-0 on 8001 13. during insp of auxiliarg 
feedwater pump l-FU-P-2 outboard bearing. di scovared inboard 
side of thrust bearing had been wiped Caused bg lack of oil 
Bearing replaced Sc pump returned to svc 

CARTMRIGHTiM R Virginia Electric it Power Co 80/02/11 2pp 


8002190735 Forward* LER GO-011/03L-0 

8 TALLINOS 1 C M Virginia Electric t Power Co 80/02/13 Ip 


— 8002190742 LER 60-01 1/03L-0 on 800115. when sgs sample monitoring pump* 
wore removed from svc, venti lation vent stack B particulate Si 
gas radiation monitors RM-V0112 It 113 were rendered 
inoperable Design changes will add high range monitor 
CARTWRIGHT.W R Virginia Electric Si Power Co 00/02/15 2pp 


8002220329 Forwards LER 80-003 /03L-0 

8TALLIN08.C M Virginia Electric U Power Co 80/02/19 Ip 


6005080576 Forward* LER* 00-007 /03L-0 St e0-009/O3L-0 
BTALUlN'Oa. C M Vlrpinla Electric Si Power Co 80/02/06 Ip 


'0OO2OSO995 LER BO-007/03L-0 on 80011 If during Mod* 3 reactor heating 
conbainmsnt average temp decreaiid to 85 Fi lets than 
Tich 8 p*ca Caused bg insufficient procedural precaution* 

RiMOVsd chlllar from ivc Monitored temp. 

CARTER 1 GMTi bf. R. Virgin la Electric 6 Power Co 00/02/08 2pp 


■&W20fl06Q4 LER BO-009/03L-0 on 8001 11. while performing periodic test 
on main steam safetg valve*, found valves SV-liS-lOl-A L C. 
6V-H8-102-A ti B Si 6V-M6-105-A Sc C did not lift at pressure 
lebpolnts per Tech 8 pec* Caused bg setpoint drift 
CARTHftlOMTi M. B Virginia Electric L Power Co. 80/02/08. 2pp 


— 8002220332 LER eO-003/03L-0 on 800121 . nuc leer instrumentation sgs power 
range channel 4 declared Inoperable due to erratic power 
bistable operation Caused bg failed ion chamber detector Ion 
chamber detector replaced 

CARTWRlOHTiW R Virginia Electric Si Power Co 80/02/18 2pp 


DOCKET 50-339 NORTH ANMA POWER STATION. UNIT 2 
A AppHcation/construction stage document* it correspondence 


8002290063 Summarg of B00205 meeting w/utlls re low power test program 
for near-term OU applicants „ 

DROMERICK. A U Light Hater Reactors Branch 3 00/02/09 7pp 


6002000582 Forward* LER 80-019/01 T-0 
BTALLINOGrC M Virginia Electric Si Power Co 80/02/06 Ip. 


-'&W20Q05a7 LER 60-0 1 9/0 1 T-0* on 800124. re-revltu of IE Bulletin 79-01 
riiulted in equipment environ problem. Bvc water radiation 
monitoring pumps for r ec Irculation spray heat exchanger* 
not auaLlflad for postulated accident Integrated doee 
CARTURZOHT^ H. n Virginia Electric Si Power Co 00/02/06. Ip 


8002120676 Forward* LER 80-019/03L-0 
ErALLIHOBjC h. Virginia Electric 8 < Power Co. 00/02/07 2pp 


‘0002120681 LER 0O-O1B/O3L-O. on 8001 16. during raactor phyelci testing 
following refueling outage. reactor was critical w/RC 8 TAVO 
under D4S F Caused by cooldown while attempting to maintain 
RC 0 temp during testing. Heat release valve cloecd 
♦ Virginia Electric S, Power Co 80/02/11 Ip 


GOGS 1 2 0702 forward* LER G0-012/03L-0. 

BTALLINOBi C M. Virginia Electric 6 Power Co 00/02/07 2pp. 


8002080260 Forward* position re initial test program Facilities must 
conduct full-load tests of vital buses Los* of voltage or 
degraded voltage condition on vital buses could result 
during accident 

HAASa.WP Quality Assurance Branch BO/01/10 3pp 


8002080243 Request* that access ports he installed just above upper 
support plate in each steam generator prior to start of 
commercial operation ^ 

ROBS. D F Division of Project Management 80/01/21 3pp 


0002010350 Forward* rasponse to NRC 000114 Ur requesting addl info re 
program for preoperational testing of 4 . 160-400 volt 
transformers No further testing required since 480-volt 
emergency buses recalve power from only one source 
8TALL1N08. C M Virginia Electric L Power Co 00/01/29 2pp 


8002040273 Forwards status of implementation of TMI Lessons Learned 
Task Force short-term requirements Addl info will be 
provided prior to operation of facility 
STALL I NOS. G M Virginia Electric & Power Co 


BO/Ol/31 3pp. 


—0002120707 LER 80-012/03L-0. on 0001 II. during tasting in Mod# 3 to 
varlfv main etaam trip valve closure time. trip valve failed 
to e la»# fully within required five second*. Cave# unknown. 

Valve was retested Closure time within acceptable limit* 
CARTblRIOHT^M R. Virginia Electric it Power Co. 80/02/08, Ip 


002050491 Forwards response to NI;REG-0660 recommendations, per NRC 
791218 request Emergency diesel generators supplied 
w/complet* starting air sys, Interconnected to provide air 
preesure overlap In event of equipment failure 

BVAi I r M ..... ■ a....... r .. 


an /nl J'lt 


6002120726 Forward* LER 80-OI2/03L-0 
8fAZ.L1f408i C. H. Virginia Electric it Power Co 


80/02/07. Ip. 


—0002120702 LER 0O-OI2/O3L-O* on 8001 1 1 . during Mode 3. TV-M8101-A failed 
to fully claae from train B control room push button Cause 
unknown Pu*h button raasiembled l< tested 

CARTWRIGHT, W R- Virginia Electric it Power Co 80/02/00. 2pp 


8002130456 Notification of 000205 meeting u/util* 
dtecuss low power test program for facilities 
DROMERICKfA Light Water Reactors Branch 3 

Light Water Reactors Branch I 80/01/31 7pp 


in Bethesda.MD to 
BUCKLEY, B C 
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8002250121 fJot i# icdtioh of 600214-15 site vjsit to Lciuisa County. VA 
to discuss outitanding TM| t* non TIit-related issues 
DROHERICK. A U Light UatiQr Reactors Branch 3 00/01/31 3pp 


0002050526 Foruardi & endorses final draft of PWR n ear-tern OL group 
general cotnments on Reg Guide 1 ?7«Revifiian 2 Also forwards 
plant-specific comflients on neasured variables listed in 
Table 2 

DROUNrS C Virginia Electric L Potiier Co 00/02/01 l^PP 


9002110471 Clarifies 791205 ttr & provides addl info re proposed 
test procedures for natural circulation Outlines test 
criteria b. proposed test development t. performance Proposed 
program will provide info re natural circulation 
STALLINGS. C H Virginia Electric & Power Co 00/02/08 2pp 


6002140009 Responds to NRC 60D121 Itr re installation of insp ports on 
three steam generators Installation impractical prior to 
Narch 1900 fuel load Recotn/nends implementa bion during outage 
b plugging Rou 1 tubes as alternative 

BTALLINGS.C M Virginia Electric b Poa/er Co 80/02/11 tp 


6002200437 Responds to NRC 800121 Itr re installation of insp ports on 
steam generatort Installation not practical prior bo Har 
I960 fuel load date Proposes plugging of Row 1 tubes In 
each of three generators 

STALLINOSrC M Virginia Electric b Power Co 60/02/11 Ip 


F Security, medicali emergency b fire protection plans 


6002040007 Announces regional wortcshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plant for facilities Rei^uestB designation of one 
representative per util by 791231 Forwards FR notice 
ORIHESiB K Emergency Preparedness Task Force 79/12/21 7pp, 


8002070079 Forwards request for evacuation time estlmatei for Areas 
near nuclear power plants Info should be submitted by 
600331 

GfilMESfB K Emergency Preparedness Task Force 79/12/2A 4pp 


0002110128 Advises that NRC will perform special appraisals of healll). 
physics programs during CY60 in lieu of routine insp Scope 
will include organ! lat ion* personne 1 qualification li 
trainingi radwaste process ing» moni tor ing training 
BTELLQiV Office of Inspection & Enforcement! Office of the 
Director 00/01/22 3pp. 


8002000440 Forwards population evacuation time estimates In response 
to NRC 791129 request 

STALLIN08!C M Virginia Electric b Power Co 00/02/06 BQfP 


0 Adjudicatory correspondence 


0002200363 Forwards list of instrument circuits which pass through 
containment penetrations in accordance u/utiL 800115 Itr re 
electrical protection of containment penetrations Continuous 
current ratings 6 associated protective devices indicated 
SROUNiS C Virginia Electric & Power Co 60/02/15 25pp 


8002260232 Forwards corrected copy of matl properties of facility Disc 
4 tables of a/acr Ends withheld (ref IOCFfi2 7901 
SCHMERLINOjJ M klestinghouse Electric Carp 60/02/20 Ip 


8002130397 Forwards decision S« FR notice denying North Anna Environ 
Coalition 790405 request that NRC revoke OLs for facilities 
OENTQN^H R Office of Nuclear Reactor Regulation. 79/12/20 2pp. 


—8002130404 Decision denying North Anna Environ Coalition 790405 reauiit 
that NRC revoke OLs for facilities 8c reverse 790201 diciiion 
re holding show cause hearing on steatn genarator repair 
program tc preparing environ impact statement 

OENTONiH R Office of Nuclear Reactor Regulation. 79/12/20, 4pp 


8002260587 Discusses compliance u/applicable reg guides tc 8RP sections 
re Lessons Learned Task Force concerns about habitability of 
control room following postulated release of harardous 
chemicals Related table i chart end 

BROUN.se Virginia Electric Power Co 00/02/25 6pp 


6002260676 Responds to NRC 800110 Itr re environ qualification of 
Roienount transmitters O-rings contain only matl known 
which may be suhj to significant aging effects. Transmitter 
test indicates acceptable response time Related matl end 
BROWNfS C Virginia Electric 1. Power Co 60/02/23. 9pp 


0OD226O696 Notifies that util performed brief review of control room 
on 800210-22 Documente used for guidance were EFRZ Study 
1118 & NUREO CR-1270 Alarm sys* displays, operating controls 
U communications were identified as needing attention 
BROWNiS C Virginia Electric & Power Co 60/02/23 3pp 


B002260707 Addresses unresolved items in util 791012 Itr re temp 
effects on level instrument ref legs Bolling could occur in 
ref legs after depressor 1 ta tlon of steam generator ut/hlgh 
containment temp Ref leg tamp change calculations end 
BROWN. 8 C Virginia Electric i Power Co 60/02/23 12pp 


8002260720 Forwards "Electrical Penetration Protection Control 
Circuits." clarifying apparent discrepancy In protection 
philosophy for control circuit penetrations when compared to 
power circuit design considerations 

BROWN, 8 C Virginia Electric & Power Co 60/02/25. 3pp 


-8002260723 "Electrical Penetration Protection Control Circuit* " 
* Stone it Webster Engineering Corp 80/02/23 23pp 


•0002130411 Notice of leeuance of director decision denying North Anna 
Environ Coalition 790403 request that NRC revoke OL* for 
facilities 

DENTON, H R Office of Nuclear Reactor Regulation 79/12/20 flpp. 


8002130416 Forward* decision denying 79040-5 request to revoke DLs of 
facilities 

OENTQN,H R Office of Nuclear Reactor Regulation, 79/12/20 ip. 


8002140194 Updates board notification consisting of ML Doyle 791213 
memorandum re Mestinghouse turbine disk crack Ing. Summary of 
791217 meeting w/Ucs tinghoue e it utils i< nonproprictar y 
slides from ACR6 subcommittee 800124 meeting end 
eWANBONiD T Hearing -Branch 1 00/02/05. 2pp, 


*8002140207 Summary of 791217 meeting w/Westinghouse it utils re re- 
evaluation of probability of turbine missile formation 
by cracking of turbine disks it bores New info indicates that 
cracks are formed by stress corrosion mechanisms. 

ROSSiW J Operating Reactors Branch 1 60/01/09, Spp 


6002210001 Order re NRC G00205 status rept on recently discover id 
turbine disk cracking Directs NRC to provide t^estinghouse 
supplied Info on issue to A9LB prior to resolution on 
prorletary claim Info will be treated as confidential 
BIBHDP.C. J Office of the Secretary of the Commistion, 60/02/07. 
3pp. 


6002190062 Reeponds to ABLAB 800207 order Forwards Nestlnghouse 791030 
presentation to electric util executives it VJestlnghoute 
791226 Itr re turbine mliitle issue Requests 

will be provided when available, 

BMANBONiD T. Hearing Branch 1 80/02/08, 2pp. 


8002260724 Discussee Tech Epee casing cooling pump discharge pressure 
value 8ys design assures that required flow Is delivered to 
outside recirculation spray pumps Point used for Tech Bpec 
recirculation on head curve 

8TALL1N03, C H Virginia Electric ic Power -Co 80/02/23 2pp 


*02290380 Forwards tPIP-il, "Estimating Release From Radiation 
Monitoring Sys Data," it HP-3 3 2 , '-Health Physics Survey - 
Air Sampling." in response to NRC 800203 request re Lessons 
short-term requirements. 

3TALL1N08, C M Virginia Electric it Power Co 00/02/27. Ip 


300229 03 B 3 
HOPPER, D 


"Health Physic* Survey - Air Sampling ■' 
Virginia Electric it Power Co 79/12/12 


lipp 


3022903B7 "Estimating Release 
HOPPER, 0 Virginia Electric 


From Radiation Monitoring Bye Data, " 
it Power Co 60/01/31 27pp 


6002220150 Decielon ALAB-57B advising that settlement of sve water 
pumphouse does not pose threat to health it safety Withholds 
disposition of turbine missile Issue until further info li 
developed, 

BISHOP, C J Atomic Safety and Licensing Appeal Panel 00/02/11. 


nemorandum advising of withholding decision an turbine 
missile Issue it of possible 800221 evidentiary hearing re 
continued operation of Unit 1 pending outcome of turbine 

confirmed or cancelled 600220 

BISHOP, C J, Atomic Safety and Licensing Appeal Pansl 60/02/12. 

4pp 


B002220122 Err eta to ALAB-37a 

BISHOP, C J Atomic Safety and Licensing Appeal Pansl 60/02/15. 
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&OO229&031 Forurard-v 4 ppraisal« per 600211 telcon & A 8 LAB S0021S 
0 •no rand' re Impact of neu Ueitlnghouse Info on NRC 
teitiAony concerning turbine mlsille riets NRC uitl not 
plead end Cocnmietlon 800213 transcript on Issue 
GhTANISOri.J) T Hearing Branch 1 80/02/19 2pp 


^''60022.90037 Statement re effect of Uestinghouie turbine cracltlng 
acperlence on NRG 790427 testimony re estimated turbine 
daiiu<re rate Revised energies ulll not change risks 
estimates kJ/NRC basis for continued operation fc resumes 
CAKP3.K 4 BOYLEiH Materials Engineering Branch 80/02/19 

21 pp 


-*8002290093 Transcript of 800213 briefing on turbine missile. Pp 1-37 
Bupporting documentation and 
a Coaoilsiton. 60/02/13 54pp 


H Caneral correspondence 


6002070002 Urges NRG to consider early licensing of facility Further 
€tiey will impose addl costs on ratepayers. 

EHERtCKiR P Affiliation Unknown 80/01/08 Ip 


00021106.49 Responds to Matoaka Alliance for Clean Energy 791210 Itr 
criticising state govt support of licensing of facility 
Forwards NRG 600109 Itr discussing position re issuance of 
OL Wc irvd 

R.D36. D F. Division of Project Management QO/Ol/ll Ip 


8003110193 Responds to 791207 resolution supporting licensing of 
facilitg. Forwards NRG 800109 Itr to VA Atty General 
diicuislng status of facility U/o end 

O£HT0fjj.H.R Office of Nuclear Reactor Regulation 80/01/16 Ip 


—SO02I 10189 Forwards Henover County (VAI Board of Quparvliors 791128 
rsiplution supporting licensing of facility Req.uests 
eoaaints 

BEAL^M M President of US Executive Offices 79/12/19 3pp 


30O22BQ0Q9 Foruardt NRG Itr to Atty General of VA discussing status of 
facility OL in response to 791S18 Itr reiiuesting expediting 
of decisions on licensing facility U/o end 

DENrONj-H H, Office of Nuclear Reactor Regulation 80/01/19 Ip. 


J Insurance U indemnity Information 


8002190099 Forwards Endorsements 20 8 < 43 to NELIA Pol Ides HF-96 & 
f1F-97r Tlspectlvcly 

ANDREWSfC L Marsh U KcLennan. Inc . M S( M Nuclear Consultant*. Inc 
Dtv B0/O2/OB. 3pp 


Q Inspection raporti. IE Bulletins 4i correspondence 


B0020103S9 Forwards IE Insp Rapt* 30-338/79-46 ti 50-339/79-33 on 
791113-14 Wo noncompl iance noted 

LEHlBfR C Region 2. Atlanta. Reactor Operations Nuclear Support 

Branch 79/12/07 2 pp 


—0002010342 IE Imp Repts 90-338/79-46 4 90-339/79-39 on 791113-16 No 
nsneomp 1 iance noted Major areas inspected control room 
ventilation sys 

HEOSTEfttE J, Region 2. Atlanta, Office of the Director 
79/12/04 5pp. 


80020S<K>63 Submits addl response to IE Bulletins 78-12. 12A it i2B. 
'Atypical Neld Matl in Reactor Fressure Vessel Melds '* 

Forwards rosponse originally submitted to IE by 791029 
l/sst I rgh oust Itr M/o end 

STALLlKOa.C H Virginia Electric h Power Co 79/12/26 2pp 


80020t022B Forwards response to IE Bulletin 79-28 re poseible 
nilfurctlon of NAMCO limit switches. All NAKCO limit 
fwitchet In safety-related eciulpment have had top gaskets 
replaced in accordance w/manufacturer recommendations 
STALLIKOa.C H Virginia Electric 6 Power Co BO/Ol/09. 3pp* 


8CO213O034 Ack receipt of 791227 Itr informing NRG of etepi taken to 
correct violation* noted in IE Insp Repts 50-338/79-43 U 
50^339 y 7 ^ “ 3^4 

LEMIS.R C Region 2. Atlanta, Office of the Directefr. 80/01/10 

Ip 


— 0002130043 Responds to NRG 791204 Itr re violations noted in 1£ Imp 
Rip is 80-33B/79-45 50-339/79-94. Correc tive actions sensing 

lines reconnected to proper transmitters & records will be 
ritilned in correct location 

STALLINOSi C. Virginia Electric Sc Power Co. 79/12/27. Spp, 


—8002150048 Forwards IE Insp Repts 50-338/79-49 U SO-339/79-34 on 
791009-S102 8 t notice of vlolatlori 

LEWIS.R C Region 2 , Atlanta. Office of the Director 79/12/04 

2 pp 


— B0D2150054 Notice of violation from insp on 791004-1102 

* Region 2. Atlanta. Office of the Director 79/12/04 Ip 


—8002150061 IE Insp Repts 90-338/79-45 tt 50-339/79-54 on 791004-1102 
Noncofflp 1 iance noted inoperable steam, pressure transmitters 
duo to swapped sensing lines tc failure to properly retain 
personnel training & qual if icatlon record* 

KIDD 4 H 8 Region 2i Atlanta. Office of the Director 
KELLGGO>P J Region 2# Atlanta. Reactor Operations Nuclear 

Support Branch 79/12/04 lOpp 


6002080234 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Ropt 50-338/79-40 
BRYANT^ J C Region 2, Atlanta. Reactor Construction U Engineering 

Support Branch 80/01/11 ip 


—8002080259 Responds to NRC 791107 Itr re violation* noted in IE Insp 
Repts 50-330/79-40 6 50-339/79-93 Corrective actions welds 
re-examined, subsequent examinations surveyed Sc contractor 
notified re proper liquid penetrant testing procedure 
PRQFFITT.W L Virginia Electric tk Power Co 79/11/29 2pp 


— 80020B0263 Forwards IE Insp Repts 50-333/79-40 4c 50-339/79-53 on 
791009-12 & notice of violation 

MURPHY. C E Region 2 . Atlanta. Reactor Construction & 

Engineering Support Branch 79/11/07 2pp 


—8002080274 Notice of violation from insp on 791009-12 

« Region 2. Atlanta. Office of the Director 79/11/01 Ip 


—8002080283 IE Imp Repts 50-330/79-40 4c SO-339/79-53 on 791009-12 
Noncomp 1 lance noted failure to follow liquid penetrant 
procedure 

MERDT. A R Region 2. Atlanta. Reactor Construction 6 

Engineering Support Branch CRONLEYi B R Region 2. Atlanta. 
Office of the Director 79/lt/Ol 6 pp 


8002070376 Forwards IE Circular 8 O-OI 1 *' 8 vc Advice for 6 E Induction 
Disc Relays No response required 

O^REILLY. J F Region 2. Atlanta. Office of the Director 
00/01/17 2pp 


G0021S0246 Requests util disregard IE Bulletin 79-OlB U ends dtd 
800114. Forwards IE Bulletin 79-OlQ. '’Environ Qualification 
of Class IE Equipment “ Action required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
80/01/17 2pp 


6002110373 Ack reclept of NRC 800116 Itr re IE Insp Repts 50-33B/79-29 
& 50-339/79-58 on 791203-21 No proprietary info Response to 
notice of violation end Station manager has been made 
essential part of const unit reporting team 

STALLINGS. C M Virginia Electric & Power Co 00/02/08. 3pp 


8002130511 Forwards response to NRC 800117 Itr re violations noted In 
IE Imp Repts 50-336/79-50 L 50-339/79-59 Corrective 
action*. addl clerical personnel added U procedures for 
handling large numbers of LERs will be instituted by 800315 
8TALLIN08.C M Virginia Electric 4« Power Co B0/O2/U. 3p p 


8002260717 Forward* summary of equipment qualification in response to 
IE Bulletin 79-01. '’Environ Oual 1 fleet ion of Class IE 
Instrumentation it Electrical Equipment " Util 790813 Itr 
discussing Unit 1 potentially unqualified Items end 
BROHN. 8 . C Virginia Electric U Power Co 80/02/25 tp 


— 8002260731 "Summary of IE Bulletin 79-01 Review. Ba lance of Plant 
iln»idc << Outside Containment) NS5S (Inside Contalnmintl 
for Class IE Equipment " 

# Stone it Webster Engineering Corp 80/02/25 lOOpp 


8 Reportable occurreaceii LERs t related correspondence 


8001030423 Forwards tOCFR21 rept as supp I to 790910 deficiency rept ri 
design Inadequacy in fan cooling sy« Vendor Instructions 
advise fan blade switch replacement Gnly three sites 
Involved No bulletin or circular warranted 

JORDANi E L> Office of Inspection 6 Enforcement. Office of the 
Director 79/10/02 Ip 


8002060625 Final rept re 791218 significant breakdown in Forney 
compression testing machine callbr varification Engineering 
investigation revealed that compTesaion test results were 
conservative A 6 TM code being reviewed to assure compliance, 
BR0HN«8 C Virginia Electric U Power Co 00/01/17, 4pp 
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B00a0&050& Final deficiency rept re failure to seiimically qualify 
differential pressure suitches an svc mater strainers to 
control raofli air coTidi tloners Smitciies w/prevloui 
qualification ulll be installed prior to fuel IcadLnfi 
STAULINGS, C M Tennessee Valley Authority BO/Ol/lS Ip 


B0020404SS PNO-1 I-BO-014 on 800121 / rec ei ved notification of significant 
VA news nedia interest in VA Dept of Health meffio re radon 
radioactivity in mell mater in counties in mhich facilities 
are located Cause unrelated to facilities 

J£NKINS«0> R Region 2. Atlanta^ Office of the Director aO/01/22 

IP 


8002200475 Discusses corrections made in control panels for control 
room air conditioning chiller units reported in LER QO-OOQ/ 

OlT-0 Testing indicates that panels on rigid frame are 
selsmlcallij qualified 

STALLINGS. C M Virginia Electric & Pomer Co GO/02/14 2pp 


8002200491 Final tfePlcioncy rept re control room a It'-cond 1 tionlng 
ch i 1 ler^units control panels nonseismic qual if icat ion to 
Category l requirements Actions to insure seismic 
qua 1 if Ication uill be completed prior to unit fuel loading 
STALLINOSi C H Virginia Electric & Pomer Co 80/02/14 2pp 


8002270507 Interim deficiency rept re seismic amplified retponst 
spectrum curves in some pipe stress analyses Foruerdt 
suminary of completed mods Final rept mill be provided upon 
revicu completion 

C Virginia Electric S< Pomer Co 80/02/25 3pp 


DQCWET 50-341 ENRICO FERMI ATOMIC POWER PLANT< UNIT 2 


A Application/construction stage documents It correspondence 


0002200078 Butnrnary of 791219 Ic 20 meeting m/Mark I Ownsrs Group In 
BethesdaiflD to discuss NRC acceptance criteria for Hark 1 
containment lojig-term program & issues re implementation of 
program 

ORlWESiC I Plant Systems Qratich <Pr* 791'03O> 80/01/17 llpp 


—8002200112 Task action plan A-07 "Mart I Load Daflnition Rept^ 
RfvislojPis to Implament NRC Criteria for Completion of Long- 
Term Program •' ^ 

* Plant aystems Branch (Pra 791030) 79/12/19, 37pp 


8002070011 Bummariies 791214 meeting u/n«ar-term BUR OL applicants to 
discuss n«g Guide 1 97«Revlsian 2i "Instrumentation for 
Light Water Cooled Nuclear Pouer Plants to Assess Plant It 
Environs Conditions Curing It Following Accident " 

KINTNERiL t Light Water Reactors Branch 1 80/01/24 15pp 


F aecurlty^ medlcalt emergency It fire protectlorir plans 


8002040007 Announces regional uorlshopt to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests -designation of one 
representative per util by 791231. Forward s FR notice 
ORIMESrB K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Feruards request for evacuation time estimates for areas 
near nuclear power plants Info should b« submitted by 
000331 

ORIMESj B K Emergency Preparedness Tati Force 79/12/26 4pp 


0 Adjudicatory correspondence 


8002220133 Memorandum It order re discovery. Prolec tive order In favor of 
applicants granted Applicants motion to compel re Contention 
11 is moot Revised discovery schedule postponed Citiians for 
Employment It Energy shall answer NRC discovery In 45 days 
BECHHOEFER. c Atomic Safety end Licensing Board Panel 80/02/15 
7pp 


V> Utility Final Safety Analysis Report (FSAR) It ancnds 


8002120578 Forwards additions It mods to Amend 28 of FEAR, subml t ted as 
Amend 23 to OL 

LANDORAFrLC LeBoeuf* Lamb. Lelby ti MacRae G0/02/0B Ip 


— 8332120982 Amend 2-& to application for OL 4 containing additions Ic mods 
to FSARiAmend 28 

HESOELi C M Detroit Edison Co 83/02/05 Ip. 


—8002120594 Amend 28 to FSAR 

« Detroit Edison Co 80/02/29 50pp 


P Operating license stage documents It correspondence 


8002213307 Notification of 800207 meeting w/Mark I ouinert or(iup«8M.« 
CE It NliTEChf in DetheedaiMD to discuss revisions to 
acceptance criteria for Mark 1 containment long-term 
program, plant for addl F8TF testing It outstanding issues 
GRIMES. C I Plant Systemi Branch BO/Oi/20 Ip 


3 Inspection reports. IE Bulletins It correspondence 


8302060304 Forwards IE Insp Rept 50-341 /79“24 on 791127-29 V n^tlci of 
violation 

FlORELLIiG Region 3. Chlcagoi Reactor Construction L Englniirlni 

Support Branch 79/12/19 2pp 


— 8002060009 Notica of violation from insp on 791127-29 

e Region 3i Chlcagoi Office of the Director 79/12/lB. ip 


—0002060012 IE Insp Rept 50-341/79-24 on 791127-29 Noncomp 1 lance noKf 
failure to reviou design It limit switches to accommodate 
accident environs 

KNOP.R C . HUOHEBiJ . VABLONBKI.F J Region 3. Chicago. Offlci 
of tha Director 79/12/10 7pp 


8032060098 Forwards IE Bulletin 80-02. "Inadequate QA for Nuclear 
Supplied Equipment." Response required 

KEPPLER;. J 0 Region 3. Chicago. Office of the Director B0/0L/if7 

Ip. 


8032060250 Forwards IE Info Notice 80-02. "BXBR Water Rod Lower End 
Plug Wear " No specific action or response required. 

KEPPLERi J 3. Region 3. Chicago. Office of the Director. 80/01/2) 
tp 


8002140437 Forwardt B0012S internal memo ip response to IE Bulletin 
79-28. "Possible Malfunction of NAMCO Model EAieo Limit 
Bultches at Elevated Temps " Switches are not installed on 
any present designs 

HINES.E Detroit Edison Co 00/01/30. 2pp 


8002250234 Forwards 1£ Info Notice 80-03. "Mein Turbine 

ElectrohydreuLIc Control 8ys " No specific action required. 
KEPPLER.J 3 Region 3. Chicago. Office of the Director 80/01/31 
Ip 


8002260016 Forwards IE Circular 79-25. Buppl A. "Shock Arrestor 8|rul 
Assembly Interference " No written response required. 

KGPPLERi J 0. Region 3. Ghicego. Office of the Director. 80/01/31 
tp. 


0 Reporteble occurrences. LERs 1: related correspondence 


6002380033 PNC)-llX-063 on 791217. const electrician working on bldg 
fell 20 ft from scaffolding & was pronounced dead an arrival 
at local hoip Cause of fall not given 

KNOP.R C A FlORELLliO Region 3. Chicago. Office of the DlrecIST 
79/12/18. • Ip. 


8002340397 Interim deficiency rept re reactor auxiliary bldg reducid 
floor loed.Ceused by cut rebar. Final rept will be forwerdetf 
by 000523 

FAKRNER.MJ. Detroit Edison Co 00/01/23. Ip 


80021 lOSOD Ack receipt of 800107 interim deficiency rept re dafecktvi 
Westinghouse switches Will review final rept upon receipt 
FtORELLI.O Region 3. Chicago. Reactor Construction li Englnetrici 

Support Branch. 90/01/25 Ip, 


DOCKET SO-344 TROJAN NUCLEAR PLANT. PORTLAND GENERAL ELECTRIC 


F. Security, medicali emergency l< fire protection plane 


0OO2DS3171 Forwards draft radiological emergency plan encampasting 
plans of util, state It local govts of OR It WArCoait Ouard.lt 
hasps Unresolved issues. including early warning sy*. press 
ctr I* recovery plans to be rtsolvad by 800401. 

OOGDWiNtC Portland General Electric Cp, 79/12/04 2pp. 


— 8002030177 Forwards draft emergency plan for feci 1 ity. Requests lecitiBS 
of NRC spokesman at Capitol Bldg in Salem, along w/utll 
spo keiman. to lessen confusing It contradictory info, 

ATI YEN. V Oregon. Btete of 79/11/30 2pp. 
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6402040007 Announcfi regional uork«hop9 to dlvcuee featlbility of 
prapotf4 change to reguletion on rod iolog leal emergeneg 
raipo-n-t» plani for facilities Reaueets designation of one 
r »pr sf antati v« per util bg 791231 Foruarde FR notice 
C-RIHES^S K Enierpercg Preparedness Task Force 79/12/21 7pp 


6002130033 Oiccuiies fire protection review for facllitg Train B 
iwLtchgiar roocn Forwards NRC requirements far addl mods to 
ritolvB incomplite safetg evaluation Item it NRC evaluation 
of licensee Info Rai^uests response within 20 days 
tASHASi 0 Reactor Safety Branch QO/01/17 14pp 


6402060&34 Dlicusscs GR resalutlon of NRC S00108 comments on response 
plan for accident at facllitg Concurs w/comments Will 
attempt to incorporate Cornmenti into response plan by 
Mer 1950 

FRANK) L Oregonr State of 80/01/21 Spp 


6402110009 Advises that NRC will perform special appraisals of health 
physics prograjns during CYSO In lieu of routine imp Scope 
wilt Include or gani I ationi per sonnel qualification & 

Ira 1 ni ng^ raduaste processing/ monitor ing it training 

8TCLL0< V' Office of Inspection it Enforcement/ Office of the 

Director BO/ol/22 3pp 


60020i0-471 Responds to NRC 791129 request for Info re evacuation 
rstimates for areas surrounding facility Forwards rept» 
^Evacuation Time Estimates for Columbia County/OR (< Cowlitz 
Cotnty. WA » 

GOODWIN. C Portland General Electric Co 80/01/31 2pp 


->30020&0474 "Evacuation Time Estimates for Columbia County/OR tc 
Coulltx County^WA " 

» Portland General Electric Co BO/Ol/31. 26pp 


8402220399 Forwards responses to NRC review team comments re draft 
radiological amirgincy plan New table will he added listing 
caerganev action levels for ingestion pathways All emergency 
iq.u(pnicnt is Inventoried it/ov callbr quarterly 
GDODWINpC Portland General Electric Co 80/02/14 24pp 


9 Adjudicatory correspondence 


6402180721 Notifies that NRC detailed review of licensee 771121/ 1217 it 
ai-32>reBponieB to NRC questions lubitantlally complete NRC 
BER re operational safety during performance of mod work 
alio complete 

GRAViO R Heering Branch 1 80/01/31 Ip 


&002I40349 Advises of facility 800205 shutdown/ per ABLE 791229 order. 
Caused by false electrical indication resulting In automatic 
rsacter trip Bhutdaun not ielimlc'>related Facility returned 
to power in 2. S-h. 

CRAVisJ R Hearing Branch I 80/02/07 Ip 


B0022I01SQ Notice of 800331 evidentiary hearing on Phase II of control 
bLdg prociedlng re safety of mods Hearing will be held at 
Court of Appeals Courtroom/ Portland/ OR & may continue on 
0OO41A at Bonneville Power Admlnlstretion auditorium 
HlLtER/K E. Atomic Eafety and Licensing Board Panel 80/02/07 

2pp 


8002220170 Notice of G00311-12 prehearing conference on control bldg 
praceedinpr Phase Iltot ICC/ Portland/ OR Oral iimted 
appearance statements will be heard written statementi mag 
hi submitted Conference will cover pending motions 
ftILUERiN E Atomic Safety and Licensing Board Panel 80/02/07. 
^P9 


8002^0278 Complies u/A8UB 791229 order requesting to be informed of 
shutdown reasons if situation arises. Faci 1 ity was shutdown t* 
returned to sve on 800205 Situation resulted from automatic 
reactor trip caused by false electrical Indication 
GRAY. -J R Hearing Branch 1 80/02/07 Ip 


6002220132 Corrections to transcript on 791229 meeting in Portland/ OR 
hiaring re control bldg 

HlLLER/N E Atomic Sefety and Licensing Board Panel 80/02/08 Ip 


6002270546 Memorandum it order reminding parties that written 
testineniee shall be filed in question ti answer form Expert 
witnesses shall not present prof objectivity except 
during counsel cross examination or ABLE questioning 
HILLER. H E Atomic Safety and Licensing Board Panel 80/02/20 
2PP> 


H General correspondence 


B002280177 Forwards NRC analysis of encl 770409 comments re technical 
issues representing compromises to safe operation of 
facilities Analysis demonstrates th^t eafety of plants uei 
adequately addressed in final design Related matl end 
8TE1_L0/ V Office of Inspection i* Enforcement, Office of the 
Director 77/11/01 4pp 


— 8002280207 Alleges that inadequate care was ta en in design it const of 
safety '*re lated sgs at facilities Pipefitters used 30-ton 
come-along to align pipes at Monttcello which could have 
prestressed lines beyond acceptable levels 
AUQUBTYN.J R Affiliation Unknown 79/04/09 3pp 


— 8002280606 Forwards NRC analysis of 790409 comments re technical issues 
representing compromises to safe operation of facilities 
Analysis demonstrates that safety of plants was adequately 
addressed in final design 

STELLQ/ U Office of Inspection b Enforcement. Office of the 
Director 79/11/01 4pp 


8002140028 Notifies of A6LD 791223 decision to permit facility to 
resume Interim operations upon NRC approval Plant was 
returned to power operation on 791231 A8LE has adopted 
schedule re long-term operations 
AHEARNE/ J F Commission 80/01/30 ip 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


8002130242 Forwards "Rept of ACR8 on Belected Safety Issues Related to 
LWRs ♦' 

MOELLER/ D N ACRS ** Advisory Committee on Reactor Eaftguards 
76/12/12 Ip 


—8002190552 Excerpts from minutes of 751009-11/ 1106-00/760603-05 k 
760708-10 meetings 

» ACR8 - Advisory Committee on Reactor Safeguards 76/07/10 

3pp 


P Operating license stage documents h. correspondence 


8002190170 Forwards questions re NURE0-0S7B/ Thl-2 Lessons Learned Task 
Force requirements concerning auxiliary feeduater sys 
automatic initiations 6 flow indications to steam 
generators Requests response by 791214 

8CHMENCER/A Operating Reactors Branch I 79/12/12. 2pp 


8002150341 Discusses commitments it schedule re TMt Lessons Learned Task 
Force recommendations Requests 4B-h notification should 
unforeseen circumstances revise stated position Requests 
documentat ion of implementation methods 

DENTON/ H R Office of Nuclear Reactor Regulation 79/12/27 3pp. 


8002110276 Extends comment period re draft NUREO— 0630 to 800116 

OAMMILL/iJ P Assistant Director for Standard (« Advanced Reactors 
80/01/03 3pp 


8002030153 Requests that Class 3 fee be submitted within 19 days, per 
791023 transmittal of facility cooling tower plume study 
summary rept for review L approval 

MILLER/ WO License Fee Management Branch. 80/01/14. Ip 


8002L30100 Discusses scheduling problems re completion of remaining PWR 
overpressure protection reviews Completion. Is dependant upon 
Reactor Safety Branch approval of overall sys aspects of 
proposed designs. 

LAlNAdfO Plent Systems Branch 00/01/17. ip 


0002000117 Summary of 791119 meeting u/Nei t i nghouse 6 utils in 
Betheida/MD re dro-pped rod protection 

ENOLE/L Operating Reactors Oranch 1 00/01/10 34pp 


0002010394 Forwards supplemental matl ra proposed mods to control bldg 
In response to NRC questions concerning vertical shear 
forces at Corners R-55 8< N-55 

BROEHLfD, J Portland General Electric Go 80/01/28 106pp. 


0002010366 Foruiards changed pages for Revision 3 to P0E‘*l020i "Design 
Mods for Control Bldg/" eliminating incorrect 6 conflicting 
info. Rept constitutes amend to util 790117 request for 
license amend Certificate of 8vc end 

DRUEHL. 0 J Portland Oeneral Electric Co. 00/01/29. 53pp 


8002140005 Discusses recent developments impacting waste disposal 
oparations at commercial low level waste burial sites. 

Forwards license S< Itr from State of fiC to Chem-Nutlear Bys 

deacrlblng restrictions for waste disposal in 0C 

EI8ENHUT/0 0 Division of Operating Reactors, eO/Oi/29 28pp. 
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6002060519 Advises NRC that fee uiU I be submitted u/formal llcente 
anend request Muclear plant cooiitig tauer study suri/nary 
rept submitted an 791D2G did not constitute license change 
application 

GOODWIN- C Portland General Electric Co BO/Ot/30 tp 


6002260009 Advises that Class III fee required to cover Llcanee Change 
Application 37 re proposed revision oP boron -concentration 
t quantities Class II fee submitted on 79122B insufficient 
DIOOSfR M License Fee Man a a erne nt Branch BO/02/04 Ip 


a002l204Al Forwards response to NRC 791003 generic request for info re 
auxiliary feeduater flou/ requirements Info pertains to 
design bases for auxiliary feeduiater sys 

GDODWINiC Portland General Electric Co 60/02/09 7pp 


6002370005 Requests payment of addl fee re util 600117 proposed Tech 
Specs changes relating to reorganization of facility ngt 
Changes require CSass III fee due to addition of neoi 
positions &i change in functions of committee 

MILLER* W 0 License Fee ManagenneTit Branch 00/02/11 Ip 


6002150276 Forwards response to telcon requests during vk of 800120 ro 
structural behavior Responses are not appropriate meani to 
evaluate structural modified complei POE-1020 provides 
conservative approach Certificate of Sve end 
BRGEHL. D J Portland Oeneral Electric Co 00/02/13 94pp 


8002190720 Forwards changes to PGE'‘f020r "Rept on Design Mods for 
Control Qldg." Revision 4 Constitutes amend to 790117 
request for necessary license amend per NRC 7B0526 order 
for mod of license Certificate of 8vc end 
DROEHL* D J Portland Oeneral Electric Co 90/02/13 3pp 


—0002190727 Changed pages for "Rept on Design Mods for Control Bldg#" 
Revision 4 

« Bechtel Power Corp (subs of Bechtal Corp ) PGE-1020 R4 

79/01/14 32pp 


2220104 Forwards NRC safety evaluation re proposed design mods 
oints out that rept contains pending items which may not be 
esolved due to differences in prof opinions between NRC U 
Icsnsee/Dechte 1 engineers 

CHWENCER#A Operating Reactors Branch 1 00/02/14 Spp 


J002220107 Safety evaluation re control bldg design mods Few aspects re 
activities are acceptable Questions re deternlnatl on of 
forces S< displacements remain unresolved Certificate of 8vc 
enc I 

* Office of Nuclear Reactor Regulation 80/0S/14 


8002860692 Forwards Untv of MO reptr "Pushout Tests u/High strength 
Bolt Shear Connectors#" referenced in util 791222 response 
to NRC 790920 Question 6 

BRQEHLi D J Portland General Electric Co 60/02/81 ip. 


8002260699 "Pushout Tests w/High Strength Dolt Btiear Connectors " 
DALLAM. L N Mlssourir Univ of# Columbia 00/02/21 90pp 


Inspection reports- IE Bulletins & correspondence 


2140169 Amends 79082S response to IE Bulletin 79-13 Table IWD-39i4-2 
lould have ref 1977 version of Section XI of ABME Cade 
lODWlNiC Portland Oeneral Electric Co 79/09/10 Ip 


210030 Responds to IE Bulletin 79—16 re vital area access control 
vestigation revealed presence of easy access i other 
turity problems in area Response to IE action items 
ierway 

DDWIN.C Portland Oeneral Electric Co 79/09/13 4pp 


130102 Forwards info in response to IE Bulletin 79-OlA, re use of 
:Q solenoid valves In saf ety-re lated sgs W/o end 
IDWlNiC Portland General Electric Co 79/09/14 Ip 


140217 Responds to IE Bulletin 79-18 re audibtUtg of emergency 
icuation alarm ays, Several areas found inaudible during 
‘vey Corrective maint U administrative controls will be 
iplemented Including light modulation h portable radios 
lODMINcC Portland Oeneral Electric Co 79/09/19 Ip, 


280223 Responds to IE flulletirs 79-24 re frojen lines Several 
fety-related process# instrument it sampling lines found to 
subject to freeilng in cold weather Design for permanent 
Cl jncompleto Temporary measures will be takeH 
0DMIN#C Portland General Electric Co 79/10/23 Ip. 


8002280199 Responds to NRC 791003 Itr re piping support ecaminatloni 
required by IE Bulletin 79-14 No discrepancies Identified 
which would preclude sys operability Forwards rspt re 
deviations which do not effect sys operability 
CQDDUINj C Portland General Electric Co 79/10/30 8pp 


8002260196 Forwards response to IE Bulletin 79-02# Revision 2- I teats 5# 
6 Sc 7 

BROEKL# D J Portland General Electric Co 79/12/06 Bpp 


B002120140 Forwards IE Intp Rept 50-344/79-23 on 791101-30 St notice 
of violation 

CREWS# J L Region 5# San Francisco# Reactor Operations Nuclear 

Support Dranch 79/12/31 2pp 


— 8002120144 Notice of violation from imp on 791101—30 

* Region 5# 9an Francisco# Office of tbs Director 79/i2/19, 

Ip 


— 8002120132 IE Insp Rept 50-344/79-23 on 79ii01-30 Noncompliance notid 
failure to follow OA procedure for callbr of installed 
plant instrumentation 

STERNBERG) 0 M Region 5# San Francisco# Reactor Operations 

Nuclear Support Branch MALMR08# M H Region 3# San Francisco* 
Office of the Director 79/12/19 6pp 


6002280281 Forwards list of A8CO valves to be replaced u/f unc tianallg 
equivalent ASCO NP-I solenoid valves# in response to IE 
Bulletin 79-01 Efforts will be made to procure Sc Install 
valves prior to Cycle 3 refueling startup, 

(?OODIrfIN#C Portland Oeneral Electric Co 79/12/31 9pp 


8002200736 Forwards IE Insp Rspt 50-344/79-29 on 791126-20 Sf 1204. 

No noncoiTtpllance noted 

CREWS# J C Region 9# San Francisco# Reactor Operations Nuclear 

Support Branch 80/01/0? 2pp 


— 8002200744 IE Insp Rept 50-344/79-25 on 791126-20 It 1204 No 
noncomp I lance noted Major areas inspected actions taken ai 
result of LER 79-19 

STERNBERG) D H Region 9* San Francisco# Reactor Operations 

Nuclear Support Branch SHACKELTONfO C # KIRSCH# D F. Region 9* 
San Franciteo) Office of the Director 00/01/00. 9pp 


eO'O2lS0934 Forwards IE Insp Rept 90-344/79-24 on 791201-31 No 
noncompllance noted 

CREU8#J L Region 9# San Francisco# Reactor Oparattons Nuclear 

Support Branch 00/01/17 2pp 


’BD021 90948 IE Insp Rept 30-344/79-24 on 791201-31. No noncompliance 
noted Major areas inspected: p lant operations# maint* ph ymical 
security# procurement I* radwaste operations. 

STERNBERG# D M Region 9* San Francisco# Reactur Operations 

Nuclear Support Branch 00/01/17 6pp 


8002110370 Informs of lube oil cooler failure similar to failure 
reported in IE Info Notice 79-23 

FALTER«H M Morr ison-Knudsen* Power Systems Dlv QO/01/23 Ip 


6002110060 Ack receipt of BOOllO Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-344/79-22. 

CREWS* J L. Region 9i San Francisco# Reactor Operations Nuclear 
Support Dranch 00/01/25 Ip 


— 8002110063 Forwards response to violation noted in IE Insp Rept 
90-344/79-22 Corrective actions. period Ic testing of ivc 
water pump C conducted on 791100 I# verified to be above 
Tech Specs min 

GOODWIN* C Portland General Electric Co 80/01/10 2pp 


—8002110060 Forwards IE Imp Rept 90-344/79-22 on 791106-08 I# notice of 
violation 

CREWS# J L Region 5# San Francisco# Reactor Operations Nuclear 

Support Branch 79/12/17 2pp 


— 8002110073 Notice of violation from insp on 791106-00 

* Region 9# Ban Franciica# Office of the Director. 79/12/13 

Ip 


—0002110080 IE Insp Rept 50-344/79-22 on 791 106-09, Noncomp 1 lance noted* 
failure to take followup actlone an unacceptable 
surveillance test results 

JOHNSON#? H # HORN* A J. Region 9# San Francisco# Office of the 
Director STERNBERG# D M Region 9# San Francisco# Reactor 

Operations Nuclear Support Branch 79/12/13. 9pp 


8002110083 Ack receipt of B00116 Itr informing NRC of steps taken to 
correct violetlons noted In IE Insp Rept 90-344/79’*2l. 

BD0K#11 E. Region 9# San Francisep# Fuel Facility & Materials 
Bafety Branch 60/01/30, Ip 
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— 8002110093 Forufard* response to violations noted in IE ln«p Rapt 
90-344/79'‘2l Corrective actloni stearit generator (uort stopped 
until radiation (jork perniit rewritten w/ina tructions 
r«<|ulring air samples Inside steam generator during work 
BRCEHLr D Portland General Electric Co 80/01/16 Spp 


— ©002110090 Forwards IE Insp Rept 50-344/79-21 on 791025-26 8* 1109-07 b 
notice of violation 

BODKjH E Region 5i 0an Franciscoi Fuel Facility & Materials 

Eadtig Branch 79/12/21 2pp 

— B002I10'100 Notice of violation from insp on 791025-26 8» 1105-07 
* Region 5i San Frartciscoi Office of the Director 79/12/20 


--0002110105 IE Insp Rept 50-344/79-21 on 791025-26 t* 1105-07 

Koncomp 1 lane e noted failure to take air sample while persons 
u«Ti uorking In steam generators 

PiBHiR, F 1 CURTISiJ R Region 5. Son Francisco, Office of the 
Oircctor BODKiH.E Region 5, San Francisco, Fuel Facility it 

Materials Safety Drench 79/12/20 I2pp 


0OO2OQO142 Forwards IE Info Notice 80-03, "Main Turbine 
E I ec trahgdraul Ic Control Sys " No specific action or 
response required 

EHOC'LKENrR H. Region 5. San Francisco, Office of the Director 
00/01/31 If 


0002140115 Forwards IE Circular 79-25, 8uppl A, "Shock Arrestor Strut 
Astcntlg Interference " No written response required 
EKOELKENrR.H Region 5, 8an Francisco, Office of the Director 
GO/Ol/31 ip 


0CHt>2S5O5BO Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKENiR, H Region 5, Ban Francisco. Office of the Director 
80/02/01. Ip. 


0002210300 Forwards IE Bulletin 80-03, "Loss of Charcoal From Std Type 
1 1 h Two-Inch, Tray Adsorber Cells '* Action required 
EMOELKENiR.H Region 5, Ban Franciico, Office of the Director 
G0/Q2/06 Ip 


6002220080 Forwards IE Info Notice QO-05, "Chloride Contamination of 
8af ety-R«Iated Piping t> Components " No written response 
r •q.ulrad. 

ENOELRENrR H Region 5, 6an Francisco, Office of the Director 
80/02/08 Ip 


8002270405 forwards IE Insp Rept 50-344/79-20 on 791126-1212 No 
noncomp 1 lance noted End withheld (ref 10CFR2 790) 

NORDEAHAUO-r U R Region 5, San Francisco, Safeguards Dranch 

80/02/19. Ip, 


R. Fnrlcdlc operating reports V related correspondence 


aOD2lS0944 Forwards monthly operating rept for Jan 1980 
YCXJNDT»C P. Portland General Electric Co 80/02/06 Ip 


— 8002120948 Monthly operating rept for Jon 1900 

BAIRiO 0 Portland General Electric Co 80/02/06 4pp 


9 Reportable occurrences, LERs i< related correspondence 


800-S1G0267 Forwards confirmatory Info to LER 79-19 re stresses in walls 
due to thermal gradients Deformation results when reinforced 
pTauted masonry wall is subjected to thermal gradient across 
t^all thieVness Certificate of Bve end 

OROCHL, D J Portland General Electric Go 80/01/18 i2pp. 


0002250769 P N8-g- 00-001 . on 800126, local Portland radio station 
received two bomb threats against site Search conducted 
w/negatlve results 

HCmoERHAUO^ L Office of Inspection i Enforcement, Office of the 
Director. 80/01/28 Ip. 


0OO2O6O6L7 Updates 791231 response to NRC 791229 Ur, Question 6 re 
LER 79-15 on range of transverse shear stress in walls 
Control BUiiliary ^ fuel bldg comples stresses will be 
reported by 800208 

BROEHL. D, J. Portland General Electric Co 80/01/31 2pp 


0002290775 PN8-V-0O-OO2' on 800130, Kelso Uashington Municipal Police 
rectivBil two bomb threats against site Search conducted 
^/negative results 

NOflOERHAUOiL Office of Inspection I< Enforcement, Office of the 
Director, BO/Oi/31. Ip 


8002270497 Notifies that walls in auxiliary bldg have been reviewed re 
LER 79-15, w/evee ptlon of walls listed on end Table 6-1 
Transverse shear stresses due to Interstary displacements 
are below 4 psi Certificate of 6vc end 

SROEHL.D J Portland General Electric Co 80/01/31 4pp 


8002190045 PNS-V-aO-003 on S0020S. phone call received by police 
stating caller had planted bomb at site No bomb found 
NORDERHAUO.L Office of Inspection & Enforcement, Office of the 
Director 80/03/04 Ip 


0002250784 PNa-V-QO-004 on 000203-04, Portland Oregonian published 
articles re allegations of inadequate security at site 
Articles included low guard morale, drug arresd of site 
guards t custodian showing girlfriend through plant 

NOBDERHAUO,L , MQ R TENSE M, W Region 5, San Francisco. Office of the 

Director 00/02/04 Ip 


8002120559 flO nn 000205, reactor shut down by reactor trip »ys Trxp sys 
actuated automatically due to false indication that breaker 
for one reactor coolant pump had opened Caused by 
inadvertent grounding of instrument poujer circuit 
GOaOUIN, C Portland General Electric Co 80/02/06 Ip 


6002150245 Provides supplemental info on LER 79-15 re range of 
tranverse shear stress in walls due to interstory 
displacement Nalls in control-aut 1 1 iary-f uel bldg complex 
are bolow 4 psi Certificate of 8vc end 

QRQEHt.D J Portland General Electric Co BO/OS/09 6pp 


8002200443 Follows up util 791231 Ltr Mas transverse shear stresses 
due to interstory displacements are below 4 psi for all 
walls In control-auxi I iary-fuel bldg comp lex. except for 
panels listed Addl evaluations will be reported 800215 
BROEHL.D.H Portland Oaneral Electric Co- 80/02/09 6pp 


8002200573 Forwards Tables 1-2. 1-3 1-4 providLng combined interface 

shear stresses for wall panels listed in Tables 6-1, 6-2 U 
6-3 of 800209 ltr re LCR 79-15 Certificate of Sve end 
ORGEHL, D J Portland General Electric Oe 80/03/15 6pp 


T Hearing transcripts on non-antitruit matters 


8002260542 Responds to 791211 13 Itrs re restart of facility A3LD 

791223 order allowed facility to resumo Interim operation 
upon NRC approval Plant returned to operation on 791231 
Forwards transcript of 791829 hearing re restart 
AHEARNE.J F Cummlssion 80/01/30 Ip 


— 8002260547 Ack receipt of ABLQ 791312 order setting 79122Q special 
htaring re resumption of interim operations of facility 
ATIYEH.V Dragon, State of 79/12/13 Ip 


— 8002260552 Reiterates governor concerns re facility restart Intentl 
is not to influence ASLO or Commission u/respect to safety 
issues Expeditious decision is warranted due to critical 
energy shortage ^ economic impact 
JOHNgONiL Oregon, State of 79/12/13 2pp 


— 8002260556 Requests to be advised of A8LD intentions re resumption 0. 
facility operation Serious electrical shortfall exists in 
Pacific Northwest Util has been borrowing expensive power 
from other utils 

JOHNSON, L Oregon, State of 79/13/11 3pp 


— 8002260559 Transcript of 79122? hearing In Port land, OR Pp 3426-3450. 
MILLER, M 1 , MCCOLLQHrK A Atomic Safety and Licensing Board 
Panel 79/12/29 27pp 


U Congressional/Executive Correspondence 


8002220312 Responds to 791214 request for expeditious decision re 
facility restart ASLB 791229 order rescinded ASLD 791130 
order prohibiting plant operation Corrective actions to 
control bldg it concrete block wal 1 were adequate. 

OOSSICKrL V Office of the Executive Director for Operations 
00/0 i/09 2pp 


— 0002220315 Requests that A8LB expedite decision re interim operatl, 
facil Ity. Further delay will worsen energy supply shortage in 
Pacific Northwest 

DUNCAN, R.D House of Rep 79/12/14. Ip 


8002200201 Responds to 791221 request for skpedltiout dvcliion re 
facility restart ASLB 791229 order rescinded ASLB 791130 
order prohibiting plant operation Corrective actions to 
control bldg it concrete block wall were adequate 
GOSBICK.L V Office of the Executive Director for Operations 
00/01/li. 2pp 
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G0O2SODS2a Responds to 791220 request i'or expeditious decision re 
facility restart ASLB 791229 order rescinded ABLD 791130 
order prohibiting plant operation Corrective actions to 
control bldg concrete block uall uere adequate 
OOSSICKiL V Office of tbe Executive Director for Operations 
&0/01711 2pp 


— fi0D2SC0536 Requests that A&LS expedite decision re Interl/n operation of 
facility Further delay uilL uiorsen energy supply shortage 
in Pacific Northuast 

ULLMAN. A House of Rep 79/ lif/20 Ip 


G0022S0303 Responds to 900114 ttr re KRC implication that 79L314 ttr to 
Commission uai inappropriate Commissioners prohibited from 
responding to 1 tr due to issue r« seismic design 
deficient tis pending before ASLD 

ODSSICKiL V Office of the Executive Director for Operations 
90/01726 3pp 


DOCKET 50-34 A DAVIS-flESBE NUCLEAR POWER STATION. UNIT i 


r Securityi medicali eimergency St fire protection plans 


B0OSC4OOO7 Announces regional uorkshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative par util by 791231 Foru/ardt FR notice 
ORJKEStB K Emergency Preparedness Task Force 79/12/21 7pp 


6002130302 Notifies that reviews U revisions of util upgraded 
encrgency plan have been completed Revised plan end N/o 
enc 1 

CROUSEi R P Toledo Edison Co 90/01/16 2pp 


Q002H0102 Advises that NRC ulll perform special appraisals of health 
phyeics programs during CVSO in lieu of routine insp Scope 
(Jill include organ i latlom personnel qualification U 
training^ raduaste process Ing. mon i taring training 
STELLDfV Office of Inspectton i< Enforcemanti Office of the 
Director 00/01/22 3pp. 


6002220339 Responds to NRC 791129 request for info re evacuation time 
estimates Preliminary revieu indicates accurate data could 
not ba developed within requested time frame Should contact 
Federal Emergency Mgt Agency for info dovalopod by OH 
CR0U8E.fi p Toledo Edison Co 00/02/04 ip 


6002260230 Forwards Revision 12 to "Industrial Bacurlty Plan " 
Plan withheld <r*f 10CFft2 7901 
CROUSErfi P Toledo Edison Cc BO/02/19. Ip, 


0 Adjudicatory correspondence 


7809210001 Forwards SEC 700731 opinion In the matter of American 
Electric Power Cor Inc 

REYNOLDS. H fl Shaw. Pittman. Potts 4i Trowbridge V0/O9/OB aSpp 


6002120005 Comments on petition under iOCFR2 206 to modify OL Facility 
emergency plan meets NRC requirements NRC is preperlng to 
upgrade emergency plans for all operating reactors, Pub 1 ic 
hearings are not necessary 

DENTON# H R Division of Project Management BO/Ol/17 2pp 


■0002120011 Director ^s decision under 10CFR2 206 denying Toledo 
Coalition for Safe Energy 790424# 0S23 U 0709 petitions to ' 
modify OL b to held public hear inga. Facll ity emergency plan 
meets NRC requirements. 

DENTON# H R Office of Nuclear Reactor Regulation 00/01/17 


Oencral correspondence 


12140666 Requests that records be corrected to reflact AD Wright as 
til vice president b general counsel 

U0HT#A D Cleveland Electric Illuminating Co BO/02/11 2pp 


laurance & indemnity information 


90614 Forwards Endorsement Ot to ANI Policy HF-2a6 

lEAfC. Marsh b McLennan# Inc , M Ic M Nuclear Consul teniaWnc. Dlv, 

'03/05 2pp 


>494 Forwards Endorsement 3 to NELIA Binder 

rt'^l-ennan# Inc, r M b N Nuclear Oonsultentc. Inc Div. 

>2/05. 3pp 


0003120667 Forwards Endorieiment 24 to MAELU Policy MF-92 

CORREA# C Marsh ic McLennan# Inc # M b M Nuclear Coneultants. Inc. Div. 
80/02/03 2pp. 


M Antitrust correspondence 


B002290262 Mamorandum re draft opinion on eppaals from A6LD Initial 
dec Lslon 

ROSENTHAL# A S Atomic Safety and Licensing Appeal Penel, 7B/10/02 

Ip 


S003290266 Order granting extension until 791121 for NRC to rcipand to 
petitions for ALAQ-560 review Certificate of 0vc end 
CHILK#a J Office of the Secretary of the Commission 79/ll/19 
5pp 


8002290331 Cerlificata certifying distribution of antitrust dacumenti 
DAWNINO.F K Office pf the Secretary of the Commission 60/01/14 
4pp 


8002010030 Order granting extension until 000213 for Commission to 
review ALAO^SAO 

CHILK#8 J Office of the Secretary of the Commission 80/01/29 
Ip 


8002130309 Forwards util 800123 news releases Utils have decided to 
terminet# const plens for units Reduced load growth 
projections# financial constraints b overregulation cited 
as contributing factors 

REYNOLDS# N.B Bhawr Pittman. Potts b Trowbridge 80/01/39, 7pp 


0002130283 Notifies that subj utils have filed three review petitions 
Including allegation re ASLAB method of dividing antitrust 
review responsibilities Forwards decision in civil antitrust 
case In Northern District of OH 

REYNOLDS# U B Shawi Pittman# Potts b Trawbrldgt 00/01/29 3lpp> 


8002150474 Rtsponse to City of Cleveland 800203 motion to strike 
applicant 800129 presented documents re termination of const 
b operation. Licensee complied w/Secretary of A6LAB 800130 
Itr b court procedures Certificate of Bve end 

REYNOLDS. N D Toledo Edison Co REYNOLDS.^ B. Cleveland Electric 
Illuminating Co REYNOLDS. W B Bhau# Pittman# Potts b Trowbridge 
ao/02/lI 7pp 


8003210439 Response In opposition to applicants 000129 addl metis filed 
in support of petition for review re ABLAB 790906 decision 
Filing violates roles of practice W/Cer tlf icate of Sve 
LE68Y#R P Antitrust Division 80/03/13 7pp. 


P Optratlng license stage documents b correspondence 


7906250091 Foruerde memos discussing B McDermott concerns re shutdown 
of BbW plants 

RQ88.D F Division of Project Management 79/05/17. Ip, 


9002110376 Extends comment period re draft NUREO-0630 to 800116 

OAMMIL.L#MrP Assistant Director for Standard b Advanced Reactors 
00/01/03, 3pp 


8002130010 Rsipandi to Question 4 in 790719 memo to LV Oossick re 
internal B&U analysis that# if available to NRC or uiil#couid 
have mitigated or prevented accident W/info one yr before 
accident. NRC would have acted to sddrses problem. 

DENTON.H R. Divitlon of Operating Reactors 80/01/10 7pp. 


— B002130022 Forwards two newspaper articles b questions raisfd rs BMf 
internal analysis of 770934 Davls-Desse accident. Requests 
answers to questions as soon as reviews of BbW mcMOS b 
analyses are complete 

AHEARNEr J Commission 79/07/19. 4pp. 


0002140005 Discusses recent developments impectlng wastf disposal 
operations at commercial low level waste burial sites 
Forwards license b Itr from State of 8C to Chem-Nucleer Bye 
describing restrictions for waste disposal in SC 
EI8ENHUT. D 0 Division of Operating Reactors, 90/01/29, 28pp. 


0002060317 Forwards preliminary design description b criteria for 
proposed reactor coolant high point vent sys for facility. in 
responss to 790913 b 1030 Itrs Projects installation of 
presturlzer b hot leg vents during Spring 1901 outage 
-CRODSEiR.P. Toledo Edison Co. 00/01/30, 4pp, 


0003040376 Forwards results of design review of plant shielifing fer 
spaces outside containment which may be used in post- 
accident operations Study on areas requiring infrequent 
operator access not completed 

CRoaSE.R. P. Toledo Edison Co. 80/01/31 lOpp, 
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^etiont Lsarnsd Ta«|( Force 
etiian into detection of 
» £)cl«tlng instrumentation 

GO/01/31 2pp 


—8002070352 !£ Imp Rept 50-346/79-2? on 791101-02. D5-10* 12-16 Ir 19-30 
Non comp 1 lanc d noted failure to verifij change in high flue & 
f lufc-f lux-f lou trip setpoints 

REYeBuL A . UARVlICK, H F Region 3. Chicago, Office of the 

Director 79/12/28 7pp 


to improve post-accident monitoring 
ess Lessons Learned Task 
items l( description of mods 
5»C 791030 Itr 
80/01/31 3pp 


8002110311 Foruards IE Insp Rept 50-346/79-32 an 79101 &-S0. 1 101-0S« 
15-16 & 20 No noncompliance noted 

HEISKhAN^R F Region 3, Chicago. Reactor Dperatlons Nuclear 

Support Branch 80/01/04 2pp 


on re util 000122 response to NRC 
ot (Jill not be available 
gorg A requirements Orants 
omentation 

F^eactor Regulation 80/02/01 Spp 


—8002110319 IE Imp Rept 50-346/79-32 on 791015-20,1101-02.15-16 & 20 
No noncompliance noted Major areas inspected reactor trip t< 
lubeequent Loss of offsite poujer that occurred on 791015 Si 
folLocjup on corrective action on 791025 

WARWICK. R F , REVES, L A . TAMBLINO, T N Region 3, Chicago, 
Office of the Olrector 79/12/87 I9pp 


algsls for sequential ausillarg 
csrs folloulng lose of main 
D821 Itr Unit design does not 
causing sequential feeding 
80/02/03 17pp 


8002060039 Foruards follouup to 791 12B response to IE Bulletin 79-17. 
Revision 1 Data sheets identlfg nonaccetsit 1 e uelds 
requiring insp re Item 2(0 Response complete 
CROUSE.R P Toledo Edison Co 80/01/15 23pp 


R Periodic operating reports related correspondence 

tential Reactor flys Voiding During — — — — 

ponse to NRC 800109 Itr Util 

eludes no voiding occurs 8002110392 Foruards monthly operating rept for Jan 1980 

80/02/07 Ip HURRAYiT D Toledo Edison Co 80/02/07 Ip 


ys Voiding During Anticipated 
1/31 32pp 


— 8002110390 Monthly operating rapt for Jan 1980 
CADA.E Toledo Edison Co 60/02/07 22pp 


cility Cycle 2 - Reload Rept," 
•nd to OL l< justifying 
% licensed core pouer level 
Specs App A Fee encl 
00/02/11 2pp 


load Rept " Revised by uttl 
1398 80/02/01 90pp. 


on that no undue risk to public health 
personnel involvement In 
'«lay due to diversion towards 
ak Force rccommendationt. 

80/02/12 Ip 


fecti of Asymmetric LOCA Loadlngsi 
BtiVJ 177 fuel assembly owners 
. ted by 800701 
lo 00/02/14 Ip, 


•Ic LOCA Loadingsi Phase II 8tatu« ** 
'1597, 80/02/14 SOOpp 


8 Reportable occurrences, LEAs it related correspondence 


7907190377 Foruards suppl to LER NP-32-77-t6 to provide addl Info re 
770924 primary sys depr essur 1 tat 1 on tc release of steam in 
containment Describes multiple failures of equipment Makeup 
pumps stabilised primary sys t< permitted cold shutdoun 
MURRAY. T D, Toledo Edison Co 77/lt/t4 56pp 


— 79071B0383 Supersedes 771005 Itr pe inetallatlon of governor on 
auilllary feed pumps Defect may cause governor to bind, 
preventlrkp turbine reaching design speed 
ROE^L E Toledo Edison Co 77/10/tl 4pp 


7905140055 Forwards eicerpts of LERs re feedwater related & other 
transients at D&N facilities other than THt. Related 
correspondence and 

ORNSTEINrH L Office of the Executive Director for Operations 
79/04/06 18pp 


6002060413 PND- 11 1-79-093 on 791201. hot leg temp elemant in Loop 2 
failed Leak found in function bos where pipe penetrates 
hot leg Plane call for replacing element w/slmtliar model 
REYES, L A , UARNKK,R H » TAMDLINO. T N Region 3. Chicago, Office 
Of the Director 79/12/03 2pp 


> request for asseasment of potential 
tue to postulated RGB piping 
symmetric LOCA Loadings - 
»pt for facility 
80/02/15 ip 


8002210073 PNO-I n-79-053A on 791212, NRC received ntstif 1 Cation oMt 
will not be back on line until early Jan. in order to replace 
leeltng temp element 

REYES, U A . TAMBLINO, r N , WARNtCki, R F Region 3. Chicago. Office 
of the Director 79/12/12 2pp 


i. meeting u/Q&U owners group, Abnormal 
Committee, in Ueshington. DC 
I transient operational 
i 

Branch 80/02/15 2pp 


Ini It correspondence 


S002050L3S PND-l I 1-79-068. on 791228, 1 Icon see reported that gaps 
between RC8 hot Leg piping 6 six of 12 pipe whip restraints 
not in accordance w/assump tlon used, in RC8 piping seismic 
analysis. Cause not stated 

REYE8,L A , TAMBLINO, T N, . HEI8HMAN,R.F 11 Region 3. Chicago, 
Office of the Director 79/12/20 2pp 


> IE Bulletins 79-05C 6 79-06C re 
ant pumps for certain small 
a more prompt solution to 
r'ttoWe issues. 

P'deri 79/10/05. 28pp. 


80020S0141 PNQ-1 11-80-005: on B0OLO9, rep laced four fast response 6 
resistant temp detectors U recalibr RC3 flow Instrumentation 
back purging flow meters pressure lines to delta pressure 
transmitters Currently at approx 15K power 

REYE8,L A . TAMDLINO, T N . HEISHMAN.R F Region 3, Chicago, Off I 
of the Director 80/01/07 2pp 


50-346/79-29 on 791101-02,05-10.12-16 

tcigo, Reactor Operations Nuclear 
F» 

from Insp on 791101-02,05-10, 12-16 ti 
ce of the Director 79/12/28, Ip 


8002040237 Updated forwarding Itr for LER 79-134/03L-0 
HVRRAY.T.D Toledo Edison Co 80/01/24 tp. 


8002040342 Forwards LER 80-002 /OaU-O 

MURRAY. T D Toledo Edison Co 80/01/30 Ip 


—8002040345 LER 0O-OO2/O3L-O: on 000103, after actuating of saf' 
features actuation eys Level 2, tfamin water valve DW683ie ^ 
not indicate closed 6 monitor light did not Indicate 
proper ly. Caused by maladjusted position Indicator switch, 
HILL, B Toledo Edison Co 80/01/30 2pp. 
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800S040425 Foruards LER G0-003/03L-0 

HURRAY. T D Toledo £di«Qti Ca 00/01/30 Ip 


— 8002040428 LER QD-003/03L-0 on &OOlQ3i during auxiliary fasduaisr pump 
teiti pump I'-l uas declared inoparabta Caused imprcperly 
adjusted slip clutch betu/een governor manual ipeed 
adjuitnent shaft U remotely controlled speed changer ihotion 
THDKPBONiT Toledo Edison Co BO/Ol/30. 3pp 


8002070234 Foruards LER G0-004/03L‘'0 

M^RRAViT D Toledo Edison Co 80/02/04 Ip 


—8002070280 LER 80~004 /03L~0 on SOOIO?. control rod S-ll absolute 
position indication declared inoperable due to fluctuating 
signals Possibly caused by isDlatson of position 
indication cabling £e electrical penetration 
UERNER. J Toledo Edison Co BO/02/04 2pp 


8002120712 Forwards LER 0O-OO5/O3L-O 

HURRAY. T D Toledo Edison Co 80/02/Od. 2pp 


—8002120716 LER 60‘005/03L-0 on BOOtlOiTech Spec late date passed w/o 
performance of boric acid flowpath heat tracing ueelly test. 

Caused by knouin deficiency in design of sgs resulting in 
inability to maintain ntin temp necessary during startup 
CAHA.E Toledo Edison Co 60/02/06 Ip 


DOCKET S0“34a JOSEPH M FARLEY NUCLEAR PLANT. UNIT I 


F Security, medical, emergeneg it fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Rei^uests designation of one 
representative per util by 791231 Forwards FR notice 
CRIMES. B K Emergentg Preparedness Task Force 79/12/21 7pp, 


G002110135 Advises that NRC will perform special appraisals of health 
physics programs during CYSO in lieu of routine Insp Scope’ 
will Include organl zatlon. personnel qualification !< 
training, radwaste procetsing. monl tor Ing St training 
STELLOi U Office of Inspection %t Enforcement. Office of the 
Director 80/01/22 3pp 


G002140339 Responds to NRC 791129 Itr re evacuation time astiAiatet for 
arcae near nuclear power plants Forwards data cempllad from 
state it local civil defense radiological health personnel 
S( law enforcement officials in AL & OA. 

CLAYTON, r L Alabama Power Co BO/02/04 6pp, 


8002150394 Foruards updated schedul* for approval fire protection leods 
Schedule respresents date at which work involved will be 
completed 

CLAYTON. F L Alabama Power Co 60/02/07. 3pp. 


8002250792 PNO-1 1 1 -80-026 on B0O2O5. malfunc tion in turbine 
electrohydraul 1 c controls caused turbine control valves to 
close, tripp ing reactor Plant stabilized in Hode 3 Unit will 
be down two days to correct problems resulting from trip 
REYE6.L A . HEl&HHAN.R F . TAHDLINO. T N Region 3. Chicago. Office 
of the Director 60/02/06 2pp 


6002110409 Forwards LER B 0-006/ 03L-0 

MURRAY. T D Toledo Edison Co SO/02/07, Ip 


— 8002110415 LER 60-006/03L-0‘ on 600112. found fiberglass insulation 
Stuffed into open wall ventilator between water treatment 
bldg & SVC water valve room, causing fire damper to he 
Inoperable Flgarglass removed 
CHESKD.R C Toledo Edison Co 80/02/07 2pp 


6002190445 Forwards RQ-NP-09-flO-01 
HURRAY. T D Toledo Edison Go BO/02/12 ip 


O Adjudicatory correspondence 


8002060384 Notifies that Lessons Learned Task Force Category A 
requirements must be implemented by 800131 or plant will be 
shut down Forwards NRC 800102 thou cause order. 

DEMTON.H R Office of Nuclear Reactor Regulation. 80/01/02 2pp 


— 800206D3B6 Order to show cause re implemertatlon of Leiscint Learned 
Task Force Category A requiremente by 800131, Item 2 17a 
is excepted Implementation is necessary for protection of 
public health safety. 

DENTON.H R Office of Nuclear Reactor Regulation. 60/01/02.. 4pp 


8002190116 Discusses util B00121 response to NRC 600102 show cause 
order Util documented necessity of special equipment to 
complete some Lessons Learned Task Force Category A 
requirements Grants extension for implementation. 

DENTON. H..R Office of Nuclear Reactor Regulation. 80/02/02 Ip, 


— 8002190455 RO-NP-09-00-01 an 600-1 16i during normal plant startup, temp 
differential limit between station liquid effluent discharge 
6 lake temp was exceeded Caused by operation of plant w/ 
coaling tower in bypass mode 
« Toledo Edison Co 60/02/12 2pp 


6002190695 Forwards LER aO-0O7/O3L-O 
HURRAY. T D Toledo Edison Co 60/02/12 Ip 


— 8002190702 LER 0O-OO7/O3L-O an 8001 16. ref position varifl cation for 
group 5. rod II. was made 1-h & 40 minutes late Caused by 
operator oversight due to lack of adequate reminder sys 
Hulttplc timer syt uiill prevent recurrence 
SWANOER. F Toledo Edison Co 80/02/ 12 2pp 


a0021906&5 Forwards LER 80-006 /O3L-0 

MURRAY. T D Toledo Edison Co 80/02/13 Ip 


N. General correspondence 


8002200677 Advises that facility corporate contact has been changed 
from AR Barton to FL Clayton 
BARTON. A R Alabama Power Co. 80/02/08 Ip 


0 Insurance it indemnity information 


8002260480 Forwards Endorsement 28 to NELIA Policy NF-23a. 

FIELDER. J Marsh & McLennan. Inc. . M & M Nuclear Consultantsr Inc. 
Dlv 80/02/19 2pp 


8002260933 Forwards Endorsement 3 to MAELU Excess Binder X6-62, 
FIELDER. J Marsh t< McLennan. Inc . M & M Nuclear Consultant!. Inc 
Dlv. 80/02/19 2pp. 


-8002190673 LER 80-000 /03L-0: on 8001 16. during fire protection sys 
barrier surveillance test.gaps in conduits found Caused 
by procedural deficiency Holes temporarily sealed w/ 

Kao wool Procedures modified 

CHESKO. R C Talsdo Edison Co 80/02/13 2pp 


6002260670 Forwards LER 80-009 /03L-0. 

MURRAY.! D Toledo Edison Co. 80/02/15, Ip 


0002260940 Forwards Endorsement 29 to NELIA Policy NF-230 

FIELDER. J, Marsh *< McLennan. Inc. . M l< M Nuclear Consultants) Inc 
Div. 80/02/19. 2pp 


0002270273 Forwards list of plants, p ol icy numbers it endorsamsnt mumteri 
w/dates for 1980 policy yaar. 

FIELDER. J. Marsh & McLennan. Inc . M fc M Nuclaar Coniultanti. Inc, 

01 v 80/02/22. 2pp. 


8002260673 LER 80-009/03L-0 on 800122. discovered that Nl-7 indication 
on computer Group 30 was reading less than heat balance 
power, potting NI-7 below instr umentatlon operability limit 
line Caused by oxtremely tight calibr band at 100% power 
WERNER, fl J Toledo Edison Co 80/02/13 2pp. 


'2270451 Forwards Revision i to LER 79-097/0 1 T-1. 
URRAYiT D Toledo Edison Co 00/02/22 Ip 


102290457 Revision I to LER 79-057/OlT-l ' on 79051B, datermlnad some 
hydraulic snubbers may not have fulfilled functional 
requirements Caused by improper instalLatlon It restrictive 
performance Umlti 

n'NEILL. J J Toledo Edison Co 79/05/30, 3pp. 


P Operating license stage documents it correspondence 


0002190147 Forwards questions re NUREO-0970. TMI-2 Lessons Learned Task 
Force requirements concerning auxiliary feedwater sgs " 
automatic initiations U flow indications to steam 
generators. Requests rtsponst by 791214 

aCHWENCER.A Operating Reactors Branch 1, 79/12/12 2pp. 


6002110276 Extends comment period re draft NUREO-0630 to B001J6. 

^ Assistant Director for Standard It Advanced Reactors 
00/01/03 3pp 
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^002080117 o-f 791119 maoting u/Ueitinghou«ft Sc utitt in 

Bithff!(d«iKD r» dropped rod pToiection 

£/i^LEiL Operating Reactors Branch 1 QO/Ot/lB 34pp 


gOO<2LlC5&5 Retponds to 791109 ttr re NRC 791002 request to evaluate 
patirttal for reactor cavltg annulus seal ring to become 
dcttructive enieiile during LOCA pipe break Inside reactor 
cavltg further action required 

S^HVEliCERcA Operating Reactors Branch i BO/Ol/26 Ip 


I^OO?L400-05 SiscuBsas recent developments Impacting matte disposal 
opirations at commercial lom level maste burial sites 
Forvards license Sc Itr from State of SC to Chetn-Nuc lear 6ys 
d'etcriblng restrictions for uaste disposal in BC 

El&£M{UTfIl O Division of Operating Reactors QO/Ol/29 BBpp 


0042090426 Informs that RETRAR mill be used to model nuclear plants 
C4<de ulll evaluate effects of various fuel design 
alternatives on applicable transient analyses & check vendor 
cal dilations 

TFlOHASiF? A Southern Co Borvices. Inc 00/01/30 2pp 


^'£>002000-633 Informs that util it member of Util Group for Regulatory 
Applications Group seeks NRC approval of RETRAN as method 
Pot performing reactor transient accident analysis. Uti I 
committed to development of PNR safety methods 
THRAEHiH D Alabama Pomer Co 79/10/25 Ip 


SO021S0525 Responds to NRC 791204 Itr requesting info rs containment 
purgi tys Valves mlU be used during Modes i''4 onlyc for 
purging to improve marking conditions for saf ety^related 
JC kivltlasr folloml ng demonstration of operability 
CtAVrON.F L Alabama Pomer Co BD/OS/07 i2pp 


■Q Inspection reportsi IE Dulletins U correspondence 


8002070154 Forwards IE Insp Rept 30-348/79-40 on 791129-30 No 
ndnconpl lance noted 

SITTHERLAND^ J T Region 2c Atlantac Euol racillty & Katarials 

Safety Branch 79/12/10 2pp 


— S002070159 IE Insp Rept 30-340/79-40 on 791129-30 No noncomp 1 ianc e 
noted. Hajor areas inspected App B nonrad iological environ 
pr-otsetion requirements including mgt controls 8r status of 
aquatic blologi'cal surveillance 

^lENKIMS. G R Region 2. Atlanta. Fuel Facility & Materials 

Safety Branch CUNNINGHAM. A L Region 2r Atlanta. Office of the 
Director. 79/12/10 3pp 


6002010042 Forwards response to IE Bulletin 79-14* ''Seismic Analysis for 
As-8vitt Safety-Related Piping Sgs '* No deficient supports 
havi been i-dsntlflsd which affect oporabllity of scoped sgs 
CLAYTON^ F L Alabama Pomer Co. 00/01/10 2pp 


&>02a70327 Forwards IE Circular 00-01* ''8vc Advice for OE Induction 
Disc Relays. ” No response required 

O'REItLYrvf P Region 2* Atlantai Office of the Director 
80/01/17 2pp 


&>42L101QO Act receipt of 000104 Ur informing NRC of steps taken to 
correct violatloni noted in IE Insp Repts SO-348/79-33 l< 

50-3W/79-19 

ERYANTixf C Region 2* Atlanta* Reactor Construction & Engineering 

EvppoTt Branch 00/01/lB 2pp 


— B002110190 Responds to NRC 791210 Itr rs violations noted in IE Insp 
Repts 58-340/79-33 I. 30-364/79-19 Corrective actions safety 
procedures have been redrafted it OA reporting procedures 
redesigned 

CLAVrOW^F L Alabama Pomer Co. 80/01/04 3pp 


"'0002110477 Forwards IE Insp Repts 30-340/79-35 t 30-364/79-19 on 
791107-00 It notice of violation 

MURPHY#C.E. Region 2. Atlanta* Reactor Construction It 

EngineerlTig Support Branch 79/12/10 3pp 


— 010021104 7 9 Notice of violation from imp on 791107-00 

* Region S. Atlanta* Office of the Director 79/12/10. Ip. 


— 0002110456 IE Imp Repts 30-340/79-79 l« 59-364/79-19 on 791 lOB 
Noncoa-p 1 lance noted failure to develop & implement const 
procedures to provide assurance of identification It review 
of deficiencies Corporate procedures insufficient 
KUF!PHY«-C.E Region 2. Atlanta* Reactor Construction & 

Engineering Support Branch HUNT*M 0 * BROWNtEE*V L Region 2* 
Atlantaj Office of the Director. 79/12/^0, 6pp 


8002270002 Forwards safety evaluation of actions taken in response to 
IE Bulletin 79-13* ^'Cracking In Foeduiatep 8y < Piping " 
Nondestructive imps 6 analysis performed for flauod piping 
are sufficient to ensure piping integrity 

8CHUENCER. A Operating Reactors Branch 1 00/02/00 Gpp 


R Periodic oparating repcjrts & related correspondence 


0002210412 Forwards monthly operating rept for Jan 1 9Q0 
CLAYTON. F L Alabama Pomer Co 00/02/14 3pp. 


— 8002210416 Monthly operating rept for Jan I960 

HAIRSTON. U 0 Alabama Power Co 00/02/ 14 7pp 


6 Reportable occurrences* LERs t related correspond once 


6002000066 PNO-II-BO-OIZ on 900121, mhlle quarterly inscrvice insp 
valve cycling tests being p erf armed* unidentl f led RCS sys 
leakage Increased suddenly from 0 2 ppm to 3 04 gpm Probably 
caused by bloun first sot of valve packing 

DDNAT^T J , MARTIN. R 0 Region 2* Atlanta, Office of the Director 
80/01/21 Ip 


0002040441 Forwards LER 79-069/03L-0 

CLAYTON. F L Alabama Pomer Co BO/Ol/25 Ip 


— G002040445 LER 79-06B/03L-0 on 791226* charging pomp tC removed from 
operable status to perform maint On 791227* Inad equac 1 os seen 
In alignment of charging pumps lA U IB Caused by personnel 
error Personnel reinstructed in procedures 
HAIR6T0N. N G Alabama Pomer Co BO/Ol/25 Ip 


9002040462 Forwards LER 79-067/03L-0. 

CLAYTON, F L Alabama Power Co 00/01/25 Ip 


—8002040469 LER 77-067/03L-0. on 791222* river water train pumps 
declared inoperable due to faulty level switch 05P25L5510 
Caused by moisture entering switch, mak ing operation erratic 
Replaced switch Corrective action being evaluated 
HA1R9TDN*M 0 Alabama Pomer Go 00/01/25 Ip. 


8002080336 Forwards LERs 60-001 /03L-O L eO-003/03L-0 
CLAYTON. F L Alabama Power Co 80/02/01 Ip 


—0002090359 LER 80-001/03L-0 on 000106, fuel storage pool area radiotion 
monitor declared inoperable due to hi-alarm being sot above 
Tech Specs Caused by setpoint drift Instrutnent recallbr 
HAIRBTaN. 14 Q Alabama Power Co 00/02/01 Ip 


—8002090367 LER aO-003/03L-0 on G00104* determined surveillance test 
FNP-l-STP-109 re pTiwer range neutron flux channel callbr not 
performed during required Interval Caused by personnel 
error Test performed l< personnel instructed 
s Alabama Power Co B0/02/GI ip 


8002120719 Forwards LER ao-002/03L-0 U 60-004 /03L-0 
CLAYTON. F L Alabama Power Co 90/02/07 Ip 


—0002120725 LER 80-002/03L-0 on 800109* while taking control room log 
readings* dlay tank level for diesel generator 1C found to be 
approx 605 gal Ions, be 1 ow Tech Spec limit Caused by defective 
switch on transfer pump Switch repaired 
MAIRBTQN.U 0 Alabama Power Co 00/02/07 2pp. 


— 6002120730 LER BO-004/03L-0 on B00109 l< 11, radiation monitor R2SB was 
inoperable due to drive belt coming off pump No cause 
stated In both cases, belts replaced 6 bolt tinsien/al 1 gnment 
adjusted 

HAIRSTON* M 0 Alabama Power Co 80/02/07 Ip 


8002200&49 Forwards LER 80-005/03L-0 

CLAYTON* F.L Alabama Power Co 80/02/13 ip 


—6002200353 LER aO-005/03L-0 on aOOiie* dur ing solid state protection 
sys operability test on B Train SSPS, IB steam generator 
level logic failed logic test requirements Caused by failed 
universal card In. B Train 55P8 

HAIRSTON. M.O Alabama Power Co 80/02/13 ip 


0002290395 Forwards LERs BO-006/03L-0 Ic 8O-O0B/O3L-O 
CLAVTON*F, L Alabama Power Co 00/02/23 Ip, 


—8002290398 LER 0O-OO6/O3L-O on 600186, containment atmosphere 
particulate radioactivity monitoring sys wa» declared 
Inoperable due to filter paper not advancing Caused by 
fouling of paper drive motor w/carbon dust Motor cleaned 
HAIRBT0N*M O. Alabama Power Co 80/02/25, Ip. 
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— aQ 0 aa‘?^> 4 OI LER so-ooe/oau-o on 000203* duri ng hydraulic inubber vffwal 
lurvt 1 1 l^n c (T t« 1 1:« comp onan t cooling uatar anubbar CM4‘-Rt2l 
ua« daclarad inopardbla du« to d iiconnacfcion of raaarvoir 
line Cauaad by p«rsann»L error- Reservoir line r«connect«d, 
HAlRSrah^.U 0 Alabama Rower Co 80/02/29 Spp 


DOCKET 50-332 LIHERICK GENE RAT I NO STATION. UNIT 1 


F S^acurlty* medlcalj o-merpency it flra protection plans 


B0OS04O007 Announces regional workshops to discuss fflailbility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designatloii of one 
representative p-er util by 791231 Foruards FR notice 
QRIMlESiB.K Emergency Preparedness Task Force 7^/12/21 7pp 


8002070079 Forwards request for ivacuatlon time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

ORIMESjB K Emergency Preparedness Task Force 79/12/26 4pp. 


O Adjudicatory correspondence 


0008190060 Ack receipt of 791800 Itr ra nuclear pauer plant safety 
ORIKESi B K. Emergency preparedness Task Force 60/01/09. Ip 


— 0OO2I9OO63 Urges halt in const of nuclear reactors located near large 
population ctrs 

PERLKAN. L Affiliation Unknown. 79/12/08 Ip 


8002190082 Act receipt of 791214 postcard re nuclear power plant 
safety. 

CfttMES.B.K Emergency Preparedneis Tatli Force 30/01/09 Ip 


— a002t900&9 Opposes const of nuclear reactors at Limerick* PA 
MILLER. C C Affiliation Unbnaufn 79/12/14 Ip 


300219-0439 Ack receipt of 791212 Ur re nuclear power plant safety 
0RlKE8r8 K Emergency Preparedness Task Force 80/01/10 Ip 


— 60021904SC Etpresses concern re use of nuclear pouer Urges closing of 
nuclear power plants 

DEPASOUALEiL.M. Affiliation Unknown 79/12/12 Ip. 


0002060654 Requests that facility be cancelled or converted to coal 
CoaUfired plants are safe Si econemical 
MiGMAUDiM Affiliation Unknouin 80/02/03 Ip 


6002080684 Requests that facility const be tf Iscontlnued. Conservation of 
erlsting paucr &i solar energy will solve natl energy 
problem 

KALP.U Affiliation Unknown. 60/02/04 Ip 


H Ocneral correspondence 


6002070397 Responds to 791214 Itr questioning necessity of NRC review 
of effects on facility of blasting in Pottstoun trap rock 
quarry. Dl scussfs current status of investigation Ltr 
available In Central Files only 

ROBSjD.F- Division of Project Manegement* 80/01/16 2pp. 


8002140264 Responds to 791217 ltr re allegations that sites will be 
affected by blasting at Pottstoun trap rock quarry Advises 
that noti f i cati-oTi of meeting w/util was adequate for 
parti rlpation Full Investigation of probleat vnderuay 
DENTONfHR Office of Nuclear Reactor Regulation. 80/01/28, 3pp. 


-"-8002140271 Responds to invitation to 791219 meefclni betueen NRC St util 
Suggests improvements for notifying participante It calls for 
independent geological team to investigate consequences of 
blasting near plant. 

ROMANQjFhR Air and Uater Pollution Patrol 79/12/17 2pp 


6002130272 Responds to 791210 ltr quastioning smaller 1-ow population 
ipne for facility than for TMI where power level Is greater. 

Lou population tone selected by app I i cant* must meat 

radiologic dose requirements |c be within guideline 

BALLARDrR L. Environmental Projecti Branch 1. 00/01/30. lipp 


6002140417 Responds to 800107 Hr re need for evacuation plans Se 
adequacy of water supply Emphasis placed on emsrgency 
planning within low population tone surrounding facility. 

Schuylkill River Is not facility water supply source. 

^AROArS A, Assistant Director for Llqht Nater fieeefars 80/02/04 

app. 


— B002140422 Requests that NRG consider need for facility evacuitlor^ 
plan it adequacy of water supply before operation 
ANOSTAOT.K Affiliation Unknown, 60/01/07 Ip 


Q Inspection reports* IE Bulletins L correspondence 


8002040271 Responds to IE Bulletin 79-02. Revision 2. "Pipe Bupport Bill 
Plate Designs Using Concrete Enponsion Anchor Bolts All 
expansion anchor bolts conform to accsptabl# safety factors, 

BOYER. U 6 Philadelphia Electric Co 60/01/07 Spp 


6002060131 Forwards IE Bulletin 80-02* ^'Inadequate OA for Nuclear 
Supplied Equipment " Response required 

ORIER. B H Region 1* Ph i ladelph ia* Office of the Dlractnr 
80/01/21 ip 


8002060285 Forwards IE Info Notice 60-02. "8X6R Uatar -Rod Losrer Eni 
Plug Near." No specific action or response required, 

ORIER, B H Region 1* Philadelphia. Office of the Director. 
80/01/25 Ip 


6002290124 Forwards IE Info Notice 60-03* "Main Turbine 

Electrohydrauilc Control Sys " No specific action required 
ORIER.B H Region 1. Phi ladelph le. Office of tha Director 
BO/Ol/ai Ip 


6002260030 Forwards IE Circular 79-23, 8uppl A. "Shock Arrester QItuI 
Assembly Interference " No written response required. 

ORIER*B H Region 1. Philadelphia. Office of the Olrictor. 
80/01/31 ip 


8002290463 Forwards IE Circular 60-02* "Nuclear Power Plant 8taM 
Mark Hours," No written response required. 

ORIER. B.H Region 1. Phi ladelph la. Office of th» Director 
60/02/01 Ip. 


8002220036 Forwards IE Info Notice 60-04* "BMR Fuel Exposure In Eicisi 
of Limits, " No action or response required 

ORIER. B H Region i. Ph i ladelph la. Office of the Director. 
80/02/04. Ip. 


6002210277 Forwards IE Bulletin 80-03. "Lose of Charcoal From Sttf Tyfi 
1 1. Two-lnchi Tray Adsorber Cells " Action required, 

DRIER, B H. Region 1. Philadelphia. Office of the Director. 
80/02/06 Ip 


8002230137 Forwards lE Info Notice 00-09. "Chloride Conteeinitlon of 
Bafety-Retated Piping & Components " No written response 
required, 

ORIER. B H Region 1. Phi ladelph ie, Office of the Director 
60/02/08 Ip 


8002290967 Forwards IE Bulletin 80-04. "Analysis of PUR Main 8ti<s Uhl 
Break W/Gontinued Feidwater Addition " No wrlttin response 
raqulred 

ORIER, D H Rsgion 1. Phi ladtlphie. Office of the Director 
80/02/Ce Ip, 


U Gongressional/Executive Correspondence 


8008090091 Requests response to end eitlxen Itrs re proposed plint 
site, 

SCNMEIKERi R. 8 Senate. 60/01/08 2pp, 


6002210097 Requests NRC response to 791228 ltr re 791218 ntetlni Tf 
blasting near site. 

8CHHEtKER*R6 Senate 60/01/09. 6pp. 


DOCKET 90-393 LIMERICK OENERATINO STATION, UNIT 2 


F Security* medical, emergency L fire protection plans 


6002040007 Announces regional workshops to discuss feasibility tf 
proposed change to regulation on radiological emergency 
response plans for facilttisi Requasts designation of one 
reprasentat tve per util by 791231 Forwards FR notice 
CRIMES. 0 K. Emergsneg Preparedness Task Force, 79/12/21, 7gf 


6002070079 Forwards request for evacuation time estlnatee for areil 
near nuclear power plants Info should be lubmltted by 
80-0331 

0RIMEB.6 K Emergency Preparedness Task Fpree. 79/12/26, -^fp. 
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fi A^judicsto-ru corr>«ponilencs 


a<}021'900D2' Ack rvctipt of 791214 postcard ro nuclsAr poiuor plant 
%i ftttf 

CftinE8«a Kh Emtraancy Pruparodnoai Taik Force 80/01/09 Ip 


'*^$003190005 Oppoics const of nuclear reactors at Lltnerlck«PA 
HtLLER. C C Affiliation Unknown 79/12/14 Ip 


G0020S0694 Raquests tliat facility be cancelled or converted to coal 
Coil-flraif plants are safe & economical 
^IC^lAUDfU Affiliation Unknown 00/02/03 Ip 


GOO2O0O6Q4 Ra^ueet* that facility const be discontinued Conservation of 
• listing power l< solar energy will solve natl energy 
^roblen 

KALF#H Affil lation Unknown 80/02/04 Ip 


H Oireral corraspondence 


2002070397 Rasponds to 791814 Itr questioning necessity of NRC review 
of effects on, facility of blasting In Pottetown trap rock 
qtiarrv Oiscueeei current status of investigation Ltr 
avallabla in. Central Files only 

RQSBiiO F Division of Project Management QO/Ol/iA 2pp 


B0O214O2&4 Raspondc to 791217 ltr re allegations that sites will be 
effected bg blasting at Pottitown trap rock quarry Advises 
thit notification of meeting w/utll was adequate for 
participation Full Investigation of problem underway. 

DEinONfH R, Office of Nuclear Reactor Regulation 00/01/20 3pp 


0008230036 Forwards IE Info Notice B0-04« "DUR Fuel Exposure in Excess 
of Limits " No action or response required 

ORlERj D H Region I, Ph i ladelphiaj Office of the Director 
00/02/04 ip 


0008210277 Forwards IE Bulletin 60-03< "Loss of Charcoal From 8td Type 
Il« Two-Inch» Tray Adsorber Cells *’ Action required 
ORIER>D H Region 1« Phi ladelph la, Offico of the Director 
00/02/06 Ip 


0008290137 Forwards IE Info Notice 00-05. '’Chloride Contamination of 
Safety-Related Piping 8< Components '* No written respans# 
required 

ORIER, B H Region 1. Ph i ladelphia< Office of the Director 
00/08/00 Ip. 


Q0022505B9 Forwards IE Bulletin 00-04. "Analysis of PUR Hem Steam Line 
Break U/Contii>ued Feedwater Addition " Nd -written response 
required 

ORIER. B H Region 1. Ph 1 ladelph la. Office of the Director 
B0/O2/0B Ip 


U Congressional /Executive Correspondence 


8008050(191 Requests response to end citizen Itrs re proposed plant 
site 

8CHUEIKER.R B> Senate 60/01/00 2pp 


0002210057 Requests NRC response to 79(320 ltr re 791210 meeting re 
blasting near site 

aCHWEIKER.R 8 Senate 60/01/09 App 


-8003140271 Responds to Invitation to 791219 meeting between NRC It util 
Buggestft improvements for notifying participants S< calls for 
jrdiperident geological team to investigate consequences of 
Hatting near plant. 

ROKANOtF R Air and Water Pollution Patrol 79/12/17 2pp. 


6002130572 Raspondi to 791210 ltr questioning imaller low population 
Koni for facility than for TMI where power level is greater 
Lou population zone selected by app Hcant. must meet 
riHologic dose requirements & be within guideline 
BALLARDi R L Environmental Projects Branch 1 00/01/30 llpp 


DOCKET 50-354 HOPE CREEK NUCLEAR STATION. UNIT 1 
A Appl icatlon/c one truct ion stage documents & correspondence 


0002190439 Confirms 600110 meeting w/util to discuss topics contained 
In draft NUREO-0660. "Action Plans for Implementing 
Recommendations of President's Commission It Other Studies of 
TMI-2 Accident " 

ORIER. 0 H Region 1. Philadelphia. Office of the Director 
60/01/11 Ip 


6002140417 Raipqndi to 600107 Ur re need for evacuation plans 
alr^uacy of uater supply Emphasis placed on emergency 
planning within low population zone surrounding facility. 
Echi/vUin River is not facility water supply lowrct. 

VAHDA,>8 A Assistant Director for Light Water Reactors. 

3pf . 


It 

80/02/06 


—8002140422 Requests that NRC consider nead for facility evacuation 
plan It adequacy of water supply before operation. 

AI#08TADT. K. Affiliation Unknown 60/01/07 Ip 


^ tnipactlon reports. IE Bulletins It correspondence 


6002040 271 Responds to IE Bulletin 79-02. Revision 2. "Pipe Support Base 
Plat* Dteigne Using Conerste Expansion Anchor Bolts “ All 
aipansUn anchor bolts conform to acceptable safety factors 
30/Efl.9 B Philadelphia Electric Co. 00/01/07 5pp. 


6002060131 Forward* IE Bulletin 00-02. " 
Bupplted Equipment " Response required 
ORlERtB.H Region Ir Philadelphia. 
60/01/21. Ip 


Inadequate OA for Nuclear 
Office of the Director. 


0002200078 Summary of 791219 It 80 meeting -w/fiark I Owners Group in 
Bethesda.HD to discuss NRC acceptance criteria for Kark 1 
containment long-term program & issues re implementation of 
program 

ORIHESiC 1 Plant Systems Branch <Pre 791030) 80/01/17 Upp 


—0002200118 Task action plan A-07 "Mark I Load Definition Rept. 
Revisions to Implement NRC Criteria for Completion of Long- 
Term Program " 

e Plant Systems Branch (Pro 791030) 79/12/19 37pp 


0002040540 Forwards Ichthyological Associates rept. "Rsvlew of Aquatic 
Sampling Program* In DE River Estuary from 19SB-1979i 
w/6pocial Ref to Capture of Shortnose Sturgeon " 

MITTLtR L Public Servlcs Electric It Oat Co of New Jersey 
00/01/25 Ip. 


—0002040560 ’’Review of Aquatic Sampling Program* In DE River Estuary 
from 1958-1979. w/6p#e lal Ref to Capture of Shortnose 
Sturgeon " 

* Ichthyological Assoc lata*. Inc 00/01/21 19pp 


F Security, medical* emergency It fire protection plans 


0002060265 Forward* IE Info Notice 00-02, "BXeR Water Rod Lower End 
Plug Hsar " No specific action or response required 
OREERi 0. H Region 1. Philadelphia. 

80/01/25 ip. 


Office of the Director 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
respoTise plans for facilities Requests designation of on* 
repr Bsentatlve per util by 771831 Forward* FR notice, 

ORIMEB.B K, Emergency Preparedness Task Force 79/12/21 7pp 


6002250124 Forward* IE Info Notice 00-03. "Mein Turbine 
Electrohgdrawllc Control ays," No specific action required 
(5R1ER*B H ' Region 1. Philadelphia. Office of the Director. 
QO/Oi/31 ip 


0002070079 Forwardi request for evacuation time estimates for areas 
near -nuclear power plants. Info should bo submitted by 
00033 1 

CRIMES. B.K, Emergency Preparedness Task Force 79/12/26 4pp 


[002260039 Forwards IE Circular 79-25. Suppl A. "Shock Arrestor Strut 
Asitably Interference " No written response . 

CRIERi 0, hi. Region 1. Phi ladelph la. Office of the Director 
00/01/31. Ip. 


»2a50463 Forward* IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hour*." No written response required . , . . 

CRlERiB. H Region 1. Phi ladelphia. Office of the Director. 

60/D2/O1. Ip. 


0 Adjudicatory correspondence 


8002040080 Forwards MI Ooldman 
566 8vc lists end 
8ILBER0. J E Shaw, Pittman. 


testimony. per ABLAB 791003 order 6 ALA0- 
Potts 6 Trowbridge 00/01/10 9pp 
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-’'80020400B7 Prepared tesiiniong addressing dsf ic ienc ies allvgsd by 
intarvenors ra Rn"222 effllssions attributable to mining b 
(Hilling of U f ue 1 

OOLDMAF^.M I Philadelphia Electric Co COLDMAN.H I Rochester 
Oas & Electric Carp 80/01/10 Ip 


B002290111 Poruarrfs Battel le draft rapt re recent measure^nenti of 
underground mining radon releases per NRC 7912S1 
notification to A5LAB Miner changes in RM Uilde 8001 16 
testimony <Tbag incur as result of rept Vi/o end 
DOBDENICK. D M Hearing Branch 4 80/02/22 2pp 


G00221001S Teitimong In response to ALAD-’5fr2 re reclamation of uorked- 
out U mines fit long-term, radon, releases from o;arked-~out U 
minesi Alleged Deficiencies 3^4 & 5 

IflLDE^R h Dlvislan of Fuel Cycle & Material Safety BO/Ol/fO 
i7pp 


— 8002210321 Testimony in response to ALAB-562 re intarvenor Alleged 
Deflciencg 56 Ascribes radon emlBsions from phosphate ore 
mining It processing to byproduct U produced 

LOtlENBERO.H division of Fuel Cycle U Material Safety 60/01/18 
5pp 


— a002210i32& Testimony in response to ALAO-562 re release of Ra-122 frooi 
U mills It tailings pilesi Alleged Deficiencies 7«10il3il4«ld>« 

17r la I 21 Part IV of f97B UMill Tailings Radiation Control 
Act te FR notices i: Certificate of Sve end 

MILLER, M 0 Uranium Recovery Licensing Branch 60/01/16 

ilOpp 


8002070423 Order setting lecatlon for 800225-26 evidentiary hearings 
re aircraft crash probability U radon release issues 
Hearings will be held in Harrietoufn 2 D1 dg, Harrisburg, PA 
Representative & uitness names should be mailed by 800215 
BISHOP, C J Atomic Safety and Licensing Appeal Panel 80/01/21 
2pp 


6002120462 Notice of appearance in proceedings 

GRAMMERiE J Office of the Executive Legal Director 60/01/24 tp 


H General correspondence 


8002070017 Responds to 791214 1 tr requesting occupancy date for ofc ef 
resident inspector Ofc will be occupied as of 600204 
ORIERiBH Region I, Fh i 1 ad e 1 ph i a, Office of the Director 
BO/01/04 Ip 


—8002070019 Discusses ofc space available for resident inspe-ctori In 
response to NRC 791iS6 request Seeks occupancy date 
MARTIN, T J Public Service Electric I, Gas Co of New Jersey 
79/12/14 2pp 


P Operating license stage documents tc correspondence 


6002210007 Notification of 800207 meeting u/Mark I owners group^BNt, 
GE S( NUTECH in Dethesda, MD to discuss revisions to 
acceptance criteria for Mark t containment long-term 
program, plans for addl FBTF testing & outstanding issues 
CRIMES, C I Plant Systems Branch 60/01/26 Ip 


0 Inspection reports, IE Oulletins it correspondence 


8002010014 Forwards IE Insp Rept 50-354/79-08 on 791030-1102 No 
none ompl i ance noted 

CARLaON,R T. Region 1, Philadelphia, Reactor Construction 8c 
Engineering Support Branch 79/12/11 2pp 


S002140D3S Not i f i es that MF Trav leso-Diai t JE Bilberg Will be 
counsel for util in evidentiary hearing r« radon release 
issue MI Goldman will be ultness for util 

5IL6ERG.J E Shaw, Pittman, Potts it Trowbridge 60/01/29 6pp 


6002200741 Notice of appearance at 000226a evidentiary hearing re Radon- 
222 proceeding Ml Horton will testify on behalf of parties 
Certificate of 8vc end 

RADER. R M Philadelphia Electric Co 00/03/01 5pp 


6002120A10- Advises that OM Bor denick tt EJ Orammer will appear at 600226 
evidentiary hearings per ASLAB 800121 ordor re radon release 
issue. LJ Chandler t< SA Treby will appear at 600235 
evidentiary hearings re aircraft crash issue 
DORDENICK, B H Hearing Branch 4 60/02/04 2pp 


8003260268 Forwards revised tit Ooldmen testimony re radon emission rate 
for Inactive abandoned open pit mine Testimony has been 
revised in light of new info contained in NURED/CR-062a 
SILBERO.JE &hau. Pittman, Potts & Trowbridge 60/02/05 2pp 


— 800226D307 Revised testimony re radon _einls sion rate for inactive 
abandoned open pit mine Testimony has been revised In light 
of new info contained in NUREG/CR-062B 
OaLDMANr H I, Affiliation Unknown 60/02/05 6pp 


8002190359 Discusses 800129 telcon seeking NRC assistance In obtaining 
certain documents No copies available because only one 
document requested is NRC generated Verbal advice given on 
hou to obtain remaining documents 
BDRDENICK, B H Hearing Branch 4 00/02/08 3pp 


8003270216 Natlces of appearances in proceeding Certificate of Ovc 
enc 1 

8ILBER0, J E Hetropolitan Edison Co TRAVIESO-DI AZ Shaw, Pittman, 

Potts it Trowbridge 60/02/00 lOpp 


6002260416 Notlflas of licensee tt intervenors 800219 agreement re order 
of direct testimony & cross examination of scheduled 
witnesses for radon release issue Submits order of 
presentatl on 

BORDENICKi D H. Hearing Branch 4 80/02/20 2pp 


—8002010020 IE Insp Rept 50-3S4/79-0B on 791030-1 lOS No nonconpl ianci 
noted Majors areas Inspected performance of structural 
integrity test of util containment vessel 

MGOAUGHy, R N Region i, Phi ladelph la, Reactor Construction ti 

Enyineering Support Branch BATEMAN, U, H Region 1, 
Philadelphia, Office of the Director 79/12/07 6pp 


6002150183 Responds to IE Bulletin 79-02 No Seiimlc Category 1 flp* 
supports attached to block walls at facllitlei All pipe 
support designs w/loads In excess of 1,000 lbs require prior 
approval of civil group Design criteria being written 
MARTtN,T J Public Service Electric & Gas Go of New Jersey 
eO/Ol/07 Ip 


6002060134 Forwards IE Bulletin 80-02, "Inadequate OA for Nuclear 
Supplied Equipment " Response required 

GRIER, B H Region 1, Philadelphia, Office of the Direct«r 
00/01/81 Ip 


8002060293 Forwards I£ Info Notice 80-02, "8X8R Hater Rod Lower End 
Plug Wear, " No tpeclflc action or response required 
GRIER, B K Region 1, Phi ladelph la, Office of the Director. 
80/01/25, Ip 


8002350141 rorwards IE Info Notice 80-03, ‘'Main Turbine 

Elec trohydraul ic Control 8ys " No specific action required, 
GRIER, O.H Region 1, Philadelphia, Office of the Director. 
80/01/31 ip 


8002260064 Forwards IE Circular 79-2S, Buppl A, "6hack Arrestor Strut 
Asstmbly Interference *' No written responit required. 

GRIER. B H. Region 1, Philadelphia, Office of the Director. 
80/01/31. Ip 


8002250473 Forwards IE Circular 00-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

GRIER, B H Region 1, Ph iladelph ia, Office of the Director 
80/02/01 Ip, 


800222Q040 Forwards IG Info Notice 80-04, "BUR Fuel Exposure in Eicsii 
of Limits. " No action or response required 

0RIE«,B H Region 1, Philadelphia. Office of the Director. 
80/02/04 Ip 


3002280104 Forwards RM Ullde teitlmony revised as result of DNWL draft 
rept re recent measurements of underground mining radon 
releases Supersedes RM Milde 800116 testimony 
BORDENICK,B H Hearing Branch 4 80/08/22 2pp, 


-6002230115 Affidavit re Alleged Deficiencies 3, 4 8t 5 concerning 
reclamation of long-term radon releases from worked-out 
U mines Value adopted in Perkins proceeding reasonable It 
conservati ve 

HILDE, R « Division of Fuel Cycle i, Material Safety. 80/08/22. 
I7pp 


8002210282 Forwards IE Bulletin 60-03, "Lost of Charcoal From 8td Typi 
1 1, Two-Inch, Tray Adsorber Cells " Action rsquired 
GRIER, B H Region I, Philadelphia, Office of the Director. 
80/02/06 ip 


8008250166 Forwards IE Info Notice 80-05, "Chloride Contamination of 
8af ety-Relatod Piping L Components " No written response 
required 

GRIER, B H, Region 1, Philadelphia, Office of the Director 

80/02/06 1 p 
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£00235061.1 Foruiarilt IE Bulletin 00-04* *'An4lv«ii of PWR Malti Btoam Lino 
Brook H'/Cantinuod Feoduater Addition " No written response 
Te4.i^Lrid 

CRlCA.a H Region 1. PhlUdelphiai Office of the Director 

00/02/09 Ip 


DOCKET S0-3&5 HOPE CREEK NUCLEAR STATION* UNIT 2 


K App] IcatEan/cons tructlan stage documents tn correspondence 


&0O219D4S9 Confirms BOOllO meeting w/utll to discuss topics containad 
in draft NUREO“0660i. "Action Plana for Implementing 
R*c aanendatlons of Presidents Gammission ii Other Studies of 
TMl-2 Accident. ** 

CRlERtB H Region 1* Philadelphia* Office of the Director 

00/01/1 E ip. 


8002200070 Summarv of 791219 1< 20 meeting u/NarV I Duners Group In 
BethesdatHD to discuss NRG acceptance criteria for Mark 1 
ccntalnnent long-term program I* issues re implementation of 
pTogratB 

ORlKESiC 1. Plant Svttcms Branch (Pre 791030) 00/01/17 llpp 


-'0002200112 Task action plan A-07 *’Kark 1 Load Definition Reptr 
Rivlslons to Implement NRC Criteria for Completion of Long- 
Term Program " 

e Plant Bgitems Branch <Pre 791030) 79/12/19 37pp 


e002C40S4B Par-wards Ichthyological Associates rept* "Review of Aquatic 
Sanpltng< Programs In DE River Eituery from 1980-1979* 
w/6ptclal Ref to Capture of Shortnose Sturgeon ** 

MtTTL.R L Public Service Electric 6 Gas Co of New Jersey 
00/01/25 Ip. 


—0002040360 "Review of Aquatic Sampling Programs in DE River Estuary 
free 19S8-1979* u/8pecial Ref to Capture of Shortnose 
Siurgeon " 

e Ichthgolog ice 1 Assocletes* Inc 60/01/21 ISpp 


F Security* medical* imergancy t< fire protection plans 


B00204C007 Announces regional workshops to discuss feasibility of 
ipreposed change to regulation on radiological emergency 
Tiipcnia plena for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice. 

Oi^tKESiB K emergency Preparedness Task Force 79/12/21 7pp 


6002070079 Forwards request for evacuation time estimates for areas 
mar nuclear power plants Info should be submitted by 
000331 

■CRI^ESjB K Emergency Preparedness Task Force 79/12/26 4pp 


G Adjudicatory corrispondence 


600204008-0 Forwards Ml Goldman testimony* per ABLA0 791003 order St ALAB- 
966 Bvc lists end. 

SI-LBEROjJ E Shaw* Pittman* Potts U Trowbridge 00/01/10 9pp 


— 0002040037 Prepared tettlmony addressing deficiencies alleged by 
intervtnors re Rn-222 emissions attributable to mining & 
culUing of U fuel 

OOLMANiM I. Philadelphia Electric Co. OOLDMAN* H I Rochester 
Oat 4c Electric Carp. 00/01/10 Ip 


6002210318 Ttstrlmony in response to ALAB-562 re reclamation of worked- 
oul U mines long-term radon releases from worked-out IF 
fllncsr Al Leged Deficiencies 3*4 l< 5. 

lf]LDE*R K Division of Fuel Cycle U Material Safety 30/01/10. 
t7pp 


—9002210321 Testimony In response to ALAD-S62 re Intervener Alleged 
Deficiency 26 Ascribes radon emissions from phosphate ore 
mining %i processing to byproduct U produced 

LGHENBEROi H Division of Fuel Cycle 4< Material Safety BO/Ot/18 

5pp 


— 0002210326 Tastlmony in response to ALA0-S62 re release of Re-122 from 
U mills Sc tailings p i las* A1 leged Deficiencies 7*10*13*14*16. 

17. 18 tc 21. Pert IV of 1970 U Mill Tailings Radiation Control 
Act Sc FR notices 8( Certificate of Qvc end. 

HILLER* H J. Uranium Recovery Licensing Branch 90/01/10 

llOpp 


8002070423 Order setting location for G0022S-26 evidentiary hearings 
re aircraft crash probability & radon release Issues 
tfearlngs will be held in Harristown S Bldg* Harrisburg* PA. 
Raprasente tive ti witness names should be mailed by 800218 
8I5HQP*G,J Atomic Safety and Licensing Appeal Panel. 60/01/21 
Spp 


6002120462 Notice of appoara-nce in proceedings 

ORAMMER*E J Office of the Executive Legal Director 90/01/24 Ip 


8002140035 Notifies that MF Travleso-Dlax ic J£ Silberg will be 
counsel for util in evidentiary hearing re radon release 
issue MI Goldman will be witness for util 

6ILDER0. J E Shaui. Pittman* Potts 4* Trowbridge 00/01/29 Bpp 


8002200741 Notice of appearance at 000-226 evidentiary hearing re Radon- 
222 proceeding Ml Morton will testify on behalf of parties 
Certificate of Sve one I 

RADER*R M Philadelphia Electric Co 00/02/01 5pp 


6002120610 Advises that BH Bordenick U EJ Orammer will appear at 800226 
evidentiary hearings per A5UAB B0012L order re radon release 
issue LJ Chandler SA Treby will appear at 000225- 
evidantlory hearings re aircraft crash issue 
BORDENICKrD K Hearing Branch 4 80/02/04 2pp 


0002260289 Forwards revised Ml Goldman testimony ro rodon omission rate 
for inactive abandoned open pll mine Testimony has been 
revised in light of now info contained in NUREO/CR-0628 
0ILOERO* J E Shaw* Pittman* Potts I* Trowbridge 00/02/05 2pp 


—*0002260307 Revised testimnny re radon emission rate for Inactive 
abendonad open pit mine Testimony has been revised in light 
of new Info contained in NUREG/CR-0620 
OOLDHAN.M I AffiUatian Unknown 80/02/05 0pp 


6002190339 Discusses 000129 telcon seeking NRC assistance in obtaining 
certain documents No copies available because only one 
document requested is NRC generated Verbal advice given on 
how to obtain remaining documents 
BORDENICK. Q K Hearing Branch 4 80/02/06 3pp 


0002270210 Notices of appearances in pmeseding Certificate of 8vc 
end 

SlLBEROrJ E Metropolitan Edison Co TRAVIESO-DIAZ 8haw. Pittman. 
Potts S( TrowbUdge BO/02/08 lOpp 


0002260416 Notifies of licensee & interveners B002L9 agreement re order 
of direct testimony & cross examination of scheduled 
witnesses For radon release issue Bufanlts order of 
presentation 

BORDENICKrD M Hearing Branch 4 80/02/20 2pp 


0002200104 Forwards RM Uilde testimony revised as result of BNUL draft 
rept re recent measuremonts of underground mining radon 
rtlaases, Supersed »s Rli Uilde 000110 testimony 
BORDENICK. D M Hearing Branch 4 80/02/22 Spp 


-'-0002260115 Affidavit ro Alleged Deficiencies 3*4 & 5 concerning 
reclamation of long-term radon releases from worked-out 
U mines Value adopted In Perkins proceeding reasonable Ic 
conservative 

MILDE.R H Division of Fuel Cycle it Material Safety 00/02/22 
17pp. 


8002290111 Forwards Battelle draft rept re recent measurements of 
underground mining radon rrleases per NRC 791221 
notification to A8LAB Minor changes in RM Nllde 600110 
testimony may Incur as result of rept U/o end 
BORDENICK* 0 M, Hearing Branch 4 80/02/22 2pp 


H General corresp o-ndence 


a002O700i7 Responds to 791214 Itr requesting occupancy date for ofc of 
resident Inspector Ofc will be occupied as -of 000204 
ORIER*B K Region 1* Philadelphia* Office of the Director 
80/01/04 Ip 


— B002070D19 Discusses ofc space available for resident inspector* In 
response to NRC 791120 request Seeks occupancy date 
MARTIN*! J Public Service Electric U Oas Co of New Jersey 
79/12/14 2pp 


J Insurance Si Indemnity Information 


8002200501 Forwards Endorsement 3 to MAELU Excess Binder XB-59 
FIELDER* J Marsh I. McLennan* Inc . M S« M Nuclear Consultants* Inc. 
Div BO/02/14 3pp 
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P flperatirij} lic>n«e stage tlocurients & <; orreftpondtnc e 


S002210t)07 Kotification of 800207 uieetiiig u/M«rlc I tiuiiieri groupi DNLi 
QE it NUTECH Irr BethesdaiMD to dlvcuis revisiont to 
acceptance criteria for Mark I contfllrtaenl iona~teT(n 
programi plans for addi FSTF te«ting & outstanding issues 
ORIME8,C t Plant Bvstems Branch 00/01/26 Ip 


0 Inspection reports, l£ Bulletins it correspondence 


B0021501B3 ftespand c to IE Bulletin 79-01? Nq Seismic Category 1 pipe 
supports attached to block walls at ifaciUties All pipe 
support designs u/loads in access of liOOO lbs rei^iflre prior 
approval of civil group Design criteria being written 
MARTIN, T J Public Service Electric t* Das Co of New Jersey 
aO/Ol/07 ip 


8002060134 Forwards IE Bulletin SO-OSi 1 nadei^oate CA for Nuclear 
Supplied Equipment ^ Response required 

GRlERiB H Region 1, Ph i ladelphia, Office of the Director 
60/01 /SI ip 


6002070039 Forwards request for addl info re review of QL application. 
Request It based on info contained In application as ameniled 
throuflh Revision 62 Response should be forwarded prior to 
800430 

BTQLZj J F Light Water Reactors Branch 1 QO/Oi/17 7pp, 


8002070011 Buflunarlies 791214 meeting u/near^term BWR OL applicants to 
discuss Reg Guide 1 97rRevislan 2 , "Instrumentation fo<r 
Light Water Cooled Nuclear Power Plants to Assets Plant it 
Environs Conditions During & Following Accident " 

KINTNER,L L Light Water Reactors Branch 1 60/01/24 13pp. 


6002130530 Notification of 6D0221 meeting u/utll In Dethesda«ND to 
discuss util stetus rept On progress made in equipment ' 
qual 1 f icat ion program 

PELTlERiJ.A Light Water Reactors Branch 1 60/02/09. 3pp 


6002110474 Bubmiti application for extension of CP completion date 
until Nov 1961 due to effects of TMI Incident Extension 
request involves no significant hazards ti no undue rlelr to 
public health it safety 

BORONANMiE A Cincinnati Oat it Electric Co. 00/02/06 2pp 


B002060293 Porurards IE Info Notice 60-02, “SXBr Water Rod Lower End 
Plug Wear '* No specific actitsn or respanse required 
DRIER, B H Region !• Philadelphia, Office of the Director 
80/01/23 Ip 


0002250141 Forwards lE Info Notice 80-03, "Main Turbine 
Electrohydraul ic Control 8ys No specific action required 
0RIER<B H Region 1, Ph i ladelph iai Office of the Director 
60/01/31 Ip 


002260064 Forwards lE Circular 79-25i6uppl At “Shock Arrestor Strut 
Aiiimbly Interference " No written retponte required 
RlERi Q H Region ii Philadelphia! Office of the Director 
3/Ct/3i Ip 


2250473 Forwards lE Circular 60-02, "Nuclear Power Plant Staff 
ark Hours " No written rosponie required 

%IER.6 H Region 1, Ph iladelphit! Office of the Director 
0/02/01 ip 


8002260297 Discusias applicant request for exemption from txamthatian 
of reactor coolant makeup sys components under LOCA 
conditions Requests cooperation In analysis it evaluation of 
exempted piping 

PAWLICKltS 8 Materials Engineering Branch 60/02/06 Ip 


*8002260264 Requests facility exemption from txaminatlon of reactor 
coolant makeup sys components under LOCA cond itUntr at 
described in OE document 22A2756, Revision 2 
8ZBCMDWVCZ, A M Sergent l« Lundfy, Inc GO/Ot/30 2pp 


8002290078 Forwards revised NRC position re full-load tasting of 
transformers providing power to vital buses, Intuff icient 
test description in Chapter 14 of FGAR should be raviseil 
STOLZjJ, F. Light Water Reactors Branch 1 60/02/11. 3pp 


®002W0135 Forwards Class 11 amend fee for extension of Cf> until Nov 
BOROMANN. E A Cincinnati Oas It Electric Co. 60/02/19 tp. 


02220040 Forwards IE Info Notice 80-04, “DWfl Fuel Exposure In Excess 
of Limits " No action or response required 
ORIERrB H Region 1, Ph iladelph i a, Office of the Director 
80/02/04 Ip 


BOO221O202 Forwards IE BulUtln 80-03. "Loss of Charcoal From Std Type 
1 1, Two-Inch, Tray Adsorber Cells " Action required, 

GRlERi D H Region 1, Philadelphia, Dfflce of the Director 
80/02/06 Ip 


8002290166 Forwards IE Info Notice BO-OS, “Chloride Contamination of 
8af ity-Rilated Piping & Components " No written response 
required 

SRIERrD H Region 1, Ph i ladclphlar Office of the Director 
30/02/06 Ip 


F Baeurttgi msdicalr emergency it fire protection plant 


8002040007 Announces regional uortshops to discuss faasibtlltu of 
proposed change to regulation on rad ioloslcel emergency 
responsf plans for facilities Requests designation of one 
rapreientatlve per util by 791231 Forwerds FR notice 
ORIMEarB. K, Bmergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
plants Info should be submitted by 
00033 1 . ^ 

ORlMEa.B K Emergency Preparedness Task Force. 79/12/26, 4pp. 


0 Adjudicatory correspondence 


J2250611 Forwards IE Bui 1 b tin 80-04. "Anakysls of FWR Hein Btaam Line 

Ireek W/Conttnued Feedwater Addition " No written response 

required 

” Fleylofi 1, Philadelphia. Office of the Director 
30/02/0B Ip 


6002010521 Opposition to appUcants motion for dismtieal of Miami 
Project Contention 13 for failure to respond to 
791126- interrogatories Ordar to comply w/dlscovery is 
required prior to dismissal Certlficata of 8vc enel 
BARTH, C. A Hearing Branch 3 60/01/26 3pp 


ILLINOIS LOPRA RESEARCH REACTOR 
'"*'**'^**' emergency (< fire protection plans 

'2070079 Forwards request for evacuation time estlmatee for areas 
0033^*^**^ plants info should be submitted by 

RIMES, D K, Effiergettcy Preparedness Task Force 79/12/S6 4pp 


WILLIAM H ZIMMER NUCLEAR STATION, I/NIT I 

stage documents & correspondence 


potential unrevlewad safety question for 
f sys t^'twean noniaf ety-grade U qafety- 

jA,8 a Assistant Director for Light Water Reactors 79/11/26 


8002130164 Memorandum U order granting City of Mentor, KY 791226 
petition to participate as interasted munit Ipali ty. Due to 
t n t #r Vint i c>nr Cl tv frtutt entir proc wding In 
advanced stage, 

BECHHQEFER^C Atomic Safety and Llcsnslfig Board Panel. 00/01/29 


Muu.ciuurfid Memorandum it order directing intervener Miami Valley Power 
Proje-ct response to applicant seventh set of Interrogatorlei 
re intervenor Contention 13 Denies applicant 800100 motion 
to dismiss contention 

BECHHOEFERrC Atomic Safety and Licensing Board Panel. 00/01/31 
3pp 


H Oeneral correspondence 


FOIA request for documents re WH Zimmer Nuclear Powir 

otat ion 

RVANi C Nuclear Information 6 Resources Bervlces. 79/12/14 Jp. 


? 15, f requests for documents re Intarvenors ' 

f« Sllh identified in App A Requested 

ELTDM j S ** In App A 

£LTDN, JM Division of Rules and Records 00/01/14 3pp. 
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J Incuritc* & indemnttg Information 


Forwards Endorsomant 13 to NELIA Policy NF~249 
HCDftREAiC Harih fit McLonnanf Inc i M l< M NLicloar Consultants* Inc Div 
50/01/31. 2pp 


E002080&07 Forwards En dor a ament 14 to NELIA PoUc«j NF^249 
CORREAiC Harsh fit HcLonnanj Inc i M fit H Nuclear Consul tants* Inc Dlv 
50/02/0 4 2pp 


K Utility Final Safety Analysis Report <F5AR) fit amends 


6002290330 Faruards Amend 103 to license application fit responses to NRC 
791010 Ic 1227 Round 2 quest i ons* constl tut Inp Revision 64 to 
F-BAR 

EOAO/lAtfNiE A Cincinnati Oas fit Electric Co 60/02/26 2pp 


'SQO2290333 Revision 64 to FSAR* constltut ing Amend 103 to license 
application fit responses to NRC 791010 fi< 1227 Round 2 
questions 

* Cincinnati Oai fi« Electric Co 60/02/20 50pp 


D Advisory Committee on Reactor Safeguards reports fit correspondence 


B002010S34 Tentative schedule for Ad Hoc Bubcommittee on TMI~2 Accident 
Implications fit Sequoyah Nuclear Station 791105 meeting 
« ACKB ’• Advisory Committee on Reactor Safeguards 79/11/05 2pp 


''B0020I0162 Forwards questions re near-term QL fac 1 1 Itl as# prepared for 
c ons Idera t Ion during anticipated ACR8 subcommittee meetings 
BAVlOiR, ACR8 - Advisory Committee on Reactor Safeguards 
79/S0/12 5pp 


0 [nipeclion raportSf IE Quiletins fit correspondence 


6502290*23 Forwards IE Insp Rept 50-350/79-38 on 791203-05* lOi 14, 17* 21, 
2T, 2D It 31 Ho nonconp 1 lance noted 

HECBIttAKi R, F Region 3, Chicago* Reactor Operations Nuclear 

Supper^ Branch QO/01/15 2pp 


••0002290*20 IE Insp Rept S0-35B/79-3B on 791203-05, 10, 14* 17* 21* 27* S8 fi< 
31 ncncomp 1 lance noted Major areas Inspected pr eoperational 
test records* safety tagging procedure fit corporate QA manual 
PAHIELB^F T * HARNICKrR F. Region 3, Chicago* Office of the 
OlrfctoT eo/01/10 6pp 


65020*0080 Forwards lE Bulletin 80-02* "Inadequate QA for Nuclear 
Supplied Equipment " Response required 

KEPFLER#J O Region 3, Chicago, Office of the Director 60/01/22 

Ip 


B5020*t>237 Forwards IE Info Notice 00-02, "SXSR Hater Rod Lower End 
Plug Near No specific action or response required 
KEPPLERr-J. O Region 3, Chicago, Office of the Director. 60/01/25 

ip 


6502250213 Forwards IE Info Notice 00-03* "Main Turbine 
Elec trohyd Paul Ic Control 8ys. " No specific action required 
KEPPLERrJ.O Region 3, Chicago, Office of the Director 00/01/31 
Ip 


65022*0010 Forwerds IE Circular 79-28* Suppl A, "Shock Arreetor Strut 
Assembly Interference No written response required. 

KEPPLERrJ.O Region 3, Chicago* Office of the Director. BO/Ot/31 

Ip 


65C215015D Ac k receipt of 800111 Ur Informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-380/79-32 
FlOftELLliO Region 3* Chicago, Reactor Construction fi, Engineering 

Support Branch 80/02/01 Ip. 


— G002L50153 Responds to NRC 791206 Itr re violations noted In IE Insp 
Rspt 50-358/79-32 Corrective actions; Issued Design Document 
Change SCB— 403 to permit Installation of A-S00 or A 572 
Qrade 50 steel on 50 ksi metl 

BOflOMANHiE.A Cincinnati Oas fi< Electric Co 60/01/11. 2pp 


'65021 10627 Responds to telcon re IE Info Notice 79-36 concerning use of 
NUPIPE ccnputer program In piping lys analysis. Prob lem 
discussed in notice does not apply, Supporting documentation 
• nt 1 

KUHLKANj-O C Sargent fit Lundy* Inc 80/02/04 Bpp 


0OO21JO627 Responds to telcon re IE Info Notice 79-36 concerning use of 
NUPIPE computer program in piping sys analysis Problem 
discussed in notice does not apply Supporting documentation 
end 

KUHLMAN*0 C Sargent fi, Lundy, Inc 80/02/04 Bpp 


6002260392 Responds to IE Bulletin 79-28 re NAMCQ Model EAIBD limit 
switches Bulletin not applicable to facl 1 i ty. s inc e switches 
are not used 

DQROMANN* E A Cincinnati Oas fi> Electric Co BO/02/il ip 


8 Reportable occurrences* LERs fi related correspondence 


8002070455 PN8~1 1 1— BO-OOl on 600121, during routine security force 
shift fit change* 3B caliber pistol accidentally discharged 
into guard clothing locker Individual suspended pending 
release for violating firearm safety procedure 

CREED. J R I DONAHUE* J F Office of Inspection fit Enforcement* Office 
of the Diraclor 00/01/22 Ip 


DOCKET SO-360 DATTELLE MEMORIAL INST CRITICAL FACILITY 


Q Inspection reports* IE Bulletins fit correspondence 


800225D556 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours. " No written rosponse required 

ENOELKEN* R H Region 5* Gan Francisco* Office of the Director 
eO/02/01 Ip 


DOCKET 50-361 BAN ONOFRE NUCLEAR STATION* UNIT 2 


A Appl icatlon/construction stage documents fit correspondence 


8002070105 Forwards application for Amend 1 to License SNK-1844* 
increasing mai amount U-235 that licensee may possess from 
20 g to 35 g 

ORAKE.H Southern California Edison Co 79/12/10 Ip 


— 0002070108 Application for amend of License BNM-1644 authoriiing 
Increase in max amount of U-235 licensee may possess from 
20 g to 35 9 

DRAKE, J H Southern California Edison Co 79/12/07 4pp 


8002130100 Discusses scheduling problems re completion of remaining PHR 
overpressure protection reviews Completion is dependent upon 
Reactor Safety Branch approval of overall lys aspects of 
proposed designs 

LAINA8.0. Plant Systems Branch 60/01/17. Ip 


6002200071 Summary of 791119 fi, 20 meeting w/util In San Qnofre,CA re 
review of bases for const schedule 

ROODrH Light Hater Reactors Branch 2 60/01/21 23pp 


BOO214OO60 Advises that facility will shut down weekend of 000202-03 
to complete implementation of Lessons Learned Task Force 
Category A requirements Util had requested extension until 
800315 but lacked adequate justification 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/30 Ip 


8002120361 Notification of B00S20-21 meeting w/util to discuss fire 
protection, auxi 1 lary feedwater syi fi< post-accident 
monitoring instruments 

ROOD*H Light Water Reactors Branch 2 80/02/01 4pp 


8002070323 Forwards response to NRC 791018 questions re future 
generation research programs* Integrated operation 
agreements, use of contract energy costs fi< transmlislon svc 
BARRY, D.N Bouthern California Edison Co 80/02/04. 300pp 


8002190090 Summary of 791116 meeting w/utils*util consultants fic USG8 in 
Bethosda,MD to allow applicants to summariie approach 
planned to address se istnolog leal concerns List of attendees, 
agenda I, summaries of presentations end 

ROODrH Light Hater Reactors Branch 2 80/02/04 Bpp 


8002200402 Forward* near-term DL generic concerns re proposed Revision 
2 to Reg Guide 1 97* "Instrumentation for Light Water Cooled 
Nuclear Power Plants to Assess Plant fi* Environs Conditions 
During fi. Following Accident " 

HAYNES, J 0 Southern California Edison Co 60/02/13 I4pp 


0002250156 Grants 790717 request to withhold CEN-113<B>-P "Test Rept of 
16X16 Drop Tests," (ref 10CFR2 790). Right of public to be 
apprised of bases of proposed action dues not outweigh 
concern for protection of competitive position 
BAEfl*R. L Light Hater Reactors Branch 2, 00/02/13 2pp 
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8002280029 ApprovBi 800121 
rffan^lgsii of tlflctrical 
GAER. R L Lijht Water 


request to u-ithhold calc re 
cable tunneli (ref tOCFRS 790) 
Reactors Branch 2 90/02/14 2pp 


8002210374 Responds to NRC 791221 
0 ? geosciences Forwards response 
through 3i»l 62 which will be me 
FSAR 

BASKIN. K P SoutPurn California 


Itp requesting addl info re review 
s to NRC Quefetions 361 37 
orporated in Amend 10 to 

Edison Co 80/02/15 2pp 


9002220127 Forwards Attg Oenaral Itr providing Cities of An«h«lm «. 
Riverside w/antttrust advice Ltr will be submitted to Ofe 
of FR Petition for leave to intervene 8 » request for heerlng 
fliau be filed 30 dags after publication 

SALT2HAN, J Antitrust & Indemnity Group 00/02/07. Ip 


— B002220131 Advises that no antitrust hearing is necoeser-g r# propoitd 
transfer of ownership interest bg Cities of Anaheln Ic 
Riverside 

LITVACK* 0 M Justice. Dept of 80/01/31 2pp 


8002210382 "Responds to NRC Questions 361 37 Through 361 62 " 

♦ Southern California Edison Co 80/02/13 400pp 

8002210399 "Tectonics of Juncture Between San Andreas Fault Sy» fit 

SaltOTi Trough. Sflutheas tern CA " 

CROWELL. J C . 3TLVESTER,A0 California. Univ of. Santa Barbara 
79/11/30 193pp 


0 Advisory Committee on Reactor Safeguards reports «« correip ondencs 


0OO213O7SO Believes applicant proposed acceleration value of O 3 fl 
not sufficiently conservative 

FRALEYrR F ACRS - Advisory Committee on Reactor Safeguards 
71/07/12 ip 


— a0022l0392 "Geological Excursions In Southern CA Area ■' 

ADBOjP L San Diego State College 79/11/30 217pp 

— 800221040B "Earthquakes t Other Perils. San Diego Region " 

ABBOTT.P L . ELLIOTT.W J San Oiego Association for Geologists 
79/11/30 227pp 

8002220401 Discusses util draft resource memorandum of agreement. 
Generally favors agreement Recommends inclusion of mgt 
suggestions re tre(itment of properties declared eligible 
for Natl Register of Historic Plates 
hELUON.K California. State of 80/02/15 Ip 


F Security, medlcah emergency fit fire protection plans 


8002040007 Announces regional workshops to dlscuse feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation -of one 
representative per util by 791231 Forwards FR notice 
CRIHESrB K Emergency Preparedness Task Force 79/12/21 7pp 


0OOSO7OO79 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
900331 

GRIMES. fl K Emergency Preparedness Task Farce 79/12/26 4pp 


0 Adjudicatory correspondence 


B0020S016S Responds to 791220 Itr requesting that future meetings 
between applicants fii NRC. re seismic design, be held in CA 
Melting may be held in CA depending upon date L personnel 
aval labi 1 i ty 

CHANDLER. L J Hearing Branch 1 SO/Ol/lB 2pp 


8002050147 Forwards code requirement* re petitions for leave to 
intervene, in response to 800122 telcon Petition filed by 
intervinor Friends of the Earth encl W/o end 
CHANDLER. L J Hearing Branch 1 60/01/24 Ip 


8002150219 Responds to 60012S ltr rtf availability of applicant 
responses to NRC questions, seismology info at Mission Viejo 
PDR li repts from Doctors Andrews. Oavi s fit Blemmons Mail 
available at local PDR 

CHANDLER, L J Hearing Branch i 80/02/06. 2pp. 


H General correspondence 


9002010012 Comments of San Diego County re proposed rule changes NRC 
must be involved in review t( evaluation of state 1 ( local 
emergency response plans Public must be informed about 
emergency planning through printed & electronic media 
LANOLEV.C Callforniar 8 tate of 80/01/00 5pp 


K Utility Final Safety Analysis Report (FSARl li amends 


8002060456 Forwards affidavit of sve of FSAR Amend 17 on 000129 
HAYNES, J 0 Southern California Edison Co 00/01/28 3pp 


H Antitrust correspondence 


8002000229 Urges responses to NRC 791019 request for Info re DL 
antitrust review of nuclear station 

TOOLSTON. A Antitrust 6 Indemnity Group. 00/01/29 Ip 


9002130083 Advises of possible r e-eva 1 uat 1 on of Crlstianltos fault 
following recent minor earthquake in Bouthern CA Requests 
current review of seismic activities associated w/fault 
FRALEY. R F ACRS - Advisory Committee o-n Reactor Safeguards 
75/01/16 Ip 


0002130201 Forwards description of component, instrument St structure 
selsfliic review to be performed by seismic qual i f icati on 
review team Requests to be informed if AGRB participation 
required 

QUITTBCHREIBER ACRS - Advisory Committee on Reactor 8 afeguarifs 
79/02/07 ip, 


6002140094 Submits Directorate of Licensing 740614 list of ConiPlldatsI 
Intervenors oral arguments w/utll t< NRC Items are not 
settled ASLAB will reconvene upon receipt of «ddl 
documentation 

e ACRQ - Advisory Committee on Reactor Oafeguards 79/12/20 Ip 


6002140102 Submits status rept for CP review Site preparatldn is 
essentially complete Geology of region has been under 
investigation since FSAR stage Schedule for 720619-80 site 
visit end 

e ACRS - Advisory Committee on Reactor Safeguards 79/12/20 2pp 


0 Inspection reports. IE Bulletins & correspondence 


6002070491 Forwards IE Insp Repts SO-36 1/79-30 It 50-362/79-20 on 
79110l'-30 No noncompliance noted 

SPENCER, 0 a Region 9i Ban Franciecoi Reactor Conetructi on I. 
Engineering Support Branch 60/01/04. 2pp. 


—0008070459 IE Insp Repts 50-361/79-30 U 50-362/79-20 an 791101-30 Na 
noncompllance noted Major areas Inspected piping storage S< 
welding, reactor pressure vessel It internals protection li 
electrical li conduit procedures 

PATEiR J Region 8 , 8 an Francisco. Office of the Director 
DODD 84 R T Region 5. San Francisco. I^eactor Construction b 

Engineering Support Branch. 60/01/03 6 pp 


8002200107 Forwards IE Insp Rept 50-361/79-31 on 791029-30 & 1127 No 
noncompliance noted 

CRENS. J L Region 5. Sen Francisco. Office of the Director, 
80/01/07 2 pp 


—8002200193 IE Insp Rept 30-361/79-31 on 791029-30 b 1127 Mo 
noncomp 1 iance noted Major areas inspected preoperat lonal 
test program b independent Insp effort, 

FAULKENBERRYi D Region 3. San Franciscoi Reactor Optfratlon* 

Nuclear Support Branch MILLER. L . JOHN BON. A D. Region 5« San 
Francisco, Office of the Director 00/01/07 3pp 


8002010341 Ack receipt of 800102 ltr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-361/79-26 
SPENCER, 0 B Region 5, San Francisco. Rsactor Construction b 

Engineering Support Branch 80/01/22 Ip 


—0002010347 Responds to NRC 791129 ltr re violations noted In IC Intp 
Rept 50-361/79-26 Corrective ac t ions, preservice insp 
procedures revised to require calibr of reactor pressure 
vessel scanning equipment 

AREMAL.A Southern California Edlion Co 00/01/02 4pp 


—0002010351 Forwards IE Imp Rept 50-361/79-26 on 791105-09 b notice Of 
violation 

SPENCER, G 8 Region 3, San Francisco. Raactor CanstrUCtlgn 

Engineering Support Branch. l^n\/’3Ll 2pp. 


——0002010357 Notice of violation 
» Region 5. San Francleco, 
Ip 


from imp on 791105-09 
Office of the Director. 


79/11/29. 
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— &OOSOI0361 IE Imp Rtpt 5D'-361/7?-26 on 791105-09 Nonconp Uanc« notid 
Pallur* to provide Inturing proper controli callbr & 

ad>u« «f «uto(nAtfd txamlnAtion atarch unit davlcci 
HAiSTiD. P Uigion 5r 8«n Francl«ca 4 Of flea of ths Diractor 
[>OD[>ai P T Ration 5r San Franclicoi Reactor Conetruction 8« 

Enfiriiaering Support Branch 79/11/S9 6pp 


eO&2OS0L4'3 Foruartf* IE Info Notice QO-OSr “Main Turbina 
El ac troh^draullc Control Sgt “ Ko tpeclflc actloh or 
r««ponaa required 

CM&ELXEff r R H Region 5* San Franciacoi Office of tha Director 

BO/Ot/31 Ip. 


BOO314012O Forwards IE Circular 79~85j6uppl Ar “Shock Arrattor Strut 
Aaaanblg Interference,*' No written responte required 

R H Region 5/ San Franci*eo< Office of tha DlractOT 
ao/oi/31 tp 


e<X>;t2509SS Foruardt IE Circular a0‘'02^ "Nuclear Power Plant Staff 
Uork Houn." Ho written raiponee paquirad 

E>IOEUKEHi R H Region 5r San Francltco* Office of the Director 
GO/03/01 Ip 


Foruarde IE Bulletin S0-03r "Loia of Chercoal From Btd Type 
1 1( Two-lnchi Trag Adiorber Ctllt, “ Action required 
EMQELKEHlf R. H Region 9i Sen Franclicoi Office of the Director 
&a/02/D& Ip. 


e0OS3200Sl ForwaTde IE Info Notice BO-OSi “Chloride Contamination of 
SAfetv-Releted Piping Si Componente, “ No written reeponee 
required. 

CNOELKEHi R. H. flagion 5* San Franciecot Office of the Director 

d0/02/0a. Ip. 


GOO22SQ404 Forwards IE Bulletin SO-OAi “Analgtie of PUR Main Staant Line 
Ireat U/Continued Feedwater Addition,'* No written retponie 
rttqulred. 

CfMCLKENi R. H Region 9r Ban Francltcor Office of the Director 

eo/o2/oe. ip. 


I»CH£T 90-362 BAN ONOFRE NyCLEAft STATlONr UNIT 3 


A, App lication/constructlon ttege documente 6 correspondence 


BOOSOTOIOD Forwerdi applicetton for Amend 1 to License 8NM-lB44r 
Incriaiinp max amount U-239 that licensee may potteis from 
20 s to 33 g 

DRAHEiN Southern California Edison Co 79/12/10 Ip, 


— 0002070100 Application for amend of License SNM-ISAA authorlxlng 
increase In isai amount of U-S33 licensee meg possesi from 
SO 9 to 33 g, 

DRAKEf J H Bouthern California Edison Co 79/12/07 4pp. 


6002130100 Oltcutses scheduling problems re completion of remaining PkIR 
overpressure protection reviews. Comp letion is dependent upon 
Reactor Safety Branch approval of overall sys aspects of 
erepoetd' designs 

ILAlHASiO, Plant Systems Branch 80/01/17, Ip 


800214006a Advises thet factlitg will shut down weekend of B00202-03 
complete imp lenentetlon of Lesions Learned Task Force 
Categorg A requirements Util hed requested extension until 
800313 but lacked adequate justification 

DCHTONi H. R. Office of Nuclear Reactor Regulation SO/Ol/SO Ip 


8002120361 Notification of 000220-21 meeting w/util to discuss fire 
p-retsctloni aus 1 llary feedwater sgt 6 poet-accident 
•anltorlng instruments 

ROODfH Li^ht Hater Reactors Branch 2. 00/02/01. 4pp, 


800207-0323 Forwards response to NRC 791018 questions re future 
f aneratlon research programst Integrated operation 
agreements* use of contract energy costs 1 transmission sve, 
BARRyiD.N. Southern California Edison Co, 80/02/04. 300pp 


8002190090 Summary of 79U16 meeting w/utilstutil consultants 6 1/808 in 
aakhssdafllD to allow applicants to summarixe approach 
plannad to address lelsmologlcal concerns. List of attendees! 
aganda 6 eummarlet of presentatloni end 

ROODfHr Light Hater Reactors Branch 2 80/02/04 8pp. 

8002200402 Forwards near-tsrm CH, generic concerns re proposed Revision 
2 to Reg Guide 1 97< “Instrumentation for Light Hater Cooled 
Muelea<r Power Plants to Assess Plant 6 Environs Conditions 
Owrinfl 6 Following Accident." 

HAYHEBr J, 0 Southern California Edison Co 00/02/13 i4pp. 


0002250156 Oranti 790717 request to withhold CEN“113(B)-P "Test Rept Of 
I6}(i6 Drop Tests!*' iref 10CFR2 790) Right of public to be 
apprised of bates of proposed action does not outweigh 
concern for protection of competitive position 
BAER*R L Light Meter Reactors Branch 2 80/02/13 2pp 


8002280029 Approves 800121 request to withhold calculetlons re 
rtanalgiis of electrical cable tunnels (ref lOCFRS 790) 

BAER* R U Light Hater Reactors Branch 2 80/02/14 2pp 


8002210374 Reipo-ndt to NRC 791221 1 tr requesting addl info re review 
of geosciences Forwards responses to NRC Ouestlons 361 37 
through 361 62 which will be incorporated in Amend 18 to 
F8AR. 

BASKIH.K P Bouthern California Edison Co BO/02/15 2pp 


— B002210392 "Responds to NRC Questions 361 37 Through 361 62 
* Bouthorn California Edison Co BQ/02/15 400pp 


— 8002210388 "Tectonics of Juncture Between Ban Andreas Fault Sys 6 
Salton Troug hi eoutheastern CA "* 

CROMELLiJC. , SYLVESTERiA 0 California! Unlv. of! Santa Barbara. 
79/11/30 I93pp 


— G002210392 “Geological Excursions in Southern CA Area " 
ABBOiP. L Gan Diego State College 79/11/30 2l7pp 


—8002210408 "Earthquakes & Other Perils. San Diego Region " 

ABBDTTiP L r ELLIOTT* H J Sen Diego Association for Oeol agists 
79/11/30 227pp 


0002220401 Discusses util draft resource mamoraniduin of agreement 
Oenerallv favors agreement Recommends inclusion of mgt 
suggestions re treatment of properties declared eligible 
for Natl Register of Historic Places 
MELLON! K California* Gtate of 80/08/15 ip 


F Security* medical* emergency 6 fire protection plant 


B002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
responte plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
0RlKE8!l) K Emergency Preparedness Task Force 79/12/21 7pp 


GD02070079 Forwards request for svacuatlon time estimates for arses 
near nuclear power plente Info should be submitted by 
000331 

ORIMEfliB K Emergency Preparedneit Task Force 79/12/26 4pp 


0, Adjudicetory correspondence 


8002050165 Responds to 791220 Itr requesting that future meetl-ngs 
between epplicante U NRCire seismic design* be held in CA 
Heating may be held in CA depending upon date & personnel 
aval Lability 

CHANDLER* L.J Hearing Branch 1. 80/0 1/iB 2pp 


B0-0205O147 Forwards code requirements re petitions for leave to- 
intervene* in response to 800122 tilcon Petition filed by 
intervenor Frlende of the Earth enc 1. H/o end 
CHANDLER* L J, Hearing Branch 1 90/01/24 Ip 


0002150219 Responds to 0OO12S Ur ra availability of applicant 
responses to NRC questloni* lelsmol ogy info at Misiian Viejo 
FOR %i repts from Doctors Andrews* Davl s b Blsmmons Hatl 
available at local PDR. 

CHANDLER* L.J Hearing Branch 1 80/02/06 2pp 


H Oeneral correspondence 


8002010012 Comments of San Diego County re proposed rule changes NRC 
must bs Involved In review St evaluation of state Sc local 
emergency response plans Public must be Informed about 
emergency planning through printed & electroni< media, 

LANOLEYi C. Callforrila* State of. 80/01/08 5pp 


K Utility Final Gafety Analysis Report <FGAR) 6 amends 


8002060456 Forwards affidavit of sve of FQAR Amend 17 on 800129. 
HAYNEB!J0. Southern California Edison Co G0/01/2S 3pp 



204 


DOCKETED ITEMS 


M Antitrust corr«spQndenc« 


EOO2Oa0Z29 UrgBi responses to NRC 791010 request for info re OL 
antitrust revieu o» nuclear station 

TOOL 9 TOM-A Antitrust t Indemnity Group Q0/O1/S5 Ip 


8002220127 Foruards Atty General Itr providing Cities of Anaheim 
Riverside u/antitrust advice Ltr uill be submitted to Qfc 
of FR Petition for leave to intervene U request for hearing 
may t» filed 30 days after publication 

SALTZHAMi J Antitrust & Indemnity Group 00/02/07 Ip 


0002220081 Forwards IE Info Notice 8 O-OO 1 "Chloride Contemlnet I on- of 
Safety-Related Piping ^ Component* " No written raiponie 
required 

ENOELKENtR H Region 5» 8an FranclscOi Office of the Director 
S0/02/Og Ip 


8002230404 Forwards IE Bulletin 80-04* **Analyeis of PI4R Ha in Btean Lini 
Break (4/Contlnued Feedwater Addition " No written raeponse 
required 

EN0ELKEN*R K Region 9i Ban Franc lecOi Office of the Director 

eo/02/og Ip 


—8002220131 Advises that no antitrust hearing Is necessary re proposed 
transfer of ownership interest by Cities of Anaheim & 

Riverside 

LITVACK*S h Justice. Dept of 00/01/31 2 pp 


0 Advisory Committee on Reactor Safeguards reports & correspondence 


0002120750 Believes applicant proposed acceleration value of 0 3 g 
not sufficiently conservative 

FRALEY. R F ACRB Advisory Com'nlttee on Reactor Safeguards 
71/07/12 ip 


9002130093 Advises of possible re-evaluation of Cristianitos fault 
following recent minor earthquake in Southern CA Requests 
current review of seismic activities associated w/fault 
FRALEY. R F ACRS ' Advisory Conmittee on Reactor Safeguards 
75/Ol/lh Ip 


DOCKET 90-363 FORKED RIVER NUCLEAR STATION. UNIT 1 


A Application/construction stage document* it corrttspondence 


8002210007 Notification of 000207 meeting w/Mark I owners group. DNLt 
0£ tc NUTECH in Dethesdai HD to discuss revisions to 
acceptance criteria for Mark I containment long’^tarm 
program, plans for addl FSTF testing It outstanding Issues. 

ORIKES.C I Plant Bgstems Branch 80/01/28 Ip 


0002130097 Discusses request for hearing re util 730031 request for 
extension until 890201 to complete const Recommends 
prenotice of proposed action to afford haaring opportunity 
before final action 1 * taken 

SHAPAR.H K Office of the Executive Legal Director 80/01/30 Spp 


F Security, medical, emergency S< fire protection plans 


8002130201 Forwards description of component, instrument l« structure 
leismic review to be performed by seismic qualification 
review team Requests to be Informed if ACRS participation 
required 

QUITTSCHREISER ACRS - Advisory Committee on Reactor Safeguards 
79/02/07 ip 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological energcncy 
response plans for facilities Requests designation of one 
representative per util by 791231 Forward* FR notice 
©RIMES. B K Emergency Preparedness Task Force 79/18/21. Iff 


0002140094 Submits Directorate of Licensing 740614 list of Consolidated 
Intervenors oral arguments w/util L NRC Items are not 
settled ASLAB uill reconvene upon receipt of addl 
documentat ion 

* ACRS - Advisory Committee on Reactor Safeguards 79/12/20 Ip 


0002140102 Submits status rept for CP review Site preparation is 
essintially complete Geology of region has been under 
Investigation since F8AR stage Schedule for 720619-20 site 
visit end 

• ACRS - Advisory Committee on Reactor Gafeguards 79/12/20 2pp 


0 Inspection reports. IE Bulletins t< corres p ondenc* 


BQ02070451 Forwards IE Insp Repts 50-361/79-30 & 50-362/79-28 on 
791101-30 No noncoffip 1 lane e noted 

fiPENCER.O S Region 5. San Francisco. Reactor Construction it 
Engineering Support Branch aO/Ot/04 2pp 


—8002070459 IE Insp Repts 50-361/79-30 1. 50-362/79-2B on 79U0i-30 No 
noncompl iance noted Major areas inspected piping storage it 
welding, reactor pressure vessel i internals protection «< 
electrical I, conduit pracedurei 

Region 9. San Francisco. Office of the Director 
DODDSrR T Region 9. Ban Francisco. Reactor Construction it 
Engineering Support Branch 80/01/03 6pp 


8002060143 Forwards lE Info Notice BO-03, "Main Turbine 
Electrohydraullc Control Sys '* No specific action or 
response required 

00/01/3?'” ip 5 «ti Francisco. Office of the Director. 


8002070079 Forwards request for evacuation time estlmatee for irtai 
near nuclear power plants Info should be submitted by 
800331 

©RIMES. D K Emergency Preparedness Task Force 79/ 18/26 4pp 


8002270297 Responds to NRC 791226 ltr re eitimted Bv 4 iCUAtiDn tlm* far 
plume exposure pathway around util Evacuation time 
essentially same as Oyster Creek, lubmi t ted on OCOISl 
Evacuation time estimate of 13 9 -h conservative 
FINFROCK. 1 R Jersey Central Power it Light Co BO/Oa/SO if. 


Q Inspection reports. IE Bulletins & correspondenca 


Forwards IE Info Notice 00-03. 


•nain lurome 


Electrohydraullc Control 6 ys '* No specific action raqultid 

Region I. Phi ladelph la. Office of the Director. 

B0f0l/3i Ip 


8002260040 Forwards IE Circular 79-25.Suppl A, "Bhock Arrestor fltrul 
Assembly Interference « No written response required, 

. Region 1 . Philadelphia, Office of the Director, 
aO/Ol/31 Ip 


■muciear rower I'sant staff 


rorwaros ie circular 00 - 02 . 

Work Hours '• No written response required 

80/02/01^ Ip Office of the Director 


rrfwo-7«;hT''’’*aH 00-03. «Los* of Charcoal Fro* BU Tyfi 

n Adsorber Cells *' Action required 

00 / 02 / 04 ” Philadelphia, Office of the Director. 


B002140120 Forwards lE Circular 79-25. Suppl A. "Shock 
Assembly Interference " No written response reauln 

M/0?/3?'” ?p Pt'-^’cisco' SfJtJe ^ 


Arrestor Strut 
the Director, 


PUnt eUff 

Horb Hour* No written response required 

lo/ra/oi'" 4 *' Otnc, of tM sir.ctor 


8002210303 Forwards 
n. Two-Inch, Trey 
ENGELKEN.R H 

80/02/06 Ip 


IE Bulletin BO-03, "Loss of Charcoal From 6 t 
Adsorber Cells " Action required 
Region 9. 8 an Francisco. Office of the Dlroct< 


Typo 


ConUBU.tlon .. 

rUlir.d * * ^ Plplnj & ConifDn.nti. " No uritt.n ro.ooni. 

BO/OS/Oa” Ip *' '’•'“‘■'••p'’**' OfMc. of ..h. DIr.ttor. 


8002290464 Forwards IE Bulletin 80-04. 
Break H/Continued Feedwater Addition 
required 

” Region 1 , Philadelphia, 

80/02/08 Ip 


■'Analyslt nf pnr Main Btrem Llni 
'* No written response 

Office of the Director. 
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DDCKEV SO-364 JOSEPH M FARLEY NUCLEAR PLANT, UNIT 2 


A lie atl on/cons truct ton «tage documents & correspondence 


&OO22fi0&S& Faruardi response to NRC 790802 Itr re secondary uater 
chrnittry control 

CLAYTDNiF L Alabama Pouier Co 79/09/17 I9pp 


6002120019 Forwards request for addl info for OL application 
SrOL7. J F Light Mater Reactors Branch I 80/01/20 IBpp 


600200062^ Informs that RETRAN ulll be used to model nuclear plants 
Code ul 1 1 evaluate effects of various fuel design 
alternatives on applicable transient analyses L check vendor 
ca 1 Bul ati ons 

THQHAB.R A Southern Co Services, Inc 80/01/30 2pp 


6002140183 Kotificatlon of 800207 meeting ui/util at site to discuss QL 
application k Inspect installed saf ety-‘related piping sys 
KIMTWEft.L L Light Water Reactors Branch I 80/02/01 Gpp 


B002I20542 Faruardi generic comments on Reg Guide 1 97, 

" tntrUAentatlon for Nuclear Pouter Plants to Assess Plant 
tc Environ Condltinns During St Following Accident " Plant- 
specific comments ui 11 be submitted by 000319 
CLAYTON. F L Alabama Pouter Co 80/02/04 I5pp 


6002200039 Forwards request for addl info for OL application re seismic 
4iua 1 i f ieatton program Info requested fay 800319 
STOLZiJ.F, Light Mater Reactors Branch 1 80/02/04 21pp 


6002260702 Foruards response to NUREO-0978 re Lessons Learned Task 
Farce ihort-torm requirements as requested by NRC 790927 
Itr Tvelv* oversize drawings end 
CLAYTON^ F L Alabama Power Co 80/02/21 6epp 


C Utility Environmental Report (ER), amends it correspondence 


80QS1S0301 Responds to 791213 request to delay issuance of receiver 
copy of NRC/D06-741 form for receipt AUA-HAX-34 it to delay 
•annual mgt audit rapt Grants delay in issuance of receiver 
copy. Response to request re mgt audit undor separate cover 
PAnTLOW,.J. 0 Meterial Control Licensing Branch 80/01/11 Ip 


F Sicurity^ msdlcal, emergency it fire protection plans 


6002040007 Announces regional uarkshope to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards PR notice 
CRIHE9.B.K, Emergency Preparedness Task Force 79/12/21 7pp 


6062070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
6HD0331 

0RTNE8.,B K Emergency Preparedness Task Force 79/12/26 4pp 


eOO21'(0339 Responds to NRC 791129 Itr re evacuation time estimates for 
areas near nuclear power plants Forwards data compiled from 
state It. local civil defense l< radiological health personnel 
tc lew enforcement officials In AL it GA 
CLAYTON^ F L Alabama Power Co 80/02/04 6pp 


H Ceneral correspondence 


600'2200677 Advises that facility corporate contact has been changed 
fron AR Barton to FL Clayton 
SAnTONjiA R Alabama Power Go 80/02/00 Ip 


iJ Insurance St Indemnity information 


Bi3O22i04G8 Forwards Endorsement 28 to NELIA Policy NF-23e 

FIELDER* J, Harsh it McLennan, Inc , M it M Nuclear Consultant*, Inc 
Div 80/02/19 2pp, 


6002260933 Forwards Endorsement 3 to MAELU Escesi Binder XB-62 
FIELDER* J Marsh it McLennan, Inc , M it M Nuclear Consul tanta, Inc 
Piv 80/02/19 Spp 


9002260940 Forwards Endorsement 29 to NELIA Policy Nr-238 

FIELDER* J* Marsh it McLennan, Inc , M it M Nuclear Consultants, Inc 
Dlv 80/02/19. 2pp. 


8002270273 Forwards list of p 1 ants, pol 1 c y numbers it endorsement numbers 
u/dates for 1980 policy ysar 

FIELDER, J Harsh it McLennan, Inc , M it M Nuclear Consultants, fnc 
Div 80/02/22 2pp 


P Operating license stage documents it correspondence 


B0020BD633 Inforoia that util is member of Util Group for Regulatory 
Appl i cations.. Group seeks NRC approval of RETRAN as method 
for performing reactor transient i' accident analysis Util 
committed to development of PMR safety methods 
THRA8M, H D Alabama Power Co 79/10/29 Ip 


Q Inspection reports, IE Bulletins i< correspondence 


8002090083 Forwards response to IE Bulletin 79-02, Revision 2i "Pipe 
Support Base Plate Designs Using Concrete Espansion Anchor 
Dolts " Util IS performing design reviews to take base plate 
flexibility Into account in determining anchor bolt loads 
CLAYTON, F L Alabama Power Co BO/Ol/07 7pp 


8002070327 Forwards IE Circular BO-Oi, "Sve Advice for GE Induction 
Disc Relays No response required 

O'REILLV. J P Region 2. Atlanta. Office of the Director 
60/01/17 Spp 


8002110180 Ack receipt of 800104 Itr informing NRC of steps taken to 
correct violations nototf in IE Insp Repts 90-340/79-35 6 
90-364/79-19 

DRYANT, J C Region 2, Atlanta. Reactor Construction Engineering 

Support Branch 80/01/18 Spp 


— 80021 10190 Responds to NRC 791810 ItT re violations noted in IE Insp 
Repts 90-348/79-35 U 50-364/79-19. Correc tlve actions safety 
procedures have been redrafted L OA reporting procedures 
redesigned 

CLAYTON. F L. Alabama Power Co BO/Dl/04 3pp 


—6002110477 Forwards IE Insp Repts 50-340/79-39 it 50-364/79-19 on 
791107-08 it notice of violation 

MURPHYrC E Region 2. Atlanta, Reactor Construction 6 

Engineering Support Branch 79/12/10 2pp 


—0002110479 Notice of violation from Insp on 791107-00 

a Region 2, Atlanta. Office of the Director 79/18/iO Ip 


—6002110486 IE Insp Repts 90-348/79-79 it 59-364/79-19 on 791100 
Noncompl ianev noted failure to develop St implement const 
procedures to provide assurance of identification & review 
of deficiencies Corporate procedures insufficient 
MURPHY,C E Region 2, Atlanta, Reactor Construction 8< 

Engineering Support Branch HUNT, M D , BROWNLEE, V L Region 2, 
Atlanta, Office of the Director 79/12/10 App 


B Reportable occurrences, LERs it related correspondence 


6002110404 Forward* deficiency rept r« d iscrepanc ies in A3ME code sys, 
CLAYTON. FL Alabama Power Co BO/Ol/ll 5pp 


— B002110412 Deficiency rept re discrepancies in AGME code sys Cause 
unstated Valves will be replaced or upgraded to Class 2 by 
obtaining proper documentation from manufacturer 
e Alabama Power Co 60/01/11 4pp 


B00229D536 Forwards deficiency rept re undetectable failures in 
engineered safety features actuation sys 
CLAYTPN.F L Alabama Power Co 0O/O2/G9 Ip 


— 0002250940 Deficiency rept re undetectable failures in engineered 
safety features actuation sys Util will Incorporate test 
sequence using recommended Meetinghouse test sequence 
Design change will permit monitoring of breaker position 
« Alabama Power Go 00/02/05 IPpp 


DOCKET 50-366 EDUIN I HATCH NUCLEAR PLANT, UNIT 2 


F Becurlty. medical, emergency U fire protection plans 


G002D40D07 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Request* designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, B K Emergency Preparedness Task Force. 79/12/21 7pp 
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80021 L0t6& Arfvlf^f NRC ulll perform ipecl^l apprali*li of hualth 

ph^tlci programs during CYSO in liau of rautirs iitsp Scop* 
uflll inclutfa organ! latloni porsonnal q.ual If i cation & 
tra Ininpi radbfaa to procaas ing* monl torlng ti training 
8TEUL0«V Office of Inspection & Enforcement* Office of the 
Director BO/Oi/22 3pp 


8002140322 Forufardi comments on safeguard* contlngencg plan R«<iua*t« 
revisions U addi info Comments uithheLd (ref 10CFR2 7901 
IPPOLITOj T A Operating Reactors Branch 3, BO/Ot/30 2pp 


8002060571 Responds to NRC 791010 ractvest fc faruards draft revision 
to emergencg plan Revised plan will be implcmanted upon 
satisfactorg completion of uritten procedures 9i training 
program 

MlDNERtU A Georgia Pouer Co. 60/01/31. Ip 


— a0020&05ai Emergencg planr draft Revision 3 
a (Georgia Power Co 60/01/31 8?pp 


80020B060S Forward* estimate of evacuation tijne* for areas near 
facllitg.ln responte to NRC 791129 Itr 
MIDMERpU a Georgia Power Co 60/OS/04 5pp 


800220Q47B Forwards fee for review U approval of securltg personnel 
training tc qua! i f ica tion plan lubmittad 790817 
KELLYfR. J OeoTpia Power Co 80/02/13 Ip. 


0 Adjudicatory correspondence 


8002190315 Advises that Implementati on of Lessone Learned Test Force 
Category A items (except Item 2 1 7al of 600102 show cause 
order will be subj of post'^inplenentetion review 

DENTOMj H R Office of Nuclear Reactor Regulation. 80/02/01. 2pp 


J Insurance L Indtmnitg Information 


8002200440 Forwards executed Amend 11 to Indoemitg Agreement 0-69 
revising dollar amount of financial protection 
KELLY* R J Georg la Power Co 0O/O2/14 3pp, 


BO'02260483 Forwards Endorsement 3 to HAELU Excess Binder XB-51 
FIEDLERtJ. Harsh Ic HcLtnnani Inc r K L H Nuclear Consultantfi Inc 
Dlv. 80/02/19 3pp, 


Q00S2&0492 Forwards Endorsement 3 to HAELU Eseets Binder XB-67, 
FIELDER* J Marsh Ir McLennan* Inc i M L M Nuclear Consultants* Inc 
Div 80/02/ 19. 3pp 


B0O227O227 Forward* Endorsement 59 to NELIA Policy NF-219. 

FIELDER* J Marsh tt McLennan* Inc * M L M Nuclear Consul tents* Inc 
Div, 60/02/22 8pp. 


6002270273 Poruards list of plants* pol icy numbers l< endorsement numbers 
w/daiei for 1980 policg year. 

FIELDER* J Marsh fc McLennan* Inc * M V M Nuclear Consul tents* Inc* 

Div 80/02/22 2pp, 


P Operating license stage documents L correspondence 


0002110564 Discusses 791206 meeting w/util r* plant safeguards L 
security measures, List* of attandses end Hseting summaru 
withheld (ref 10CFR2 790J. 

O'REILLYi J P Region 2* Atlanta* Office of the Director. 
79/12/28 3pp 


8002110276 Extendi comment period re drift NUREC-OhSO to 800116 

0AMMILL»W P Assistant Director for Standard It Advanced Reactors 
90/01/03 3pp 


S002070027 Requast* revlaw of QA program ra diesel generator fuel oil 
Item should be Included In OA program If exception taken 
to incluilon«refponst required within 90 days. 

E18ENHUT*D 0 Division of Operating Reactors 80/01/07 Ip 


B002150316 Bupplcfflonts 790029 request for 1977 info re failure of 
control rods to fully inter t. Requaits summary of recent 
failure 4 other control rod drive mallunctlons. Retponee 
should be sent within 90 days 

IPPOLrTa*T.A Operating Reactors Branch 3 80/01/10, 2pp 


B00220007B Bummary of 791219 L 20 meeting w/Hark I Owners Croup in 
BetheedaiMD to discuss NRC acceptance criteria for Mark I 
containment long-term program L issues re implementation of 
program. 

ORlMESrC. I Plant Systems Branch (Pro 791030), 6-0/01/17. llpp. 


— 0002200112 Task action plan A-07 "Mark I Load Definition Raptr 
Revisions to Implamsnt NRC Criteria for Completion of Long- 
Term Program " 

e Plant Syitcmi Branch (Pre 791030} 79/12/19. 37pp 


8002040910 Forwards documentation L drawings demonstrating conpllanti 
w/TMl Lessons Learned Task Force requlrsmsnti* to tupplsMent 
791231 Itr Drawings available in Central Filet only. 

UIDNERiNA Oeorgla Power Co BO/01/29. 48pp. 


8002210007 No-tif icetlon of B00207 meeting w/Merk I owners group rfiKLi 
OE f< NUTECH in Bethesde*MD to discuss revisions to 
acceptance criteria for Hark I containment long-term 
program* plant for addl F8TF testing & outstanding Itiuet. 

ORlHEBiC. I Plant Systems Drench BO/01/28. Ip. 


9002140009 Discusses recent developments impacting Waste disposal 
opsrailont at commercial low level waste burial aites 
Forward's license L Itr from State of 8C to Chea-Nuclaar 8yt 
deectibltig restrictions for wests disposal in BG. 

EISENHDTiD. 0 Division of Operating Reactors, BO/Ot/29. 8ipp. 


8002060626 Inform* that RETRAN will be used to modal nuclear plants 
Code will evaluate effects of various fuel design 
elternatlvcs on applicable transient analyse* It check vendor 
cekculettons 

THOMAS* R A Southern Co Services* I*nc 80/01/30. 2pp. 


— 8002060638 Informs that util is nsmber of Util Group for Ragulatarg 
Applicattene Oroup seek* NRC approval of BETRAH at Method 
for performing reactor transient I* accident analysie. Uti 1 
committed to develop BHR safety analysis methods 
KELLY* A. J. Georgia Power Go. 80/01/10 Ip 


8002190234 Requests Claes III fee for NRC review of 790017 facility 
security personnel It qualif ication plan 

MILLER* UO License Fee Management Branch. 80/02/01. Ip. 


0002220327 Forwards Amind 6 to rapt* "Spent Fuel Pool Hod* * ra 
application for expansion of storage capacity* in retponie 
to NRC Tsquest for add! inf o. Response to Round 1 Oueotlen 10 
is withheld (ref 10CFR2. 790) 

W1DNER*N,A. Osorgie Power Co. 00/08/18 19pp. 


0 Inspection reports* IE Dulletint It correspondence 


9002010492 Forwerde IE Intp Rapti 50-321/79-39 It 80-36A/79-39 Oft 
791006-1109. No noncompl lane • noted. 

LEklIS*R C. Region 2* Atlanta* Reactor Operatloni Nuclear Support 
Branch. 79/12/07 2pp 


—8002010496 IE Intp Repts 50-321/79-35 L 50-366/79-39 on 791006-1109. He 
noncompl lance noted. Major areat inepected: overa 11 plant 
operatloniimgt practices* corrective 6 preventive maint 
activities* site security procedures 6 radiation centrol. 

LEMISiR €. Region 2* Atlanta* Reactor Operationi Nuclear 
Support Branch DANCE* K C Region 2* Atlanta* Office «f the 
Director. 79/18/07. 4pp. 


8002010166 Forwards IE Intp Repts 90-321/79-36 6 50-366/79-40 on 
791126-28, No noncoapl lance noted. 

LEMI9*R C Region 2* Atlanta* Reactor Operatione Nuclear Support 

Branch, 79/12/14 2pp 


— 8Q02010171 IE Insp Repts 90-321/79-36 6 90-366/79^-40 an 791 126-28. He 
noncompllanca noted. Major ertae inspected’ routine ewint 6 
plant tours. 

lfESBHAN*R, Region 2* Atlanta* Reactor Operatione Nuclear 
Support Branch ME86ITT*B R. Region 2* Atlanta* Office of the 
Director 79/12/iO. 4pp. 


8002110437 Responds to FOIA request for info re invt eti gatlons . For tlsni 
of App B 6 C document* re individual identification 
partially withheld (ref FOIA Exemptions 5* 6 fc 7). 

FELTON* J.H. Division of Rule* and Records 80/01/07. ipp. 


■6002110927 IE Insp fept OH 700322-29. Noncompliance no ted: fai lure 
to notify inspector of eefety item«feilure to obtain 
approval of repair procedure L failure to obteln 
qualification of procedures 6 welders atiigned. 

e Region 2* Atlanta* Reactor Construction 6 Enginttrlng Buppe^l 
Branch. VARELA* J. H NRC Regional Offices. 76/03/89. 4pp. 


9002010179 Aek receipt of 791214 Itr informing NRC of steps laterv to 
correct violetione noted in IE Intp Repts 90-321/79-31 6 
90-366/77-39. 

BRYANT* J C, Region 2* Atlanta* Reactor Construction 6 Enjlnterlni 
Support Branch. 00/01/10 Ip. 
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— ©coaoioiea flitponilt to NRC 791120 Ur rs violation* not«d In IE Imp 
RaptP 60-321/79-31 it 90-366/79-35 Corr*ctlv» action* 

T4iurvi 1 llinc* o^ lntcc*««lbl* piping will bs porformtd 
during futvra ouiagct 

UlCNCd^«i|d A OaorgU Powar Co 79/12/14 Ip 


— QOOaOlOfG? Farwam* IE In*p R«pt* 50-321/79-31 U 50-366/79-33 on 
7qiOl9“!7 it notlc* of violation 

J^RPKVfC.E Raglon 2, Atlant«< Raactor Con«truction & 

Civginttring Support Branch 79/11/20 2pp 


— &00201019S Hotlct of violation from in«p on 79!019“17 

a Raglan 2< Atlantai Office of the Diroctor 79/11/14 tp 


--&00a0l0l97 IE In*p Rapt* 50-321/79-31 (< 50-366/79-35 on 791015-17. 
ffoittoap 1 lanca noted failure to follow piping *urvotllanca 
preaedur* 

ICRDTvA R Region 2r Atlantai Reactor Conitructlon it 

Engineering Support Branch. COMPTONi R H Region 2i Atlantai 
Office of the Director. 79/11/14 5pp 


d0020LD097 Ack receipt of 791220 Itr Informing NRC of eteps taken to 
i(orrect violation! noted in IE Inep Rept* 50-321/79-33< 

50-366/79-37, 50-424/79-16 it 50-425/79-16. 

SnVANTfJ 0 Region 2, Atlanta, R«actor Conetructlon t< Engineering 

Qvrppnrt Branch SO/Oi/14. Ip 


—6002010103 Reepondt to NRC 791126 Itr re violation* noted tn IE Insp 
Ripte 50-321/79-33,50-366/79-37,50-424/79-16 6 50-425/79-16 
Corrective action*’ p lent procedure HNP-496 will be revieed 
bg 800131 to provide guidance on info re 10CFR81 item 
UIDflERrld A. Qeorgla Pouer Co 79/12/20 2pp. 


— 6002010113 Fotuerd* IE In«p Rept* 50-321/79-33,50-366/79-37, 

50-424/79-16 V 50-425/79-16 on 791105-06,00 tc 13 6 notice of 
vl elation. 

HURPliYi C E. Region 2, Atlanta, Reactor Conetruction it 
Engineering Support Branch. 79/11/26 2pp 


— OOOSOlOiaa Notice of violation from imp on 791105-06,08 l< 13 

• Region 2, Atlanta, Office of the Director 79/11/26. 2pp 


—600301014* IE Intp Rept* 50-321/79-33,50-366/79-37,50-424/79-16 * 
50-425/79-16 on 791105-06,08 * 13. Noncompllanci noted 
failure to edequatelg implement requirement* of tOCPR21 
DROINUEE, V.L. I HlMT, N. D. Region 2, Atlanta, Of flea of tha 
Olreeter. MURPHY, C.E Region 2, Atlanta, Raactor Conetruction 

4i Enginaarlng Support Branch 79/11/26 5pp 


6003080291 Act recalpt of 791217 Itr informing NRC of eteps taken to 
correct vloletion* noted in IE In«p Rept* 50-321/79-34 & 
50-366/79-38 

BUIHERLAND# r Region 2, Atlanta, Fuel Facility * Material* 
Safaty Branch 80/01/14. 2pp. 


--B0020G0305 Respond* to NRC 791121 Ur re violations noted in IE Imp 
Kept* 50-321/79-34 * 50-366/79-38 Corrective action*? 
e-urvei 1 lance check* uill be revised to log accrued 
equipment time, 

A. Oeorgia Power Co. 79/12/17. 4pp. 


— 6002080311 Forward* IE Intp Rept* 50-321/79-34 * 50-366/79-38 on 
791039-1102 4c notice of violation. 

eUTHERLAHD, J. T Region 2, Atlanta, Fuel Facility * Material* 

Bafety Branch. 79/11/21, 2pp 


— 8002000319 Notice of violation from ln*p on 791029-1102, 

* Region 2, Atlanta, Office of the Director. 79/11/19, Ip. 


— B002080325 IE Inep Rept* 50-321/79-34 * 50-366/79-38 on 791029-1102, 
Henconp 1 iance noted: failure to test standby ga« treatment 
eg* flltere * failure to label container* of radioactive 
mail 

HOeEY.C M. t OiaaON, A. F. Region 2, Atlanta, Office of the 
Director. 79/11/19. 9pp. 


B00206D018 Forwards IE Bulletin 79-OlB, '’Environ Oual if Ication of 
■Glass IE Equipment.*’ Action required. IE Bulletin 79-OiB 
w/enclf tent on 790114 should be dliregarded. 

O'REILLY, J.P. Region 2, Atlanta, Office of the Director, 
BO/Oi/17, 2pp. 


8002070354 Forwarde IE Circular 80-01, ”8vc Advice for OE Induction 
Disc Relay*. ** No response required 

O'REILLY, J. P. Region 2, Atlanta, Office of the Director 
80/01/17 2pp. 


8002060063 Forward* IE Bullatin 80-02, “Inadequate QA for Nuclear 
Supplied Equipment “ Response required 

□ 'REILLY, JP Region 2, Atlanta, Office of the Director 

80/01/51 2pp 


800211000B Ack receipt of 8-00103 Ur informing NRC of step* taken to 
correct violations noted in IE Insp Rept* 50-321/79-30 L 
50-366/79-34 

8TOKR1 \J P Region 2i Atlanta, Fuel Facility * Material* Bafety 

Branch 80/01/22 ip 


— G002110013 Respond* to NRC 791214 Itr re violation* noted in IE Imp 
Rept* 50-321/79-30 * 50-366/79-34 Corrective action* 
procedure HNP-79000 will be revised to reflect upper ambient 
temp guidance limit of 85 F 

UIONER.iJ A Oeorgia Power Co 80/01/03 2pp 


—8002110018 Forward* JE Imp Rept* 50-321/79-30 * 50-366/79-34 on 
791016-19 L 23 81 notice of violation 

8UTHERLAND1 J T Region 2, Atlanta, Fuel Facility * Material* 

Bafety Branch 79/12/14 2pp 


—8002110022 Notice of violation from insp on 791016-19 fit 23 

* Region 2, Atlanta, Office of tha Director 79/12/10 Ip 


—8002110030 IE ln»p Rept* SO-321/79-30 L SO-366/79-34 on 791016-19 * 23 
Noncompliance noted failure to follow procedure* in 
performing daily observation check* at meteorological 
station 

JENKINS, 0 R .Region 2. Atlanta. Fuel Facility b Material* 

Safety Branch MACARTMURtT Region 2 j Atlanta, Office of the 
Director 79/12/10 4pp 


800206D205 Forward* IE Info Notice BO-02, "BXBR Hater Rod Lower End 
Plug Near " No specific action or response required 
0'RE1LLV«J.P Region 2, Atlanta, Office of the Director 
00/01/25. 2pf, 


ft Periodic operetlng reports b related correspondence 


0002190518 Foruard* monthly operating rapt for Jan 1900 
MANRY,h Oeorgia Power Co 80/02/10 Ip 


— 8002190521 Monthly operating ropt for Jan 1980 
RODEN, J M Oeorgia Pouer Co 80/01/31 6pp 


8002200663 Forward* monthly operating rept for Jan 1900 
MANRV, M Georgia Pouer Co 80/02/10 Ip 


9 Repartahle occurrences. LER* b related correspondence 


8002140491 RQ. on 800128. 4ur Ing cold shutdown, single mode of failure 
for torus gravity fill isolation valve existed Caused by 
design error Standing order Issued requiring valve cloture 
b dally insp Design change proposed 
MANRV, M Oeorgia Pouer Co 80/01/29. 2pp. 


8002070276 Forward* LER 80-003/03L-D 

MANRV, M Oeorgia Pouer Co 80/01/31 Ip 


—8002070279 LER 80-003/03L-0‘ on 8001 17, while applying equal ii Ing charge 
to 125/250-volt dc station *ve batter l«*, HPCI automatic flow 
control power inverter tripped. Caused by instrument drift 
Instrument racallbr satUfactor i Ly 
NIX, R T Oeorgia Power Co 80/01/31, 2pp 


8002250333 PNO-tl-eO-Ol?: on 800131, leakage of offgas identified by 
constant air monitor in turbine bldg Local emergency was 
declared. Leakage believed to be from offgas eys drain 
valves, Investigation to identify L stop leakage in progress 
OIB80N.A,F. Region 2, Atlanta, Office of the Director. 80/01/31 
ip. 


8002150319 Forward* LER 00-002/017-0. 

MANRV, M Oeorgia Power Co. 00/02/04. Ip 


•0002150323 LER 80-002/OiT-0 on 800123, dur ing celd shutdown, AE notified 
util that single mode failure existed for torus gravity fill 
isolation valva 2051-FO13 Caused by design deficiency 
Standing order issued 
« Oeorgia Power Co 80/02/04 3pp> 


6002150330 Forward* LER 80-007/0 lT-0 

MANRV, K. Oeorgia Power Co, 00/02/05, Ip 
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— 8003150344 LEfi 0O-OO7/OlT~O on e00l30« uKl 1 e performins h»gh druu^ll 
pTB<vR(jre instri/ment (re^ctiar praC:«<tioit sgs> functlnnal 
t«9t & cal ibr i instTurn^rits SC7l'N002A/6 9t 0 fitc^cdeif Tech 
Specs Caused bg Instrument drii't 
NIXiR T Georgia Pouer Co 60/02/05 3pp 


800215036^ Forwards LER SO-OOA/O^L-'O 

MANRViM Georgia Power Co 80/02/07, Ip 


''*'8002150381 LER 60'^004/-03L'-0 on 8001 10f during steady state pouer 
operation hydrogen recembinar inlet valve 2T49-F'0O3A did 
not open Caused by a failed torqi/e suitch 6gs returned to 
operatiPti after suitch uas replaced 
e Georgia Power Co Q0/02/D7 2pp 


800215039? Forwards LER BO-0O5/O3L*'O, 

MANRYiW Georgia Power Co GO/02/07 Ip 


— B002150414 LER SO'OOS/oau-O on 8001 1 9i dori ng power optrat lon» Tech Specs 
48! I 1 a & 4 G I 1 2a4 for electrical power sources ware 
not performed within 1-h Caused by personnel 
ml sinterpretatiofi of Tech Spec requirements 
DAXLEYi 3 X Georgia Pouer Co 80/02/07 2pp 


G0022203i>7 Forwards LER GO-015/O3L-0 

MAKRY< K Georgia Pouer Co 80/02/11 Ip. 


— B0022S0372 LER GO-OIS/OSL-O on 800131. review of surveillance 
requirements revealed 12 tc I8~inpnth surveillances for Tech 
Spec Sections 476 le 64761 fS not perforfted Caused bg 
misinterpreta 1 1 on of Tech Specs 
COOOIN.C L Georgia Power Co 80/02/11 2pp 


80022S040S Forwards updated LER 79''077/03L-1 
MANRYrfI Georgia Power Co 80/02/12 Ip 


— 8002220408 Updated LER 79-077/03L-1 on 790712, during maint on B 
analg zeri 0 xygen cell found defective causing analyzer to be 
inoperative Caused by broken wire in oxygen cell New cell 
installed 790808 

NIX.R T Georgia Power Co 00/02/12 2pp 


G002220450 Forwards LER a0-*009/03L‘'0. 

HAMRYitl Georgia Fowar Co GO/02/12 Ip 


— 8002220454 LER ao-00?/03L*-0 on 800130, whi le performing Procedure 
HNP-2-33''3.HPCf Hin Flow Valve 2E41-F012 failed to close 
Caused by sticking switch contacts on flow switch 2E41-N006 
Switch contacts cleaned 6 Procedure HNP-2-3303 performed 
NlX,n T Georgia Power Co 90/02/12 2pp 


8002200463 Forwards LER 80-009 /03L-0 

MANRY,f1 Georgia Power Co EO/02/13 Ip 


--8002200472 LER a0-00a/03L-0 on 800129, during rod withdrawal, rod 
sequence control sgs was not Initiating rod blocks properly 
Caused by design change inadver tently removing settle cycle 
input Design change performed 

COGGIN, C L Georgia Power Go 90/02/13 2pp 


8002260521 Forwards LER 80-010/031-0 

MANfiVfM Georgia Power Co 00/02/15 Ip 


— 8002260527 LER BO-010/03L-0 on 000131 , dur Ing reactor startup, at 5BX 
power, cnai total peaking factor was calculated at 3.0 
compered to design value of 2 38 Caused by lower than normal 
xanon distribution during startup 
COGOIM, C U Georgia Pouer Cc 80/02/15 2pp. 


0002260501 Forwards LER 80-01 6/03L-0 

HANRY, M Georgia Power Co 80/02/19 ip 


— 8002260591 LER 80~Oi6/03L-0. Ora 80Gl30t u/reac tor in run modar aux 1 1 iarg 
oil pump feeder breaker tripped uhile HPCl auxiliary oil 
pump was running to obtain oil sample Caused by failure of 
coil of time delay relay Coil was replaced 
NIX.R T Georgia Power Co 80/02/19, Ip, 


8002260590 Forwards LER 80-01 1/03U-0 

HAWRY. H Georgia Power Co QO/02/19. Ip 


—8002260596 LER 80-01 1/03L-0 on 800202i while performing reactor core 
isolation cooling shutdown flow test, power inverter for 
remote flow control loop found to be tripped Caused by 
defective input filter capacitors 
NiXrR T Georgia Power Co 80/02/19 2pp 


8002290461 Forwards LER 80-014/03L-0. 

MANRY. ff Georgia Power Co 00/02/19 Ip 


— 8002290466 LER 80-014/03L-0 on 800204, while performing HNP^2-3054, 
average power range monitor C failed Caused by instrument 
drift Instrument adjusted per procedure 6 returned to sve 
NIX.R T Georgia Power Co 00/02/19 2pp 


8002290442 Forwards LER ao-Ol3/03L-0 

NAMRYrM Georgia Power Co 80/02/20 Ip 


— 0002290446 LER BO-013/03L-0 On 800203, while maint was psrfarmtd on. 
20a2-K0D2 static inverter, emergency control transfer eultch' 
was placed in emergency position Reactor core Isolation 
cooling was rendered inoperable Caused by personnel error 
BAXLEY, 8 X Georgia Power Co 80/02/20 2pp 


DOCKET 50-367 DA ILLY GENERATING STATION 


A Appl i cation/construc tlon stage documents & correspondence 


9002040021 Ack receipt of agency 791001 Itr re proposed plan for 
lake shore Agency has been placed on NRC official 
diftrlbution list to receive info re util const tc dewaterinfl 
activities NRC evaluation of util dewatering plan end, 

BAULARD, R L Environmental Projects Branch I 79/12/14 3pp 


— 8002040031 Notifies that NRC has reviewed util rept in support of 
proposed revision to dewatering plan Proposed plan 
constitutes reasonable approach to dewatering problem Plan 
has little potential for adverse offsite effect 

DALLAR0, R, L Environmental Projects Branch 1 79/11/21 Ip 


0002070415 Forwards well charts for 800i09“17, welli w/o recorders, 
pond levels, pneumatic pressure transducers t< water meter 
readings for 800116 

eOKN,R J Northern Indiana Public Service Co 80/01/31. 32pp 


F Security, medical, emergency & fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to- regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


6002070079 Forwards raquast for evacuation time estimates for ereee 
near nuclear power plants. Info should be submitted by 
000331 

0RINE8, fi K Emergency Preparedness Task Force 79/12/26 <pp. 


0 Adjudicatory corr espondence 


8002050582 Five Itrs apposing const of facility Facility is near etteJ 
mill natl park Location randers rapid evacuation 
impossible lake to north it dense population to south, east 
■It west KL Atty General calls site worst in nation 
BOYLE, H V . DOYLE, II D , OOEWEY, 0 Affiliation Unknown. 80/01/11. 

6pp 


0002050100 Three Itrs oposlng extension of CP for site next to I-N Dunes 
Natl Lakethare Park 

CARLI88, D , ROBBINS, £ C , RONVIK, A Affiliation Unknown. 80/01/12. 
3pp 


6002040071 Notifies that Lino 0 on Page 20 of NRC pleading served on 
800123 should be deleted 

GOLDBERG, 8 C Hearing Branch 2 80/01/24 Ip 


80Q20S0034 Response in opposition to applicant 800119 motion for 
800329-29 prehearing conference Requests holding of 
conference on 800304-05 or prior to 800228 project manager 
unavailable on applicant dates W/Cart if icate of 8vc 
GOLDBERG, 8 C. Hearing Branch 2 80/01/30 3pp 


8002130209 Raeponds to 600U5 Ur it 800124 request. NRC proposal In 
response to Secretary of Commission 791213 memorandum will 
ba provided whan publicly available Rogovln rept sent 
800125. Add! copies available 

GOLOBERO. BC Hearing Branch 2 80/01/30 Ip 


8002270018 Response to applicant BOOllO motion for sstabUshment of 
prehearing conference schedule. Urges A8LB to establish date 
for filing suppls to petitions to intervene 14 days after 
Issuance of A8LB order. Cert if Icats of five end 

COHNiD B. Bailly Alllanca, IL COHN, 0 B Critical Mass Energy 
Project COHN, 3 D Cohn, D, B 80/02/01 4pp 
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8002-2^0^75 R<-spt>nifl in opposition to applicant motion for ««tab 1 i shfnont 
of prl^•o^in9 confsrtnco schedule Notice of opportunity for 
ruled out scheduling conferences prior to publishing 
nalici of hearing Certificate of 8vc end 

SCOTT* W J * SEKULER.S N Illinoisr State of BO/02/04 7pp 


8002220459 Reply to util L NRC responses to 8 Laudlg 791229 Itr 
Ecpresses intention not to intervene Urges stay of CP due 
ovteuation planning problems 

LAJDlNOiS Affiliation Unknoun 80/02/09 2pp 


80022L0009 Order setting B00312 special prehearing conference at Porter 
County Courthousoi Valparaiso. IN re CP entenslon proceeding 
Intervention petitions & uiaiver of or exception to 
lOCfRSO 95(bl uill be discussed 

GROSSMAN. H Atomic Safety and Licensing Doard Panel 90/02/07 
5pp 


8002190441 Foruards FR excerpt on State of IL h Porter County Chapter 
of tiaak Llalton League petition for rulemaking re 
1OCFR50 SSibl it request for comments 
GOLQPERO*8 C Hearing Branch 2 SO/02/0B 3pp 


8OO22>0422 Notifies that answers to util BOOHS motion for 
tstabl Ishrsent of schedule for prehearing conference have 
bach raceivad Ansujers challenge legality of motion Requests 
pa-rjftlislan to file brief reply Certificate of 8vc end 
8H£A,K Lauenst-tim Neuimem Reis, Axe Irad & Toll BO/02/08 9pp 


BO02370554 Order denying State of IL request for special prehearing 
conference- continuance from 600312~13 Adequate hearing room 
It participants unavailable until Hid-Apr 1980 

OnOSSKANi H Atomic Safety and Licensing Board Panel 80/02/20 Ip 


8002270956 Order shifting site of 600312 special prehearing conference 
to Firm Bureau Insurance Bldg, Valparaisoi IN • 

Gi^OBSHAN H Atomic Safety and Licensing Board Panel 80/02/20 Ip 


1. Fihanclol Information 


8002210453 Foruardft Annual Financial Rept 1979 

PETERSEN, A H Northern Indiana Public Service Co. 80/02/18 Ip 


— 8002210459 A-nnual Financial Rept 1979 

PETERSEN, A H Northern Indiana Public Service Co 80/02/16 
39pp 


O- Inapactkan reports, IE Bulletins h. correspondence 


80G206D105 Forwards IE Bulletin 80-02, ’'Inadequate QA for Nuclear 
Supplied Equipment " Response required 

KEPPLERiO O Region 3, Chicago, Office of the Director 80/01/22 
tp 


8002060296 Poruiardt IE Info Notice 80-02, "SXOR Mater Rod Louier End 
Plug Near." No specific action or response required 
KEPPLERiJ 0 Region 3, Chicago, Office of the Director 80/01/25 
IP 


8002250245 Forwards IE Info Notice 80-03, "Main Turbine 

Electrohgdraul ic Control Sys. " No specific action required 
KtPPLER, J 0 Region 3, Chicago, Office of tho Director 80/01/31. 
tp 


8002260019 Forwards IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Asiimbly Interference " No written response required, 

KEPPLERfJ G Region G, Chicago, Office of the Director. 60/01/31 
if 


BOG2210047 Responds to lE Bulletin 80-02 re inadequate QA for nuclear 
siipplled equipment Feedwater spargers S< thermal sleeves will 
net be fabricated by Marvin Engineering Co, 

-SliORDiE M Northern Indiana Public Service Co 80/02/06 Ip 


R Periodic operating reports it related correspondence 


8002060213 Forwards info re well charts for 600102-09, Bal 1 ly wells 
sr/o recorden for 000109, pond levels for 000109, 
pneunati-c pressure transducers for 800109 water meter 
readings for 600109 

eOHNift Jf Northern Indiana Public Service Co 60/01/18 31pp 


8002190619 Forwards well charts for 800117-23 Bailly wells w/p 
recorders, pond levs Is, pneumatic pressure transducers b water 
Alter readings for 800123 

BONN, R J Northern Indiana Public Service Co 80/02/01 32pp 


6002200430 Forwards well charts for B00102-30 & Dailly wells w/Q 
reco-rders, pond levels, pneumatic pressure transducers & 
water meter readings for BOD130 

BOHN, R J Northern Indiana Public Service Co B0/02/0i G2pp 


8002260592 Forwards well charts for 80D130-0206 j B ai 1 1 y wells w/o 
recorder s. pond levo Is, pneumatic pressure transducer s, water 
meter reading U U50S wells for 8D0206J & rainfall data for 
790901-800130 

BQKKi, R J Northern Indiana Public Service Co 80/02/15 36pp 
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F Security, medical* emergency V Hre protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards Ffl notice 
CRIMES, B K Emergency Preparedness Task Force 79/12/21 7pp 


8001300634 Discusses delays In resolving fire protection open items 
due to lato & inadequate responses by licensees Requests 
that licensees be callsdi by project managers to obtain 
submittal dates for late or unscheduled items 
LAINAS,G Division of OperaU-ng Reactors 60/01/14 3pp 


8002130625 Discusses util 791123 design, descriptions qf cable spreading 
room water spray sys Proposed design for spray sys is 
acceptable Util must submit fire barrier design 
description far nearby safety div cables by G00301 
LAINA6.0 Plant Systems Branch QO/Oi/14 Ip 


8002050064 Approves proposed design description for w^ter spray sys 8ys 
design will provide protection intended in fire protection 
6ER Requests design description for fire barrier by 800301 
REID.R W Operating Reactors Branch 4 GO/Ol/17 2pp 


80021 10090 Advl ses that NRC will perform special appraisals of health 
physics programs during CY60 in lieu of routine Insp Scope 
will include organ! lat ion, personne 1 qualification Sc 
tral nlng, radwaste process 1 ng, monl taring & training 
6TELLQ, V Office of Inspection h Enforcement, Office of the 
Director 00/01/22 3pp 


8002910407 Ac k receipt of NRC 791210 request for comments 6 addl info 
re safeguards contingency plan Mill provide response by 
800305 

TRIMBLE, D C Arkansas Power t Light Co 00/02/11 ip 


H General correspondence 


80028B0177 Forwards NRC analysis of end 790409 comments re technical 
issuos representing compromises to safe operation of 
facilities Analysis demonstrates that safety of plants was 
adequately addressed in final design Related matl end 
STELLO, V Office of Inspection ?, Enforcement* Office of the 
Director 79/tl/Oi 4pp 


--8OO220O186 Forwards matl addressing issues of Lessons Learned Task 
Force items re hydrogen control L penetration limits to 
suppl response to JR Augustyn 790409 Itr M/o enc 1 
BCHROEDER. F Division of Systems Safety 79/08/17 Ip 


— 8002280192 Submits comments on response to JR Augustyn 790409 Itr re 
technical issues representing possible compromises to safe 
operation of facilities No legal objection to response 
MURRAY, J Rulemaking Enforcement Division 79/07/30 Ip 


— 80022B0207 Alleges that inadequate care was taken In design 8* const of 
safety-related sys at facilitlos Pipefitters used 30-ton 
came-along to align pipes at Monticello which could have 
prestrossed lines beyond acceptable levels 
AUGUSTYN, JR Affiliation Unknown 79/04/09 3pp 


— 8002280606 Forwards NRC analysis of 790409 comments re technical issues 
representing compramlsos to safe aperation of fatllitles 
Analysis demonstrates that safety of plants was adequately 
addressed in final design 

STELLO, V Office of Inspection U Enforcement, Office of the 

Director 79/U/Ol 4pp 


Q002120420 Responds to 791126 request for cao-peratioh an five Items re 
assistance to AR agencies In event of nuclear incident 
Describes NRC efforts to onsure acceptable Level of 
emergency preparedness In vicinity of reactor 

DENTQN^H R Office of Nuclear Reactor Ragulation 00/01/18 2pp 
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— 8003120434 Requests NRC caopvr«tion r» notification It aatCttanca to AR 
agtnciti in tvant of nuclfir incidant 
CLfNTD«,B Arbantai. State of 79/1 1/36 2p|> 


BO0215Q211 Forujrda rsiponsa to 791102 talagraA to Prasidant Carter Sc 
NRC Number of shutdown.* i< not nacaicarUy etaaura of plant 
safety Diipoaal of radiiiaitfl it accomplithtd by aipandlng 
itoragi faciUtlat ECC3 it not flayed 

EISENHUr. D Q Division of Operating Reactori 80/01/30 5pp 


— 8002150216 Oppotet plant restart Plant it accident pronti operators 
arc poorly tra 1 nadi t r i t lea 1 radwaete problan axiftt< 

Unit 1 it Bty r tactoTf infant mortality rate in Pope County 
it riling k ECCS it flawed DOE 791221 reiponte end 
SifVlONSiJ Affiliation Ontnoyn 79/11/02 2pp 


6002270015 Dltcuitet NRC program for upgrading energency planning in 
envlront of operating nuclear power planti in retponsa to 
end 791108 Itr to President Carter Announcement! o# 
meetlngi sailed to local sidia 

DENTONj H R Office of Mudtar Reactor Regulation B0/02/0B 4pp 


P Operating llcente stage docuatntt k correipandenca 


7909040506 Forwards proprietary version of CEN**115-P in rtepont* to IE 
Bulletin 79*06C Item 2 & 3 Response withheld (ref 
10CFR2 790) 

LIEBLER^O E C-E Power Systemt 79/08/29 lOlpp 


0002110276 Eitendt comment period r# draft NUREO-0630 to B00116 

OAMMlLLrld P Assistant Olractor for Standard k Advanced Reactor* 
80/01/03 3pp 


8002280855 Inform* NRC of contract w/Hittman Nuclaor t( DDv»lflp«pr»» Cetf 
(KNDC) for solidification of low laval radwaete. HNDC ^rofran 
has NRC approval Forwards unrevlewad aofaty queetion 
detarminatlon l« process control program, 

TRIHOLEfO, C Arkansas Power i Light Co 00/02/Sl 9pp. 


— 8002280939 Operating procedures for process control prograa 
» Arkansas Power b Light Co 79/lff/lO lOpp 


Q Inspection reports* IE Bulletin* It correopondsnee 


8002150337 Submits info required by IE BulUtin 79~17^ Rtavislon 1^ Ilea 
5 Concurs w/B&U owners group# to fund BliN effort to tfevelop 
efficient procedure for finding cracks. Cannot provlda 
fchedula for performing intpi 

TRIHBL£#DC Arkansas Power l< Light Co, 79/11/26 Ip. 


8002140913 Forwards revised rasponse to IE Bulletin 79'~19» "Pachaiin^ 
of Law Level Radwaste for Transport t# Burial '* DOT fi NRC 
regulations re transfer packaging It transport of radwaste 
revised continually a* changas are proposed It implffMontad. 

TRIMBLE# D C Arkanses Power i> Light Ca. 79/11/30. Spp 


8002110338 Forwards IE Insp Repte 90-313/79''22 It S0'<a6B/79-Sl on 
791006‘'1121 8t three notices of violat ion. Ona notice of 
violation withheld (ref 10CFR2 7901. 

MADSENfO L Region 4# Dallas# Reactor Operatlone Nuclear Qupaort 
Branch 79/i2/U 2pp 


6002110402 Notice of violation from insp on 791006*”! Ifil. 

« Region 4# Dallas# Office of the Director. 79/lff/07v 


8002140093 Notifies that proposed change to Tech Specs t* high 
pressuriier pressure trip setpoint it acceptable NRC safety 
evaluation and 

LAINA8#0 Plant Syitens Branch 80/01/15 2pp 

0002140097 Safety evaluation re proposed Tech Specs change for hloh 
pressuriier pressure trip setpoint 

* Office of Nuclear Reactor Regulation, 80/01/18 Ip. 

6002040268 Forwards response to NRC verbal request for addl info r# 
implementation of TMl Lessons Learned Task Force 

Remaining info will be provided by 000131 
TRIHSLE#D C Arkansas Power 6 Light Co 80/01/29 4pp 

W2140M5 Discusses recent developments Impacting waste disposal 
operation* at coAntrcial low level wiste burial eitas 
Forwards license k Itr from State of 8C to Chem-Nuclear Sys 
restrictions for waste disposal in 8C 
ElSENHUTfD 0 Division of Operating Reactors 80/0'l/29 20pp. 

1002070320 Forwards suppl to util 800129 Itr providing info re 
mplamentat on of Lessons Learned Task Forci Cat.gajy A 
Items Bubmiti info re emergency power supply. diverse 
fo*t-accldent sampling 

tnijible#D C Arkansas Power 6 Light Co 80/01/31, 7pp 

6002^647 Forwards info r. short term recommendation* k emergancu 
feedwatir sys flow requirement* in reiponie to NRC 79H06 ^ 

emergency feedwater sys 

TRIMBLE# D C ArVania* Power L Light Co 00/01/31 i7pp 

«*>* to improve unit availability k mnhance 
operation of syi Mods will reduce probability of 

VISSINO.O 0#tr.tin| RaicUri Branch 4. aO/02/07 8## 

JMMILUM P Dir.ctor for Eg.t... 1 ProjocU 80/08/08. 

2|0471 Frr».r., .v.r.ic r.vl... pro*..#,. op.r.Wn, 

IMBLE.D C Ari.n.o, Fo«.r 1, Li,ht Co. 80/08/18, Sp, 


—6002110416 IE Insp Repte 90-313/79-22 !c 50-368/79-21 «n 79l006-tt2L. 
NoncompUanca noted, contro 1 of combutskiblm mmtl 8i fmllur* 
adhere to plant operation procedures 

WE8TRMAN#T F , JOHNaON.W.D. Region 4# DmlUt# Dfllca of fcht 
Director 79/12/07 Bpp 

6002150395 Responds to IE Bullmtln 79-29. Mo Mmitlnghowi* BFD/HBFD 
relatfs used or planned for usm In f afety-re Imted tun at 
facilities 

TRIMBLE. D C Arkansas Power t< Light Co 79/12/12, Ip. 


■'Fuel Handling Evtnti * Ht 


8002000121 Forwards IE Info Noil cm 80-01# 
specific action or response required, 

SEYFRIT.K V Region 4. Dallas# Offlca of the Director 00/01/04. 

!p 


Ripts 50-313/79-26 l< 80-366/79-29 an 
791217-20, No noncomp liance noted 

Branch'^ 80/01 /04***2pp^' Dallas# Reactor Dperattoni Nuclear Bwppmrl 

—3002270486 IE Insp Rapts 90-313/79-26 t< SO-368/79-29 on 791217-20. M« 
noncompllance noted Major araas Inspectad previouslg 
t 2^ Itcenss spnclflad instrunantat Ion 

HESTERMAN.T F,# YANDELL#L. A. , SPANGLER. R, 0. Ragiond. OallaSr 
Office of the Director 80/01/04 6pp 

included w/App C.Enel 4 of 
IE Bulletin 79-010# “Environ Qualification of Clasa IE 
Equipment “ 

SiS^ao/ot/o?,*";? OPT.tlor.. Nu<l..r aui.opl 

2M““’*80>0I/07'**'a;? KucL.r 

--8008870558 N«tU. 0# vloUttOTi from In.# on 791188-1881 

Region 4. Dallas# Office of the Director, 80/01/09 Ip. 

tn.p R.Bt. 00-313/79-88 l> 00-348/79-84 on 791188-1881, 



TRIMBLE# D.C. Arkansas Power k Light Co. 80/01/11. Ip. 
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8002I40&21 Riipond« to IE Qullatin 79-24i "Frotvn Linn Unii 2 
rvfuaiinf vat«r tink nvirflou lln* it not poitlbl* 

11«r«rd ^0 «iQdf wli^ (i» m^de to ovorfloui 11ns for fri*i« 
#TBtictlon ptirpoKt 

TRIHBLEjO. C Arka.r)««« Pouvr St Llaht Co QO/Oi/14 2pp 


»OOSOQ0193 Forwirdt lE Info Notice BO-Oat «'Haln Turbine 
El tetroKy drftullc Control Syt " No tpiciflc action or 
ratpqnit rmwlrid 

&«YFRlTi K V Region 4r Dallaij Office of the Director 00/01/31 


00^140070 Foruarde IE Circular 79-25, Suppl A, ’’Shock Arrettor Btrut 
A.»i«ablg Interference " No uritten reeponie required 
SEYFftITrR. V. Region 4, Dallae, Office of the Director. BO/01/31 


R. Periodic operating report* !< related corr e* pondence 


&002060536 Forwardi fourth quarter 1979 NPDE8 discharge monttoring rapt 
T* KPDE3 Perm it AR0001392 DL Sulndle 800120 Itr to ERA and 
TRIHGLE, D. C, Arkanta* Power St Light Co 80/01/31. 2pp 


— S4>0200Q<S49 NPDEB dlecharge monitoring rept for fourth quarter 1979 
• Arkaneai Power St Light Co. 79/18/31 2pp 


800-2200703 Forwarde tnonthlg operating rapt for Jan 1900 
THIfiDLEtD C Arkantas Power Si Light Go 80/02/15 Ip 


■8>00?2007(4 Monthly operating rept for Jan 1980 

FENOEROnAFTi R A Arkania* Power St Light Co, 80/0S/1S. 3pp 


S Rtportable occurrence*, LERt S< related correepondence 


8002090490 Forward* LER* 79“103/03L-0i 79-104/03L-0 St 79-10a/03X-t 
TAIHSLEtD C Arbaniai Power St Light Co 80/01/29 Ip. 


— aOC20304?A LER 79-103/03L-0' on 791830, during Mode 1 oparationi p lant 
protac-tlon *gt B log power failed low Caused by •X'‘Coro 
civannal 9 pro-amp failure Pre-amp replaced St channel B 
t•ltaldl t< returned to ivc 

Per/BCnORAFTt R. Arkanea* Power S< Light Co 80/01/89 Ip 


— O0D209O9O0 LER 79-104/03L-0' on 791830, immedUtely following plant trip, 
e4«aei driven entargency feedwater pump started St then tpipped 
e-n l-urbino overspeed. Caused bg isolated steam trap resulting 
In cnndencata 1 Ine, Administrative controls instituted. 

PEKDERORAFTr R Arkansas Power St Light Co 80/01/89. ip 


--8002090504 LER 79-'l02/03X-l* on 791221, during Mode 1 operation, core 
FTotactlon calculator C failed Caueed bg failed RCP speed 
Irpul to calccjl-ttor channel Spaed probe St cable replaced 
during following outage to prevent recurrence 
PENDERORAFTi R. Arkansas Power St Light Co, 80/01/29 Ip 


00023*0009 PHa-IV-GO-005 on 800129, while conducting turbine trip test, 
Atai-oipheric ' steam dump valve failed to close. Rapid cooldown 
Mblch fnllowed resulted In initiation safety injection sys. 

Ha Increaee in primary coolant activity. 

UEETEi^hAN. T. F. Region 4, Dallas, Office of the Director. 
80/01/30. Ip. 


8003110570 Farwards LERs 80-001 /03L-0, 8D-a08/03L-0 St updated LER 
79-oa7/oa)c-i. 

TRlHKErD.C. Arkansas Power S, Light Co 80/02/05 Ip. 


—$00211097* LER 8D-001/03L-0 on 800107, during Mode 1 operation, 
containment isolation valve 29V-987*’’8 fallad to close after 
taking samples from sefety injection tanks for boron 
analysis Caused by faulty valve position indication. 
SHlVELVfC.N. Arkansas Power Si Light Co. 80/02/05. Ip. 


— 8002110901 LER 00-002 /03L-0. on 800110, during Mode 1 operation, cor# 
protection calculator C fai It d, re eultlng In DNBR It lintar 
pouer density trips in Channel C primary power sys Cause 
vndeWrMined. Bye restarted during failure analysis 
SHIVELY^ C.N Arkansas Power St Light Co. 80/02/09, Ip. 


— 8003110909 Updated LER 790987 /03X- 1 , on 791 1 14, during Mode 9 operation, 
leak was discovered in socket weld on LP8I flow orifice 
valve 261-90918, Failure resembles mechanical fatigue failure 
of kitld. Ualv* replaced Si socket weld dye penetrant checked 
PENDCRORAFTi R Arkansas Power St Light Go 80/08/09, Ip. 


©0022 10924 Forward* LER 79-093/99X-0. 

HRIUBLE.P 0. Arkansas Power S; Light Co, 80/08/14, Ip 


—8002210926 LER 79-093/99X-0 on 790909, d Ur 1 ng malnt of high pressure 
safety injection D header shut off va 1 ve, d 1 scoverad stem 
bushing rotated from seat Probably caused by induced 
rotational friction of valve stem In bushing 
BHIVELY.C N Arkansas Power L Light Co 00/02/14 Ip 


0002200444 Forwards LER* B0-003/03L-O, a0-004/O3L-O, BO-005/03L-0 S, 
aO“006/03L-0 

TRIMOLE. 0 C Arkansas Power L Light Co 00/08/19 Lp 


—9002200446 LER BO-OOG/OGL-O on 800120, d urlng Mode 3 operation, 
emergency faeduatar flaw control valve failed to close on 
demand Caused by lack of hydraulic pressure 
BMiVELYiC M Arkansas Power Si Light Co 00/02/15 Ip 


— G002S00490 LER 80-004/03L-0 6n BD0107. during Mode 1 operation, core 
protection calculator B failed Channel B DNBR Si linear power 
density trips were bypassed placing reactor trip logic In 
two-out-of-three trip saquence Cause unknown 
PENDERORAFT* R Arkansas Power h Light Co 60/02/15 Ip 


— 0OO32OO4SB LER 60-009/03U-0. on 800123, during steady state Moda i 
operation, reactor coolant leakage calculation indicated 
approx 3 6 CPK unidentified leakage Caused by packing on 
preisurlred spray valves leaking excessively 
BHlVELVfC N Arkansas Power li Light Co 00/02/15 lp 


—0002200464 LER 80-006/03L-0 on 600123, dur Ing Mode 1 op eratlon, core 
protection calculator B fa 1 led, g enerat ing DN8R Si linear 
power density trips In primary power sys Causa undetermined 
Channel restarted L declared operable. 

SHZVELViC N. Arkansas Power Si tight Co 80/02/13 Lp 


U Congresslona 1 /Eiecutive Correspondence 


8002200213 Responds to 791129 Itr re B Peters 79110B Hr concerning 
NRC emergency planning meetings Describes NRC program for 
upgrading emergency planning Emergency team is receptive to 
public comments 

OOSGlCKiL V Office of the Executive Director for Opepatlsn* 
60/01/09 2pp 
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A App Llcation/construction stage documents Sc correspondence 


6002140166 Board notification potential uhrevleued safety question for 
LNRs on interaction between nonsafety-grade Si safety'- 
grade sys 

VARQA,9 A Assistant Director for Light Hater Reactors 79/11/26 
App 


0002150179 Notification of 791211 meeting w/licensee in Charlotte, NC 
to discuss exchange of info between NRC L local law 
enforcement agencies re shipments between facilities ti to 
visit McOuire facility. 

KA8UN, D. J, Physical Security Licensing Branch 79/12/04 Ip 


8002130392 Responds to FOIA requests for documents re Intervenor* ^ 
contentions in ASLB hear ings, ident if led In App A. Requested 
info in Meshington, DC FDR 8i LPDR* lleted In App A. 

FELTON, J M Division of Rule* and Record*. 00/01/14 app 


8002040924 Portuarde response to NRC 791022 Itr requesting info re 
proposed acoustic leek detection sys 
PARKER, N.O Duke Power Co 80/01/29 9pp 


8002060960 Forwards addl response to NURE0-D578i TMI Lessons Learned 
Task Fores short-term reqy Irimcnts, a* followup to util 
791113 schedule Response supsrsedes 791226 Initial response 
PARKER, N 0. Duke Power Co 8D/01/89 21 pp 


8008130136 Bummary of 800109 meeting u/utU In Beth»sda,MD re design 
changes to auxiliary leedwetir sys List of attsndess end 
BIRKEL,R A Light Water Reactors Branch 2 60/01/29. 13pp 


8008130202 Oiscussee NUREO/CR-066D, ’’Enhanc enent of Qnslte Emergency 
Olstel Generator Reliability " Forwards request for addl 
Info rs implementation of NUREO/CR-0660 by 000303 
BAER,R L Light Water Reactors Branch 2 60/01/29 I6pp. 


8002060130 Responds to NRC 791211 Itr re radiation protection program 
personnel experience requirements it Location Issue resolved 
by Amends 77,77 Ic 74 to Licenses DPR-3Q, DPR-47 l» DPR-55, 
respectively Health physicist will be located onsite, 

PARKER, VI 0 Duke Power Co 00/01/31 lp. 
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eOOSl90S54 Forwards drawings info per Reg Ouiile 1 117»Rivition t re 
measurea to protect main steam 1 in«« r ef uel ing water storag* 
tank U reactor maIcBup water storage tfrom tornado oiiKilei 
Drawings available in Central File* onlg 
PARKEfli W □ Duke Power Co BO/03/1 1 3pp 


G0DS27C161 Requests docketed statement of util position re interim 
solution for dropped control rod p rotec t loni p er agreement 
reached at 79(119 meeting Response reeiuested by 600313 
SAERfR L Light (later Reactors Branch 2 B0/02/1S 3pp^ 


800225049S Oiscucses 791207 request for uiitholdlng propnietarg Info re 
electrical equipment qual if ic atton Iref 10CFR2 790) Request 
has been reviewed Info uiLl continue to be withheld from 
public Insp 

QAEftiR L Light (dater Reactors Branch 2 60/02/13 tp 


60Q2260003 Requests mod to TSAR Chapter 14 test description to confirm 
that testing of same distribution sys 2* transformers 
supplying power to vital buses will be performed per Reg 
Guide 1 66 

DAER#R L Light (fater Reaetpri Branch 2 00/02/13 4pp 


F Securltgj medicali emergency It fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRiKESrB K Emergency Preparedness Task Force 79/12/ai 7pp 


8G0S070D79 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
600331 

Q-RIMEBiD K Emergency Preparedness Task Force 79/12/26 4pp 


0002110523 Forwards response to NRC 791129 request for evacuation blwe 
estimates for various areas around facilities Color overlay 
map advanced directly to 0 Grimes 
PARKERfW 0 Duke Power Co 60/01/31 7pp 


6002280039 Requests submittal of radiological emergency response plan 
reflecting encl NUftEG-06S4 guidance State of NC plan should 
also be submitted U/o end 

BAER/R L Light Ifater Reactors Branch 2 80/02/12 3pp 


N Oeneral corresp ondenc e 


1)2130405 FOIA request for documents re WB HcOuire Nuclear Statlom 
fnits 1 & 2 

VANj C Nuclear Information U Resources Services 79/12/14 Ip 


20ib0958 Responds to 791002 proposal re utils acceptance of Oalt llldge 

kssoclated Dnivs radiation safety course for visiting NRC 

»fcaff Proposal acceptable 

*ARKERiW Q Duke Power Co 80/01/30 Ip 


^02570369 Forwards '’Statistical Rept of Recorded Personnel Nhole Body 
Eiposures for CV79 " 

PARl(ERr(f 0 Duke Power Co BO/02/20 2pp 


J Insurance b indemnity information 


60D204056B Advises that payment per NRC 800118 Invoice for indemnity 
fee is being processed will be transmitted by another Itr 
PARKER. N 0 Duke Power Co 80/01/26 tp 


Idvisorg Committee on Reactor Safeguards reports correspondonc e 


>10134 Tentative schedule for Ad Hoc Subcommittee on TNI~2 Accident 

Plications it Sequoyah Nuclear Station 791105 (neetlng 

ACRB - Advisory Committee on Reactor Safeguards* 79/11/09 2pp, 


02010162 Forwards questions re near-term OL facil i ties* prepared for 
consideration during anticipated ACRS subcommittee meetings 
AVlOi R. ACRS - Advisory Committee on Reactor Bafaguards 
9/10/ia Spp 


pection reports# tE Bulletins it correspondence 


0035 Act recQipt of IE Insp Rept SO-369/79-40 on 791204 No 
rietary Info 

ER.W 0 Duke Power Co. 60/01/03 Ip 


—6002040039 Forwards IE Insp Rept 50-369/79-40 on 791204 No 
noncompl i anca noted 

MURPKV. C E Region 2. Atlanta# Reactor Construction it 

Enginoering Support Dranch 79/12/14 2pp. 


— BOD2040D43 IE Insp Rept 50-369/79-40 on 791204 No roncomp Hanes noUi 
Major areas inspected steam generator faeduater line 
radiography 

KERDTfA R Region 2# Atlanta. Reactor Construction b 

Engineering Support Branch CROHLEV# D R Region 2i AtlanUi 
Office of the Director 79/12/14 3pp 


BGO2O5OO0O Forwards response to IE Bulletin 79-13. Revis Ion 2^ "CracMiii 
in Feedwater Eys Piping " Indications of cracking were found 
in main feedwater noizle of Steam Generator C 6 in auxiliary 
feedwater noiiLe of Steam Generator A during radiography 
PARKER. W 0 Duke Power Co 80/01/03 2pp 


B002010233 Forwards proposed revision to draft IE Bulletin re 
overpressurl lat ion or containment of PWR plant after main 
steam line break Revision concerns licensee ability to 
detect & ifola'te damaged steam generator 

GAMMILL.W P Division of Operating Reactors 00/01/09 Ip 


6002060026 Forwards IE Bulletin 79-OlBi "Environ Dual i f Ication of 
Class IE Equipment " Action required lE Dulletln 79-OllB 
u/encls sent on 790114 should be disregarded 
O'REILLY# J P Region 2. Atlanta. Office of the Dirsetor. 
SO/01/17 2pp 


0002070334 Forwards IE Circular 00-01. "9vc Advice for OE Inductlcn 
Disc Relays " No response required 

O'REILLY. dP Region 2. Atlenta. Office of the Director 
00/01/17 2pp 


0002070201 Ack receipt of 791228 Itr informing NRG of steps taken t« 
correct violations noted in IE Insp Repts 50-369/79-37 
U 50-370/79-22 

BRYANT. J C Region 2# Atlanta. Reactor Construction &i Enginterisif 

Support Branch 80/01/24 Ip 


—0002070206 Responds to NRC 791205 Itr re Violations noted irt JE tni^ 
Repts 50-369/79-37 30-370/79-22 Corrective actions, 

nonconforming Item rept filed to cover route discrepancy 
Personnel advised of procedures 
PARKER. N 0 Duke Power Co 79/12/26 2pp 


—0002070210 Forwards IE Insp Repts 30-369/79-37 It 50-370/79-22 on 
791013-iB & notice of violation 

MURPHY. C C Region 2# Atlanta. Reactor Construction It 

Engineering Support Branch 79/12/03, 2pp 


—8002070213 Notice of violation from insp on 791015-10 

* Region 2. Atlanta. Office of the Director. 77/12/04 tp. 


—0002070219 IE Imp Repts 50-369/79-37 6 SO-370/79-22 on 791015-10 
Noncompliance noted failure to follow OA Program 
aerial Number 014. "Cable Routing Installation Insp " 

CONLDN. T E # HARDNICK. R J Region 2# Atlanta. Office of the 
Director 79/12/04. 4pp. 


8 Reportablo occurrences# LERs It related correspondence 


0002050134 PNO-ir-80-004 on 800107. three biologists drowned while 
taking water samples from Lake Norman# NC Two bodies 
rocovored 800109 News release was issued 

MCFARLAN0.C R. # HUNT# M Region 2# Atlanta. Office of the Dine tor, 
80/01/00 Ip 


6002210474 Forwards Significant Deficiency Rept 369-370/79-13 re 
faulty connections In electrical equipment. 

PARKER, H □ Duke Power Co BO/Ol/lO ip 


—0002210401 Significant Deficiency Rept 369-370/79-13' invei felgatlon ef 
cable connection failure revealed Improper insulation 
stripping by Nelson Electric Go. possibly resulting in 
equipment failure All related equipment will be inspected 
> Duke Power Co GO/Ol/iO Ip. 


0002060539 Forwards Significant Deficiency Rept 9D -369-370/ 79-1 4. 
PARKER, WO Duke Power Co 00/01/16 ip 


—0002060362 Significant Deficiency Rept 8D-369/370-79-14* on 790116. 
during prototype testing, isolation block valve failed to 
fully class under design flow conditions Caused by 
manufacturer error In determing siio of valve operator 
4) Duke Power Co 80/01/16, Ip 
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PICKET 50-370 MILLIAM B KCOUIRE NUCLEAR STATtQN* UNIT S 

cJocumont* «<'^corre*pond*ncB 


^2ai01^^ Fdru^rdfld prppofed reviiod page for Chapter 11 of 7B0309 

jlv*)jfic«tlon« neoiear^ for lupervliory pereonnel 
fuel handling during shipping 
PAHWER.W Q Bu-ke PPwtr Co. 79/09/07 2pp ^ 


8003110520 Formarde response to NRC 791129 reguest for evacuation time 
estimates for various areas around facilities Color overUu 
map advanced directly to D Grimes 
PARKER « U 0 Duke Pouer Co 00/01/31 7pp 


8002280030 Requests submittal of radiological emergency response plan 
reflecting end NUREG-0AS4 guidance State of NC plan should 
also be submitted W/o end 

BAER<R L Light Hater Reactors Branch S 00/02/12 3pp 


potential unrevieued safety question for 
LWi on intsrac tilon between nonsafety-grade safetu- 
jridt IV* 

VAflOAiS A. 

iff 


ety-grade h safftty- 
Asslstant Director for Light Uater Reactors 79/11/2& 


791211 meeting u/licensee In CharlotteiNC 
to dlicuss ctchanga of info hetureen NRC it local lau 
• nforciment agencies re shlpnmts bettueen facilities it to 
vlilt HcOuire facility 

USUN*) D J Physical Bectirlty Licensing Branch 79/13/04 Ip 


H General correspondence 


8002130405 FOIA request for documents re WB McOuire Nuclear Station, 
Units 1 St 2 

RYANi C Nuclear Information !t Resources Services 79/12/14 Ip 


0OO2O6OSS8 Responds to 791002 proposal re utils acceptance of Oak Ridge 
Associated Univs radiation safety course for visiting NRC 
staff Proposal acceptable 
PARKER, W 0 Duke Pouer Co GO/Ol/30 tp 


” f is. rsiiuests for documents re intervpnors '' 

eanantlons In ASLB hear ingt, identified in App A Requested 
OC PDR & LPDRs listed in App A 

FELTON, J H Division of ftules and Records 80/01/14 3pp 


0OO237O3£i9 Foruiards "Btatistlcal Rept of Recorded Personnel Nhole Body 
Exposures for CV79 “ 

PABKERi W Q Duke Power Co 80/02/20 2pp 


900ZOW524 Forwards response to NRC 791022 Ur requesting info re 
pr-opoiid acoustic leak detection sys, 

PARKER, M D Duke Power Co, 80/01/29 5pp 


^30^5^8 Forwards addl response to NUREO-0570, TMI Lessons Learned 
Teie Force short-term requ i rementsi as follouiup to util 
”**'*°”®* tuporiedes 791226 initial rcep 
PARKER, M O Duke Power Co 80/01/29 2ipp 


reeponst 


J Insurance it indemnity information 


8002040560 Advises that payment per NRC 800110 invoice for indemnity 
fee is being processed i« will be transmitted by another Ur 
PARKER, W O Duke Power Co 80/01/28 Ip 


0 Advisory Committee on Reactor Safeguards reports it correspondence 


$^02130136 Bumabarv 800109 meeting w/otil in Betheeda,MD re design 
tf4n|n to euxlllary feedwater sys List of attendees end 
llRKELiB A Light Water Reactors Branch 2 80/01/29 iSpp 


0002010134 Tentative schedule for Ad Hoc Subcommittee on TMl-2 Accident 
Implications it Bsqueyah Nuclear Station 791105 meeting 
e ACRB - Advisory Committee on Reactor Safeguards 79/11/09 2pp 


£0^130203 Dlscuiset KiURE0/CR*-O660, "Enhancement of Onsite Emergency 
OJiitl Otmrator Rellebllity •’ Forwards request for addl 
info rp inp lemtntatlDn of NUREO/CR-0660 by 800303 
SAEftiR L tight Water Roaetors Branch 2 80/01/29 16pp 


6002060130 Rt^potids to NRC 791211 Itr re radiation protection program 
periQnntl trperience requirements it location Issue resolved 
If MinJ* 77,77 it 74 to Licenses DPR-38, DPR-47 i< DPR-95r 
rripeellvely Health physicist will be located onsite 
PAflWtR.H.O, Duke Power Co 80/01/31 ip 


600319Q994 Forwards draurlngs t info par Reg Guide 1 117, Revision I re 
aisiures to protect main steam 1 ino, ref uel i ng water storage 
link it reactor makeup water storage from tornado missiles 
Driuingt available in Central Files only 
PAAKER,U □. Duke Power Co BO/02/ll 2pp 


6002370161 Requests docketed statement of util position re interim 
teluiLon for dropped control rod protection, per agreement 
riAchtd at 791119 meat ing. Response requested by 000312 
B4£n. R.L Light Water Reactors Branch 3 80/02/12 3pp 


■8003010162 Forwards questions re near-term OL f at i llties, prepared for 
consideration during anticipated ACRS subcommittee meetings 
8AVID«R ACRS - Advisory Committee on Reactor Safeguards 
79/10/12 9pp 


0 Inspoction reports, IE Bulletins & correspondencQ 


8002010072 Forwards IE Insp Rept 50-370/79-23 on 791119-21 No 
noncompliance noted 

HURPHYtC E Region 2, Atlanta, Reactor Construction Engineering 

Support Branch 79/12/05 2pp 


—8002010077 IE Inop Rept 50-3/0/79-23 on 791119-21 No noncompliance 
noted Major areas inspected instrumentation work, wort 
activities 6 quality records 

CONLON, T E Region S, Atlanta, Reactor Construction 6 

Engineering Support Branch GIBBONS, T D Region 2, Atlanta, 
Office of the Director 79/12/04 3pp 


0002050297 Ack receipt of IE Insp Rept 50-370/79-23 No proprietary 
Info 

PARKER, W 0 Duke Power Co 79/12/21 Ip 


600739O499 Discusses 791207 request for witholding proprietary Info re 
iLlclrlCii equipment qualification (ref 10CFR2 790) Request 
hii been reviswed Info will continue to be withheld from 
pellU Insp 

EKEN^R L Light Water Reactors Branch 2 80/02/13. Ip 


0002010233 Forwards proposed revision to draft IC Bulletin re 
overpreisurliat ion or containment of PWR plant after main 
steam line break Revition concerns licensee ability to 
detect i isolate damaged steam generator 

OAMNlLLiW P Division of Operating Reactors 00/01/09 Ip 


6002280003 Rsquasts mod to FBAR Chapter 14 test description to confirm 
Ihit testing -of soms distribution sys It transformers 
ivfpliiing power to Vital busas will be performed per Reg 
Quids 1 60 

BAERpR, U Light Water Reactors Branch 2 80/02/13 4pp 


0002070334 Forwards IE Circular 60-01, ‘’Sve Advice for GE Induction 
Disc Relays '* Ho response required 

□ ^REILLY. J P Region 2, Atlanta, Office of the Director 
60/01/17 2pp 


F fl*curity« msdicali emergency fire protection plans 


6002040007 Announces raglonal workshops to discuss feasibility of 
iropoted change to regulation on radiological emergency 
rtipon-se plans for facilities Requests designation of one 
ttpr ksenta tl v« per util by 791231 Forwards FR notice 
CftlHEB, 0 K Emergency Preparedness Task Force. 79/12/21 7pp 


6002070079 Forwards request for evacuation time estimatas for araas 
hisr nuclear power plants Info should be submitted by 
B(X>331 

QtlHEBill.K Emergency Preparedness Task Force 79/12/26. 4pp 


8002070201 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-369/79-37 
«t 50-370/79-22 

BRYANT, J C Region 2, Atlanta, Reactor Construction 6 Engineering 

Support Branch 80/01/24 Ip 


—8002070206 Responds to NRC 791205 Ur re violations noted In IE Insp 
Repts 30-369/79-37 U 50-370/79-22 Corrective actions 
nonconforming item rept filed to cover route discrepancy 
Personnel advised of procedures 
PARKER, W Q Duke Power Co 79/12/28 2pp 


—8002070210 Forwards IE Insp Repts 50-369/79-37 it 50-370/79-22 on 
791015-18 6 notice of violation 

MURPHY, C E Region 2, Atlanta, Reactor Construction it 

Engineering Support Branch 79/12/05 2pp 
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— QOOSO>70S13 Motic* of violation from itjip on 791013-18. 

Region 2t Aftlantai 0^fte• af the Director 79/12/04 Ip 


—8002070219 IE ln«p Repts 30-369/79-37 U 30-370/79-22 cn 7910 l 5 “ia 
None Qfftpl lance noted failure to follob^ OA Pragraie M-41Br 
Serial Nutaber 0i4« “Cablo Routing Inttallation Intp. “ 

CONLON. T E r KAROWlCKrR J Region 2. Atlanta* Office of the 
Director 79/12/04 4pp 


9 Reportable aceurr encei j LERt & related correipondanee 


9002050134 PNO-t 1-90-004 an 000107. three blolqgUte drowned while 
taking water eamplee from Lake Norman.NC Two bodiat 
recovered 800109 Newi raleae* wae Iseued 

hCFARLA^Dl C. R , HUMTi M Region 2< Atlanta. Office of the Dlrtfctar 
80/01/09 Ip 


8002210474 Farwarde Significant Oaficlancij ttept 369-370/79-13 r# 
faulty connectLone In electrical equipment 
PARKER, H 0 Duke Power Co BO/OJ/10 Ip 


—8002210481 Significant Deficiency Rept 369-370/79-13* Inveetlgatlon of 
cable connection failure revealed improper ineulation 
etripplng by Neleo-n Electric Co.poaaibly rseultlng in 
equlpotenl failure All related equipment will be Inepacted 
e Duke Power Co 60/01/10. Lp 


B002060539 Forward* Significant Deficiency Rapt SD -369-370/79 -14. 
PARKER, if a Duke Power Co 60/01/16 lp 


—6002060562 Significant Deficiency Rept flD-369/370-79-14 on 790116, 
during prototype teatlng, iiolatlon block valve failed to 
fully close under deeign flow condition* Caused by 
nanufacturcr error In determing site of valve operator 
« Dute Power Co 90/01/16 Ip 


OQCHET 50-373 LAfiAULE COUMTY STATION, UNIT 1 


A App Heat 1 on/conetruc t ion ttage document* 6 eorretpondenec 


'^002080260 Forward* poeltlon re Initial test program FAcIlItle* muat 
onduct full-load test* of vital butet Lots of voltage or 
graded voltage condition on vital buses could result 
ing accident 

I3i U P Duellty Assurance Brancfi. 80/01/10 3pp 


'0038 Forward* request for addl Info re FGAR review covering full 
I tests of 4160-400 volt transformers 

t,Q D Light Mater Reectors Branch 3 80/01/14 3pp 


8002250679 Forwards Revision 12 to Topical Rapt CC-l-A, deter! blUf M 
program 

NAlXSHTONfN F Commonwealth Edison Co. 00/02/21 lp. 


— B0022S0706 Revised pages to CE-l-A describing QA prograei Rcvlsipn It 
m Commonuoalth Edison Co CE-l-A, 80/02/14 44pp. 


F Security, medical, emergency fire protection plant 


8002040007 Announces regional workshops to discus* feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of ona 
representative per util by 791231 Forwards FR notice. 

0RIHE9, B K Emergency Preparedness Task Force, 79/12/21 7pp. 


9002070079 Forwards request for evacuation time eetliMtes for area 
near nuclear power plants Info should be submitted by 
800331 

ORIHES, B H 'Emergency Preparedness Task Force. 79/12/26. 4pp« 


9002200479 Forwards security plans for Bf91 security Plan withhold 
Craf 10CFR2 790) 

PEOPLES, D U Commanwaalth Edison Co 60/02/19. tp. 


0 Adjudicatory correspondence 


9002130115 Informs that NRC has Issued order eitending const seoftililli) 
dates ^or facilities in response to 790924 rsquest. wder, 
staff evaluation, negative declaration 6 EIA end. 

PARR.O D Light Mater Reactors Branch 3, 80/01/17. 2pp. 


—8002130121 Order granting estenslon until 810630 for conpletUn «f 
const at Unit 1 1< extension until 620331 for coaplotlon of ^ 
const at Unit 2 

RCBB,0 F Division of Project Hanagement 80/01/17, Qpp. 


■8002130120 Evaluation of util request for estension until flp 

completion of const at Unit 1 6 ejftonslon until 020331 far 
completion of const at Unit 2 Oood cause *Kiste for 
extension 

» Division of Project Hanagement. 80/01/11. 3fp. 


— 8002130134 Negative declaration eupporting order re eittutlen 9h1il 
810630 for completion of const at Unit I It exteneion until 
920331 for completion of const at Unit 2, 

BALLARD, R L. Environmental Projects Brench 1 79/12/26. 2rt, 


—8002130140 eiA supporting extension of GPPR-99 h CPPR-lOO, 
» Division of Project Hanagement. 79/12/26. 8pp 


)70011 Gumnarixiss 791214 msetlng u/near-term &MR OL applicants to> 
icuts Reg Ouidc 1. 97> Rsvls ion 2* “ Znetrumentatlon for 
ght Mater Cooled Nucisar Power Plants to Asssee Plant 6 
nvlrons Conditions During St Following Accident '* 

.tNTNEft, L L Light Meter Reactors Branch 1 60/01/24, 19pp. 


Z Financial information 


9002260919 Forwards Annuel Financial Rept 1979 

BRE&EHANN, R. M. Commonwealth Edison Go. 80/02/28. lp 


002190146 Request* drawings r* progrem to develop generic guideline* 
for EMR secrlficlal shield compartments Drawings should 
show physical g#om« try, f low paths & relative location of 
specified components 

PARR, O D Light Mater Reactors Branch 3 80/01/30, 2pp 


■6002260538 Annual Financial Rept 1979. 

a ComMonwealth Edieon Co, 79/12/31. 24pp. 


J Insurance 6 indemnity information 


02200745 Notif Uatldn of 800326-27 msetlng u/utll at LeBalle site, IL 
'■0 discuss const schedule, 

1URNIA,A Light Mater Reactors Branch 3. 60/02/06. 9pp 


?270127 Forward* revised request for addl Info re FSAR review, NRC 
losltion on Ouattlon 423 42 re full-load testing of 
.ransf ormers providing power to vital buses revised to 
sflect tsstlng requirements of Power 8ve Branch 
^ARRiO D. Operating Reactors Branch 3 80/02/11 3pp 


'2210454 Farwardf revised Page 9-2 to CE-l-A descrtblng OA program, 
n responss to NRC 791i06 Question 42! 13. 
lANCCEKiR.r CoJimonueil th Edi«on Go 80/02/19 lp. 


9002120699 Forwards Endorsements 120 l< 121 to NELIA PoUcy ^^”40 I 
Endorsement 102 to KAELU Policy HF-22, Endoriemanls 60 h 6i 
to NELIA Policy NF-ia7, Endoriement 91 to MAELU Policy MF-B4 
L Endoriemente 49 L 50 to NELIA Policy NF-BOl. 

OaTERf J Commonwealth Edison Co. 00/02/07. 12pp. 


0 Inspection rsports, lE Bulletins It corretpondenee 


0002290622 Forward* IE Insp Rept* 90-373/79-43 h 90-374/79-20 an 
791212-13. No noncomp liance noted. 

FZORELLlrO Region 3, Chicago, Reactor Construction li Engineer lh| 

Support Branch. 80/01/19. 2pp. 


002210470 Revised Pag« 9-2 to CE-l-A describing OA program 
e Commonwealth Edison. Co. GG-l-A. 79/12/21. Ip 


2220316 Forwards "Daslgn As**«imant Rept," Revision 1 Requests, on 
ails of dotumaniatlon, that Hark II containment itsuei 
dentifled ai open items at 790911 meeting, be doted, Five 
versiie drawings encl. 

EOPLESi D, L. CoBimonwea 1 th Edlsori Co 60/02/19. Ip 


1002220319 "Design Asiassment Rept," Revision 1. 
a Commonwealth Edison Co. 84/01/01 350pp 


—8002290627 IE Insp Repts 50-373/79-43 fc 90-374/79^28 en r9iai0-*i3. Ne 
noncompllence noted. Hajor areas Inspected. safety-related 
•ections of heating, venti latlon 6 air Eondltlanini eye 6 
tendon installation analysis 

jaN£a,C.E, , M!LLIAH8,C.C. Region 3, Chicago, Office of the 
Director BO/Ol/U. 6pp 


6002060064 Forwerds IE Bulletin 80-02, "Inadequate 3A fer Nuclear 
Supplied Equipment." Reiponse required. 

KEpPLERfJ. 0 Region 3, Chicago, Office of the Director. 80/01/22. 

Ip 
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2-m 


^*^^040229 Forvirdt IE Info Notlco 80-02r **8XBR U«tBr Rod Loutr End 
Ni«r- * No ipoctflc action or rt»pon«o roqulrod 
i'^^LERiJ O, Rogion 3x ChUagOi Office of the Director QO/01/25 


6*^15-0184 Act rectipt of 800115 Itr informing NRC of it»pi talton to 
t^BCrccb vloLatlons noted in Imp Rept 50'-373/79^3B 
HEIOiHHANj R. F Region 3» Chicago, Reactor Operation* Nuclear 

Support Branch. 80/01/25 Ip 


'"’9002 120 1913 Ratponda to NRC 791204 Itr re violations noted in IE Intp 
Kept 50-3713/79-30 Corrective action*, surveg of all orange 
taggif electrical e(iulpment to identify It document temporary 
feed! Mill be completed by 800213 

PEOFLESi I> L Commonwealth Ediion Go 80/01/15 2pp 


60C238O247 Farwerd* IE Imp Reptt 50-373/80-02 U 50-374/80-01 on 
800108-10 No none otnpl lance noted 

^lORELUIdQ Region 3, Chicago, Reactor Conetruetton It Engineering 

8vpport Branch 80/01/24 2pp 


“M0W90261 IE Insp Rept* 50-373/80-02 1, 50-374/00-01 on GOOlOB-lO No 
noncomp 1 lance noted Major area* Inipected' obtervatton It 
review of nondestructive examination records relative to 
Initellation of control rod driveline terem discharge tgs 
CRHi C. H. Region 3, Chicagd, Office of the Director 
DAHIELBON, D H. NRC Regional Offices. 00/01/24 4pp 


S0022501B7 F-OTWirdi IE Info Notice 80-03, Turbine 

ElietroKgdTaul ic Control 0y*, " No ipecific action required. 

K£PptER,J «, Region 3, Chicago. Office of the Director 80/01/31 


H44tl0427 Responds to telcon rt IE Info Notice 79-34 concerning uie of 
MJPIPC computer program in piping sgt analysis Problem 
di-ftufied in notice doe* not apply. Supporting documentation 
inel 

KUOIAN. O, C. Sargent Ic Lundy. Inc BO/OS/04, ^pp. 


8002280353 Raeponds to IE Bulletin 79-20 re use of NAHCO Model EAieO 
llslt iMltcbes Cover getket replacement will be limited to 
ceniilnment bldg due to exposure to high, continuous emblent 
leap Oaskete will aleo be replaced on stock switches. 

PEOPLEfliD. L. Gomeienwee 1th Edison Co. 00/02/11. 8pp 


9 Reiortable occurrences, LERs it related correspondence 


0402250353 RNQ-lX 1-80-019: on 800185, during edjuitmant of cooling lake 
blaudown line valve, blowdown pipe ruptured Caused by valve 
ercldentallg tlemmlng shut i subsequent water hammer effect 
Licensee of-fered to pay farmer for property damage. 

0E6HANN. H. J. f E8S10.T.H. . DAVXfi.A.B. Region 3, Chicago. Office of 
the Director. 90/01/29, Ip. 


DOCKET 50-374 LASALLE COUNTY 8TAT10N. UNIT 2 


A Appl Icatlon/construction stage documents it correspondence 


M42070D39 Forwards request for addl info re FBAR review covering full 
load tests of 4160-480 volt transformers 

PARRfO D. Light Nater Reactors Branch 3 90/01/14 3pp. 


8002190148 Raqusfts drawings re program to develop generic guidelines 
fsr DUft sacrificial shield compartments, Drawings should 
ihew phyelcal geomstry, f low path* 6 relative location of 
■l■p•cLfi•d components. 

PARRcO. D. Light Ifatsr Reactors Branch 3 00/01/30 8pp 


8002200745 Kotlflcatlon of 800324-27 meeting u/util at LaSalle sits, IL 
tfr discuss const schedul* 

BOURNlArA Light Meter Reactors Branch 3. 00/02/08 Spp. 


8002270127 Forwards revised request for addl info re P8AR review NRC 
position on Ouestlon 483.42 re full-load testing of 
IranstoTfiar • providing power to vital buses revised to 
reflect kaetlng rsquirementi of Power Bye Branch 
PARRtD. D Operating Reactors Branch 3, 80/02/11. Spp, 


8002210454 Forward* revised Page 5-2. to CE-l-A describing OA program. 
Is tesponso to NRG 791108 Ouestion 421 13. 

JANEGEX, R. F. Coewonwea 1th Edison Co, 00/08/15 Ip. 


..-90022L(H70 Revised Page 5-2 to CE-l-A describing QA program 
« CoeMionwealth Edison Co. CE-l-A. 79/12/81. Ip. 


6002220318 Forwards ''Design As-isssment Rept," Revision I Request*, on 
basis of d Dcumentat ion, that tiark II containment istuet 
identified a* open items at 790511 loeetlngibe closed. Five 
oversite drawings end 

PEOPLES, D L, Commonuoal th Edison Co 60/02/ 19, Ip 


— 8002220319 "Design Aatessment Rept," Revision I 
a Coismonueal th Edlton Co 80/01/31 3S0pp 


8002250679 Forward* Ravlslon 12 to Topical Rept CE-l-A, di»cT ib ing QA 
program 

NAUOHTONiN F Commonweal th Edison Co GD/02/21 Ip 


— 8002250706 Revised pages to CE-l-A describing OA program, Rtvi slon 12 
• Commonwealth Edison Co CE-l-A 80/02/14 44pp 


F Becuriiy, medical, emergency it fire protection plans 


6D02040007 Announcas regional worlxhops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
represantativa per util by 791231 Forwards FR notice 
ORIMESjB K. Emergency Preparedness Task Force 79/12/81 7pp 


0002070079 Forwards request for evacuation time attimatef for araas 
near nuclear power plants info should be submitted by 
800331 

0R1H£6,B. K Emergency Preperednei* Taet Force. 79/12/86 4pp. 


8002200479 Forwards security plans for 6NM security. Plan withheld 
<ref 10CFR2 790) 

PEOPLES, D L, Commonwealth Edison Co 00/02/19 Ip 


0 Adjudicatory correspondence 


8002130115 Informs that NRC has issued order extending const completion 
dates for facilities in response to 790924 request Orders 
staff evaluation, negative declaration It EtA end 
PARR.O D Light Water Reactors Brench 3 60/01/17 2pp 


—0002130121 Order granting extension until 810430 for completion of 
const at Unit 1 Ic extenelon until 620331 for completion of 
const at Unit 2 

R0S6,D F. Division of Project Management 60/01/17. 3pp 


— 0002130128 Evaluation of util request for extension until 810630 for 
completion of const at Unit i & sxtension until 020331 for 
complstion of const at Unit 2 Oood caust exists for 
extension. 

e Division of Project Management. QO/Ol/il 3pp, 


— 0002130134 Negative declaration supporting order re extension until 
010630 for completion of const at Unit 1 S, extension until 
820331 for completion of const at Unit 2 

BALLARD, R.L Environmental Projects Branch 1 79/12/86. Spp 


—0002130140 EIA supporting extension of CPPR-99 tt CPPR-100. 
e Division of Projsct Management 79/12/26. 2pp 


1 Financial Information 


8002240519 Forwards Annual Financial Rept 1979 

BREQEMANN. R. N Commonwealth Edison Co 80/02/22 Ip 


— B00224053B Annual Financial Rept 1979. 

e Commonwealth Edison Co. 79/12/31 S4pp 


Q Inspection reports. IE Bulletins U correspondence 


8002290422 Forwards IE Insp Rapts 50-373/79-43 i 50-374/79-20 bn 
791212-13, No noncompl lance noted 

FIORELLI.O Region 3, Chlcagoi Reactor Construction Engineering 

Buppart Branch. 00/01/15. 2pp. 


—8002290427 IE Insp Rspts 50-373/79-43 & 50-374/79-20 on 791212-13 No 
nnneompHance noted. Major areas incpected: lef ety^rsla ted 
ssetiens of heating, vent i latlon tt air conditioning sys 
tendon tniVallation analysis 

JONEB, C E . MILLIAMB. C. C. Region 3. Chicago, Office «f the 
Dirsetor. 00/01/11 4pp. 


8008060004 Forward* IE Bulletin 80-02, "Inadequate QA for Nuclear 
Supplied Equipment " Response required. 

KEPPLER,J.O. Region 3, Chicago. Office of the Director. 00/01/22. 

Ip 
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8002060529 I£ tnfo Moitlcv 60-03. '*8XeR Rod Lou^r End 

Plif} We^T '* No *petlfic action or reipon-te rQii«jir«d 

KEPPLER.J 0 Rodion 3, Chic^jo. OfPie» of the Director 30/01/25 

Ip 


3002230247 Forwards JE Ii^sp Repts 30-373/60-02 tt SO-374/BO-01 on 
300106-10 No norhcotttp 1 i4nc< noted 

FIOREULIi 0 Region 3. Chica'^oi Reactor Construction (i Eo^lniering 

Support Branch 60/01/26 2pp 


—3002230261 tE Imp Repte 50-373/60-02 & 50-374/30-01 oti 300108-10 No 
noncoirp Usnee noted NajDr areas Inspected oltservatlon te 
review of nond Bstruc tt ve e raeti na tion records relative to 
Installation of control rod driveline scraat discharge sgs 
ERH^C N Region 3, Chlcagoi Office of the Director 

DAMIELGQN, DH NRC Regional Offices BO/Ol/24 4pp 


3002250107 Feruards lE Info Notice e0-03« '^Maln Turbine 

Electr ohijdrauL ic Control Sys Nd specific action required 
KEPPLER. J D Region 3. Chicago. Office of the Director 60/01/31. 
Ip 


6DD2110627 Responds to teUon re IE Info Notice 79-36 concerning use of 
HUPIPE coteputer prograni in piping sgi ana Ig sis. Pr obi atn 
discussed in notice does not apply. Support ing documentation 
end 

KLPHLMANiD G Bargent & Lundy. Inc 60/02/04 Bpp 


6002230352 Responds to IE BuLifttin 79-23 re use of NAKC6 Model EAIQO 
limit suitches Cover gasket replacement will be limited to 
containment bldg due to exposure to h igbr c ontinuaus ambient 
temp Caskets uill also be replaced on stock suritebes 
PEOPLES. D L Commonwealth Edison Co 00/03/11 2pp. 


5 Reportable occurrences. LERs & related corresponif ence 


B002S503S3 PNO-1 1 1-60-01? on 800129, duri ng adjustment of cooling lake 
blowifoufn line va 1 ve« b loudoci/n pipe ruptured Caused by valve 
accidentally slamming shut 4i subsequent water hammer effect 
Licensee offered to pay farmer for property damage 

OESHANNrM J . E&SIOrT. H . DAi/tSrA B Region 3. Chicago. Office of 
the Director 60/01/59 Ip 


90-375 NUCLEAR EXAHINATION REACTOR 


itctlon reports. IE Qulletins & correspondence 


)574 Forwards IE Circular G0-02i “Nuclear Power Plant Staff 
Hours. " No written response required 

KENiR M Region 5. San Franc! ico. Office of the Director 

>/<yi ip 


r 50-376 NORTH COAST NUC PLANT 


djudicatory correspondence 


02220125 Notice of ASLB reconstitution in proceeding due to death of 

Chairman JR Yore 6J Holfe appointed Chairmen in lieu of 

deceased 

LAZOxR M Atomic Safety and Licensing Board Panel 80/02/19 tp. 


'900B6 Order granting applicant 791223 request to change status 
' submission from 4-12 months. Nect status repi ullL be 
601231 

.6 J Atomic Safety and Licensing Beard Panel 80/03/19 Ip 


SO-302 WATERFORD OENERATINO STATEON, UNIT 3 


ication/cons tructlon stage documents it correspondence 


15 Responds to NRC 771231 request for info re endangered, 
(tied. or proposed to be listed species in const 
} fsdera 1 Lg-1 is ted species present In project erea 
DB InterlonDept of. Fish ft Wildlife Service. 30/01/30 


10 Forward* IC6B acceptance revie-w questions it applicant 

^es W/o ends, ^ 

fT. R A Light Water Reactors Branch 2 00/02/04, ip 


Forwards review of response to O-usstion 211 2 of NUREO-OSBS 
ts for addl info re hydrology 1. <1A< Hsteorolog y 
lents L data svallabliitg acceptable per 8RP 
ment* 

L Light Water Reactors Branch 2 00/02/05 lOpp 


8002300049 Requests addl info re conformance of Duality Oroup C 
components to const requirements of ASHE Code. Section til, 

Class 3 

BAER.R L Light Water Reactors Branch 2 00/02/07 2pp 


8002260643 Forward* comments re environ impact at site Due to Ksavy 
industr ialiiation of area.no addl visual impact anticlphtad 
Likelihood of finding prehistoric sites lou due to er«a 
being in backswamp Suggests literature search 
CARRIER.E B Louisiana. State of 80/02/14 2pp 


F Security, medical, omargency L fire protection plans 


3002040007 Announces regional workshops to discuss feasltllitv of 
proposed change to regulation on radiological emergency 
response plans for facilltiss Requests designation of on# 
representative per util by 791231 Forwards FR notice 
ORIHES, B K Emergency Preparedness Task Fores 7?/t2/2l, 7pp 


8002070079 Forwards request for evacuation time estimatss for aresi 
near nuclear power plants Info should be submitted by 
300331 

OREMES. a K Emergency Preparedness Task Force 79/12/26 4pp 


B002060201 Forwards safeguards contingency L security training & 
qualification plans Plan withheld (ref 10CFR2 790) 

ABWEUL.D L Louisiana Power U Light Co 80/01/2? Ip 


0 Ad/udlcetory correspondence 


3002110293 Joint intervenofs response to applicant first set of 
interrogatories Includes info re damage to watar intakt it/ 
or discharge structures in K3 River L relationship betwien 
low level radiation L care inogent. Certificate of Qvc end 
JONEa.L H Affiliation Unknown JONES, L, M Oillespia tc Janti 
30/01/16 Bpp 


6002110316 Joint intorvenors response to first set of Interrogator iii 
it request for documents Includes info re calculations for 
demand for electrical power it possible diminution of demend, 
Certificate of Bve end 

JONES. L L Affiliation Unknown JONES* L L Olllesple it Jones. 
eO/Oi/16 27pp 


8002350000 Interrogatories it request for production of docunents 
directed to 6ave Our Wetlands. Inc it □ystershell Alliance. 

Inc Requests idsntif Ication of basis for contentions L of 
alleged adequate tachniquo for radiation monitoring. 

MCOURREN, H J Branch 1 80/02/19 3pp 


— 8002250013 Interrogatories ^ request for production of docunintt 
dirsetsd to LA Consumer League Inc Requests Identification 
of technical matters t. persons relied upon to substantiate 
contentions Certificate of Bve end 
MCOURREN.H J Hearing Branch 1 80/02/19 4pp 


8002270102 Interrogatories re joint Intervenore 791210 TMI-2 related 
amended contentions. per 790729 stipulation Requests info on 
free hydrogen estimate during emergency it on FdAR provlcions 
re eccumulatton of hydrogen W/Certlf icate of 8vc. 

OLABBPtEOEL. H . BLAKE. E L Louisiana Power |< Light Co, « 

OLA&3P1EOEU.K Shaw, Pittman. Potts it Trowbridge 80/02/19 Bpp 


8002270113 Interrogatories re LA Consumer League* 791210 TiHl-2 releiii 
amended contention* admitted per ABLB 800111 order, under 
790925 stipulation Requests identification of PBAR eections 
re QA it operator action allegations Certificate of 8vc incl 
0LA88PIE0EL/ H , BLAKE, E L Louisiana Power i. Light Co. 
OLASSPIEOELtH Shaw. Pittman. Potts it Trowbridge. 80/02/19. 6pf. 


K Utility Final Safety Analysis Report (F8AR) it amends 


3002120594 Forwards Amend B to F0AR 

ASUELL.D.L Louisiana Power & Light Co 30/02/07 Ip. 


— B002120600 Amend 8 to F8AR* containing miscellaneous document changtl* 
Index for TMl short-term lessons learned Implementation, 
revised Chapter 14 including modified test abstracts It 
further responses to NRC Questions 022 20.032 23 It 222 1. 

ABWELL, 0 L, Louisiana Power it Light Co 80/02/07. 750pp. 


8002140132 Forwards drawings for Amtnd 8 to F8AR Submitted as 
continuous update of Table 1 7 Drawings available In 
Central FI les only 

FLUSSi H Ebasco Services. Inc (subs of EnserCh Corp> )> 30/02/11. 

Ip. 
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0 Inspection rapovtsr IE Dulletins h correspondence 


6002110545 RetponUi to 791120 telcon re util 790709 response te IE 
bulletin 79-02j Revi t ion 1 Project used uedge-type concrete 
anchor bolts 

fcSVrtLL.Tl L Louisiana Power Light Co 79/11/21 2pp 


8002^90131 Rieponds to IE Bulletin 79-20 re possible malfunction of 
HAMCO iLntt switches NAKCO EA-180 limit switches u/de#ectlve 
top cover gaskets have not boon used on heatinpi venti lati on 
it ■•il'T canditioning sys components 

AS«ELL,D L Lo-uisUna Power Light Co 79/11/30 ip 


E<]03O8O{a9 Forward* IE Info Notice BO-Oli "Fuel Handling Events *■ No 
specific action or response required 

SE'TFRrTjK. V Region 4i Dallasi Office of the Director 00/01/04 
ip- 


e002tSO7qB Forward* IE Insp Rept 50-382/79-17 on 791127-30 No 
none oeipl lanc« noted 

BCIIX-E, 14 C Region 4i Dallasi Reactor Construction & Engineering 

Support Branch 00/01/04 fipp 


‘-&0O 3 1 2.0751 IE Insp Rept 50-382/ 79- 17 on 791127-30 No noncompliance 
rioted' Major areas inspected const activities re followup 
reviesi oP pipe welding matl control £c procedure & record 
r-a-vlew of reactor coolant loop pipe welding 

R E Region 4, Dallasi Reactor Construction ti Engineering 

Bkippart Branch C ROSS KAN i U A , 8 TEUART, R C Region 4» Dallas. 

Office of the Director 80/01/04 6 pp 


e0022SOS06 Responds to IE Bulletin 79-25 re failures of Viest Inghouse 
BFD -r«la^i in safety-related sys No Nestlnghouse relays In 

usa- 

ASWCL.La D L, Louisiana Power Light Co 80/01/19 Ip 


8002000107 Forward* IE Circular 60-01. '*Svc Advice for OE Induction 
Dime Relays. “ No response required. 

SEVFfltT/K V. Region 4, Dallas. Office of the Director 80/01/17 
If ■ 


8002070313 Respond* to IE Bulletin 79-20 re NAMCO EA-100 limit 
itfitchiif Normal ambient temp in reactor containment bldg 
prime iudes destructive environ 

ASy^t-L.D L Louisiana Power U Light Go 00/01/31 Ip 


eOO2OBOU0 Forwards IE Info Notice 80-03. "Main Turbine 
Et ac 'tTohydrsullc Control Sys " No specific action or 
responie req.uired. 

6 EVFRIT 1 K V Region 4. Dallas. Office of the Director. 80/01/31 
If - 


80021*0101 Forward* IE Circular 79-29. Buppl A, "Ohock Arrestor Strut 
AesBMtly I-nterf erence " No written response required 
SEYFRIT.K V Region 4. Dallas. Office of the Director 80/01/31 
Sp. 


6CK>2S'3-0-946 Forwards IE Circular 60-08. "Nuclear Power Plant Staff 
llork Haurt ” No written response required 

GEYiFRITrK V. Region 4. Dallas. Office of the Director. 60/03/01 


8002210294 Forwards IE Bulletin 00-03. "Loss of Charcoal From 8 td Type 
[ 1 4 TwD-Inch« Tray Adsorber Cells " Action required 

eCYFRIT.K Region 4. Dallas. Office of the Director 00/02/06 

Ip ^ 


fi0O222DO&6 Forwards IE Info Notice 00-05. "Chloride Contamination of 
S« P«ty-Relat«d Piping & Components " No written response 
re*!/ i red 

SCYFRITjK V. Region 4. Dallas, Office of the Director 80/02/00 
IP‘ 


e0O2S5iO359 Forward* IE Bulletin 00-04. "Analysis of PNR Main Bteem Line 
Bremk (4/Continued Feedwater Addition." No written response 
r«iq.u I red 

SEYFRlTiK V. Region 4. Dallas. Office of the Director. 80/02/00 
tp- 


800-2290041 Respond* to NRC request for info re results of util 
iriviemtigat ion of allegation concerning activities of 
autharlxed nuclear Inspector Inspector has documented 
Ifitmntlon to waive hold point Proper procedure not followed 
ABVfELLiD. L Louisiana Power ft Light Co 00/02/26 tp 


3 Reportable occurrences. CERs b related correspondence 


0002190236 Advlsas of delay in planned mods of GE switchgear breaker 
position switch operator noted in Const Deficiency Rept 11 
Idork will be completed & reported by 000331 
ASUELLiD L Louisiana Power 8 < Light Co 79/1 I/3D Ip 


0002210112 Advises of addl time required to cIusb out const deficiency 
re noncomp 1 lance w/weldlng requiroment* for heating, 
ventilation tt air conditioning telsmic support hangers Final 
rept will be submitted on 790331 

ASUELL. D L Louisiana Power it Light Co 79/11/30 Ip 


0002060419 Interim deficiency rept re LPIS pumps impeller shaft 
retaining mecha-nism failure Repairs on one putnp complete! 
repairs an second pump delayed until Apr 1980 Final rept 
will be forwarded on 000501 

A 8 WELL, D L Louisiana Power 6 Light Co 00/01/30 Ip 


0002060422 Interim deficiency rept re reactor containment dome Initial 
data of 600201 for final rept cannot be met All repairs 
complete w/ver i f ication testing currently underway Final 
rept will he forwarded 600415 

AStlELL. D L Louisiana Power & Light Co BO/01/30 ip 


6002200794 Advises of final submittal date change re Significant Const 
Deficiency 13 in reactor containment bldg dome Final rept 
will be issued on 600415 

A8t4ELLiD. L Louisiana Rawer Light Co 00/01/30 Ip 


8002060445 Submits addl info re defective top cover gaskets In 
NAMCO EA-100 limit switches Determines that no problem 
exists since normal ambient temp in reactor containment 
bldg less than 175 F Not deemed reportable deficiency 
A 8 WEt^LiD L Louisiana Power it Light Co 80/01/31 Ip 


DOCKET 90-307 eUSOUEHANNA STEAM ELECTRIC STATION. UNIT I 


A App 1 icatlon/constructi on stage documents U. correspondence 


0002040962 Forwards responsos to NRC GOOiOS questions re Pond Hill 
Reservoir 

CURTIS* N W Pennsylvania Power U Light Co 60/01/10 5pp 


8002050373 Notification of 800129 meeting w/util in Dethesda«MD to 
discuss const schedule 

PARR. □ D Light Water Reactors Branch 2 80/01/23 2pp 


8002070011 Summarliles 791214 meeting w/nqar-term BUR' OL applicants to 
discuss Reg Guide 1 97. Revision S. "Instrumentation for 
Light Water Cooled Nuclear Power Plants to Assess Plant Si 
Environs Conditions* During S< Following Accident " 

KINTNER. L L Light Water Reactors Branch 1 80/01/24 iSpp 


8002130963 Notification of caseload forecast panel 800221 & 22 meeting 
w/utll at plant site to discuss facility const schedule 
Agenda end 

PARR« D 0 Light Water Reactors Branch 3 00/02/01 5pp 


QOO2D0O9B4 Confirms 000228 meeting in DethesdaiMO to discuss plant- 
unique containment program Preliminary agenda enc L 
CURTIB.N M Pennsylvania Power & Light Co. 00/02/05 2pp. 


8002120500 Informs of part i c ipatl on in OH owners group 8 « disbanding of 
BWR plant owners group. Forward* summary of responses to 
TMl-a Lessons Learned Task Force requirements Expects to 
implement items prior to receipt of OL 

CURTI 8 .N W Pennsylvania Power «< Light Co 00/02/06 Spp 


8002150125 Notification of 000223 meeting w/util in DethesdarMO to 
discuss plant-unique containment program 

PARR.O D Light Water Reactor* Branch 3 80/02/06 3pp. 


0002220139 Requests info re confirmatory piping analysis for BNWL 
contract personnel 

PARR.O D Light Water Reactors Branch 3 60/02/06 3pp 


0002320316 Furuards addl questions resulting from review of F 6 AR 
Siction* 7 2 4c 7 3 Questions should be forwarded to 
applicant for prompt response Response to editorial 
questions not required 

SATTERFlELDt R H Electric. Instrumentation Control Systems 
Branch 0O/D2/O6 50pp 


8002150299 Summary of 800129 meeting w/util in Bethesda.MD re const 
sch edule 

PARR.O D Light Water Reactors Branch 3. 60/02/00 4pp. 
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eO02OAO&29 Forwards IE Info Motice ao-02i “BXa« Water Rod Lowor End 
f*lug We^r " No specific action or respoinse req^ulrtd 

KEPPLER, J 0 flegion 3, Chicagor Office of the Director 30/01/29 
Ip 


0002280247 Forwards IE Insp Repts 50-373/30-02 & 50-374700-01 on 
800108-10 No none ompt iancs noted 

rtORELLliG Region 3, Chicago. Reactor Conetruc tlan & Eng tneer Ing 

Support Branch BQ/01/26 2pp 


—8002280361 IE Insp Repts 50-373700-02 A S0-374/B0-OI on BOO1O0-1O No 
none oippllance noted Najor areas inspected obiervation tc 
review of nondes true t i va oiamination records relative to 
installation of control rod driveline icram discharge igs 
ERH. C M Region 3. Chicago. Office of the Director 

DANIELSON. D H NRC Regional Offices 60/01/24 4pp 


8002250167 Forwards IE Info Notice 60-03. “Main Turbine 

El ectrohgdraul Ic Control Sgs " No specific action rcq,uired 
KEFPLER. li 0 Region 3, Chicago, afflcs of the Director 80/01/31 

l|> 


60021 1 0627 Responds to telcon re IE Info Notice 7?-36 concernlnfi use of 
NI/PIPE computer program in piping sys analysis Problem 
discussed in notice does not oppig Supporting doc umen tatlon 
end 

KUHLKAN. O C Sargent & Lundg^ Inc B07C2/04 Spp 


6002260352 Responds to IE Sultotin 79-20 re use of NAMCD Model EA10O 
limit switches Cover gasket replacement will be limited to 
containment bldg due to eipasure to h igh« contln-uods ajnbient 
temp Gaskets uill also be replaced on atack switches 
PEOPLES. D L Commonwealth Edison Co B0/D2/I1. 2pp 


S Reportable occurrencesr LERs & related correspondence 


6002290353 PNO- 1 1 1-80-019 on 600129. dur ing adjustment of cooling leke 
blowdown line valve. hi ouidoun pipe ruptured Caused by valve 
accidentally slamming shut li subsequent water hammer effect 
Licensee offered to pay farmer for property damage 
OESNANN.H J r ESatGiT H . LMIS, A 0 Region 3« Chicago, Office of 
the Director 60/0172? ip 


CKET 50-375 NUCLEAR EXAMINATION REACTOR 


Inspection reports. IE Bulletins t« correspondence 


02250974 Forwards IE Circular 60-02. "Nuclear Power Plant Staff 
Work Hours " No written response required 

ENOELKEN.R H Region 5. San Francisco. Office of the Director 
607D2/0I Ip 


JOCKET 50-376 NORTH COAST NLfC PLANT 
0 Adjudicatory correspondence 


6002220125 Notice of A6L6 r econstl tut ion in proceeding due to death of 
Chairman JR Yore 8J Wolfe appointed Chairman In lieu of 
deceased 

LAZO.R M Atomic Bafoty and Licensing Board Panel BO/02/19, ip 


80-02290096 Order granting applicant 791228 request to change status 
repts submission from 4-12 months Neit status rept will be 
filed 601231, 

WOLFE.S J Atomic Safety and Licensing Board Panel 00/02/19 Ip 


OCKET 50-392 WATERFORD OENERATINO STATION. UNIT 3 


App licat ion/construc tion stage documents & correspondence 


002060545 Responds to NRG 791231 request for info re endangered, 
threatened. or proposed to be listed specici in const 
ana No federal 1 y-1 is ted species present in project area 
JORDAN. D 0 Interior, Dept of. Fish St Wildlife Service BO/01/30 
ip 


302280240 Forwards IC8B acceptance review questions fc applicant 
responses. W/o ends 

BENEDICT, R A Light Water Reactors Branch 2 6D/02704 Ip. 


J00222026t Forwards review of response to O^uestlon 211.2 of NUflEO-OSBB 
L requests for addl info re hydrology Zt OA Meteorology 
meaiur emefiti U data availability acceptable per 8RP 
requirements 

OAER.R L Light Water Reactors Branch 2 60/02/05, lOpp, 


6002200049 Requests addl info re conformance of Duality Group C 
components to const requirements of ASHE Code, Sec ti on III, 
Class 3 

BAER.R L Light Water Reactors Branch 2 60/02/07 2pp 


B002260643 Forwards commants re environ impact at site, Due to heavy 
industr lal i latlon of aree.no addl visual impact anticipated 
Likelihood of finding prehistoric sites low due to ana 
being in backswamp Suggests literature search 
CARRIER, E B Louisiana. State of 60/02/14 2pp 


F Security, medical, omergency h fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


6002070079 Forwards request for evacuation time estlnatei far ari-it 
near nuclear power plants Info should be submitted by 
600331 

GRIMES. B K Emergency Preparedness Task Force 79/12726 4pp 


6002060201 Forwards safeguards contingency it security training 4. 
qualification plans Plan withheld iref 10CFR2 790) 

A8WELL.0 L Louisiana Power St Light Go B0/O17S? Ip 


O Adjudicatory correspondence 


6002110293 Joint intervenors response to applicant first sst of 
interrogatories Includes info re damage to water intake &/ 
or discharge structures in MS River Si relationship httueen 
low level radiation Si carcinogens Certificate of Sve end 
JONES. L M Affiliation Unknown JONES. L M Otllesp it It Jones 
eO/Ot/16 Bpp 


60021 1031d> Joint intervenors response to first eet of interrogatorln 
St request for documents. Inc ludes info ri calculations for 
demand for electrical power S< possible diminution of dimand. 
Certificate of 8vc end 

JONE0.L L Affiliation Unknown JONES. L L Otlleepie b Jones, 
60/01/16 29pp 


8002290009 Interrogatories St request for production of docuatnii 
directed to Save Our Wetlands. Inc St Oystershell Alliance. 

Inc Requests identification of basis for contentions b of 
alleged adequete technique for radiation monitoring 
HCOURREN.H J Hearing Branch 1 60/02/19 3pp 


— 6002280013 Interrogatories Si request for production of documents 
directed to LA Consumer League Inc Requests identification 
of technical matters St persons relied upon to suhstatitiete 
contentions Certificate of 6vc end 
HCOURREN.il J Hearing Branch 1 80/02/19 4pp 


6002270102 Interrogatories re joint intervenors 791210 THI-2 related 
amended content ions. per 790925 stipulation Requests info on 
free hydrogen estimate during emergency St on FBAR proviilone 
re accumulation of hydrogen W/Gertl f icate of Bve 
0LAB6PIE0EL. H . BLAKE. E L Louisiana Power Si Light Co. • 

0LA8BPIE0EL.H Shaw. Pittman. Potts St Trowbridge 60/02/19 9ff 


8002270U3 Interrogatories re LA Consumer Lsague* 791210 TMl-2 rtliksd 
amended contentions admitted per ABLB BOOllt order, under 
790925 stipulation Requests identi f Ication of P8AR sections 
TO OA St operator action a 1 legations. Certificate of &vc tncl 
OLA8SP1EOEL. H . BLAKE. E L Louisiana Power S. Light Co, 

GLA6SPIE0EL, H Shaw. Pittman. Potts 8. Trowbridge 80/02/19 6pp 


K, Utility Final Safety Analysis Report <F8AR) S« amends 


8002120594 Forwards Amend 8 to FBAR 

AeWELL.D L Louisiana Power St Light Co. 80/02/07 Ip. 


— 8002120600 Amend B to FSAR. containing miscillaneoui document changiii 
Index for TMI short-term lessons learned ImplementatloOr 
revised Chapter 14 Including modiflsd tut abstracts Si 
further responses to NRC Questions 022,20.022 23 St 222,1. 

A&MELL, D L Louisiana Power St Light Co 80/02/07 750pp. 


8002140132 Forwards drawing* for Amend B to FSAR Bubmitted es 
continuous update of Table 1 7. Drawings available In 
Central Files only 

FLU8&. M EbascQ Services^ Inc (subs of Enstreh Cnrp, > 60/02/11 

Ip 
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Q Iniptcilan reports# IE Bulletins correspondence 


&O0SM1054S Reipondi to 791120 telcen re util 790709 response to IE 
EulLetin 79-02# Revision 1 Project used uiedge-type concrete 
eipension enchor bolts 

ASWELL.D, C Louisiana Pouier U Light Co 79/U/21 2pp 


&003290L31 Responds to IE Qullabin 79-28 ro passible malfunction of 
NAHCC limit suitcbes NAMCO EA-IQO limit suiitches u/def active 
tap «ovBr gaskets have not been used on heating# venti lation 
& «lr conditioning igs components 

ASUELLtL i. Louisiana Power %>. Light Co 79/11/30 Ip 


6002080125 Forwards IE Info Kotice 00-01# "Fuel Handling Events " No 
ipaciftc action or response req^uired 

SEYFRITfK y Region 4# Dallas# Office of the Director 80/01/04 


8O0212D74B Forwards IE Insp Rept 50-382/79-17 on 791127-30 No 
noncoApl lane e noted 

QEIDLEiil C Region 4i Pallas# Reactor Constiuction S# Engineering 

Support Branch 80/01/04 8 pp 


— 8002120751 IE Insp Rept 50-382/79-17 on 791127-30 No noncomp I lance 
rkoted Hajor areas inspected const activities re followup 
revltu of pipe welding matl control ^ procedure record 
review of reactor coolant loop pipe welding 

KALLi R E Region 4# Dallas# Reactor Construction Engineering 

Support Branch CRO 88 MAN 1 H A , STEWART# R. C Region 4# Dallas# 
Office of the Director GO/01/04 6 pp 


S0022B0206 Responds to IE Bulletin 79-25 re failures of Uestinghause 
BFD relays In safetg-r elated lyi No Westinghouse relays In 

ui e 

AS WELL# D L Louisiana Pourer i< Light Co 80/01/15 Ip. 


6002080107 Forwards IE Circular 00-01# '* 8 vc Advice for OE Induction 
Disc Relays " No response required 

6 EVFRlTfH V Region 4# Dallas, Office of the Director 80/01/17 
tR 


6002070313 Responds to IE Bulletin 79-28 re NAMCO EA-IBO limit 
suitcfies Normal ambient temp In reactor containment bldg 
precludes destructive environ 

ASWCLL# D L Louisiana Power tc Light Co 80/01/31 Ip 


eoOSOQOt &8 Forwards IE Info Notice 80-03# "Hain Turbine 
Eleetrohydraulic Control 8 ys " No specific action or 
response required 

SEYTRITiK y Region 4# Dallas, Office of the Director 80/01/31 
tp 


6002140101 Forwards IE Circular 79-25# Buppl A# "Shock Arrestor Strut 
Assembly Jntirference " No written response required 
seVFRIT.K V Region 4# Dallas, Office of the Director 80/01/31 
Ip 


5002250946 Forwards IE Circular 80-02# "Nucliar Power Plant Staff 
Work Hours " Mo written response required 

SEYFRlTiK V. Region 4# Dallas# Office of the Director 80/02/01 

Ip 


6002210294 Forwards IE Bullstin 80-03# "Loss of Charcoal From 8 bd Typo 
I Iji Two-Inch# Tray Adsorber Cells " Action required 

BEYFflIT#K V- Region 4# Dallas# Office of the Director 00/02/06, 

Ip 


6002220066 Forwards IE Info Notice 60-05# "Chloride Contamination of 
8af ety-Rf latcd Piping & Components " No written response 
raqulTCd,. 

6 EYFRIT#K,V Region 4# Dallas, Office of the Director 80/02/08 
Ip- 


B0O2290339 Forwards IE Bulletin 80-04# "Analysis of PWR Haln Btoam Line 
Break ^/Continued Feedueter Addition " No written response 
required. 

6EYFR1T, K V Region 4# Dallas# Office of the Director. 00/02/08 

IP 


8002290041 Responds to NRC request for info re resultf of util 
Investigation Of allegation concerning activities of 
authoriied nuclear inspec tor. Inspector has documented 
Intention to waive hold point Proper procedure not followed 
ABWCLLtD L Louisiana Power U Light Co 60/02/26, Ip 


8 Reportable occurrences, LERs L related correspondence 


8002190236 Advises of delay in planned mods of -GE switchgear breaker 
position switch Operator noted in Const Deficiency Rept 11 
Nork will be completed reported by 800331 
A 8 UELL# D L Louisiana Power b Light Co 79/ 1 1 /3D Ip 


8002210112 Advises of addl time required to close out const deficiency 
rs none amp 1 1 ance w/uelding requirements for heating# 
ventilation & air conditioning seismic support hangers Final 
rept will he submitted on 790331 

A 8 WELL. D L Louisiana Power L Light Co 79/11/30 Ip 


8002060419 Interim deficiency rept re LPIB pumps impeller shaft 
retaining mechanism failure Repairs on one pump complete^ 
repairs on second pump delayed until Apr 1980 Final rept 
will be forwarded on BOOSOl 

ASWELL, D L Louisiana Power b Light Co 80/01/30 Ip 


8O02O6O422 Interim deficiency rept re reactor containment dome Initial 
date of 800201 for final rept cannot be met All repairs 
complete w/ver If Icatlon testing currently underway Final 
rept will be forwarded 800415 

ASWELL# D L Louisiana Power L Light Co 00/01/30 Ip 


8002200754 Advises of final submittal date change re Bigniflcant Const 
Deficiency 13 in reactor containment bldg dome Final rept 
Will be issued on B00415 

ASWELL# D,L Louisiana Power Light Co 80/01/30 Ip 


B002060445 Submits addl Infp re defective top caver gaskets in 
NAMCO EA-iaO limit switches Determines that no problem 
ecists since normal ambient temp in reactor containment 
bldg less than 175 F Not deemed reportable deficiency 
ASWELL# D L Louisiana Power tn Light Co 80/01/31 ip 


DOCKET 50-307 SUSQUEHANNA StEAM ELECTRIC STATION# UNIT 1 
A App 1 icatlon/construction stage documents 4# correspondence 


8002040562 Forwards responses to NRC 80010B questions re Pond Hill 
Reservoir 

CURTia#N W Pennsylvania Power h Light Co 80/01/10 5 pp 


8002050373 Notification of 800129 meeting w/util in DBtKesda<MD to 
distuss const schedule. 

PARR#0 D Light Water Reactors Branch 2 80/01/22 2 pp 


8002070011 Bummarliles 791214 meeting u/near-fcorm BWR OL applicants to 
discuss Reg Guide 1 97# Revision 2 # "Instrumentation for 
Light Water Cooled Nuclear Power Plants to Assess Plant & 

Environs Condltlonr During 4# Following Accident " 

KINTNER# L L Light Mater Reactors Branch 1 60/01/24 I5pp, 


0002130563 Notification of caseload forecast panel 800221 & 22 meeting 
w/util at plant site to discuss facility const schedule 
Agenda end 

PARR#0 0 Light Water Reactors Branch 3 80/02/01 5pp 


B002080584 Confirms 80022B meeting in Qethesdaf^iD to discuss plant- 
unique Containment program Preliminary agenda enc 1 
CURTIS# N W Pennsylvania Power L Light Co 80/02/05 2pp 


Q0021205BO Informs of participation in OE owners group 4# disbanding of 
BWR plant Dw-ners group Forwards summary of responses to 
T(1I-2 Lessons Learned Task Force requirements Expects to 
Implement items prior to receipt of DL 

CURTIB# N W Pennsylvania Power 8 t Light Co 80/02/06 5 pp 


8002150125 Notification of 800228 meeting w/util in DethesdajND to 
discuss plant-unique containment program 

PARRiO D Light Water Reactors Branch 3 00/02/06 3 pp 


6002220139 Requests Info to confirmatory piping analysis fgr BNWL 
contract personnel 

PARR#0 D, Light Water Reactors Branch 3 00/02/06 3pp 


8002220316 Forwards addl questions resulting from review of F 8 AR 
Sections 7 2 4( 7 3 Questions should be forwarded to 
applicant for prompt response Response to editorial 
questions not required 

SATTERFIELD# R. M Electric, Instrumentation *• Control Systems 
Branch 80/02/06. 50pp 


6002150299 Summary of 800129 meeting w/util In BethBsda#MD re const 
schedule 

PARR# 0 D Light Water Reactors Branch 3 60/02/06 App 
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0002280279 Ftirwardi r«^ue»t for adtfl iiifo rt Inotrumontotion St control 
lyt for Tfvlfw of application for OLt Util ihould corroct 
%t clarlfiv ditcufiion of ECCB St atiociatad taiilii 
PARRiO D Light Waltr Raacfcor* Branch 3 00/03/00 lOpp 


C Utility Environofntal Rtport tER)* amandf It corraapondanct 


8002190544 Forward* corrattad Tablaa 3 2 3-2.3 & 7 ra watar 
data from Pond Hill anviron rapt 

BARBERICHfH E Panmylvania Pouar St 1,1 ght Co 00/02/12 4pp 


D NRC Draft/Final Environnanta! StatatAanba. fuppla Si corrtaponilanca 


8002150208 Forward* ravition to DE8 luppliPotid HU I Htiarvoir 
avaloation Rtvlaion nacattltaiad bg changts bo Incablnn* k 
conf Igurat 1 on* of pumping plant Si plpallna* racantlg 
propaaad by applicant 

BIVIMS.U 8 Hydrology Kataorolagy Branch 00/01/lS 2pp 


8002260&10 Forward* info in risponfi to 791203 conmintf on DE8 for 
facllitlai k acononic* Sc radiation hasard* of nuclaar 
j#n#patlon Includai draft NURE0-0332i '*Haalth Effact* 
Afctributabla to Coal Sc Huclaar Fual Cyclt Altarnatlvaa^ " 
AHEARNE.J F Comnlftlon 80/01/31 19pp 


— •B002260bl5 Cosmant* on DE3 for facUilit* Si tconontici t< radiation 
haiardt of nucltar powtr ganaration Public haa baan tkcludad 
from dacision-aaking procas* in growth of nuckaar induftry 
UAHDEHrU 0 Affiliation Unknown 79/12/03 4pp 


F Sacurityi aadlcal* tmargancy Sc flra protaction plant 


8002040007 Announcti raglonal workthopi to dlacuta ftatibllltg of 
propoftd changi to ragulation on radiolog leal amarga-neg 
ratponta plant for faciUtia* Raciuatba dasignation of ona 
rapraiantativa par util by 791231 Foruarda FR noblea. 

ORlHSSrB K Emtrginey Prtparidnata Ta»k Fare# 79/12/21 7pp 


1002070079 Forward* raquait for avacuatlon tint aitlmatai- for araat 
Tiaar nuclaar powar plants Info should ba aubnlttad by 
800331 

ORIHESiB K Emtrgtnev Prtparadnaia TatSr Forca 79/12/3& 4pp. 


Adjudicatory corretpondanca 


8002110257 Motion for rtcontidaratlon of A8LB 791030 & 800104 ordara. 
Urgi* i'tauanea of protaetiva ordar foundad on basic civil 
rights Inbirvtner unablt to eonply w/applicantt dlscovary 
Ttquatts u/o data raquastad on 790922 W/Ctr tif Icata of 6vc. 
HALLIOANiT J Citiians Against Nuclaar Dangara BO/Ol/il, Bpp. 


800S04D410 Raquasts to aaka liAitad appaaranca statamant at licanaing 
htaring* 

UlLLIAMBiB E Affiliation Unknown 80/01/19. Ip. 


B00207004S Two paquaati to maka Umitad apptaranca atataaants at 
lictnsing prahtaring 

NERRINO.C.R . ZVOMUfTTi E Affiliation Unknown 80/01/19 2pp 


02010006 Notlfiai pf danial of motion for raconildaratlon Outstanding 
dltcovtry rtqufst nuit ba mat by 80<011Q Failtira to raapond 
May rasult in diiMissal from proctadlng 

BECHHOEFEfiiC Atomic Safaty and Licanaing Board Panal, BO/Ol/lA 

Ip 


8002110200 Raapon«aa to A8LB mamorandun Si ordar on dlacovarg AOtloivt 
Raquaata protaetiva order from further harraasnant by 
applicant Raquastad documanti re radon iiiua not tuppHed 
fay NRC Cartlflcata of Sve and 

JDHNSRUD.iJ H Environmental Coalition on Nuclaar Power SO/Ol/lg 
27pp 


8002310060 Raqueats time to make United appaarenct atateAant «t 
llceniing hearings 

TIRACCHIA.A C Affiliation Unknown 00/01/18 Ip. 


8002150130 Two Itri raquaatlng to make limited appearence ita^emanl i\ 
licensing hearing 

8TILP.0 . DUTCHKO.P R Affiliation Unknown 00/01/21 2pp 


8002120334 Ordar dismiaaing aa moot Citlxana Against Nuclear Danger 
800110 fflotlon to admit 790110 contention re low level 
radiation Subetance of allegation admitted at contention in 
A8L0 790306 order. at Pag at 11-16 

BECHHDEFER«C Atomic Bafaty and Licanaing Board Panal 80/01/34 

2pp 


8002140334 Anauort to NRC flrat round ditcovary requeatt. Requeati 
protaetiva order re Contention 1 interrogatoriei on Rn-W3 
Ittueidua to Limited financial capablUtlei Cartlflcata of 
Bve end. 

SCHULTZ. 0 R, Susquahanna Environmantal Advocatea 00/01/38, opp, 


8002130379 Acb receipt of 800129 explanation re notarisation of 
Intervenor 000110 retponae to intarrogatoriaa. A8LB accepta 
tsplanatlon t< atiurance that affidavit will be forwarded 
when retpondent hai recovered from illnett 

BECHHOEFEBiC Atomic Safety and Licanaing Board Panel. 80/01/31, 
IP 


—8002120389 Ditcuatet notarisation of intervenor 000110 reipontt ti 
intarrogatory Affidavit will be forwarded when reapondint 
bat racoverad from lllntat 

J0HN8RUJ). J. H. Environmental Coalition on Nuclaar Power. 00/01/81 

Ip 


0002260200 Notion to prohibit Environ Coalition on Nuclear Power I roe 
participating in Contentiona 1-3 litigation for failure to 
anauer pertinent interrogatoriea. Urget ittuance of order 
compelling adaquate antwert Cartiflcate of Sve end. 

0IL8ERO1J E Florida Powar V Light Co 0IUBERO«J E Alleghantf 
Elaetric Cooparatlvei Inc 0ILBERO1J. E. Shewi Pitteiani Fetti b 
Trowbridge 80/02/04. 6pp 


8002210147 Requettt to make limited appearance ftatement at lleenilni 
hearing! 

EVAN81U. H, Affiliation Unknown. 00/02/06, ip. 


8002310142 Raqueatt to make Limited appearance ttatamint at licenslni 
hearing! 

HILLERj B 0. Affiliation Unknown. 00/02/08, ip. 


8002140672 Aniuer in oppotltion to 8utquehanna Environ Advecatei Jan 
1980 motion for protective order re interrogator let on ABL> 
Contention 1 Order not needed due to intervenor lack ef 
ratourcea 6 knouladge. Car tlf icate of 8vc end. 

CUTGHINiJ. K Hearing Branch 3. 00/02/12 4pp 


8002210123 Riqueata to make limited appaarance atatement at 1 leant ln| 
hearing!. 

REI0INOER1 0. H Affiliation Unknown 80/02/12. Ip. 


Z0102S4 Requflftt to make limited appaarance itatemant at Ucentlng 
arlng 

A.LOWAK. U H Affiliation Unknown. 0O/'Oi/l6 Ip. 


>02010339 Requests to make limited appearance etatiAent at licensing 
hearing 

(ALLOHAKjM Affiliation Unknown 00/01/16, Ip. 


8002210163 Requaata to make limited appearance ftatament at Ucinilni 
hear ingt 

HA8LEY1H Affiliation Unknown. 80/02/12, Ip. 


6002210172 Rtquaett to make limited appearance stattmant at lleeniin| 
hearings 

OBALA.N Affiliation Unknown. 00/02/12 Ip 


12010345 Requests to make limited appearance ttatement at licensing 
learlng 

lULCEYiP.A Affl 1 lation Unknown. 90/01/18 Ip, 


10340 Motion to certify admission of intervenor 790110 contention 
lealth effect! of low level radiation Urgei ittuance of 
irate definitive order on intervenor 000111 motion, 
iflcata of 8vc end. 

lOAN.T J Citizens Against Nuclear Danger! 80/01/10 4pp. 


0002290576 Revponee to applicant!' 000304 motion to prohibit Environ 
Coalition on Nuclear Power from litigating Contention! Ir3 fa 
a.Bupporti prohibition re direct tettlmony k oppotce 
prohibition rt crovi etamlnatlon 
CUTCHINiJ. M Hairing Branch 3 00/02/29 4pp. 


— 0002390587 Reiponta to applicant!' 800204 motion to prohibit 
auiqufhanna Environ Advocatai from litigating Contention 1< 
prohibition re direct teitimony St appoeltlon to prohibition 
re croi! eaaniination 

CUTCHINIJ K. Hearing Branch 3 80/08/29 9pp. 
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— SOO3290992 Rctponi* in tuppart of «ppllc 4 ntft' B00S04 (notion to difmtit 
Cllilxt-ns Ag«ln«t Nuclear Danger for foilure to catnplii u/ASLB 
dlicovery or d en. Rel i ef requeetad by Intervanor unuiarranted 
per ABLS 60-0104 tt 16 ordan Certificate of 9vc end 
CUrCHlNiO H Hearing Branch 3 80/02/23 9pp 


0 Ir-ipectlon. report-ei IE Bulletini & correipondenca 


6002190413 ^aepondi to IE Bulletin 79*'02r Revieion 2« requiring all CP 
holder-i to Tivlew uie of aitpanilon anchor bolte for 
attachaent of Seismic Category 1 piping supports to concrete 
block walls Rflvleui of pipe support datails undertaken 

N, 14, Pennsylvania Pouer 8< Light Co 80/01/07 3pp 


60(^2140407 Acfc receipt of 791231 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50“3a7/79-32 b 
50-386/79“' 1 7 

CARLSOfT) A, T Region li Phi ladelph ia« Reactor Construction b 

Engineering Support Branch QO/01/10 ip 


— €002140416 Rfspondf to NRC 791126 Itr re violations noted in IE Imp 
Repts 30-367/79-32 b 50-388/79-17. Corrective actions 
ceapleta reviau of instrumentation support draurings 
performerf b no draiiring omissions found 

■OALLQi H. M Pannsylvania Power b Light Co 79/12/31 3pp 


■€>003140421 Forwards IE Imp Repts 50-387/79-32 b 50-388/79-17 on 
79S001-03 Ic notica of violation 

CARLGONi^R r Region i< Ph i ladelph ioj Reactor Construction b 

Engineering Support Branch 79/11/26 2pp 


—€002140426 Notice of violation from insp on 791001-05 

* Resian l» Philadelphia. Office tf the Director 79/11/19 

Ip 


—€002140429 IE Insp Repts 90-397/79-32 b 50-380/79-17 on 791001-05 
Norcomp 1 lance noted* fai lure to follow instrument procedures/ 
InstTuciions 

FAOLIKOjiR J Region 1. Philadelphia. Office of the Director 
EBHEIERjS, D Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch 79/11/15 9pp 


5002190199 Forwards IE Insp Repts 50-387/79-42 b 50-388/79-23 on 
791129 No noncomp 1 lance noted 

CARLBONiR T. Region 1. Philadelphia! Reactor Construction b 
Eng IrveiT Ing Support Branch 80/01/11. 2pp 


8002250468 Forwards IE Circular 0O-O2i "Nuclear Power Plant Staff 
Uork Hours " No written response required 

GRIER, OH Region 1. Philadelphia. Office of the Director 
00/02/01 Ip 


8002220037 Forwards IE Info Notice 80-04, "BWR Fuel Exposure in Excess 
of Llailtf “ No action or response required 

GRIER. B H Region 1. Phi ladelph 1 a. Office of the Director 
80/02/04 Ip 


600221O2B0 Forwards IE Bulletin 80-03. «*Lass of Charcoal From Std Type 
1 1. Two— Inch. Tray Adsorber Cells *' Action required 
GRIER. D.H Region 1. Phi ladelph i a, Office of the Director 
80/02/06 ip- 


8002250142 Forwards IE Info Notice flO-05, '"Chloride Contamination of 
Safety— Re lated Piping b Components " No written response 
required 

GRIER. B H Region I. Philadelphia. Office of the Oirector 
a0/02/0B Ip 


8002250399 Forwards IE Bulletin 80-04. "Analysis of PWR Main Steam Line 
Break U/Continued Feedwater Addition " No written response 
required 

ORIER. B H Region 1. Phi ladelph la. Office of the Director 
80/02/OB ip 


6002280265 Ack receipt of B0D129 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 50-387/79-35 
CARLSON. R T Region 1* Philadelphia. Reactor Construction b 

Engineering Support Branch BO/02/11 Ip 


—8002280276 Responds to NRC 791226 ktr re violations noted in IE Insp 
Rept 50-307/79-35 Corrective actions conduit remark was 
accomplished by paint stencil Insp of addl conduits 
randomly selected did not disclose any discrepancies. 
aABOL.A, R Pennsylvania Power b Light Co 80/01/29 2pp. 


—0002280283 Forwards IE Insp Rept 50-307/79-35 on 791022-29 b notice of 
violation 

CARLSON.R T Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch 79/12/20 2pp 


—0002200292 Notice of violation from insp on 791022-25 

a Region 1. Philadelphia. Office of the Director 79/12/26 

tp 


-€002150207 IE Imp Repts 30-387/79-42 b 50-300/79-23 on 791129. No 
noncomp 1 iance noted. Major areas inspected insp program 
during Const b praoperational testing phases. 

CAftLBW.R, T. Region 1. Ph iladelphia. Reactor Construction b 

Engineering Support Branch GALLO. R, H . MCOAUOHY. R M Region 1. 
Ph ilatfetph iar Office of the Director, 00/01/10, 2pp 


—0002200297 IE Insp Rept 50-387/79-35 on 791022-29 None omp I lance noted 
incorrect identification of saf sty-related conduit 
BATEMAN.N H Region 1. Philadelphia. Office of the Director 
MCOAUOHY.R.M Region 1. Philadelphia. Reactor Cons true tion b 

Engineering Support Branch 79/12/26 5pp 


1002290569 Forwards IE Imp Repts 50-387/79-40 b 50-380/79-21 on 
791109-30 No noneomp 1 lane* noted 

CARLSON.R T Region 1. Ph i lads Iph ia. Reactor Construction b 

Engineering Support Branch 80/01/11 2 pp 


•-B(»2290973 IE Insp Repts 50-387/79-40 b 50-388/79-21 on 791105-30. No 
noncenpl 1 ance noted Major areas inspected* installallon b 
welding of reactor coolant pressure boundary b other piping. 
i nstal 1 at i on of saf ity-related components b plant tours 
»4Lta.R,M Region 1. Phi ladelph ia. Office of the Director 
fKOAUOHY^R, U Region 1. Phi ladelph la. Reactor Const rue tion b 

Engineering Support Branch. 80/01/09 6pp 


8<X>2{>60133 Forwards IE Bulletin B0-02i “Inadequate GA for Nuclear 
Supplied Equipment " Response required 

CRIER. B.H Region 1. Ph iladelph ia. Office of the Director^ 
BO/Ql/Ul Ip. 


GOO2O6'O209 Forwards IE Info Notice 80-0S. "eXSR Water Rod Lower End 
Plug Near. No specific action or response required 
CRIERiB H Region 1. Phi ladelphla. Office of the Director 
€»/0l/25, ip. 


8003290133 Farwards IE Info Notice 80-03. “Main Turbine 
El e e trohyd raulic Control 8ys, *' No specific action required 
OftlERi B. H Region 1. Philadelphia. Office of the Director, 
€0/01/31. Ip. 


6002260060 Forwards IE Circular 79’'25. Suppl A. '*8hock Arrestor Strut 
Attemblv Interferenct " No written response required, 

0RlEAt3, H Region 1. Ph i ladelph ia. Office of the Director 
€0/01/31 ip. 


8 Reportable occurrences. LERs b related correspondence 


8002190]28 Ack receipt of 791210 interim deficiency rept re cable 
pulling activities Grants extension until 000301 to file 
final rept 

CARL0ON.R T Region 1. Phi lade 1 phia. Reactor Construction b 

Engineering Support Branch 80/01/10 Ip 


8002190178 Ack receipt of 791217 final deficiency rept re Insulation 
damage to wiring in control room Inserts 72C b 73C Rept 
will be reviewed b evaluated 

CARLSON.R T Region 1. Philadelphia. Reactor Construction b 

Engineering Support Branch 80/01/11. Ip 


8002190390 Ack receipt of final deficiency rept re termination module 
insulation damage, Rept will be reviewed b evaluated. 

CARLSDNi R. T. Region 1. Ph l lade Iph la. Reactor Construction b 

Engineering Support Branch B0/01/L4 Ip 


8002050552 Interim deficiency rept re unauthorlxed welding of pipe 
hanger assembly to reactor pressure vessel Incident being 
investigated Corrective action will be taken 
CURTIS. N.N Pennsylvania Power b Light Co 60/02/01 2pp 


8002080610 Interim deficiency rept re electrical connectors in power 
generation control complex b advanced control room Final 
rept will be forwerdtd in Apr 1*980 

CURTIS.N, K Pennsylventa Power b Light Co 00/02/01 2pp. 
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□□CHET 50-308 8USQUEHAMNA STEAH ELECTRIC STATION. ^NIT 2 


A App J 1 cation/c onitr ut tion stage dtjcurttnts correipondence 


800a0405A2 FoMjarrf* responses to NRC BOOiOB questions re Pond Mill 
Roservo ir 

CLTRTISi N W Pennsylvania Power fc Li^ht Co 60/01/19 5pp 

8002050373 Notification of 000129 meeting w/utll In Bethesda.WD to 
discuss const schedule 

PARR.O D Light Mater Reactors Branch 2 90/01/22 Spp 

9002130563 Notification of caseload forecast panel 800221 tt 23 meeting 
w/util at plant site to discuss facility const schedule 
Agenda end 

PARRiO D Light Mater Reactors Branch 3 90/02/01 5pp- 


8002080584 Confirms 900220 meeting in Dethasda.HD to discuss plant- 
unique containment program Preliminary agenda end 
Cl/RTISi N W Pennsylvania Power ht Light Cn GO/OS/05 2pp 

8002120580 Informs of participation in OE owners group & disbanding of 
DWR plant owners group Forwards summary of responses to 
TNI-2 Lessons Learned Task Force requirements Eipects to 
implement itemi prior to receipt of OL 

CLPRTiBf N W Pennsylvania Power Light Co 00/02/06 Spp 

8002150125 Notification of 0OO22B meeting w/vtiL In Rethesda.MD to 
discuss plant-unique containment program 

PARRpO D Light Mater Reactors Branch 3 90/02/06 3pp 

9002220139 Requests Info re confirmatory piping analysis for BNML 
contract personnel 

PARR.O D Light Water Reactors Branch 3 00/02/06 3pp 

8002220316 Forwards add I questions resulting from review of F8AR 
Sections 7 2 7 3 Ouestions should be forwarded to 

applicant for prompt response Response to editorial 
questions not required 

SATTERFIELDf R H Electric. Instrumentation 6 Control Systems 
Branch 00/02/06 50pp 


B002150299 Summary of 600129 meeting w/util in DethcsdaiND re const 
schedule 

PARR.O D Light Mater Reactors Branch 3 80/02/03 App 


6002280279 Forwards request for addl info re instrumentation &c control 
sys for review of application for OLs Util should correct 
ilr clarify discussion of ECC9 ti associated tables 
PARR.Q B Light Mater Reactors Branch 3 00/02/08. 10pp. 


Utility Environmenta 1 Report (ER). amends & correspondence 


002190544 Forwards corrected Tables 3 8 3-213 & 7 re water quality 
data from Pond Hill environ rept 

BARBER1CH. M E Pennsylvania Power U Light Co. 60/02/12 4pp 


0 NRG Draft/Final Environmental Statementsi luppli correspondence 


8002150208 Forwards revision to DEB suppljiPond Hill Reservoir 
evaluation Revision necessitated by changes to locations & 
conf Igura t i one of pumping plant & pipelines recently 
proposed by applicant 

DIVINStW & Hydrology Meteorology Branch 60/01/15 2pp 


9002260610 Forwards info in response to 791203 comments on DE8 for 
facilities b economics & radiation haiards of nuclear 
generation Includes draft NUHEO-O332i “Health Effects 
Attributable to Coal & Nuclear Fuel Cycle Alternatives “ 
AHEARNE.J F Commission 90/01/31 I9pp. 


-G002260615 Comments on DE9 for facilities itt economics b radiation 
hacards of nuclear power generation Public has been excludeif 
from dec isi on-tnak Ing process in growth of nuclear industry 
WARDEN. H 9 Affiliation Unknown 79/12/03 4pp 


Security* medical, emergency & fire protection plans 


02040007 Announce* regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORlHESi B K Emergency Preparedness Task Force, 77/12/21 7pp 


GD02070-079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
G 00331 

GRIMES. S K Emergency Preparedness Task Force 79/12/26 4pp 


O Adjudicatory correspondence 


G0021102S7 Motion for reconsideration of ASLD 791030 & £00104 orderi 
Urges Issuance of protective order founded on basic civil 
Tights Intervenor unable to comply u/appilcants discovery 
requests u/o data requested on 790522 W/Certif icate of Bvc 
HALLIOANi T J Citizens Against Nuclear Dangers 90/01/11 Dpp 


6002040410 Requests to make limited appearance statement at llcanslng 
hearings 

WILLIAMS, a £ Affllletion Unknown 80/01/15 Ip 


9002070046 Two requests to make limited appearance statements at 
licensing prehearing 

HERRINO.C R . 2Y0MUNT. E Affiliation Unknown 90/01/15 2pp 


0002010006 Notifies of dental of motion for rscbnsideratl on Outstandini 
discovery request must be met by BOOtlB Failure to respond 
may result In dismissal from proceeding 

BECKHOEFERiC Atomic Safety and Licensing Board Panel. 80/01/16 

Ip 


9002010254 Requests to make limited appearance statement at licensing 
hearing 

MALLOMAK J 14 Affiliation Unknown 90/01/16 tp 


— 9003010339 Requests to make limited appearance statement at lieensi-ni 
hearing 

MALLOMAK. M Affiliation Unknown 90/01/16 Ip 


— 8002010345 Requests to make limited appearance statement at licentini 
hearing. 

MUUCEY. P A Affiliation Unknown 80/01/12 ip 


9002090340 Motion to certify admission of intervenor 790110 eontentlgn 
re health effects of low level radiation Urges Issuance of 
separate definitive order on intervenor 900111 notion. 

Certificate «f Bvc end 

HALLIOAN. T J, Cltixens Against Nuclear Dangers 90/01/lG 4pp 


9002110200 Responses to A8LD memorandum & order on discovery notloni 
Requests protective order from further harrassment by 
applicant Requested documents re radon issue not supplied 
by NRC. Certificate of 8vc end 

J0HN8RUD. J H Environmental Coalition on Nuclear Power. 80/01 /LS, 
27pp 


8002210060 Requests time to make limited appearance stalenent at 
licensing hearings 

TIRACCHIA. A C Affiliation Unknown 90/01/19 Ip 


9002150138 Two Itrs requesting to make limited appearance ttattaent St 
licensing hearing 

8T1LP. 0 , DUTCHKO. P R Affiliation Unknown 60/01/21 2pp 


8002120334 Order dismissing as moot Gititens Against Nuclear Danger 
600119 motion to admit 790110 contention re low level 
radiation Substance of allegation admitted as contention In 
A8LB 790306 order. at Pages 11-16 

BECHNOEFERrC. Atomic Safety and Licensing Board Panel 80/01/24 

2pp. 


9002140334 Answers ta NRC first round discovery requests Rsquestt 
protective order re Contention 1 Interrogatories on Rn-yaa 
issue. due to limited financial capabilities Certificate of 
Svc end 

SCHULTZ. 0 R Susquehanna Environmental Advocates 00/01/23 8pp 


9002120379 Ack receipt of 900125 explanation re notarization of 
Intervenor 800110 response to interrogatories A8LB accepts 
explanation l< assurance that affidavit will be forwarded 
when respondent has recovered from Illness 

QECHHOEFER.C Atomic Safety and Licensing Board Panel. 90/01/31 
IP 


—9002120395 Discusses notarization of Intervenor BOOl IB response to 
interrogatory Affidavit will be forwarded when respondent 
has recovered from Illness 

JOMNBRUDt J. K Environmental Coalition on Nuclear Power- 80/01/25 

Ip 
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60032&0200 ^lotion to prohibit Environ Coalition on Nuclear Power from 
participating In Contentiqns 1-3 litigation for failure to 
ariiuer pertinent inter rogatori eti Urges Issuance of order 
catepeHIng adequate answers Certificate of 8vc encl 
BtLBERDi wl £ Florida Pouar tc Light Co SILDEROiJ E Allegheny 
electric Cooperative. Inc 81LDER0. J E Bhaw* Pittman, Pott« h 
Trowbridge 80/02/04 ^pp 


S002?I0147 Requests to make limited appearance statement at licensing 
hearing s 

EUANSi-J Ji Affiliation Lfnknoujn GO/02/O6 Ip 


8002150199 Forojards IE Insp Repts 50'387/79~42 t 50-308/79-23 on 
791189 No nnneomp 1 lance noted 

CARLSQNi R T Region 1. Philadelphia. Reactor Construction ti 

Engineering Support Branch BO/01/11 2pp 


-BOOSl 50207 IE Insp Repts 50-3B7/79~42 t 50-383/79-23 on 791129 No 
noncomp 1 iance noted Major areas Inspected insp program 
during const ?< preoperational testing phases 

CARLSON. R T Region 1, Philadelphia, Reactor Construction b 

Engineering Support Branch OALLD, R M , MCOAUOHYi R N Region 1, 
Philadelphia. Office of the Director 90/01/10 2pp 


5002210142 Requests to make limited appearance 
hear i tvg s 

HIL'LERiB 8 Affiliation Unknown 90/02/08 


statement at 
tp 


licensing 


9002290SA9 Forwards IE Insp Repts 50-3B7/79-40 50-389/79-21 on 

791105-30 No noncompliance noted 

CARLSON. R T Region 1, Philadelphia, Reactor Construction 

Engineering Support Branch 80/01/11 2pp 


5002140^,72 Answer In opposition to Susquehanna Environ Advocates Jan 
1900 motion for protective ordar re interrogatories on ASLB 
Contention 1 Order not naeded duo to intervenor lack of 
TtiouTces h knowledge Certificate of 8vc encl 
CUTCIUNi J M Hearing Branch 3 80/02/12 4pp 


GO022181S3 Requests to make limited appearance statement at licensing 

h rirlngs 

REtSINOERf 0 M Affiliation Unknown 80/02/12 Ip 


5003210163 Requests to make limited appearance statement at licensing 
hear ingi 

KASLEViH Affiliation Unknown 80/02/12 Ip 


— B002290S73 lE Insp Repts 50-397/79-40 U 50-388/79-21 on 791105-30 No 
noncompliance noted Major areas inspected Installation & 
welding of reactor coolant pressure boundary tc other piping, 
Installation of saf etg-related components & plant tours 
OALLQ, R M Region 1, Philadelphia. Office of the Director 
MCQAUOHY/fl N Region I, Philadelphia, Reactor Construction & 

Engineering Support Branch 80/01/09 Bpp 


8002060133 Forwards IE Bulletin BO-02, ^'Inadequate OA for Nuclear 
Supplied Equipment " Response required 

ORIER,D H Region 1, Philadelphia, Office of the Director 

00/01/21 ip 


0OO321OS7S -Requeilm to make limited appearance statement at licensing 
hiar Ing ■ 

{:&ALA«M Affiliation Unknown 80/02/12 ip 


8002060209 Forwards IE Info Notice 80-02. "aX8R Water Rod Lower End 
Plug Near " No specific action or response required 
DRIER, B H Region 1, Philadelphia. Office of the Director 
60/01/25 Ip 


50O22'9O576 Response to applicants' 800204 motion to prohibit Environ 
Coalition on Nuclear Power from litigating Contentions 1*2 & 

3 Bjpporti prohibition re direct testimony opposes 

frcihlbition re cross examination 

CUTCHIN. OM. Hearing Branch 3 80/02/25 4pp 


— 8002290987 ftaspanse to applicants' 000204 motion to prohibit 
Eusquvhanna Environ Advocates from litigating Contention 1, 
prohibition re direct testimony U apposition to prohibition 
r* cross tramlnatlon 

CUTCHIM^J H Hearing Drench 3 80/02/25 Spp 


—6002290992 Response in support of applicants' 800204 motion to dismiss 
Citizens Against Nuclear Danger for failure to comply W/A8LB 
dlscDvary orders Relief requested by intervenor unwarranted 
per A8LB B00104 S( 16 orders, Certlf icate of 8vc end 
CUTCMIN*J H Hearing Branch 3. 80/02/29 9pp 


0 Inspection reports, IE Bulletins & correspondence 


8002250133 Forwards IE Info Notice 00-03, "Main Turbine 
Elec trohydraut Ic Control Sys " No specific action required 
0RIER,B H Region 1, Philadelphia, Office of the Director 
80/01/31 Ip 


8002260060 Forwards IE Circular 79-25, Buppl A, "Shock Arrestor Strut 
Assembly Interference " No written response required 
ORIER,0 H Region 1, Philadelphia. Office of the Director 
80/01/31 Ip 


B002250468 Forwards IE Circular 00-02, "Nuclear Power Plant Staff 
Work Hours " No written, response required 

DRIER, D H Region 1, Philadelphia, Office of the Director 
80/02/01 Ip 


8002220037 Forwards IE Info Notice BO-04, "BUR Fuel Exposure In Excess 
of Limits " No action or response required 

DRIER, D H Region 1, Philade Iph ia. Office of the Director 
80/02/04 Ip 


5402150-413 Reipondt to IE Bulletin 79-02, Re vi t ton Brrequlring all CP 
holdsra to review use of expansion anchor bolts for 
attachnent of Belsmlc Category 1 piping supports to concrete 
block walls Review of pipe support details undertaken 
CURTIB, N H Pennsylvania Power «< Light Co 80/01/07 3pp 


8002140407 Ack receipt of 791231 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 90-387/79-32 t< 
50-388/79-17 

CAR LG-ON I R T, Region 1, Ph i ladelphia. Reactor Construction S< 

Cnglnsering Support Branch. BO/01/10 Ip, 


-G00214D4ia Responds to NRC 791126 Itr re violations noted in IE Imp 
Repti 90-387/79-32 V 00-388/79-17. Corrective actions 
complete review of instrumentation support drawings 
perforated it no drawing amissions found 

OALLQ, fl M Pennsylvania Power It Light Co 79/12/31. Spp. 


-'0002140421 Forwards IE Insp Repts 50-387/79-32 SO-30B/79-17 on 

7910-01-09 & notice of violation 

CARLSQN. R T Reglo-n 1, Philadelphia, Reactor Construction It 

Engineering Support Branch 79/11/26, 2pp 


—8002140423 Notice of violation from Insp on 791001-05 

* Region 1, Ph 1 lade 1 ph la. Office of the Director 79/11/15. 

Ip 


-Q00214D425 IE Insp Repts 90-387/79-32 U 5O"30e/79-i7 on 791001-05. 
Noncomp 1 iance noted failure to follow instrument procedures/ 
Instruc ttans 

PAOLIND, R J Region 1* Philadelphia, Office of the Director. 

EBHETER, a D Region I, Philadelphia* Reactor Construction tc 

Engineering Support Branch, 79/11/19 Spp 


800221-0280 Forwards IE Bulletin 80-03, "Loss of Charcoal From 8td Type 
1 1, Two-Inch, Tray Adsorber Cells " Action required 
0R1£R,D H Region 1, Philadelphia, Office of the Director 
00/02/06 Ip 


8002250142 Forwards IE Info Notice 80-05, "-Chloride Contamination of 
Safe ty-Related Piping it Components " No written response 
required 

GRIER, D H Region 1, Phi lade Iphia, Office of the Director 
80/02/08 Ip 


8002250599 Forwards IE Bulletin 80-04. "Analysis of PWR Main Steam Line 
Break U/Contimued Feedwater Addition " No written response 
required 

GRIER, B H Region 1. Philadelphia. Office of the Director 
80/02/08 Ip 


8 Reportable occurrences. LERs b related correspondence 


8002190128 Ack receipt of 791210 Interim deficiency rept re cable 
pulling activities Grants extension until 800301 to file 
final rept 

CARL80N,R T Region I, Philadelphia. Reactor Construction 8« 

Engineering Qupport Branch 60/01/10 Ip 


8002190170 Ack receipt of 791217 final deficiency rept re insulation 
damage to wiring in control room Inserts 72C 73C Rept 

will be reviewed & evaluated 

CARLBONi R T Region 1, Phi 1 adelphia. Reactor Construction 8, 

Engineering Support Branch 80/01/11 Ip 


8002190390 Ack receipt of final deficiency rept re termination module 
Insulation damage Rept will be reviewed L evaluated 
CARLSON, R T Region 1. Phi ladelph la, Reactor Construction b 

Engineering Support Branch 00/01/14 Ip 
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DOCKETED ITEMS 


DOCKET B0-3Q9 ST LUCIE PLANT r UNIT 2 


A App Hcd 1 1 on/construc fcion docum^ntt l< carrtfipondincB 


8002130100 Discusf.es scheduling problervf r« canpleHon of ramalnlng PUR 
overpresiure projection revrleut Completion Is dependent upon 
Reactor Safetij Branch approval of overall «i/s aspects of 
proposed designs 

LAINAS.O Plant Sijstenif Branch 00/01717 Ip 


6002270128 Proposed findings of fact U conclusions of lau re electrltii 
grid stabllltg b emergency poutr sgs rellabiUtg Urges 
teroilnetlon of ASLAB jurisdiction over issuss due to util 
compliance proved during Dec hearing H/Csrtlf Icete of 6vc> 

CQLUN A Florida Pottfar if Light Co COLL.N A 

Louenitf Ini Neumanr Reis » Axelrad & Toll CQLLrN.A 9t«eli Htctar t 
Devil 60/02/14 93pp 


J Insurance & Indemnity information 


8002090126 Forwards Denton 791201 I tr containing portion of Dec 1979 
draft NURE0''O6AO re Task Action Ut E 1 A 
FATONiU D Hearing Branch 4 80/01/30 Ip 


— 0002050137 Forwards draft action plan for Implementing recommeiiilat I otis 
of President'! Commission it other studies of THI-2 accident 
Draft is tentative fit intended for early c omnunication te 
dialogue betusen commiss loners 

DENTON.hr Office of Nuclear Reactor Regulation 79/12/01 
19PP 


F Sccurstgr medical, emergency & fire prelection plans 


900204C9007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
repr essntatlve par util by 791231 Forwards FR notice 
ORIliEBt B K Emergency Preparedness Task Force 79/12/21 7pp 


800207QD79 Forwards refiuesl for evacuation time estimates for areas 
near nuclear pouier plants Info should be submitted by 
600331 

GRIMES# B K Emergency Preparedness Task Force 79/12/2A 4pp 


8002110169 Advises that NRC will perform special appraisals of health 
physics programs during CV30 In lieu of routine imp Scope 
will Include organ! lat ion# personne 1 qua I If Icat ton It 
training# radwas te proc s sslng # mon 1 taring U training 
STELLO. V Office of Inspection Sc Enfarcament# Office of the 
Director 80/01/22 3pp 


6002060611 Forwards design criteria re fire protection reviewi £n 
response to HRC 800124 request Describes automatle sprinkler 
sgsf gaseous suppression sgs It containment hose stations 
HALL»R E Drookhaven National Laboratory 80/01/31 7pp 


0 Adjudicator y correspondence 


B002010965 Notifies of error in FL Power & Light Co 800116 response to 
motion re Class 9 accidents Petition, for rehearing was 
denied by Court of Appeals on 790130 Order end 

RElBiM F. Lowens te in# Neuraani Reis* Ax elrad & Toll 80/01/21 Spp 


— 8002010567 Order denying MH Hodder 79012S petition for rohasrlnp 
Certificate of Svc end 

FIBH£tt#0 A U 8 Court of Appeals for District of Columbia 
Circuit 79/01/30 Ip 


'’002040395 Forwards errata sheet containing corrections to EJ Fowlkes 
testimony during evidentiary hearing in MlamlrFL Eihlblt 1« 
campofcd of uortsheets supporting Fou'lkes testimenyr enc 1 
’’ATQNiM D. Hearing Branch 4 80/01/28 16pp 


32260-090 Notifies that intervenor will reply to NRC & applicant 
responses to motion seeking further cons id tration of Clast 9 
iccidsnts 

ANDEREONiTJ Hiamli FL# Unlv of. 80/01/29 3pp 


'02270-035 Motion to file late replyrdue to (nail dtlayrre licensee 
response to intervenor motion requesting consideration of 
Ciais 9 accident Certificate of Svc end 
ANDERSON, T J Anidersan»T J 80/02/05 Spp 


8002220467 Reply In opposition to llcinise li NRC responses to 
Intervenors motion to consider environ consequincks of Class 
9 aeddents Urpts compliance w/precsderits re Newbold Island 
t( 1973 affshower Fouer 8ys, 1970 orders 

ANDERSON# T.J. Miami, FL- Unlv of HODDER, M, H Hodder, HH 
80/02/07 I9pp 


>02290033 Motion for extension until 000314 to submit info to A8LAD ic 
’■rties in response to AELAB request re dleiel generator 
ita. Analysis of handwritten abriviatsd data nscesssry. NRC 
intervenors do not object to motion. M/Cer tl flea te of Bve, 

3LLiN A Florida Power & Light Co, COLL#N A Bteeli Hector ti 
avis 60/02/13 4pp 


8002200901 Forwards Endorsement 3 to MAELU Excess Binder KB'*99 
FIELDER, J Marsh I, McLennan, Inc , M St M Nuclear Consultanti, Inc. 
Div 80/02/14 Gpp 


8002270273 Forwards list of p lantsr’pol icy numbers It endorsansnt nuibiTi 
w/datss for 1960 policy year ’ 

FIELDER, J Harsh It McLennan, Inc , M & M Nuclear Consultants, Inc 
Div. 80/02/22 2pp 


M Antitrust corr tspondance 


8002050121 Ack receipt of oral info !< 800122 Itr. NRC is cogniiant 
obligations under lOCFR L Atomic Energy Act Dlssatisf act Ion 
w/settlement agreement may be discussed at evidentiary 
h earing 

CHANANlAtF 0 Antitrust Division 80/01/29. Ip 


0002130399 Notice of 800309 prehearing conference at Orlanda Utils Qfc, 
Or Undo, Ft* to consider further settlement efforts re plant 
activities inconsistent w/antitrust laws Limited appearance 
statsments will be allowed 

6HITH# I N Atomic Safety and Licensing Board Panel 80/02/01 


Q Inspection reports* IE Bulletins It correspondenct 


6002110196 Forwards IE Insp Repts 90-339/79-34 It 50-389/79-21 on 
791127-30 No noncompliance noted 

MURPHV.C E. Region 2, Atlanta, Reactor Construction It Engineerlri 
Support Branch 79/12/19, 2pp 


•8002110162 IE Insp Repts 90-339/79-34 l< 90-389/79-21 on 791187-30 N* 
noncompliance noted, Major areas inspected. reactor coolant 
loop piping welding activltlet, welding matl control It 
welder qualification Ic insp followup of IE Bulletin 79-13. 
HERDT,A R Region 2, Atlanta, Reactor Construction L 

Engineering Support Branch. 9AND0DRN, P K Region 2, Atlanta, 
Office of the Director 79/12/19, 6pp. 


6008040296 Responds to IE Bulletin 79-89, ’’Falluree of Wistinghouie IF] 
Relays In Saf #ty-Relatsd 8yt ” N8BB indicates BFD relaye not 
used in s af ety-re latsd equipment supplied to plant. Review of 
safety-related equipment orders underway 
UHRIO, R.E. Florida Power L Light Go. 60/01/08, Ip. 


6008120231 Responds to IE Bulletin 79-02, Revision 8 No expansion 
anchors in concrete block Does not uia any miens other than 
base plates to transfer piping support loads. Anchor bolt 
preload damonstrateil via torque tut i^ tensioner testing. 
UHRIO, R.E Florida Power It Light Co 80/01/14 Ip 


6002070349 Forwards IE Circular 80-0t, ’’Svc Advice for OE Induellen 
Disc Relaye No reiponie required 

□ 'REILLY, J. P. Region 2, Atlenta, Office of the Director. 
QO/01/17 2pp 


8002270063 Forwards IE Info Notice 60-03, ‘•Main Turbine 
Electrohydraul ic Control 8yi '* 

O-'REILLViJ F* Region 2, Atlanta, Office of the Director, 
60/01/3f 2pp 


6002280126 Ack receipt of 600116 Itr re violations noted in IE Insp 
Repts 50-250/79-35, 50-29 1 /79-35i 90-339/79-33 L 50-309/79-22 
Ltr forwarded to IE for evaluation of no violation 
contention, 

BRYANT, J.C. Region 2, Atlanta, Reactor Construction ti Englnterl'’! 

Support Branch 80/01/31 ip 


—8002280136 Responds to NRC 791219 ltr rs violations noisd In IE Jnif 
Rspts 90-290/79-39, 90-291/79-39, 90-339/79-33 l< 50-309/79-23. 
Conlands that NRC Is citing previously accipted practices 
against new interpretation of 10CFR21 w/o notification. 

UHRIO, R.E Florida Power h Light Co BO/Ol/lB, Spp. 


—6002260139 Forwards IE Insp Repts 50-250/79-35, 50-291/79-35, 
90-339/79-33 L 90-369/79-22 on 791127-30 I, notice of 
violet ton 

MURPHY, C.E Region 2, Atlanta, Reactor Construction L 

Englnesrlng Support Branch. 79/12/19, 2pp 



DOCKETED ITEMS 


223 


— e002^901?2 Notici of violation from Imp on 791127-30 

* Rtgion Atlanta* Office of the Director 79/12/19 Ip 


— B0022Q01S9 IE Imp Rapt* 30-250/79-39, SO-251/79-35, 90-333/79-33 
90-3d9/79**S3 on 791127-30 Noncompliance noted 10CFR21 
rtqulramintt cannot be mat u/presant QA procadura* 
hIDRPilVrC. E Region 2, Atlanta, Reactor Conatructlon 

Englnaaring Support Branch 79/12/1? 7pp 


S Reportable occurrence*, LERi L related corretpondence 


200<20&{>124 PNQ-n-80'00& on 8001 10, approx 90 QC inspector* let up 
picket llna.Gtrlke result of inspector* turning down 800109 
contract offer Supervisory personnel will replace striking 
fmpec tors 

«JNTfM O 4 BRVANTiJ C Region 2, Atlanta, Office of the Director 
^/Dl/lO ip. 


8>002220k9& PNG-tI-80-00i,A, supplements PNO-lI-aO-6 Issued 800110 UB 
Testing Co supervisors being threatened Security increased 
NURQ (seiFiatarsi util lawyers it mgt personnel onsite 
emDETTEiT. E . HUNT, M D Region 2, Atlanta. Office of the 
Director. 80/01/16 ip 


80020-t047Q Forwards interim deficiency rept ra flange ratings Final 
r«fi will be submitted by 800301 

UHRIO, R. E Florida Power h Light Co 80/01/25 Ip 


— Q00a0A04G3 Interim deficiency rept re inconsistency of flange mat) 
litlllxad for various safety-related sys Ouestloneble 1< 
acceptable flanges listed Final deficiency rept will be 
submitted bij QD0301 

u Florida Power 1< Light Co B0/01/S3 5pp 


DOCKET 80-390 WATTS BAR NUCLEAR PLANT, UNIT 1 


A. Application/construction stage documents correspondence 


4002260945 Submit* rtvited schedule for providing info re environ 
qualification of equipment. info re N868 equipment inside 
contai-neient tk equipment outside containment will be supplied 
by 8C031A h 0404, respectively 

KILLBfL M Tonnestee Uallcy Authority QO/02/19 Ip 


&0DS2607t6i Forwards util response to NRC 790614-19 request* for addl 
info re contalniment vesstl buckling criteria 
HlLLQiL. M Tennessee Ualley Authority 80/02/19 iOOpp 


F, Security, medical, emergency 4 fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
gropoeed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representativa per util by 791231 Forwards FR notice 
0RinE8i8 K Emergency Preparedness Task Force 79/i2/21 7pp 


9002070079 Forwerds request for evacuation time estimate* for area* 
near nuclear power plants Info should be submitted by 
W0031, 

DRIKE8, B, K Emergency Preparedness Task Force 79/12/26. 4pp 


BOD2260152 Forwards 800124 revisions to security personnel training 
qualification plans Enel withheld <ref 10CFR2 790) 

HILLS,!, rt Tennessee Valley Authority 80/02/20 Ip 


J Insurance 6 indemnity information 


G002t206Q4 Forward* Endorsement 9 to ANl Policy NF-256 

FIELDERiU. Karsh & McLennan, Inc. ■ M 4 H Nuclear Consultants, Inc 
DW. 0-0/02/08 4pp, 


0002270273 Forwards list of p lants, policy numbers V endorsenent numbers 
tf/dataa for 1980 policy year 

FIELOEftiJ. Harsh L McLennan, Inc , N & H Nuclear Consul tents, Inc. 

Dlv. SO/02/22 2pp 


Q Inspection reports, IE Bulletins 4 correspondertce 


8002070188 Forwards IE Insp Repts 30-390/79-44 t 30-391/79-37 on 
791119-SO No noncompliance noted 

BUTHSRLAND, J T. Region 2, Atlanta, Fuel Facility 4 Materials 
Bafetv Branch 79/12/10 2pp. 


—8002070191 IE Insp Repts 30-390/79-4 4 «» 30-391/79-37 on 791119-20 No 
noncomp lienee noted Major areas inspected verification of 
status of p reoporatl ana i nonTaiJiologi c al monitoring L 
surveillance pragrams & plant site Insp 

JENKlNBi 0 R Region 2. Atlanta, Fuel Facility & Material* 

Safety Branch CUNNINOHAH,A L Region 2, Atlanta, Office of the 

Director 79/ia/lO 3pp 


8002090130 Responds to lE Bulletin 79-2S re failure of Nestinghouse 
BFD relays Mo Nestingbouse DFD or NDFD relays are In use at 
facilities 

MILLS, L M Tennessee Valley Authority 00/01/04 Ip 


8002120374 Ack receipt of 791207 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-390/79-25 I, 

50-391/79-21 

BRYANT. J C Region 2, Atlanta. Reactor Construction !< Engineering 

Support Branch 80/01/07 2pp 


— 8002120382 Responds to NRC 791119 Itr re violations noted in lE tnsp 
Repts 30-390/79-23 L 30-391/79-21 CarrectWe actions 
unauthorized or undocumented alignment bead welds found will 
be nonconformed U dlsp&sltloned 

MILLS, L M Tennessee Valley Authority 79/12/07 Ip 


8002070380 Forwards revised IE Insp Repts 50-390/79-39 U 50-391/79-33 
on 791009-1102 

BRYANT, J, C Region S', Atlanta, Reactor Construcfclftn L Engineering 

Support Branch 80/01/08 2pp 


—8002070387 Revised IE Insp Rept* 50-390/79-39 4 50-391/79-33 nn 
791009-1102 Corrections made to summary page u Pages 1 (< 3 
of details. 

CANTRELL, F 8 , COCHRAN, 0 J Region 2, Atlanta. Office of the 
Director eO/Ol/OB 3pp 


—0002070403 Forward* IE Insp Rept 30-390/79-39 4 50-391/79-33 on 
791009-1102 No noncomp I ianc* noted 

MURPHY, C E Region 2, Atlanta. Reactor Construction 

Engineering Support Branch 79/12/19 2pp 


—6002070408 IE Insp Repts 30-390/79-39 S* 50-391/79-33 on 791009-1102 No 
noncompliance noted Major areas inspected alignment of 
safely injection pump & motor, receiving insp of new fuel L 
termination of chemical 6 vol control pump motor. 

CANTRELL. F B , COCHRAN, D J Region 2, Atlanta, Office of the 

Director 79/18/12 3pp 


0002060015 Forward* IE Bulletin 79-OlB, “Environ Qualification of 
Class IE Equlpme-nt “ Action required IE Bulletin 79-OlB 
w/encls tent on 790114 should be disregarded 
0*REILLY,J F Region 2. Atlanta, Office of the Director 
80/01/17 2pp 


8002070367 Forwards IE Circular 00-01, '"8vc Advice for QE Ihductio'n 
Disc Relays ” No response required 

O'REILLY.J P Region 2, Atlanta, Office of the Director 
00/01/17 3pp 


8002150244 Requests util disregard IE Bulletin 79-010 6 end* dtd 
800114 Forurard* lE Bulletin 79-OtB, '^Environ Qualification 
of Class IE Equipment " Action required 

O^REILLYiJ P Region 2, Atlanta, Office of the Director 
80/01/17 2pp 


8002060257 Forwards responso to infract ions L deficiency In Insp Repts 
50-390/79-43 I, 30-391/79-39 Nonconforming condition rept* 
will be written for all situations re Criteria XV & XVI 
Training on preparation of rept* completed by 0O'O222 
mills, L M Tennessee Valley Authority BO/Ol/24 4pp 


8002270070 Forwards IE Circular 80-02, "Muelear Power Plant Staff Work 
Hours, *' 

O'REILLY, J.P Region 2, Atlanta, Office of the Director 
00/02/01 3pp 


8 Reportable occurrences, LERs 6 related correspondence 


8002070458 PHO- 1 1-79-039. while re-energ I ilng switchyard bus, two 
potential transformers exploded Investigating to determine 

cause. 

MURPHY, G.E . CANTRELL, F. a Region 2, Atlanta. Office of the 
Director 79/12/10 ip 


8002060437 Second interim deficlancy rept re surface cracks in Loop 1 
steam genarator util awaiting Westinghouse investigation 
results Final rapt will be forwarded by 800410 
MILLS, L.M Tennessee Valley Authority BO/Ol/22 IP 



m 


DOCKETED ITEMS 


0002060-326 Interim deflcienci^ rcpt ddlvisln^ that repair proce-dure 
required ASME code aat received from Pi tt 5 t>urgh’'Do* 

Mairxs Steel Co Pinal corrective action statement uiH be 
filed following receipt approval of procedure 
HILLS, L M Tennessee Vallog Authoritg 00/01/29 Ip 


80021103&2 Interim deficiency rept re inadequate design of refueling 
titater storage tanka Final corrective action statement uill 
be submitted upon receipt &i approval of repair procedure 
from vendor Next rept forwarded on 6004M 
MILLS. L M Tentieesee Val Uy Authority BO/OI/29 Ip 


8002060313 Second interim rapt re etceeslve output fluctuation# af 
Fotboro instrumentation Util working w/Westlngheuse for 
solution Addl info to he provided by 600B06 
MILLS, L H Tennessee Valley Authority QO/Ol/30 Ip 


8002210373 Third interim deficiency rept ra refueling water storag« 
tank ovorflotu line Uttl has not received Pifctsburgh- 
D#a Moinos Steel Co repair procedure required to- bring 
storage tanks into compliance tu/ABME code 
MlLLSrL M Tennessee Valley Authority 00/01/31 ip 


G002210473 Forwards final deficiency rept re potential to overload 
containeiont coolout sys pump discharge noitles 
HJLLS,L M Tennoasae Valley Authority eo/OI/31 Ip 


— 6002210477 Final deficiency rept re potential ta overload containment 
coolant sys pump discharge natiles Caused by oversight in 
original design Support changes will be made as necesfary, 
based on reanalysis of problem 
» Tennessee Valley Authority 00/01/31 Ip 


0002070209 Forwards final deficiency rept re failure to obtain required 
approval before bending partially embedded rebar 
MILLS. L K Tennessee Valley Authority 80/02/01 Ip 


->*0002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 into compliance tu/ACI 310-1971 bldg 
code Const engineering procedures revised 
* Tannessoe Vallay Authority 00/02/01 Ip 


0002210-466 Poruards final deficiency rept re reactor vessel Intulatlon 
MILLS. U H Tennessee Valley Authority 00/02/11 Ip 


— [1002210472 Final deficiency rept re reactor vostel insulation Revbeu in 
accordance w/IE Info Notice 79-11 revealed inadequacy 
preveniing loading of incore instrument guide tubes during 
seismic event Restraint sys designed it implemented 
* Tennessee VaJlay Authority 80/02/01 Ip 


0002230333 Third intarim deficiency rept re potential lubrication 
problem in diesel generator turbochargers Final alignment & 
mode to emergency diesel generators are not complete Insp of 
generator tur-bochar g efs will follow completion of mods 
MILL8.LH Tennessee Valley Authority 00/02/09 Ip 


0002230633 Forwards first interim deficiency rept re Incorrect bore in 
Drava transmitter boss 

MILLS. L ti Tennessee Valley Authority. QO/02/05. Ip 


— 0002250643 First Interim deficiency rept re incorrect bore in Dravo 
transmitter boss Caused by breakdown in vendor GA program 
Dl spos 1 1 i oned bosses to use as is klill install flow 
restrictor as specified 

a Tennessee Valley Authority 00/02/05 Ip 


1002140506 Forwards final deficiency re Tuf-Loc bearings in OE 
breakers 

MILLS. L M Tennessee Valley Authority 00/02/07 2pp 


—0002140519 Final deficiency rept re OE breakers ij/ML"'I3 operating 
mechanliims containing Tuf-Loc bearings Failure of breakers 
to operate could affect safety operation Tuf-Loc bearings 
u(/KL-S3 mechanisms will be replaced 
a Tennessee Valley Authority 00/02/07 Ip. 


0002250941 Forwards final deficlancy rept concerning OA program 
braakdown Involving repetitive deficiencies in 
laf aty-relatad piping installation « 

NILLStL M Tennessee Valley Authority 00/02/13 Ip, 


— 0002250549 Final deficiency rept concerTiing GA program breakdown 
involving repetitive deficiencies In safety-related piping 
installation Piping rewel ded, w/proper documentation Training 
&c disciplinary action will be used to ensure OA compliance 
e Tennassee Valley Authority 80/02/13 2pp 


0002200567 Forwards final deficiency rept re QA implimentat ion 
breakd-oun 

MILLS.L M Tennessee Valley Authority 80/02/15 ip 


— 80022009B4 Final deficiency rept re OA program imp lemantatlon bru 
concerning high density Wachter spent fuel storage racks 
Rack modules placed on "hold'* until objective documentary ^ 

evidence exists to support acceptability of racks. 

* Tennessee Valley Authority 80/02/15 3pp 


6002200700 Forwards final deficiency rept re DBA movenieots of sts*] 
containment vessels not properly accounted for in design 
MILLS, L M Tennessee Valley Authority 80/02/15 Ip, 


— 0002200719 Final deficiency rept re DOA movements of stiek contalr^ 
vessels not properly accounted for in design, Pip ing tys 
having rigid penetrations through steel containment are 
undergoing reanalysis Supports added 
a Tennasseo Valley Authority 00/02/15 5pp 


DOCKET 50-39 i WATTS BAR NUCLEAR PLANT, UNIT 2 


A App 1 ication/construction stage documents t< correspondence 


0002260543 Submits revised schedule for providing infu re environ 
qualification of equipment Info re NS8S equipment inside 
containment U equipment outside containment will be supplied 
by 600314 & 0404, respectively 

HlLLSiL N Tennessee Valley Authority 00/02/19 Ip. 


0002260716 Forwards util response to NRC 790614-15 requests for addl 
info re containment vetsol buckling criteria 
NILLBiL H Tennessee Volley Authority 00/02/19 lOOpp 


F Bacurityi medical, emergency 6 fire protection plans 


60Q2040007 Announces regional workshops to discuss feasibility of 
prepossd change to regulation on radiological ennergiiicij 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMEBrB K. Emergency Preparedness Task Force 79/12/21 7pp 


B002070079 Forwards request for evacuation time estimates for areai 
near nuclear power plants Info should be submitted by 
000331 

ORIKEBiB K Emergency Preparedness Task Force 79/12/26. 4pp 


0002260152 F-orwards 000124 revisions to security personnel training 4 
qualification plant End withheld <ref 10CPR2 790) 

MILLS, L M Tannatsee Valley Authority 60/02/80 Ip 


J Insurance indemnity information 


6002120664 Forwards Endorsement 9 to ANI Policy NF-296 

FIELDER, J Marsh & McLennan, Inc , M l< M Nuclear Consul tents, Inc 
Div. 00/02/00 4pp 


0002270273 Forwards list of p lants » pal icy numbers it endorsBAint number* 
u/dates for 1960 policy year. 

FIELDER, J Marsh & McLennan, Inc , M b M Nuclear Concultante, Inc 
Oiv 00/02/22 2pp. 


Q Inspection reports, IE Bulletins correspondence 


8002070105 Forwards IE Insp Repts 50-390/79-44 S( 50-391/79-37 on 
791119-80 No none ompl lance noted 

SUTHERLAND. J T Region 2, Atlanta, Fuel Facility U Matsrlals 

Safety Branch 79/12/10. 2pp 


—0002070191 IE Insp Repts 50-390/79-44 8* 30-391/79-37 on 791119-20, Ua- 
noncompliance noted, Major areas inspected* verlfleat ion of 
status qf preoperatlonal nonrad lological monitoring l< 
surveillance programs 8, plant site insp 

JENKIN8.0 R Region 2, Atlanta, Fuel Facility Ic Materials 

Safety Branch CUNNtNOHAM. A L Region 2i Atlanta, Office of it' 
Director 79/12/tO 3pp 


0002050130 Responds to IE Bulletin 79-25 re failure of Nestlnghouse 
BFO relays No Nestlnghouse BFD or NDFO relays arc in use at 
facilities 

MILLS, L M, Tennessee Valley Authority 00/01/04 Ip. 


0002120374 Ack receipt of 791207 Itr informing NRC of steps taken, to 
correct violations noted in IE Imp Repts 50-390/79-25 l( 

50-391/79-21 . 
DR/ANT,-J C Region 2, Atlanta, Reactor Construction Ic Englneirlf’f 
Support Branch 80/01/07 2pp 
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-^'^8002120383 Retponds to NRC 791115 Itr re vial4tiQri« noted in IE Insp 
H#pt* 30-390/79-25 ti 50-391 /79-21 Corrective action* 
unauthorlied or undocumented alignment bead meld* found uiill 
be no-nconformed Sc diiposi tioned 

iMILLSi L M Tenne»*ee k/alleg Authoritg 79/12/07 Ip 


B002070380 Foruard* revised IE Insp Rept* 50-390/79-39 Sc 50-391/79-33 
er 791009-1102 

BRYANTi J C Region Zi Atlantar Reactor Construction 8« Engineering 

Support Branch GO/Ol/OQ 2pp 


“8002070387 Revised IE ln*p Repts 30-390/79-39 Sc 50-391/79-33 on 
791009-1102 Corrections made to summarg page St Pages 1 St 3 
Of detail* 

CANTRELLi F S # COCHRAM# B J Region 2i Atlantai Office of the 
Director 80/01/08 3pp 


“8002070^03 Forward* IE Insp Rept 30-390/79-39 S< 50-391/79-33 on 
791009-1102 No noncomp 1 lane o noted 

MURPHY^ C E Region 2« Atlanta* Reactor Construction St 

Englnearlrg Support Branch 79/lS/lS Spp 


“5003070400 IE Insp Ropts 50-390/79-39 St 50-391/79-33 on 791009-1102 No 
none amp 1 lance noted Kajor areas inspected alignment of 
saffttg injection pump St motor * receiving insp of new fuel St 
terJ^inatlon of chemical Sc vol control pump motor 
CANTRELLcF B i COCHRANi B J Region 2* Atlanta* QPfice of the 
Director. 79/12/12 5pp 


S<H)S0703&7 Forwards IE Circular 00-01* "Svc Advice for OE Induction 
Otic Rtlays ** No response regulred 

O'REttLYr J P Region 2. Atlanta* Office of the Director 

60/01/17 3pp 


GOOZO&ORS? Forward* response to infractions St deficiency in Insp Rept* 
50-390/79-4S Si 50-391/79-39 Nonconforming condition repts 
will he written for all situations re Criteria XV St XVI 
Training on preparation of repts completed by 800232 
hlLLBi L hi Tenneftsee Valley Authority 80/01/24 4pp 


6402270070 Forwards IE Circular 00-02* “Nuclear PotiJer Plant Staff Work 

Hatr* " 

O'REJLLVi J F Region 2i Atlanta* Office of the Director 

eo/02/ok. 3 pp 


3 Haporteble occurrences* LERs St related correspondence 


3002070490 PNO- 1 1-79-039 while re-enorg 1 1 Ing switchyard bus* two 
potintial tranefarmers exploded Investigating to determine 

ceuae 

MURPHYrC E . CANTRELLrF B Region 2* Atlente* Office of the 
Director 79/12/10 Ip 


30C20&0326 Interim deficiency rept advising that repair procedure 
Teq^uired by A0ME code not recoived from P Ittsburgh-Des 
Holne* Steel Co Final corrective action statement will be 
filed following receipt Sc approval of procedure 
R[LL8*L M Tennessee Valley Authority 00/01/29 Ip 


80020&0313 Becond Interim rept re excessive output fluctuation* of 
Foxboro InstTomenta tion Util working u/Wes tinghouse for 
solution Addl Info to be provided by 800808 
KILLS* L M Tennessee Valley Authority 00/01/30 Ip 


30C221037B Third interim deficiency rept re refueling water storage 
tank overflow line Util has not received Pittsburgh- 
Di« Koines eteel Co repair procedure rejiuired to bring 
storage tanks into compliance w/A6h1E code 
KliLBrL M Tennessee Valley Authority 80/01/31 Ip 

3002210473 Forwards final deficiency rept re potential to overload 
containment coolout ays pump discharge nozzles. 

KILLS* L M Tennessee Valley Authority 00/01/31 Ip 


“6002210177 Final deficiency rept re potential to overload containment 
coolant syi pump discharge noz z las. Caused by oversight in 
prtglnaL design 8upport changes will be made as necessary, 
bated on rcanelysls of problem 
e Tennessee Valley Authority 00/01/3! ip 


8402070289 Forward* final deficiency rept re failure to obtain required 
approval before bending partially embedded rebar 
MILLS* U M Tenneesee Valley Authority BO/02/01, Ip 


“800207029«i Final deficiency rept re failure to obtain required approval 
before banding partially embedded rebar Caused by failure to 
bring Const Spec 0—2 Into compliance w/ACI 318-1971 bldg 
code. Const engineering procedures revised 
e Tennessee Valley Authority. 00/02/01 ip 


B0022104b6 Forwards final deficiency rept re reactor vessel insulation 
HILLS* L M Tennessee Valley Authority 60/02/11 Ip 


— B0D2210472 Final deficiency rept re reactor vessel insulation Review in 
accordance u/lE Info Notice 79-11 revealed inadequacy 
preventing loading of kneore instrument guide tubes during 
seismic event Restraint sys designed & Implemented 
* Tennessee Valley Authority 00/02/01 Ip 


80022S0535 Third interim deficiency rept re potential lubrication 
problem in diesel generator turbochargers Final alignment L 
mods to emergency diesel generators are not complete Insp of 
generator turbochargers will follou completion of mods 
HILLStL M Tennessee Valley Authority 60/02/09 Ip 


8002140506 Forwards final deficiency re Tuf-Loc bearings m OE 
breakers 

HILLS* L M Tennessee Valley Authority 60/02/07 2pp 


— 6002140519 Final deficiency rept re GE breakers w/ML-13 operating 
mechanisms containing Tuf-Loc bearings Failure of breakers 
to operate could affect safety operation Tuf-Loc bearings 
w/ML-13 mecbanlsims will be replaced 
* Tennessee Valley Authority 60/02/07 tp 


6002250541 Forwards final deficiency rept concerning QA program 
breakdown involving repetitive deficiencies in 
safety-related piping installation 

HILLS* L M Tennessee Valley Authority 00/02/13 Ip 


— 6002290549 Final deficiency rept concerning QA program breakdown 
involving repetitive deficiencies in safety-related piping 
installation Piping rewelded* w/proper documentation Training 
b disciplinary action will be used to ensure OA compliance 
♦ Tennessee Valley Authority 00/02/13 2pp 


0002200567 Forwards final deficiency rept re QA implementation 
breakdown 

HILLSiL h Tennessee Valley Authority 00/02/15 Ip 


— 8002200584 Final deficiency rept re QA program implementation breakdown 
concerning high density Wachter spent fuel storage racks 
Rack modules placed on '*hold“ until objective documentary 
evidence exists to support acceptability of racks 
* Tennessee Valley Authority 80/02/15 3pp 


8002200700 Forwards final deficiency rept re DBA movements of steel 
containment vessels not properly accounted for in design 
HILLS* L H Tennessee Valley Authority 60/02/15 Ip 


— 0002200719 Final deficiency rept ra DBA mavements of steel containment 
vessels not properly accounted for in design Piping sys 
having rigid penetrations through steel containment are 
undergoing reanaiysis Supports added 
« Tennessee Valley Authority 80/02/15 5pp 


DOCKET 50-394 CALIFORNIA STATE POLYTECH COLLEGE RES REACTOR 


P Operating license stage documents t correspondence 


8002290477 Request* prompt advice re 791105 request for amend to 
License R-12i for possession only of nuclear mail 
ADAMSON. R W California Poly tech State Unlv 60/02/22 Ip 


Q Inspection reports* IE Dulletins U correspondence 


8002290608 Forwards IE Circular 00-02* "Nuclear Power Plant Staff 
Uork Hours '* No written response required 

EN0ELKEN*R H Region 5. San Francisco* Office of the Director 
80/02/01 Ip 


DOCKET 90-395 V IRQ II. C SUMMER NUCLEAR 3TAT1DN. UNIT 1 


A Application/construction stage documents L correspondence 


0002140063 Notification of B00222 meeting w/util in FairfieldrSC to 
discuss draft Tech Specs 

TIDBITTB. D L Light Water Reactors Branch 2 00/02/04 3pp. 


8002140109 Notification of 800221 meeting w/utH* Dames f* Moore k LASL 
in Fairfield County*SC to discuss geology L seismology 
TIBBITTS, D L Light Water Reactors Branch 2 00/02/05 3pp 
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F S6ciirlt^4 Aiedicalr «jn»r 9 «T>c^ & flr> protection plane 


6002040007 Announcee regiondl uorlithops to diecuee ftaelblllig of 
proposed change to regulation on radlol ogica 1 emergency 
reeponee plane for facilillee Rs'q.uaete deiignafclon of on* 
repreeentat I ve per util by 791231 Foruerde Ffl notice 
ORlHESfB. K Emergency Preperedncie Tatk Force 79/12/21 7pp 


G002070079 Foruardt reiiueet for evacuation time eitimatei for areee 
near nucleer poufer planti Info ihould be eubmltted by 
800331 

ORIHESiB K Emergency Preparedneie Taeli Force 79/12/2* 4pp 


8002040308 Forward * "Fire Protection Evaluatloni" ftevieion prepared 
by 0 11 b er t/0 anmonueal tb 

CREWS. E H South Carolina Electric U Oat Co BO/OS/01 Ip 


— B002040311 'Tire Protection Evaluationr nevi*ion 5 
* 01 Iber t/Comtnonuea 1 tt> Cot 80/02/01 34pp 


0 Adjudicatory corr etpondence 


8002050299 Rieponie to ASLB 791220 order directing tntervenar to 
rvipond to applicant 791217 motion for diemictal Intervenor 
791214 roipento uiat adequate antiuer Certificate of Bvc end. 
SURSEVrD. A Affiliation Unknown GO/OI/10 2pp 


J Iniurance $< indemnity information 


B002270273 Forwardt Met of plants. pal 1 cy numbers t endorsement nuabert 
u/dates for 1980 policy year 

FIELDER^J Marsh ** McLcnneni Inc j H 4c M Nuclear Coneultatite^ Inc, 

Div 80/02/22 2pp 


0 Inspection reports^ IE Bulletins U correspondence 


8002^40064 Ack receipt of IE Insp Rept 50-399/79-36 Ne proprietary 
Inf e 

JQHN30N.M C South Carolina Electric 4t Oat Co 79/12/20 Ip 


8002040140 Forwards reiponte to IE Bulletin 79-02. Revl s ton 2* "Pipe 
Support Base Plate Designs iTslng Concrete Expansion Anchor 
Bolts " Anchor bolt preload verified 

CREWS. E If South Carolina Electric t< Oas Co 80/01/07 7pp 


B00S06003Q Forwards IE Bulletin 79-01 B. "Environ Ouall f 1 cat 1 on of 
Class IE Ei(uipment " Action requfrid IE Dullatln 79-OlB 
w/encl^ sent on 790114 should be disregarded 
O^REILLYiJ. P Region 2. Atlanta. Office of the Director. 
80/01/17 2pp. 


8002070362 Forwards IE Circular 90-01. "Svc Advice for OE Induction 
Disc Belays. “ No response required 

□ 'REILLY. J P Region 2. Atlanta* Office of the Director. 
80/01/17 2pp 


8002070364 Forwards IE Circular 80-01* "Bvc Advice for OE Induction 
Disc Relays," No response required 

O'REILLY. J P. Region 2. Atlanta* affiee of the Director. 
BO/01/17 2pp 


80020701G3 Act receipt of IE Insp Rept 50-395/79-39 No proprietary 
info. 

JOHNSON. H C. South Carolina Electric U Oas Co. GO/Oi/21, Ip 


— BO>OS070iaB Forwards IE Insp Rept 50-395/79-39 on 79 U 27-30. No 
nonconp I lance noted 

HORPHY. C. E Region 2. Atlanta. Reactor Construction L 

EnBireerlng Support Branch. 79/12/24 2pp 


— B002070193 IE Insp Rept S0-39S/79-39 or 791127-30. No noncomp Uanct 
noted. Mejor areas inspected elec trical. piping li 
Instrumentation lines In turbine bldg It 7200'<volt 
switchgear terAlraat tons, 

CONLONiT E. Region 2* Atlantai Reactor Construction It 

Englnaerirtg Support Branch WALTERBrD K Region 2. Atlanta. 
Office of the Director 79/12/21, 4pp 


Reportable occurrences* LERs Ic related correspondence 


21C799 Notification of test results indicated In 7839-22 Part 2i 
ptiCites three causes of injection pump failure Concludes 
mps are nou adequate No further action conteaplate d. 

RIARTY. J.N Colt Industries. Inc. 79/03/22. 2pp 


— 7904210a0'l In response to 780928 Part 21 rept. inf oras that in/eKllpe 
pumps were removed b Inspected using newly established 
crltsrla of Suppl 2. b were reinstalled on engines. No 
further action contemplated 

HOfilARTV.iJ M colt Industries. Inc 79/03/23. Ip, 


8002050110 PNO-I1-80’*003 on 800107. const worker died froa in-ternal 
Injuries sustelned on 791208 when accidently pinned 
between truck b ausiliary bldg door 

BURDETTE. T E. . HUNT.M D. Region 2. Atlanta. Office of the 
Director 80/01/07. Ip 


8002110480 Final deficiency rept re defective butt will Apparent fifid 
is outside radiographic acceptance criteria for wtld.Causad 
by slag inclusion b unsuccessful repair attaapt Held will be 
cut out b replaced 

JOHNBONtM. C South Carolina Electric b Oas Go 80/01/14 4pp. 


8002060436 Final deficiency rept re containnent airlock afg hg 
Fittiburgh-Des Moines Steel Go Defective alrlocke will be 
repaired in Mar 1980 

CREHB.E.H, South Carolina Electric b Oas Go 80/01/30 ip 


8002140530 Final deficiency rept re eight 480-volt motors found to ktvi 
Incorrect insulating tap# All saf ety-related 4BO-volt 
terminations will be redone using proper matls par const 
guidelines 

JOHNSON. H C. 8outh Carolina Electric b Oas Go, G0/D3/07 3pp 


8002150345 Final deficiency rept re lighting arrestors In 48Qh‘vell 
load ctrs causing reading below manufacturer reconmandid 
min value Cause unstated Damaged arrestors will be replaced 
b resistance checked 

CREUS.E H South Carolina Electric b Oas Co 0D/O2/U. Qpp. 


DOCKET 50-396 UN IV OF VIRGINIA CAVALIER REACTOR 


R Periodic operating reports b related correspondence 


B002060561 Submits Annual Operating Rept 1979. 
FARRAR) J P Virginia. Unlv of 00/01/18 ISpp 


DOCKET 50-397 WFP88 NUCLEAR PROJECT. UNIT 8 


A. App 1 icati on/conaiructlon stage documents b correspondence 


8002120625 Forwards responses to Sets 5. 6 b 10 of NRC first round 
questions re mitaorologlcal info. 

RENBERGER. D. L. Ueshlngton Public Power Supply System B0/0t/2B 
423pp. 


8002120459 Forwardc comments on Revision 2 to Reg Guide 1.97 li reivlti 
of facility design review relative to proposed guide 
RENBERGER. D L Hashing ton Public Power Supply System BO/OS/Ol. 
25pp 


8002250111 Requests consultation w/b assistance In determining whsikir 
any plants b animals listed as endangered or threatened 
species are present in site vicinity Forward# two maps 
showing facility location b transmission lines 

8ELLB.D E Environmental Projects Branch 2 BO/02/06, 4pp. 


8002200447 Ack receipt of NRG 791206 request that Hark II ocmeri 
include evaluations of 0K88 b JAERl large-scale taste in 
long-term program, Cannot commit to JAERl evekuatlen heeavii 
test program is ongoing b conducted by foreign govt 
HEDGECOCK. F D Mashlngton Public Power Supply fiystem, 80/02/11. 

2pp 


F Security, medical, emergency b fire protection plans 


8002040007 Announces regional workshops to discuss ftailbllity of 
proposed change to regulation on radiological emergency 
response plans for feeilltles Requests designation of one 
repretentative per util by 791231. Forwards FR notice. 

OfilMES.D. K. Emergency Preparedno** Task Force. 79/12/21. 7pp 


8002070079 Forwards requsst for evacuation time estleuites for areal 
near nuclear power plants. Info should be submitted by 
800331 

0RlliE8«D K Emergency Preparedness Task Force. 79/12/26. 4pp. 


8002060591 Forwards map over lay. tab les b basis of Methsdology re 
eitimetes for evacuation times* In response to 791226 Itr. 
Evacuation feasibility study will be completed in Hay 1980. 

One overslie map end. 

RENBEROERj P. L. Mashlngton Public Powar Supply Byeten 80/01/39. 
7pp 
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K UttHtU Bafttn Analu«l» Report (FEAR) & amends 


600323^0407 Poruirds emend to e lec tricel« Instrumentation & control 
listed in F8AJ^ Drouings available in Central Files only 
RfMEEROER^ D L Washington Public Pouier Supply System BO/Ol/Sl 

**PP 


0, tnspiction rsportsj IE Bulletins U correspondence 


e0022007-4B Responds to IE Bulletin 79-16 re vital area access controls 
Action Items 1-9 enforced in facility physical security 
plan Specific procedures uill be formulated uihen revlauivd & 
sihen alactronic control sys confirmed 

flENBEllOER. D.L Washington Public Power Supply System 79/09/03 
IF- 


60O214D24S Submits response to IE Bulletin 79-14 Safety-related 
Qalsalc Category 1 piping sys conforms to as-constructed 
c^o-nf Iguration 

RCNBEROER^ B L, Washington Public Poitier Supply System 79/09/07 
SPP 


6002150342 Forwarde infoi in response to IE Bulletin 79“l4i Item 1 W/o 
end 

RENBEROER.D L Washington Public Pouier Supply System 79/09/11 
If- 


6002150546 Forwards IG Insp Kept S0-397/79-1Q on 791127-26 No 
norieomp I ianea noted 

6FEMCER#0 S Region Sj San Franciscoj Roactor Construction U 

Ens inter ing Support Branch GO/01/07 2pp 


— BOOSlSOSSt IE Imp Rept S0''397/79-l8 on 791127-20 No noncompliance 
robed Major areas inspected, pretervlce insp contractor! work 
ac tlvi ti esj QA program interface between contractor ti 
Slcaneea It overall preservice insp plan 

DODDS^ R T. Region 5i San Franciscor Reactor Construction & 

Enginairlrg Support Branch HAISTrD P Region S» San Pranclscot 
Dfficv of the Oiroctop 80/01/07 5pp 


66020'fc006& Forwards IG Bulletin S0-02r "InadeciUBts QA for Nuclear 
Ruppliod E4.uipmarit ** Response reciulred 

£K^l.K£NiR.H Region 3r San Franciscor Office of tha Director 
BO/Ol/Sl, Ip 


6602060032 Forwards IE Info Notice 80-02r "BX8R Water Rod Lower End 
Plug Wear *■ Ho specific action or response required 
GNOELKEN^R. H Region San Franciscan Office of the Director 
G6/0I/25 Ip 


6OO20B0I47 Forwards IE Info Notice SO-OSi ‘'Main Turbin* 

E L I ctrobydraulic Control Sgs " No specific action or 
reipcnso required. 

EffOELV(CN« R K Region 9i San Francl*co< Office of the Director. 
60/D1/31. Ip 


6663140107 Forwards IE Circular 79-28<8uppl An "Shock Arrestor Strut 
Asieebllf Interference " No written response required 
ENOELKENiF H Region 9* Ban Franciscoi Office of the Director 
60/61/21 Ip 


6003210061 Notificetion of 800206 meeting ui/util in BathaedaiHD to 
^discuss proposed corrective actions on nonconformances In 
const of iacriflciel shield# quail ty problems w/pipe whip 
t-eitrelnls Ic NDT for certain structural at elements, 

HENDERSON) B Division of Reactor Construction Inspection. 
60702/01. 2pp 


0002250594 Forwards IE Circular 80-02# "Nuclear Power Plant Staff 
Narh Hours. " No written response required 

ETfDELHENi Ft. H, Region 8# San Francisco# Office of tha Director 

eo/o2/€i. ip 


6063320014 Forwarifs IE Info Notice 80-04# "BWR Fuel Exposure in Excess 
of LiMlts. " No action or response required 

ENOELKEN# Ft. H. Region 3# Ban Francisco# Office of the Director 
60762/64. ip 


9602210307 Ferwerds IE Bulletin 00-03# "Loss of Chercoal From 8td Typa 
1 !« Two-Inch# Tray Adsorber Cells " Action required 
ENOEU^Ni Ft. H Region 3# San Francisco# Office of the Director 
60702/66 Ip. 


66023200B9 FoTwards IE Info Notice 80-05# "Chloride Contaminatliin of 
6af ety-RelaVad Piping t Components." No written response 
ra-qu Ired 

ElMELKEKf R , H Region 9# San Francisco# Office of the Director. 

60/62/66. Ip 


0002250414 Forwards IE Bulletin BO-04# "Analysis of PHR Main Steam Line 
Break W/Continued Feedwater Addition " No uirittan response 
required 

ENOELKEH#R H Region 5# San Francisco# Office of the Director 
00/02/09 Ip 


8002290057 Ack receipt of 800201 Itr re corrective action plant for 
resolving quality problems identified u/pipe whip restraints 
t sacrificial shield wall Pipe whip plans may proceed Stop 
work order re shield wall will remain In effect 
ENOELKENi R H Region 5i San Francisco# Office of the Director 
eO/02/Oa 2pp 


0002280058 Ack receipt of 800204 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 90-397/79-16 
SPENCER# 0 S Region S# San Francisco# Reactor Construction l< 

Engineering Support Dranch 80/02/19 ip 


— S0022B0060 Responds to NRC 79121B Itr r* violations noted in lE Insp 
Rept 30-397/79-16 Corrective actions all deficient areas 
were Inspected L recapped & all areas were cleaned I# capped 
RGNBEROERi D L Washington Public Fourer Supply System BO/02/D4 
3pp 


—8002280069 Forwards IE Insp Rept 50-397/79-16 on 791022-23 U notice of 
violation 

SPENCER I 0 8 Region 9# San Francisco# Reactor Construction it 

Engineering Support Branch 79/12/18 2pp 


— 80022S0066 Notice of violation from insp on 791022-23 

» Region 5# Sen Francisco# Office of the Director 79/12/17 

2pp 


—0002280067 IE Imp Rept 50-397/79-16 on 791022-25 Noncompl iance noted* 
failure to malnteln cleanliness It protection of instrument 
racks It closure of instrument piping 

DODDS# R T Region 3# San Francisco# Reactor Construction 1< 

Engineering Buppurt Branch ELIH# J. 0 # BISHOP# T W Region 9# 

San Franclsce# Office of the Director 79/12/17 I6pp 


DOCKET 50-400 SHGARON HARRIS NUCLEAR POWER PLANT# UNIT 1 


A. Application/construction stage documents It correspondence 


000204031? Requests assistance in retolutlnn of applicable codes for 
containment penetration grout hole closure detail Related 
details It drawing end. 

MCDUFFIE) M A Carolina Power St Light Co 80/01/23 9pp 


0002040550 Informs that sampling station was Incarrectlg designated 
In const phase environ monitoring program. Corrected program 
end 

MCDUFFIE) M A Carolina Power It Light Co 80/01/20 6pp 


0002270146 Responds to util 800120 Itr re containment penetration grout 
holes Util interpretation It course of action re closure 
Wilds accepteble 

PARRtO D Dperetlng Reactors Dranch 3 80/02/12 2pp 


F. aecurlty# medical, emergency It fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed chengo to regulation on radiological emergency 
response plans for facilities Requests designetion of one 
representative per util by 791231 Forwards FR notice 
GRIMES) B.K Emergency Preparedness Task Force 79/12/21 7pp 


0DO2O76O79 Forwards request for evacuation time estimates for areas 
near nuclear power plents Info should be submitted by 
000331 

GRIMES# B K Emergency Preparedness Task Force. 79/13/26 4pp 


0. Adjudicatory correspondence 


8002130315 Decision affirming It modifying ASLB Jul 1979 supplemental 
dec 1 slon# LBP— 79-19 Condition Imposed on CP In Paragraph 201 
delated It NRC directed to ensure that notices of bearing 
will not be antertaintd unless It until evaluation conducted 
BISHOP) C si Atomic Safety end Licensing Appeal Panel 80/01/29 
36pp 


8002250174 Motion for mod of ALAB-577 affirming ASLB supplemental 
decision LDP-79-i9 Requosts deletion of hearing requirement 
at QL stage re licensee mgt capability h technical 
qua I If Icatlons. Mod will minimize QL delay 

TRONBRIDGEfO. F Carolina Power U Light Co TRONDRIDOE# G. F Bhawi 
Plttmanj Pott* & Trowbridge BO/02/ll, Bpp. 
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0002210501 Petltiom far rcviau of ALAB-577 due to ASLAB ulurpatioh of 
Cdnimiaslon pouer re nonad jud Icated issues ASLAD decision 
unsupported i. roises neu policy th^at niaij bo taksn at 
precedent in future decisions Certificate of Svc end 
REI8,e J Hearing Branch 3 30/02/13 I2pp 


0002270011 Memorandum U order re AUAB-577 ujhich ruled on KRC appanl St 
in tiihich one CP condition uas struck doun Denies applicant 
motion to amend ASU0 instructions re licensee mgt 
capabi 1 itfj 

DIBHDPiC t> Atomic Safety and Licensing Appeal Panel 30/02/20 
I2pp 


8002270427 Order granting ei tens ion until Q00220 for Commission to 
elect whether to review ALAS-977 

CHlLKiS J Office of the Saerstarg of the Commission OD/02/21 

Ip 


0 Inspection reports/ IE Bulletins & correspondence 


0002040143 Ack receipt of IE Insp Repts 50’"4 00/79-2 4. 30-401 /77''34. 
50-402/79-23 h SO-403/79-23 an 79112A-39 No proprietary 
info 

HOWEiP U Carolina Power «. Light Co 80/01/02 Ip 


— B002040151 Forwards IE Insp Repts 50-400/79-24, SO-401/79-24, 
50-402/79-23 It 50-403/79-23 on 791 12A-29 No noncomp 1 Unca 
noted 

MURPHY.C E Region 2, Atlanta. Reactor Construction it 

Engineering Support Branch 79/12/19 Spp 


-0OOBO4O175 IE Insp Repts 30-400/79-24.50-401/79-24,50-402/79-23 U 
50-403/79-23 on 79112^-29 Nfo none omp 1 1 ancs noted Major areas 
inspected const status. Inspector follouiup Items t« licensee 
identified items 

BRYANT, J C Region 2, Atlanta, Reactor Construction te 

Engineering Support Branch BRADLEY, R D Region 2< Atlanta, 
Office of the Director 79/12/19 Spp 


9002050500 Retpends to IE Bulletin 77-25 re failures of Hestlnghouse 
3PD relays Util does not use Nestlnghouse BFD relays in 
safety-related sys 

MCDUFFIE.N A Carolina Power U Light Co 00/01/04 Ip 


G0021P0169 Responds to IE Bulletin 79-02, Revlsi on 2 Concrete eipansion 
bolts in concrete block walls ii concrete expansion bolts 
w/o base plates have not been used 

MCDUFFIE, M A Carolina Power U Light Co 00/01/04- Ip 


9002060371 Act receipt of 791221 Itr informing NflC of steps talcen to 
correct violatlans noted in IE Insp Repts 50-400/79-23, 

50-401/79-23, 50-402/79-22 U 50-403/79-22 

BRYANT, J C Region 2, Atlanta, Reactor Construction & Englnoerlng 

Support Branch 00/01/10 Ip 


&002060373 Responds to NRC 791205 Itr re violations noted in IE Insp 
Repts 50-400/79-23,50-401/79-23,50-402/79-22 t, 30-403/79-22 
Corrective actions drawing destroyed & stamped cotitrol 
copy was obtained Conducted survey to detect bent bars 
HOWE. P W Carolina Power & Light Co 79/12/21 3pp 


1002060390 Responds to NRC 791205 Itr re IE Insp Repts 30-400/79-23, 
50-401/79-23, 50-402/79-22 V 50-403/79-22 No proprietary 
info 

KOWEiP U Carolina Power S< Light Co 79/12/12 Ip 


0002060401 Forwards IE Insp Repts 30-400/79-23,50-401/79-23, 
30-402/79-22 I 30-403/79-22 on 791106-09 & notice of 
violation 

MURPHY, C E Region 2* Atlanta. Reactor Construction It 

Engineering Support Branch 79/12/03 2pp 


— 8002200165 Responds to NRC 791116 Itr re vlolatione noted In IE Inii 
Repts 50-400/79-21,30-401/79-21, 50-402/79-20 «, SO-403/79-20 
Corrective actions established set of precautions to be 
taken when repairing electrode ovens 
KOWE.P W Carolina Power 4, Light Co 79/12/10 2pp 


—8003200172 Refers to NRC 791116 Itr re 791015-18 insp No propriatiT-y 
Info contained 

HOWE.P W Carolina Power 5; Light Co 79/11/26 Ip 


--8002200IBO Forwards IE Insp Repts SO-400/79-2 1, 50-401 /79-2li 
50-402/79-20 ic 50-403/79-20 on 791015-19 4, notico of 
vlolat ion 

MURPHY, C E Region 2, Atlanta, Reactor Constructlan tc 

Enginaerlng Support Branch 79/11/16 2pp 


— 8002200191 Notice of violation from insps on 791013-16 

a Region S, Atlanta, Office of the Director 79/1 l/i6 Ip 


—8002200216 IE Insp Repts 50-400/79-21, 50-401/79-21 , 50-402/79-20 t 
50-403/79-20 on 791015-18 Noncomp 1 lance noted welding 
electrode return oven found unlocked i, unattended 
BRYANf, J C Region 2, Atlanta, Reactor Construction It 

Engineering Support Branch BRADLEY, R D Region 2, Atlanta. 
Office of the Director 79/11/16 6pp 


8002070330 Forwards IE Circular 00-01, "Svc Advice for OE Induction 
Disc Relays No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
BO/Ol/17 2pp 


S Reportable occurrences, LERs & related correspondence 


8002000300 PN8-I1-80-001 on 000102, 1 Icensee discovered theft of 229 hi 
dynamite U 355 blasting caps from const site Entry gained ty- 
prying off door hinges from locked magaiine located outside 
fenced perineter on util property 

TILLMAN, A , TODIN, W J Region 2, Atlanta, Office of the DirsctOT. 
80/01/04 ip 


8002080070 PNG-tl-60-010 on 7901 17, meeting occurred between news oidll 
it electricians Caused by concern over theft of personal 
tools required bg util Previous occurrence reported 791024. 

BRADLEY, R D , BRYANT, J C Region 2, Atlanta, Office of the 
Director 80/01/10 Ip 


8002040565 Interim deficiency rept re defective Seismic Glass I hangar 
welds Current status shows 129 defective hangars rauorksd b 
reinspected All action will be complete by 000301 
CHIAN0I,N J. Carolina Power & Light Co 80/01/20. ip, 


8002140300 Forwards final deficiency rept re welded studs on tabiddif 
strip plates 

CHIANOItN J Carolina Power 4, Light Co 60/02/05, Ip 


—8002140396 Final deficiency rept re welded studs on embedded strip 
plates. Studs w/inadequats strength were discovered during 
receipt insp All shipments containing defective etude have 
been returned to vendor 

» Carolina Power 1, Light Co 80/02/04 4pp 


6002260663 Forwards final deficiency rept re lamination In nalnt rail 
support plates 

CHIANOl.N J Carolina Power 6 Light Co. 00/02/20 Ip 


—8002260666 Final deficiency rept re lamination in malnt rail support 
plates All support plates removed 6 replaced 
w/ul trasonlcb 1 ly tested plates 
a Carolina Power it Light Co, 80/02/19 3pp 


8002060405 Notice of violation from insp on 791106-09 

* Region 2, Atlanta. Office of the Director 79/12/05 Ip 


-0002060410 IE Insp Repts 50-400/79-23,50-401/79-23,30-402/79-22 it 
SO-403/79-22 on 79H06-09 Noncomp 1 ianc e noted failure to 
have required document control stamp on Drawing S-BK-119 6 
failure to obtain A/E approval for repair. ^ 

BRYANT, J C Region 2, Atlanta, Reactor Gone true tton 6 

Engineering Support Branch BRADLEY, R D Region 2, Atlanta, 
Office of the Director 79/12/05 7pp 


8002200156 Ack receipt of 791210 Ur informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-400/79-21, 
50-401/79-21,50-402/79-20 U 50-403/79-20 

BRYANT, J C Region 2, Atlanta. Reactor Construction 6 Enginaaring 

Support Branch 80/01/10 Ip w w 


DOCKET 50-401 8HEAR0N HARRIS NUCLEAR POWER PLANT, UNIT 2 
A AppHcaiion/construction stage documents it correspondence 


8002040517 Requests assistancs In resolution of applicable codas for 
containment penetration grout hole closure detail Related 
details & drawing end 

MCDUFFIE, H A Carolina Power & Light Co, 00/01/28 Spp 


B0D2O4O5S0 Informs that sampling station was income tly designated 
in conet phase environ monitoring program, Corrected program 
and 

MCDUFFIE, N, A Carolina Power it Light Co 00/01/28 6pp. 


8002270140 Responds to util 800128 Itr re containment petiitraiion grevt 
boles Uttl Interpretation it course of action r« closure 
welds acceptable 

PARR, 0 D Operating Reactors Branch 3 60/02/12 2pp 
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F. S«e>ur(ti|« mcdlc-ali emergency fire protection pl^na 


SO03Q4-0Q07 Announcei regional uorKohops to discuos feasibility of 
propoied change to regulation on radiological eniergency 
reaponte plane for facilitiee Requests designation of one 
ripr ■•entat Ive per utii by 791231 Forojards FR notice 
CRZHESi 9 K Emergency Preparedness Task Force 79/12/21 7pp, 


&OC2O70079 Foruardf request for evacuation time estimates for areas 
near nuclear pouer plants Info should be submitted by 
e0O33l 

CR[HE8>B K Emergency Preparedness Task Force 79/12/26 4pp 


iSr Adjudicatory c or respondenco 


BOO2130319 Decision affirming & modifying ASLB Jul 1979 supplemental 
dec 1 sloni LDP''79-1 9 Condition Imposed on CP In Paragraph 201 
deleted $c NRC directed to ensure that notices of hearing 
uSl] not be entertained unless until evaluation conducted 
QlSKOPi C J Atomic Safety and Licensing Appeal Panel 30/01/29 
3£pp 


E<!iC2250174 Notion for mod of ALAD-977 affirming ASLD supplemental 
decision LDP-79’-l9 Requests deletion of hearing requirement 
at DL etage re licensee mgt capability it technical 
quel if icatl Dm Nod will mlnimiie OL delay 

TROVISRIDOE. O P Carolina Pouer & Light Co TROWDRIDOEtO F 9hau/ 
Pittoanr Potts U Trowbridge 00/02/11 9pp 


&0<>2210501 Petition for review of ALAO-577 due to A9LAB usurpation of 
Coeimlfsion pouer re nonad jud icated issues A8LAD decision 
uneupported raises new policy that mag be taken as 
precedent in future decisions Certificate of 8vc end 
REI8.E J Hearing Branch 3 80/02/13 i2pp 


&&022-70011 Memorandum St order re ALAD-977 which ruled on NRC appeal 
In which one CP condition was struck down Denies applicant 
c-ctlon to amend A8LQ instructions re licensee mgt 
capability! 

BIBHOPtC. j Atomic Safety and Licensing Appeal Panel BO/02/20 
ISPP 


80022904S7 Order granting extension until 600220 for Commission to 
elect whether to review ALAB-S?? 

CHlLKiB J Office of the Secretary of the Commission 80/02/21 

Ip 


O Inspection reports^ IE Bulletins & correspondence 


0002040143 Ack receipt of IE Insp Repts 90'-'l00/79“24. 30-401 /79“24i 
S0-40a/79-23 k 50-403/79-23 on 791126-29 No proprietary 
Info. 

H014E.P U Carolina Power tt Light Co 30/01/02 Ip 


—0002040131 Forwards IE Insp Repts 30-400/79-24. 30-401 /79“24» 
50-402/79-23 U SO-403/79-23 on 791126-29 No noftcomp 1 lance 
noted 

Kl/RPHVii- C. E Region 2. Atlanta. Reactor Construction tc 

Enginaering Bupport Branch 79/12/19 2pp 


— BO02040L75 IE Insp Repts 30-400/79-24.50-401/79-24.30-402/79-23 tt 
aO-403/79^23 on 791126-29 No noncomp Uance noted Major areas 
inspected const status. Inspector followup items It liconste 
Identified items 

BRYANT# J C Raglan 2. Atlanta. Reactor Construction it 

Engineering Support Branch. BRADLEY. R D Region 2. Atlanta. 
Office of tha Director 79/12/19 Spp. 


800^50380 Responds to IE Bulletin 79-25 re failures of Mestinghousa 
SFD relagi Util does not use Hestinghouse BFD relays in 
saf • Istid lys 

MCDUFFIE. M A Carolina Power t Light Co BO/Ol/04 Ip 


3002120169 Responds to IE Bulletin 79-02. Revision 2 Concrete expansion 
bolts in concrete block walls &< concrete expansion bolts 
w/o base plates have not been used, 

HCOUFFfE.H A Carolina Power 1. Light Co 60/01/04 ip. 


8002060371 Ark receipt of 791221 Itr Informing NRC of steps taken to 
correct violations noted in lE Insp Repts 50-400/79-23. 
50-401/79-23,90-402/79-22 it 50-403/79-22 

SRYANTi-J.C Region 2. Atlanta. Reactor Construction it Engineering 

Support Bra-nch BO/Ol/iO, Ip 


—6002060373 fleiponds to NRC 791205 Itr re viplations noted In IE Insp 
Repts 50-400/79-23. 50-401/79-23,30-402/79-22 U 30-403/79-22 
Corrective act i ons ’ drawing destroyed it stamped control 
copy was obtai ned. Conducted survey to detect bent bars. 

HDVIE.P W Carolina Power it Light Co 79/12/21 3pp 


—6002060396 Responds to NRC 791203 Itr re IE Insp Repts 50-400/79-23, 
50-401/79-23. 30-402/79-22 tt 50-403/79-22 No pTOprietary 
info 

HOWE.P ii Carolina Power «< Light Co 79/13/12 Ip 


— 0002060401 Forwards IE Insp Repts 50-400/79-23.50-401/79-23. 
50-402/79-22 it 30-403/79-22 on 791106-09 It notice of 
violation 

MURPHY* C E Region 2. Atlanta. Reactor Construction & 

Engineering Support Branch 79/12/05 2pp 


—0002060405 Notice of violation from insp on 791 106-09 

e Region 2. Atlanta, Clfflco of the Director 79/12/05 ip 


—0002060410 IE Insp Repts 50-400/79-23. 50-401 /79-23, 50-402/79-22 
50-403/79-22 on 791106-09 Noncomp 1 lance noted failure to 
have required document control stamp on Drawing S-SK-l 19 St 
failure to obtain A/E approval for repair 
BRYANT. J C Region 2, Atlanta, Reactor Construction b 

Enginearing Support Branch BRADLEY, R D Region 2. Atlanta, 
Office of the Director 79/12/05 7pp 


6002200156 Ack receipt of 791210 Itr informing NRC of steps taken to 
correct violations noted tn IE Insp Repts 50-400/79-21. 

50-401/79-21. SO -402/ 79-20 8, 50-403/79-20 

BRYANT.J C Region 2. Atlanta. Reactor Construction & Engineering 

Support Branch. BO/OI/10 Ip 


— 0002200165 Responds to NRC 791116 Itr re violations noted in IE Insp 
Repts 50-400/79-21.50-401/79-21. SO-402/79-20 50-403/79-20 

Corrective actions established set of precautions to be 
taken when repairing electrode ovens 

HDWE.P W Carolina Power it Light Co 79/12/10 2pp 


—0002200172 Refers to NRC 791116 Itr re 791015-10 insp No proprietary 
Info contained 

HOWE.P W Carolina Power it Light Co 79/11/26 Ip 


—0002200100 Forwards IE Inap Repts 50-400/79-21.50-401/79-21. 
50-402/79-20 it 50-403/79-20 on 79101 S- 10 it notice of 
violet ion 

hURPHYiC E Region 2. Atlanta. Reactor Construction It 

Engineering Support Branch 79/11/16 Spp 


— 0002200191 Notice of violation from insps on 791015-13 

e Region 2. Atlanta. Office of the Director 79/11/16 Ip 


—0002200216 IE Insp Repts 50-400/79-21,30-401/79-21. 50-402/79-20 b 
50-403/79-20 on 791015-10 Noncoflip Uance noted welding 
electrode return oven found unlocked & unattended 
BRYANT# J C Region 2. Atlanta. Reactor Construction It 

Engineering Support Branch BRADLEY, R D Region 2# Atlanta. 
Office of the Director 79/11/16 6pp 


e0O207O330 Forwards IE Circular 60-01. "Bve Advice for OE Induction 
Disc Relays ’* No response required 

O^REILLYjJ P Region 2. Atlanta. Office of the Director 
00/01/17 2pp 


8 Reportable occurrences. LERs it related correspondence 


3002060300 PNS- 1 E-BO-001 on 000102. 1 icensee discovered theft of 225 lbs 
dynamite l< 333 blasting caps from const site Entry gained by 
prying off door hinges from locked magazine located outside 
fenced perimeter on util property 

TILLMAN, A . T03IN. N J Region 2# Atlanta# Office of the Director 
00/01/04 Ip 


80020B0070 PNO-1 1-80-010 on 7901 17. meeting occurred between news media 
In electricians Caused by concern over theft of personal 
tools required by util Previous occurrence reported 791024 
BRADLEY. R D . BRYANT. J C Region 2. Atlanta. Office of the 
Director 80/01/10 Ip 


0002040565 Interim deficiency rept re defective Seismic Class 1 hanger 
welds Current status shows 129 defective hangers reworked & 
relnspcctcd All action will be complete bg 000301 
CMIANOI.N J Carolina Power it Light Co 00/01/28 Ip 


8002140388 Forwards final deficiency rept re welded studs on embedded 
strip plates 

CHIANOl, N, J Carolina Power it Light Co 00/02/05 Ip 


— 8002140396 Final deficiency rept re welded studs on embedded strip 
plates Studs w/tnadequete strength were discovered during 
receipt insp All shipments containing defective studs have 
been returned to vendor 

e Carolina Power !< Light Go 60/02/04 4pp 
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S00&8606&3 Foruirdi fln«l deficlencv rvpt rt liminMtlon in in«lnt rail 
support plat«« 

CHlANOIiN J Carolina Power & Llfiht Co 80/02/20 Ip 


— e002a606t& Final dificiancy rapt rt lamination in matnt rail lupport 
platrt All lupport plate* renovtd & rtplaced 
uj/ul traion IcallM tailed plate*^ 
a Carolina Power U Llpht Co BO/02/1? 3pp 


DOCKET 50-402 eHEARON HARRIS NUCLEAR POWER PLANT, UNIT 3 


A App 1 loation/conitTUCtion itage documentt b corraipondanca 


6002040517 Requeiti aiilstance in reiolution of applicablt codat for 
lantainmcnt penetration grout hole cloiure detail Related 
detail* b drawing end 

MCDUFFIErM A Carolina Power & Light Co. 80/01/28. 5pp 


6002040550 InfoTni ttia« campling station was incorrectly designated 
in const phase environ monitoring program Corrected program 
enc 1 

HCOUFFiE.H A Carolina Power & Light Co. 60/01/28 £pp 


9002270148 Responds to util 800128 Itr re containment penetration grout 
holts Util Interpretation Ic course of action re closure 
welds acctptahle 

PARRrO D Operating Reactors Branch 3. QO/02/18 3pp 


F Security, medical* emergency li fire protection plant 


0002040007 Announces regional uortshops to discuss feasibility of 
propossd change to regulation on radiological emergency 
response plans for facilities Reguests designation of one 
repr Cl ertattve per util by 791231 Forwards FR notice 
ORlKESrB-K. Emergency Preparedness last Force 79/12/21. 7pp 


9002070079 Forwards rei^uest for evacuation time estlnates for areas 
near nuclear power plants Info should be submitted hu 
000331. 

GRIMES, Q.K Emergency Preparedness Test Force 79/12/26 4pp 


Adjudicatory CDTretpondence 


:>DS130315 Decision affirning k modifying A8LB Jul 1979 supplenontal 
dec i I ion* L9P-79‘'19 Condition imposed on CP in Paragraph 201 
deleted b ffRC directed to ensure that notices of hearing 
will not bo entertained unless & until evaluation conducted 
BISHOP, C J. Atomic Safety and Licensing Appeal Panel 60/01/29 
36pp 


8002250174 Motion for mod of ALA0-S77 affirming A8LB supplemantal 
decision LBP-79’-19 Requests delttlon of hearing requirement 
at DL stage ra licensee ngt capability b technical 
qualifications Mad will minlmlte OL delay, 

TRDHBRIDOEiO F Carolina Power b Light Co TnaUBniI>OEi 0 F. Shaw* 
Pittman, Potts b Trowbridge 60/02/11 Spp, 


G002210501 Pstltlon for review of ALAB-S77 due to A5LAB usurpation of 
Comislstlon powtr re nonad judicated issues, A6LAB decision 
unsupported b raises new policy that may be taten as 
precadent In future decisions Cirtlflcat# of 8vc end 
REISrE J Hearing Branch 3. 80/02/13 12pp. 


J2270011 Memorandum b order re ALAB-577 which ruled on NRC appeal b 
In which one C? condition was struck down. Denies applicant 
mo-tlon to amend ABLB instructions re licensee mot 
''apablUty 

MSHOPiC.J Atomic Sefety and Licensing Appeal Panal. 60/62/20 
12PP 


1290427 Order granting estenslon until 600220 for Commission to 
lact whether to review ALAB-377 

iILKrfl -J Office of the Secretary of the Commission. 60/02/21 


Inspettlon reports# IE Bulletins b correspondence 


►040143 Act receipt of 16 Insp Repts 90-400/7?»84# 50-401/79-24, 
►-402/79-23 b 50-403/79-23 on 791126-89 No proprietary 
if 0- 

IWE, P H, Carolina Power b Light Co BO/01/02. Ip. 


'02040191 Forwards IE Insp Repts 90-400/79-24,90-401/79-24, 
90-402/79-23 b 90-403/79-23 on 791126-29. No tioncofflp 1 lance 
noted 

MURPHVrC, E, Region 2, Atlanta, Reactor Construction l< 
Engineering Bupport Branch, 79/12/19. 2pp,. 


—0002040175 IE Insp Repts 50-400/79-24, 90-401/79-24. 90-402/79-23 t 
90-403/77-23 on 791126-29 No none ompl lance noted Major areae 
Inspected const status, Inspec tor followup Itens b licensti 
identified items 

BRYANT, J C Region 2, Atlanta, Reactor Conetructlon b 

Engineering Support Branch BRADLEY, R D Region 2, Atlanti, 
Office of the Director 79/12/19 9pp 


0002050580 Rospond* to IE Bulletin 79-25 re failures of Uestlngho-un 
DFD relays Util does not use Westinghouse BFD relays in 
safety-related sys 

MCDUFFIE, M A Carolina Power b Light Co 60/01/04 ip 


8002120169 Responds to IE Bulletin 79-02, Revision 2 Concrete eipaai(»« 
bolts in concrete block walls b concrete expansion bolts 
w/o base plates have not been used 

MCDUFFIE. H A Carolina Power b Light Co 80/01/04 Ip 


0002060371 Act receipt of 791221 Itr informing NRC of steps taben tg 
corract violations noted in IE Insp Repts 50-400/79-23, 
90-401/79-23,^0-402/79-22 b 50-403/79-22 

BRYANT, U.C. Region 2, Atlanta, Reactor Cons truct i«n b Englnsiritil 
Support Branch 80/OL/10 Ip 


— 8002060373 Respond* to NRC 791205 Itr re violations noted In IE InSf 
Repts 90-400/79-23,90-401/77-23,90-402/79-22 b 90-403/79-22 
Corrective action*. drawing destroyed b stamped control 
copy was obtained Conducted survey to detect bent bars, 

HQWE.P U Carolina Power b Light Co. 79/12/21. 3pp 


'6002060398 Responds to NRC 791209 Itr re IE Insp Repts 50-400/77*23, 
50-401/79-23,90-402/79-22 b 50-403/79-22 No proprietary 
info 

H0WE,P H Carolina Power b Light Co. 79/12/18 Ip 


—0002060401 Forward* IE Insp Repts 90-400/79-23,90-401/79-83, 
50-402/79-22 b 50-403/79-22 on 791106-09 b notice of 
violation 

MURPHY, C E Region 2, Atlanta, Reactor Construct ioti b 

EngLnaering Support Branch 79/12/05 2pp. 


—6002060405 Notlca of violation from insp on 791106-09. 

e Region 2, Atlanta, Office of the Director. 79/12/09. ip 


—6002060410 IE Insp Repts 90-400/79-23,90-401/79-83,90-402/79-88 1 
90-403/79-22 on 791 106-09. Noneomp I iance noted. failure to 
have required document control stamp on Drawing S-QK-iif It 
failure to obtain A/E approval for repair. 

BRYANT, J d. Ragion 2, Atlanta, Reactor Conetructlon 6 
Engineering Bupport Branch BRADLEY, R D Ragion 2, Atlints# 
Office of the Director 79/12/05. 7pp 


8002200156 Act receipt of 791210 Itr informing NRC of steps taken U 
corract violations noted in IE Insp Repts 50-400/79-21i 
50-401/79-21.30-402/79-20 b 90-403/79-20 

BRYANT, J.C. Region 2. Atlante, Reactor Construction b Enpiniirlaj 
Bupport Branch 60/01/10 tp 


■6002200169 Responds to NRC 79U16 Itr re vioUtlons notai In IE Insp 
Repts 90-400/79-21,90-401/79-21,90-402/79-20 6 90-403/79-20, 
Corrsctlvo actions' ettab 1 ished sat of precautions to be 
taken when repairing electrode ovens 
H0UE,P.H. Carolina Power b Light Co 79/12/10. 2pp. 


—8002200172 Refer* to MRC 791116 Itr re 791019-18 Inep.Ns proprliUrg 
Info contained 

H0UE,P H Carolina Power b Light Co. 79/11/26. Ip 


—8002200160 Forward* IE Imp Repts 90-400/79-21, 90-401/74-21 1 
90-402/79-20 b 50-403/79-20 on 791019-16 b notice of 
violation 

MURPHY, C E Riglon 2, Atlanta, Reactor Conetructlon b 

Englnsering Support Branch. 79/11/16. 2pp. 


—6002200191 Notice of violation from insps on 791019-18 

e Region 2, Atlanta, Offica of the Director. 79/11/li Ip 


—8002200216 IE Insp Repts 90-400/79-21, 90-401/79-21, 90-408/79-20 b 
90-403/79-20 on 791019-18. Noncomp Uance noted; welding 
electrode return oven found unlocked b unattended. 

BRYANT, 0 C Region 2, Atlanta, Reactor Conairuction. b 

Engineering Bupport Branch BRADLEY, R. D. Ragion 2, Atlantl, 
Office of the Director 79/11/16, 6pp. 


0002070330 Forwards IE Circular 00-0 1, “Sve Advice for OE Ind utt I sn 
Disc Relays," No response required. 

0 ^REILLY, J.P. Region 2, Atlanta, Office of the Director. 
BO/01/17. 2pp. 
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t Ripio-rtabl* bccurrvncvif LER« V corrft«pondtnct 


afosoaosoo PN9~1I-QO-001 on B0ai02« 1 lcsn«>a di«cQV«r«d thvft of 2SS lb» 
&; 33S b c«pf from conit tite Entry o^inod bg 

prying off door Mng«« from lockad magazine locabed outelde 
Winced perimetar on util property 

TiLLMAMiA Region Atlanta, Office of the Director 00/01/04 

ig 


9000090070 1 1 -BO-0 1 0 on 7901 17, meeting occurred betu^een netiit ntedia 

^ eiectrl c lane Ceueed bg concern over theft of pereonal 
tobie reiiulried by util Prevlooe occurrence reported 791024 
BRADLEY, R. D. Region 2, Atlanta, Office of the Director 60/01/10 
If 


60OSO4O5&9 Interim deficiency rept re defective Geienic Claee I hanger 
vtldi Current etatue ehoui 129 defective hengere robjorked 
reinepected All action uill be complete by 800301 
CHIAKC-ti H J Carolina Pouer t< Light Go 00/01/20 Ip 


8002210901 petition for review of AUA0-577 duf to ASLAB ueurpation o# 
Commlsiion power re non adjudicated issuee ASLAB declelon 
untupported b relsei new policy that mag be iaken a« 
precedent in future decieione Certificate of Sve end 
REIB. E J, Hearing Branch 3 00/02/13 12pp 


8002270011 Kemorandum tt order re ALAB’'577 which ruled on NRC appeal b 
in which one CP condition, wis struck down Deniee applicant 
motion to amend ASLB inetructlons re licen’see mgt 
capab 1 1 i ty 

BtSHOPiC j Atomic Safety and Licensing Appeal Panel SO/02/20 

12pp 


8002290427 Order granting extension until B00220 for Commission to 
elect whether to review ALAB‘‘577 

CHILK,B J Office of the Secretary of the Commission 00/02/21 

ip 


0 Inspection reports, IE Qulletini b correep ondence 


90 <> 3 L 403 -B 8 Forward* final deficiency rept re welded etude on embedded 
(trip platee 

CHiAlseoIi N. J Carolina Power b Light Co 80/02/09, ip 


•'90021 4037& Final deficiency rept re welded studs on embedded strip 
platee. Studs ui/lnadequate strength uere discovered during 
rfcelpb Inep. All ehipments containing defective etude have 
been returned to vendor 

e Carolina Power b Light Co BO/OS/04. 4pp 


90O2a-&D6A3 F-orwarde final deficiency rept re lamination in maint rail 
i^ppart platee 

CHMNOirN J. Carolina Power b Light Co 00/02/20 Ip. 


-9C02260666 Final deficiency rept r« lamination in maint rail support 
plataa. All tupport plates removed b replaced 
w/u I tra tonic ally tested plates 
« Caroline Power be Light Co BO/02/19. 3pp 


DOCKET 80-403 BH6AR0W HARRIS MUCLEAR POWER PLANTi UNIT 4 
A hpplical lon/construction stage documente b corretpondance 


00020410917 Rei^ueate eislstenct in reso'lutian of eppHceble codes for 
cenlilnment penetration grout hole closure detail Related 
detail* <1 drawing end 

NCDUFFIEiH. A Caroline Power U Light Co. 80/01/20. 9pp. 


8002440990 Inform* that sampling station was incorrectly designated 
in const phaea environ monitoring program. Corrected program 
thCl 

KCDUFFIC, M A Caroline Power b Light Co 60/01/26. 6pp 


OQ4227014B Reepand* to util 600120 Itr re containment penetration grout 
holes Util interpretation b course of action re closure 
Hildf accaptable 

PARRiO D. Operating Reectore Branch 3. 60/02/12. 2pp. 


F Bicurity, medical, omirgency b fire protection plans 


9002010007 Announces regional workshops to discuss feasibility of 
fropoiid change bo regulation on radiological emergency 
response plan* for facilities Requests dasignation of one 
rspr •• e ntatlve par util by 791231, Forward* PR notlcs 
ORIHESi 8 K. Emergency Preparedness Task Force. 79/12/21 7pp 


W02070079 Forward* request for evacuation time estimate* for areas 
near nuclear power plants. Info should be submitted by 
B40331 

0RIKE8, B> K Eoiergency Preparednee* Task Force 79/12/26 4pp 


8002040143 Ack receipt of IE Imp Repts BO-400/79-24i 90-401/79-24, 
30-402/79-23 b 90-403/79-23 on 791126-29 Ho proprietary 
Info 

HOWE, P W Carolina Power b Light Go 00/01/02 Ip 


—8002040131 Forward* IE Insp Rept* 30-400/79-24,50-401/79-24. 
30-402/79-23 b 90-403/79-23 on 79U26-29 No noncomp 1 ianca 
noted 

MURPHY, C £ Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch 79/12/19 2pp 


—6002040179 IE Insp Rept* 30-400/79-24,50-401/79-24.30-402/79-23 b 
50-403/79-23 on 791126-29 No noncompliance noted Mejor arees 
inspected conet status, inspector followup items b licensee 
Identified items 

BRYANT. J G Region 2. Atlanta, Reactor Construction b 

Engineering Support Branch 79/12/19 3pp 


0002050580 Respond* to IE Bulletin 79-25 re failures of Meitlnghouse 
BFD relays. Util does not use Westlnghouse BFD relays in 
safaty-related sy*. 

MCDUFFIE, K A Carolina Power b Light Go BO/01/04 ip 


0002120169 Responds to tE Bulletin 79-02, Revision 2 Concrete expansion 
bolt* in concreta block walls b concrete expansion bolts 
w/o base plates have not been used 

MCDUFFIE, M A Carolina Power b Light Co 00/01/04 Ip 


0002060371 Ack receipt of 791221 Itr Informing NRC of steps taken to 
correct violation* noted In IE Insp Rept* 30-400/79-23, 
50-401/79-23.30-402/79-22 b 50-403/79-22 

BRYANT, J C Region 2. Atlanta. Reactor Construction b Engineering 

Support Branch. 60/01/10 Ip 


—8002060373 Responds to NRC 791208 Ur re violations noted in IE Insp 
Repts 50-400/79-23.50-401/79-23,50-402/79-22 b 90-403/79-22 
Corrective actions drawing destroyed b stamped control 
copy was obtained Conducted survey to detect bent bars 
HQWErP W Carolina Power b Light Co 79/12/21 3pp. 


—0002060390 Responds to NRC 791205 Itr re IE Insp Rept* 90-400/79-23, 
30-401/79-23,90-402/79-22 b 50-403/79-22 No proprietary 
info 

MOWE.P U Caroline Power b Light Co 79/12/12 Ip. 


— 0002060401 Forwards IE Insp Repts 30-400/7^-23.50-401/79-23, 
90-402/79-22 b 90-403/79-22 on 791106-09 b notice of 
vl ole tlon 

MURPHV.C E Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch 79/12/03 2pp 


— 0002060405 Notice of violation from insp on 791106-09 

e Region 2. Atlanta, Office of the Director 79/12/09 Ip 


9 Adjudlcatorv correspondence 


M02I3D319 Decision affirming b modifying A8LB Uul 1979 supplemental 
decUioni LBp-79-19, Condition Imposed on CP in Paragraph QOl 
dtlsterf NRC directed to ensure that notices of hearing 
wEll not b* entertained unleei b until evaluation conducted 
OlflHOPiC. J. Atomic Safety and Liceneing Appeal Panel. 60/01/29 
36pp 


D002290174 Motion for mod of ALAB-977 affirming ABLB supplemental 
decision LBP-79-19. Request* deletion of hearing requirement 
it DL stage re licensee mgt capability fc technical 
lUiltfKation*. Mod will mlnimiie OL delay. 

IRON BRIDGE I 0. F. Carolina Power b Light Co. 80/02/11. Spp. 


— B002060410 IE Insp Repts 50-400/79-23,90-401/79-23,50-402/79-22 b 
30-403/79-22 on 791106-09 Noncomp Uanc# noted failure to 
have required document control stamp on Drowlng 3-SK“n9 b 
failure to obtain A/E approval for repair 
BRYANT, J C Region 2, Atlanta, Reactor Construction b 

Engineering Support Branch 79/12/05 7pp 


eO022001&6 Ack receipt of 791210 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept* 50-400/79-21, 

50-401/79-21, SO-402/79-20 b 50-403/79-20 

BRYANT, J C Region 2, Atlanta, ReaefcoT Conetruction b Engineering 

Support Branch 80/01/10 Ip 
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'—0002200165 HQspondi to NRC 791116 Itv re violations noted In IE |n*p 
Ropt» 50-400/79-21. 50'40J/79'’21, 50-402/79-20 S0-403/79-2^> 

Corrective actions established set of precautions to be 
taken luhen ropairlng electrode ovens 

HOWE.P W Carolina Power !* Lig^fc Co 79712/10 Spp 


—3002200172 Refers to NRC 791116 Itr ra 791013-lB tn*p No proprietary 
Info contained 

HQWE.P K Carolina Power t Light Co 79/11/26 Ip 


—8002200180 Forwards IE Insp Repts 50-400/79-21 . SO-40 1/79-2 1* 
50-402/79-20 «< SO-403/79-20 an 791015-10 & notice of 
violation 

MURPHYj C E Region 2# Atlanta. Reactor Cons tree t Ion & 

Engineering Support Branch 79/11/16 2pp 


— 8002200191 Notice of violation Prom Insps on 791015-10 

* Region 2. Atlanta. Office of the Director 79/11/16 Ip 


— B002200216 IE Jnsp Repts 50— JOO/79-21 r 50-401/79-21. 50-402/79-20 i 
SO-4D3/79-20 on 791015-18 None amp I iance noted welding 
electrode return oven found unLocted & unattended 
BRYANT/ J C Region 2/ Atlanta* Reactor Construction i 

Engineering Support Branch 79/11/16 6pp 


0002070330 Forwards IE Circular BO-Ol* "Bve Advice for OE Induction 
Disc Relays " No response required 

O'REILLY* JP Region 2* Atlanta* Office of the Director 

aO/Ol/17 2pp 


8002110120 Advises that NRC will perform special appralsilt of hielU 
physics programs during CVBO in lieu of routina imp Scope 
uHl include organ! zat ion. personnel qualification U 
training, radwaste processing, monitor ing 8. training 
BTELLO. V Office of Inspection Enforcemonti Office of the 
Director 80/01/22 3pp 


J rniorance U indemnity information 


6002150359 Forwards Endorsements 20 & 43 to NELIA Pollclei MF-96 t 
rtF^57. respectively 

ANDREI48i C L Marsh U McLennan. Inc > H I* M Nuclaar Consul tanti« ]ri 
Div 00/02/09 3pp 


Q Inspection reports. IE Dulletins & correspondence 


6002070376 Forwards IE Circular 0O-Oli "Bve Advice for OE Induction 
Disc Relays ” No response required 

D'REILLY.J P Region 2. Atlanta. Office of the Diractor. 
aO/01/17 2pp 


S Reportable occurrences. LERs 6 related correspondence 


6002060625 Final rept re 791210 significant breakdown in Forney 
compression testing mach'lne callhr verl f Ication, £ng interlng 
investigation revealed that compression test results uirt 
conservative ASTM code being reviewed to assure compliance 
OROUN. 8 C Virginia Electric 6 Power Co 00/01/17. 4pp 


S Reportable occurrences. LERs U related correspondence 


9002080300 PNS-f I-BO-001 on G00102. 1 icenseo discovered theft of 225 lbs 
dgnainite %. 335 blasting caps from const site Entry gained by 
prying off door hinges from locked magaiinc located outside 
fenced perimeter on util property 

TILLMAN. A Region 2. Atlantai Office of the Director 0D/O1/O4 

ip 


8002060070 PNO-I 1-80-010 on 790L17* meeting occurred between news media 
6 electricians Caused by concern over theft of personal 
tools required by util Freviaus occurrence reported 791024 
BRADLEY. R D Region 2. Atlanta* Office of the Director 60/01/18 
ip 


6002040965 Interim deficiency rept r« defective Seismic Class I hanger 
welds Current status shows 129 defective hengers reworked It 
relnspected Ail action will be complete by 600301 
GHiAK&r.M J Carolina Power 6 Light Co 30/01/26 Ip 


6002140333 Forwards final deficiency rapt re welded studs on embedded 
strip plates 

CHIANOI.N J Carolina Power 9< Light Co 00/02/05 ip 


-6002140396 Final deficiency rept r« welded studs on embedded strip 
plates Studs u/inadequate strength were discovered during 
receipt insp All shipments containing defective studs have 
been returned to vendor, 

« Carolina Power it Light Co 00/02/04 4pp 


>2260663 Forwards final deficiency rept re lamination in malnt rail 
.upport plates 

IKIANOl.N J Carolina Power t Light Co. 60/02/20 ip 


02260666 Final deficiency rept re lamination In malnt rail support 
plates ALl support plates removed 6 replaced 
j/ul trasonical ly tested plates 
t Carolina Power & Light Co 60/02/19 3pp 


6002040455 PNO-1 1-80-014 on 000121. received notification of sipnlfUitil 
VA news media Interest In VA Dept of Health memo re radon 
radioactivity in well water in counties in which facilitisi 
are located Cause unrelated to facilities 

JENKINS. 0 R Region 2. Atlanta. Office of the Director. QO/'01/22 
tP 


DOCKET 50-405 NORTH ANNA POWER STATION. UNIT 4 


F Becurlty. medical, emergency it fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231, Forwards FR notice. 

ORIHES. B K Emergency Preparedness Task Force. 79/12/21 7pp 


G002070079 Forwards request for evacuation time estimates for areai 
near nuclear power plants Info should be submlttsd by 
800331 

ORIHEB. D. K, Emergency Preparedness Task Force 79/12/26 4pp 


0OO21IO12B Advises that NRC will perform special appraisals of hiilth 
physics programs during CY0O in lieu of routine Imp. 0cope 
will include organ! zati on. psrsonne 1 qual if icatlon tc 
traintngi radwaste proce ss Ing. monitoring U training 
BTELLO. V Office of Inspection & Enforcement. Office of the 
Director. 80/01/22 3pp 


J Insurance It indemnity information 


8002190359 Forwards Endorsements 20 it 43 to NELIA Pollclei hF-96 it 
MF-57t respectively 

ANDREWSjC.L Marsh McLennan. Inc . M M Nuclear Consultants. In( 
Dlv BO/02/OB 3pp 


0 Inspection reports. IE Bulletins 6 correspondence 


8002070376 Forwards IE Circular BO-Ol. *'8vc Advice for OE Induction. 
T 50-404 NORTH ANNA POWER BTATIQNi UNIT 3 Disc Relays.'* No response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director. 

•curlty* medical, emergency L fire protection plans 80/01/17 2pp 


10007 Announces regional workshop* to discuss feasibility of 
losed change to regulation on radiological emergency 
lonse plans for facilities Requests designation of one 
esentativp per otll by 791231 Forwards FR notice 
l£S( 0 K Emergency Preparedness Task Force ^ 79/i2/2l 7pp 


^079 Forwards request for evacuation time estimates for areas 
lUclear power pianti Info should be submitted by 


S Reportable occurrences. LERs it relatad correspondence 


6002060625 Final rept re 791216 significant breakdown in Forney 
compression testing machine callbr verification Engineering 
investigation revealed that compression test results were 
conservative ASTM code being reviewed to assure compliance 
DRQWN.B C Virginia Electric it Poutr Co BO/OI/17 4pp 


5.B K Emergency Preparedness Task Force 79/12/26 4pp B00204045S PNO-1 1-00-014 on 000121. received notification of ilgnlfUmt 

VA news media interest In VA Dept of Health memo re radon 
radioactl vi ty in uell water In counties in which factlltlei 
are located Cause unrelated to facilities 

JENKINS. 0 R Region S. Atlanta. Office of the Director 80/01/^ 
Ip< 
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DOCKET 50^^ OA TUSKEGEe I«BT RESEARCH REACTOR 


O l^iptciiQTt reports! IE Bulletlne & cerr espondence 


QOOS070177 Forwards IE In«p Rept 50-406/77-01 on 791115-i6 Na 
narconp I lance noted 

LEHlSi^R C Region 2i Atlanta# Reactor Operations Nuclear Support 

Branch 79/ia/IO 2pp 


— DO0S07Dia2 IE Insp Rept 50-406/79-01 on 791115-16 No noncompl i anca 
noted Major areas Inspected shutdown reactor insp* 

Independent tnsp ite<ns & IE bulletins 

HARTINiR D Region 2# Atlanta# Reactor Operations Nuclear 

Support Branch, HARDIN# A K Region 2# Atlantai Office of the 
Director 79/12/10 3pp 


IXKKET 50-407 ONIV OF UTAH RESEARCH REACTOR 


F Stcurltij# medlcair emerganci| It fire protection plans 


&002aD0392 Foruardi physical security plan it emergency plan Security 
plan withheld (ref LOCFRS 790> 

TURLEV^H, E Utahi Univ of 00/01/31 Ip 


— fi0032D0377 Emergency plan for research reactors 

SANDQU18T.0 M r JENSENtC.M Utah. Univ of UTEC HE 80-015 
BO/01/01, iSpp 


O Inspection reports# IE Bulletins & correspondence 


8003280082 Forwards IE Insp Repts 50-072/B0-01 «< 50-407/80-01 on 
□00117 No noncojnpl 1 ance noted 

HAPSENiO, L Region 4. Dallasj Reactor Operations Nuclear Support 

Branch 80/02/11. 2pp. 


--aOOasaOOQ? IE insp Rspts 50-072/80-01 U 50-407/80-01 on 000128 No 
noncompl lance noted Kajor areas inspected review of security 
plan# protect 1 on of BNM# security orgalncation tt access 
control OetalLs withheld (ref 10CFR2 790) 

HADSONiO L Region 4# Oallasi Reactor Operations Nuclear 

Support Branch EVANS# C A Region 4# Dallas# Office of the 
Director, 80/02/08 Ip 


DOCKET 50-40? LA CROSSE SOILING UATER REACTOR 


F. Bicurltg* aiidlcel# emergency & fire protection plans 


B002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plant for facilities Requests designation of one 
r epr tisntetl ve per util fay 791231 Forwards FR notice 
DR]H£B#B K Emergency Preparedness Task Force 79/12/21 7pp 


8002)10118 Advises that NRG will perform special appraisals of health 
physics programs during CY80 in lieu of routine insp Scope 
will include -organl latlon# personnel qua I if ication & 
trai ningt raduas to processing# monitor ing & training. 

STELLOj V Office of Inspection tc Enforcement# Office of the 
Director 80/01/22 3pp 


6002090462 Submits evacuation time sstlmate for various areas# In 
Tosponie to HRC 791129 request Forwards oversiie “LACBHR 
Evacuation Hap. " 

LthlD£R#F. Dairy lend Power Cooperative 80/01/31. 4pp. 


6002140561 Forwards design drawings# imp lamentation dates L addl info 
for mods to fire protection program Drawings available In 
Central Files only, 

LINDER# F. Dairy land Power Cooperative 80/02/06. 35pp 


6 Adjudicatory correspondence 


6003(10644 Order directing NRC to file#& granting other parties option 
f 1 le. memoranduni by 800213 re referral of LACBHR need for 
power live to ASLAB 

BlSKOPiC J Atomic Safety and Licensing Appeal Panel 80/01/30 

3pp 


8002190351 Advises that implementation of Category A items (except item 
S 1.7a> of 800102 show cause order will be subj of post- 
imp lamentation review Itsms 2 1 3ai 2 1 8c should be 
Implemented within 30 days of equipment delivery 

DENTON. H ft Office of Nuclear Reactor Regulation 00/02/01 2pp 


GOD2200320 Hemorandum in response to A8LAB 000130 order Urges 
acceptance of referral 4 consideration of A5LD jurisdiction 
re need for power. due to large nomber of plants affected by 
ASLD 800110 decision Certificate of Svc end 
WQQDHEAD. C P Hearing Branch 3 80/02/ 13 Bpp 


H Oeneral correspondence 


8002040476 Requests that all meetings re facility be held in La Crosse# 
W1 

PREVENAS. P Badger Safe Energy Alliance# Inc B0/01/S6 3pp 


J Insurance & indemnity information 


8002080429 Forwards Endorsement 34 to NEILA Policy NF-217 
DEVIHE#H F Dairy land Power Cooperative 00/02/01 2pp 


0 Advisory Cpmarittee on Reactor Gafaguards reports L correspondence 


8002010299 Notification of ACR8 Subcommittee on LACDMR 790729 meeting 
in Uashington# DC to discuss proposed changes to existing 
spent fuel storage pool to accommodate larger number of 
spent fuel assemblies 

HOYLE# J C AcnS - Advisory Committee on Reactor Safeguards 
79/09/10 2pp 


0002010179 Notification of ACR8 Subcommittee on LACDNR 791026 meeting 
in Uashingtom# DC to discuss proposed changes to existing 
spent fuel storage pool Portions of meetings closed to 
protect proprietary info 

HOYLE# J C ACR8 - Advisory Committee on Reactor Gafsguards 
79/10/05 3pp 


P. Operating license stage documents L correspondence 


8002050215 Submits info re chemical additions to plant component 
cooling water sys During 1977# BOO g of magnesium chromate b 
potassium chromate S# 11 teg of sodium chromate added to 
make up lor losses due to sys maint & Leaks 
STEELE# T A Dairy land Power Cooperative 79/12/28 4pp 


6002110276 Extends comment period re draft NlJREO-0630 to 800116 

OAHHILL#W P Assistant Director for Standard St Advanced Reactors 
00/01/03 3pp 


6002040508 Requests interim relief from Tech Specs authorixing 
extension of Cycle 6 it imposing addl restrictions re max 
average fuel exposure in lead assembly 
LINDERiF Dalryland Power Cooperatxve 00/01/20 2pp 


6002140005 Discusses recent developments impacting waste disposal 
operations at commercial low level waste burial sites 
Forwards license tc Itr from State of SC to Chem-Nuc leer Sys 
describing restrictions for waste disposal in SC 
EI6ENHUT. D 0 Division of Operating Reactors 80/01/29 28pp 


0002070217 Forwards Tech Spec changes reflecting addl request for 
relief from Inservice testing requirements of ASME Section 
XI for safety-related valves 

LINDERiF Deiryland Power Cooperative BO/01/30 2pp 


— 0002070220 Tech Spec changes reflecting request for relief from 
inservice testing requirements of ASME Section XI for 
safety-related valves 

* Dalryland Power Cooperative 80/01/30 9pp. 


800204053? Responds to NRC 800102 Itr requesting description of methods 
used to implement NURE0-057B Category A requirements 
Outlines Category A items w/imp 1 emontati on methods & dates 
LINDERrF Dairyland Power Cooperative 80/01/31. 20pp 


B0D2L4O657 Forwards Amend 18 to License DPR-45i revl sed safety 
evaluation << notice of issuance In availability 
ZIENANN#DL Operating Reactors Branch 2 00/02/04 3pp 


—0002140665 Amend IB to* License DPR-45. chang 1 ng Tech Specs to allow 
increase in capacity of spent fuel storage pool from 134 to 
440 fuel assemblies 

VaLLMER#R H Sysfeantatic Evaluation Program Branch 80/02/04 
llpp 


— 8002140676 Revised safety evaluation supporting Amand 10 to License 
DPR-45 

a Office of Nuclear Reactor Regulation 80/02/04 I9pp 
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— 9002140633 Notics of Itsuanct & «v«llabllitu Anfrnd 18 to Littnt* 
DPR-45 

ZlEHANMiD L QpfiTailng Raaciort Br«nc6 2 60/02/04 Spp 


8002260043 foru^rtli Amend 19 to Llcth** DPR-40f ■vaIy«tion & 

notict of ii-tuance It dvailabllity 

ZIEMANN«0 L Op>r«tlng Rsocttir* Branch 2 80/02/04 2|iJ» 


— 8002260047 Amend 19 to Lic«nt> DPIt''45« adding «or« reatrlctlvc Hnit far 
reactor coolant {< offgas rad ioactivi ty to compsnsata for 
incrtaslng nai allou-able average fuel aitemblu exposure 
ZIEHANN. 0 L Operating Reactors Orancfi 2 60/02/04 ■6pp 


-•'B0022800SO Safstg evaluation supporting Amend 19 to License DPR^AS 
e Office of Nuclear Reactor Regulation BO/02/04 6pp 


— 60022B0093 Notice of issuance 4i availability of Amend 19 to Lictnia 
DPR-45 

ZlEKAKtNrD L Operating Reactors Brancfi 2 60/02/04 2pp 


8002200565 Responds to NHC BO02Q1 Itr w/addJ info per TMI Lessons 
Learned Task Force short-term rec otnmsndat ions Eight snaplack 
switches* fuel assemblies 160-31202, wU I he delivered to 
plant on 600310 

LINDER* F DalrgLand Power Cooperative 60/02/14 2pp 


3002210435 60-30-01 or 800201* reactor thermal power changed bg more 
than 15’4 of rated thermal pouer within 1-h while In 
Operational Condition 1 or 2 Forwards summery of operating U 
radiological data for period prior to power change 
LINDER, F Dairy land Power Cooperative 80/02/15 9pp 


0 Inspection reports* IE Bulletins L correspondence 


3002120195 Responds to IE Bulletin 79-28 NAHCO EA180 switches not used 
or planned for use in safety or nonsaf etg-tetated circuits 
at LACBHR facllltg 

INDERiF Dalrgland Power Cooperative 79/12/17 Ip 


>120117 Forwards IE Insp Rapt 50-409/79-22 on 791203-06 No 
incompliance noted 

:iEHHAN*R F Region 3* Chicago* Reactor Operations Nucleor 
upport Branch 00/01/04. 2pp 


8002120124 IE Imp Rept SO-409/79-22 on 791203-06 No noncomp 1 lance 
noted Major areei Inspected operatiornal activities it 
followup actions ra IE bullet 1ns, c irculars* LERt (h special 
repts 

BOVD. D C * RlDOWAViK R Region 3, Chicago* Office of the 
Director 60/01/03 Spp. 


8002060050 Forwards IE Bulletin 79-OlBi "Environ Quail flcatien of 
Class IE Equipment. " Action required. 

KEPPLER. J O Region 3. Chicago, Office of the Otrector, 60/01/16 
If 


02060096 Forward e IE Bulletin BO-02* '*Ined equate QA for Nuclear 
uppUed Equipment. " Response required 

iPPLER.JO Region 3* Chlcego, Office of the Director. 80/01/82. 

P 


Q60246 Forwards IE Info Notice 30-02* "OKBR Hater Rod Lower End 
.ug Near *' No specific action or response required 

SPPLER*JO Region 3* Chicago, Office of the Director 30/01/29. 
ip 


2110015 Ack receipt of 791221 Itp Informing NRC of eteps taken to 
arrect violations noted In IE Insp Rept 50-409/79-18. 
cl9KrtAN*R F. Region 3, Chicago* Reactor Operations Nuclear 
upport Branch. 00/01/25 tp 


502110019 Responds to HR-C 791121 Itr re violations noted In IE Insp 
Rept 50-409/79-18 Corrective actions’ commitments mede during 
Investigation were fulfilled on 791003. 

LINOERjF Delrgland Povcr Cooperative 79/12/21, 3pp 


02140433 Responds to IE Bulletin 30-01, -Operability of Automatic 

Oepreisurlt ing Byi Valva Pneumatic Supply. ♦» Facility Is not 

OE BNR & does not have automatic depressurising syi Submits 

description of nanual depretsurli ing sys 

LINDER. F Dalrgland Power Cooperative 80/01/23, 6pp 


R Periodic operating reports 6 related corretpondenct 


BD02140596 Forwards monthly operating rept for Jan 1960, 
LINDER, F Dalrgland Power Cooperative, 30/02/07. Ip. 


— 3002140603 Mofithlg operating rept for Jan 1980, 

GOODMAN, U 8 Dalrgland Powar Cooperative 60/02/04 7pp, 


8002260674 Responds to NRC 600103 Itr re facility a i te. Increaiad 
elevation of river betueen site & Lock it Dam 3 would be Less 
than 0 2 foot during 200-yr flood Forwards annuel environ 
monitoring rept. 

STEELE, T A Dalrgland Power Cooperative 00/02/22 Ip. 


— 9002260679 "Util Environ Monitoring 8ysi Percentage Wind Frequency 
Distributlen by Pasqulll Stability Class.Annual RepttJan , 

1979- Jan 1980 

e Oairyland Power Cooperative BO/Oi/01 Ip. 


8 Reportable occurrences* LERe it related correspondence 


9002220323 Forwards Special Rept 60-0i re reactor ecraei on B003QI 
LINDER* F Duke Power Co 80/02/i3 2pp 


— B002220324 Epectal Rept 30-01 on 800201, reactor scran eccurri i. Civiif 
by spurious under voltage signal from turbine bldg lA motor 
control ctr Reactor operating at 85X rated thermal power 
» Duke Power Co 80/02/13 3pp 


DOCKET 50-410 NINE MILE POINT NUCLEAR STATION, UNIT 2 


A Appllcatlon/constructlon stage documents It corraspondance 


B002040417 Forwards geological Info for util per 791029 Itr to HRC, 
Reeponse to Request 361 5 will be provided by 000229. 

Response to Request 361 24 will be submitted w/respen«ae to 
remelnlng four request* bg 000601 

RHODE, 0 K Niagara Mohawk Power Carp. BO/01/30. GSpp 


8002060977 Responds to Vasia 11 a 760730 Ur re feedwater notili 
cracking Util will employ triple thermal sleeve 8* sparger 
design is recommended by OE Feedwater «ys contains low flow 
control sy* capable of controlUna flow down to O, DX. 

RHODE/O K Niagara Mohawk Power Corp. 80/01/31. Ip. 


3002060903 Notifies that evaluation of use of austenitic italnlis* 
steel still underway it results will be provided by 000229. 

RHODE, 0 K Niagara Mohawk Power Corp. 60/01/31. Ip. 


F aecurtty* medical, emergency b fire protection plans 


80020400D7 Announcts regional workshop* to diecuss feaslbilUy of 
proposed change to regulation on radiological emergency 
response plans for faciUtls* Requests daslgnatioh of oite 
representative per util by 791231. Forwards FR notice. 

DR IKES, D K Emergency Preparedness Task Force 79/12/91, 7fp. 


0002070079 Forward* request for evacuation time fittaatis for artsi 
near nuclear power plants. Info should be submitted bu ^ 

000331, 

ORIMEBi B K Emergency Preparedness Task Force. 79/12/26. Iff. 


0002150166 Forwards review of safeguards contingency plan.RivLlw 
indicates need for revisions tc addl inf o. Revision* should bt 
submitted within 30 days. Review withheld (re# 10CFR2. 790). 
rpPOLlTO.T A Operating Reactor* Branch 3. 00/01/15. 3pp. 


0002140690 Request assistance in review of licensees^ propesed aefs tl 
meet fir# protection safety evaluation comml taents. achedult 
for evaluations should bs consistent w/imp lenenting mods by 
001 lOi. 

Er8ENHllT,D0 Division of Operating Reactors. 80/01/26. If. 


0002130639 Confirms 800205 meeting w/MRC in Betheida,HD to diicuis 
progres* of fire protection program. Dlv of tys safety has 
responsibility for fire protection program evaluation at 
si* sites BNU contractors should defer work on plants. 

FER0U8QN, R. L Plant Systems Branch 60/01/29. 4pp. 


Q Inspection reportu IE Bulletin* i correspondence 


0002290927 Forwards IE Insp Rept 50’-4tO/79-O9 on 791120-30, No 
noncompliancf noted. 

CARLBONiR T, Region 1* Philadelphia, Reactor -Constrvctisn i 
Engtnaerlng Support Branch. 79/12/28 2pp. 
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—30022^329 IE Incp Rflpl: 30-410/79-09 on 791120-30 No noncompliance 
noted Jiejor mrea-ft inspected containment liner ueld repairs* 
containaiint liner rigging actlvltiee & audit followup 
ac tlon«, 

CEftNEiA 0 4 BANDERB* M F Region 1* Philadelphia* Office of the 
iMrtctor MCOAUOHYi R U Region 1. Philadelphia. Reactor 

Ce-nstruction tt Engineering Support Branch 79/12/26 7pp 


0002130117 8vpp laments 761116 response to IE Bulletin 76-02 
Hritinghoui* BFD relays placed on "Excluded E(],ulpMint List" 
to eniiire that equipment will not be used 
RHODE# 0«K. Niagara Hohauk Power Corp GO/01/07 Ip 


8002130100 Discusses scheduling problems re completion of remaining PWR 
overpressure iprotectlon reviews Completion Is dependent upon 
Reactor Bafet^ Branch approval of overall sys aspects of 
proposed designs 

LAINA8«0 Plant Systsms Branch 80/01/17 Ip 


8003270403 Responds to NRC 800116 1 tr re 7912U-13 audit resulting in 
Infraction 79-09-01 concerning cable tray barriers Category 
I cable tray drawings t3241-RE-34Ai AO* AH. B. Di F60 found not 
in conformance Engineers will review final drawings 
NOQLEVERfE J Duquesne Light Co GO/02/20 Ip 


{■002190036 Responds to IE Bulletin 79-02* Revision S No pipe supports 
tf/^ip^nslon anchor bolts used in concrete block walls at 
facllltB Ho pipe supports w/expanslon anchor bolts used 
llructural stael shapes instead of base plates 
AHODEiO K Niagara Mohawk Power Corp 80/01/07 3pp 


Q002D601S6 Forwards IE Bulletin 80-02* "Inadequate QA for Nuclear 
Supplied Equipment ** Response required 

CRlERtB M Region 1* PhiladelphiSf Office of the Director. 
eO/Oi/21 Ip. 


6002060379 Forwards IE Info Notice 80-02* "BXGR Water Rod Lower End 
Plug Wear. " No specific action or response required 
OfltERiB H Region 1. Philadelphia* Office of the Director 

80/01/25. Ip. 


6002290006 Forwards IE Info Notice 00-03* "Main Turbine 
El ic krohgdraul ic Control Gys " No specific action required 
0RICR#B H Region 1. Philadelphia* Office of the Director 
00/0 l/ai. Ip. 


6002360091 Forwards IE Circular 79-23* Buppl A* "Shock Arrestor Strut 
Asstablv Interference " No written response required. 

CfilERfB. H. Region 1. Phlledelphle* Office of the Director 

80/01 /ai. Ip 


6002290496 Forwardm IE Circular 80-02* "Nuclear Power Plant Staff 
Work Houre " No written response required, 

MIERrD. H. Region 1. Philadelphia* Office of the Director 
M/Q2/01 Ip 


6002230030 Forwards IE Info Notice 80-04. "BWR Fuel Exposure in Excess 
ef Llalte. * No action or response required, 

4RIER.G H. Region 1. Philadelphia* Office of the Director. 
8^/02/04. Ip 


600231D26fi Forwards IE Bulletin 80-03* "Loss of Charcoal From Std Type 
III Two-lnchi Tray Adsorber Cells " Action required. 

2ffliER*D.H Region 1* Philadelphia# Office of the Director 
80/02/06. Ip. 


G002290127 Forwards IE Info Notice 80-09* "Chloride Contemlnation of 
Sef e Piping 6 Components " No written response 
required 

CRIEA. 8. H. Region 1* Philadelphia* Office of the Director. 
SO/02/Oe Ip. 


0002290970 Farwarde IE Bulletin 80-04* "Anelysls of PMR Main Bteaa Line 
Sreat H/Contlniied Feedwater Addition." No written responee 
Tiqulred 

QfllEftiB. N. Region 1* Ph i ladelph ia* Office of the Director 
eO/02/00 Ip. 


9 Reportable occurrences* LERs U related correspondence 


0003140316 Interim deficiency rept re possible future movement of 
radwaste bldg geologic feature, Passible movement 6 predicted 
eaeunt being studied by geologic monitoring Interim rept 
will he provided by 800731 

RHODE* 6 K Niagara MohauV Power Corp 80/02/09. 2pp 


WCKET 90-412 BEAVER VALLEY POWER STATION* UNIT 2 


K App llcation/conetructlon stage documants 6 correspondence 


F Security* medical, emergency L fire protection plans 


8002040007 Anhovnces regional uiorkihops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
reprosentativo per util by 791231 Forwards FR notice 
0RIHE8. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

■0RIME8. B. K Emergency Preparedness Task Force 79/12/26 4pp 


8002140690 Request assistance In review of licensees' proposed mods to 
meet fire protection safety evaluation commitments Schedule 
for evaluations should be consistent w/implcmentlng mods by 
801 iOl 

EI6ENHUT«D 0. Division of Operating Reactors 80/01/26 Ip 


8002040557 Responds to NRC 791129 b 1226 requests for Info re 
evacuation times for general public Provides evacuation time 
estimates for various areas In lO-mile radius for normal, 
flood 6 severe winter storm conditions 
DUNN.C N. Duquesne Light Co 00/01/30 40pp 


0 Adjudicatorij correspondence 


8002190001 Notifies that NRC issued order extending const date until 
841231* In response to util 790509 request Qrder.safety 
evaluation, negative declaration 4 ElA end 

GTQLZ.J F Light Water Reactors Branch 1 BO/01/30 4pp 


— 8002190003 Order granting extension until 841231 to complete const Util 
has experienced increase in const costs It difficulties in 
obtaining capital funds 

R088i D, F Division of Project Management 80/01/30 2pp, 


— 8002190006 Safety evaluation ra util 790909 request for extension until 
841231 to complete const 

ANOELO* U Office of Nuclear Reactor Regulation STDLZi J F 
Light Water Reactors Branch 1 80/01/30 3pp 


— 8002190007 Ncgativa declaration re util request for extension until 
041231 to complete const 

SELLS. D E Environmental Projects Branch 2 79/12/26 2pp 


— 8002150010 EIA supporting util request for extension until 841231 to 
complete const 

a Division of Site Safety I* Environmental Analysis 79/12/26 
3pp 


K General correspondence 


8002290309 Respandt to appeal of FOIA request for T Gibbon 790314 It H 
Thompson 790319 mefsos to PA Bradford ForwariJs 790314 memo 
Info partially withheld iref FOIA Exemption 5) H Thompson 
memo withheld (ref FQIA Exemption 5} 

OHILK.a J Office of the Secretary of the Commission BO/02/20 

Ip 


— 8002290329 Summarizes fcelcon re number of barrels of oil per day 
required by shutdown of nuclear power plants Figures art 
based on five plants running at full capacity using only oil 
fuel Info partially withheld (ref FOIA Exemption 5) 

GIBBON* T Commission 79/03/14 2pp 


0002110437 Reipaniis to FQIA request for info re Investigations. Portions 
of App 8 ti C documents re individual identification 
parttallir withheld (ref FOIA Exemptions 3*6 It 7), 

FELTOMi J. M Dlvimion of Rules and Records G(J/01/07 6pp. 


— B002I1D600 Forwards rept of preliminary inquiry into allegations of 
-unregolved |>robleiA areas identified by inspector. Requests 
tvalwation of recommendation re special intp of Beaver 
Valley eeisnlc supports, W/o end. 

THORNBURG* H. D, Division of Reactor Construction Inspection 
79/05/30. I p 


Q Inspection reports. IE Bulletins b correspondence 


8002110482 Responds to IE Bulletin 79-23* "Failure* of Westinghouie BFD 
Relays in Safety-Related Bys " No BFD relays used in any 
safety-related sys at facility 
DUNNiC N Duquesne Light Co 79/12/31. Ip 
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8002150104 Rssponda to IE BulUtln 79-02, iRfrvtaion 2 No oipdiniion anchor 
bolts installed in concrete blocl ^Jalls to attach pipe 
supports for safet^j-relaterf sgs Supports u/expansion anchor 
bolts usins structural steel shapes not specified 
WGOUEVER'E J Duqueane Light Co 80/01/07 2pp 


8002250049 Forwards IE Info Mot ice ao-oa, '"Main Turbine 

Electrohgdraul Ic Control 8gi ” No specific action required 
ORIERifl K Region 1» Philadelphia, Office of the Director 
BO/Ol/ai ip 


8002260038 Forwards IE Circular 79'-25,6uppl At "Shock Arrestor Strut 
Assembly Interference ■" No written response required 
GRIER.P H Region 1* Philadelphia, Office of the Director 
80/01/31 Ip 


8002250416 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours ” No written response required 

ORlERrD H Region 1, Philadelph la, Office of the Director. 
80/02/01 Ip 


8002210251 Forwards IE Bulletin e0-03i "Loss of Charcoal From Btd Type 
ri. Two-Inch. Tray Adsorber Cells " Action required 
ORIER,B H Region 1. Philadelphia! Office of the Dlrector- 
80/02/06 Ip 


8002250095 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping h Components " No written responea 
required 

ORIERiB H Region 1. Philadelphia, Office of the Director. 
80/02/08 Ip 


H General correspondence 


8002060558 Responds to 791002 proposal re utlli acceptance of Qak Rldgi 
Associated Unlvs radiation safety course for visiting KRC 
staff Proposal acceptable 

PARKER, M □ Duke Power Go 80/01/30 ip 


M Antitrust correspondence 


8002140501 Requests info identified In Reg Oulde 9,3 re OL review o-f 
facility NRC must determine whether significant ehangei have 
occurred subsequent to previous CP antitrust review Reg 
Guide 9 3 end 

ZELINSKY, W M Antitrust ii Indemnity Group 80/02/05 3pp. 


0 Inspection raportsi IE Bulletins it correspondence 


8002010241 Responds to IE Bulletins 7B-12i 12A It 12B Util Ic Uestl nghousi 
have reviewed De Rotterdamse Droogdok Haatschappij, N V. 
rept, "Nald Hatl Documentation of Eleven Reactor Pressure 
Oessets Fabricated by RDM for Nestlnghouse " 

PARKER, M 0 Duke Power Co 79/11/07 2pp 


—8002010249 "Weld Metal Invostigatlan Rept *' 

VIROT, 0i OEMAIZIERE.R Creusot-Loire 79/09/14 i22pp. 


— 8002010253 "Weld Matl Documentation of Eleven Reactor Pressure Veiiili 
Fabricated by RDM for Ules t tnghouse. 
e R8V (ware Appartatenbouu b v 79/10/01 200pp 


8002250460 Forwards IE Bulletin 80-04, 
Break M/Contlnuad Feedwater Addition 
equlred 

1ER,B H Region 1. Philadelph la, 
02/08 1 p 


"Analysis of PlifR Main Steam Line 
" No written response 

Office of the Director. 


ortable occurrancesj LERs li related correspondence 


8002050293 Ack receipt of IE Insp Repti SO-413/79-20 It 50-4 14/79-20 No 
propriatary info. 

PARKER, M 0 Duke Power Co 79/12/21 Ip. 


8002010004 Ack receipt of IE Insp Repts 80-413/79-22 It 80-414/79-22 on 
791119-21 No proprietary Info 
PARKER, W 0 Duke Power Co 79/12/31 Ip. 


0134 Ack receipt of 800104 interim deficiency rept re weld 
repancles in reactor vessel support struc tore, NRC will 
fu t evaluate rept 

6QN,R T Region 1, Ph ilade Iph ia. Reactor Construction l< 

naerlng Support Branch 80/01/10 ip 


>2190141 Forwards Interim deficiency rapt re weld dlscrtpanc i es in 
reactor vessel support structure Final rept will be 
submitted on 600418 

NOOLEVER.E J Duqufsnff Light Co 80/01/04 Ip 


8002190153 Interim deficiency rept re weld discrepancies in reactor 
vessel support structure All minor weld discrepancies have 
been removed by grinding Other weld d 1 s crepancies will be 
mapped for further ivaluatlon 
« Duqueine Light Co. 80/01/04 2pp. 


—8002010007 Forwards IE Insp Repts SO-413/79-22 it 50-414/79-32 en 
79tll9-2t No noncompliance noted 

HORPHY, C E Region 2, Atlanta, Reactor Conttr uctlorv it 

Engineering Support Branch 79/18/12 2pp, 


—8002010010 IE Insp Repts 50-413/79-28 l« 50-414/79-82 on 791119-Bl H# 
non compliance noted Major areas inspected p ipi support 
baseplate designs using concrete expansion anchor bolts it 
safety-related component mechanical joints, 

HERDT, A R. Region 3, Chicago, Reactor Construction Ic 
Engineering Support Branch ANG, N P Region 8, Atlanta, Office 
of the Director 79/18/11 4pp 


9002140037 Ack receipt of IE Insp Repts 50-413/79-21 b 50-414/79-31 on 
791113-16 No proprietary info 
PARKER, M 0 Duka Power Co 79/12/31 Ip. 


210135 Ac J( receipt of final deficiency rept (Significant Deflctsncy 
-04) re radiographic examination of fluid head 
netration- to-ileeye welds Rept will be reviewed U 
aluated 

RLEDNiR T. Region 1, Philadelphia, Reactor Construction le 
glneerlng Support Branch 80/01/15 Ip 


02210139 Forwards final deficiencv rept (Significant Deficiency 
79-04) re radiographic examination of flued head 
penetration-to-i 1 eeve welds 

klOLEVER, E -J Duq.ueine Light Co 80/0t/03 Ip 


02210153 Final deficiency rept (Gignificant Deficiency 79-04) re 
radiographic examination of fLutd head penetrat ion-to-s 1 eeve 
welds Meld defects (slag, lack of fusion U porosity) exceeded 
acceptance stds Uelds will be removed it repaired 
« Stone Nebster, Inc 80/01/03 3pp 


—8002140043 Forwardi IE Insp Repts 30-413/79-21 I, 50-414/79-21 on 
791113-16 No noncompliance noted, 

MURPHY, € E. Region 2, Atlanta, Reactor Construction it 
Engineering Support Branch 79/18/18 Spp, 


—8002140052 IE Imp Repts 50-413/79-81 It 50-414/79-81 on 791113-16 N« 
noncompl lance noted, Major areas inspce ted* intervl ewtng 
randomly selected craftsmen, foremen It QC inspectors re 
safety-related steelwork, p ip Ing St electrical equipment 
MCFARLAND, C R , VI ALTER 8, D K Region 2, Atlanta, Office of the 
Director BRYANT, J.C, Region 2, Atlanta, Reactor Constru-c lien 

tc Engineering Support Branch 79/18/07 5pp 


8002010052 Forwards Revision 1 of util response to tC Bulletin 79-02, 
Revision 2, "Pipe Support Base Plate Designs Using Concrete 
Expansion Anchor Bolts." Util will account for bast plate 
flexibility in expansion anchor bolt load calculat ione. 

PARKER, U.O Duke Power Co. 80/01/07. 4pp 


ET 50-413 CATAWBA NUCLEAR STATION, UNIT I 


ecurity, medical, emergency 6 fire protection plans 


540007 Announcas regional worlishops to discuss feasibility of 

oposed change to regulation on radi o-lpgical emergency 

iponse plans for f ac 1 1 1 t i es. Requests designation of one 

presentatlvs per util by 791231 Forwards FR notice 

IMESi B K Emergency Preparedness Task Force 79/18/21. 7pp. 


8002070334 Forwards IE Circular 80-01, "Bvc Advice for OE Induction 
Disc Relays. No response required 

O'REILLY, J P Region 8, Atlanta^ Office of the Director, 
GO/Ot/17. 2pp 


8, Reportable occurrences, LERs I, related correspond snct 


G002070281 Forwards Deficiency Rept 8D 413-414/80-01, 
PARKER, M D Duke Power Co. 80/02/01, Ip 


570079 Forwards request for evacuation time estimates for areas 

>r nuclear power plants Info should be submitted by 

3331 

IMESrD K Emergency Preparedness Task Force 79/12/26 4pp. 
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®^^O70293 D*ficlincy Ropt 8D 413“414/B0”01 r» faulty connaction« in 
*l«<ferlcal ipm«nt Rrababilitg of ratfundant eq,uipffl«nt 

affactcd li minimal All alectrical ctn 4( equipment 
'*'i I 1 6e Inepec ted 
'• Duka Power Co 00/02/01 Ip 


DKKEt &D-414 CATAWBA NUCLEAR STATION, UNIT 2 

1 medical, emergencij It fire protection plam 


0003040007 Announcei regional workthops to di»cu*» feaeibllltg of 
prop-oeed change to regulation on radiological emergency 
T««pon«a plam for facilitie* Requoet* deeignation of one 
J^*pT‘*eenta tive per util by 791231 Foruards FR notice 

K Emergency Freparedneis Ta»k Force 79/12/21 7pp 


B003070079 Forward t request for evacuation time estimates for areas 
nuclear power plants Info should be submitted bu 
800331 

ORlME^SiB K Emergency Preparedness Task Force 79/12/26 4pp 


H 0<n«ral correspondence 


0OO3D-6D!$5Q Responds to 791002 proposal re utils acceptance of Oak Ridge 
Aiaoclated Univs radiation safety course for visiting NRC 
s t«'f' f . Pr oposal acceptable 
PARKER* U □ Duke Power Co 80/01/30 ip 


H Antltrutt correspondence 


80021-4O901 Raqusits info identified in Reg Guide 9 3 re OL review of 
NflC must determine whether significant changes have 
cccuTPed subsequent to previous Cp antitrust review, Reg 
frut-tf* 9 3 and 

ZEX.lls(BKVr kr H Antitrust U Indemnity Group 60/02/09, 3pp 


0 fnapactlon reports* IE Bulletins & correspondence 

B402O1OS41 Responds to IB Bulletins 76-12* 12A Si I2D Util U Usstinghouse 
hava reviewed Ds Rotterdamse Droogdok Maatschapp 1 j* N V 
rept* "Meld Hatl Documentation of Eleven Reactor Pressure 
V****!# Fabricated by RDM for Westlnghoui# " 

PARKER* 14, D Duke Power Co 79/11/07 2pp 


e002090S93 Ack ricfipt of IE Imp Rtpti 50-413/79-20 l< 90-4J4/79-20 No 
proprietary info 

PARKER, M.O, Duki Power Co 79/12/21 ip 


0002010004 Ack receipt of IE Imp Repts 50-41Q/79-22 Sc 50-414/79-22 on 
791119-21 No proprietary info 
PARKER, U.D Duke Power Co 79/12/31 Ip 


8002070334 Forwards I£ Circular 00-01, ‘'8vc Advice for GE Induction 
Disc Relays *• No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
80/01/17 2pp 


8 Reportable occurrences, LERs & related correspondence 


0OO2O7O2B1 Forwards Deficiency Ropt SD 413-414/00-01 
PARKER, W O Duke Power Co 80/02/01 Ip 


— 6002070293 Deficiency Rept SD 413-414/90-01 re faulty connectipni in 
electrical equipment Probability of redundant equipment 
being affected is minimal AH electrical ctrs St equipment 
will be inspected 
* Duke Power Co 60/02/01 ip 


DOCKET 50-416 GRAND GULF NUCLEAR STATION, UNIT I 


A Appllcafclon/construct ion stage documents U correspondence 


8002070052 Summary of 600103 meeting w/utll*GE it Bechtel at site to 
familiarise several natl lab F6AR reviewers w/pKyslcal 
layout of plant 

HOUOinONiT C Light Uater Reactors Branch 2 80/01/21 6pp 


B002130193 Forwards requests for addl info re fire protection program, 
electric S< mechanical sys & position concerning full load 
testing of 4160-480 volt transformers F8AR should reflect 
responses by 800430 

BAER,R L Light Mater Reactors Branch 2 80/01/22 36pp 


6002140092 Forwards request for addl info re F6AR NRC position on full 
load testing of 4160-460 volt transformers it electrical fit 
mechanical matters end Requests that F6AR be amended by 
800430 to reflect responses 

BAERiR L Light Uater Reactors Branch 2 60/01/22 39pp 


8002120204 Summary of 800122 meeting u/util &< Bechtel at site to 
familiarize F8AR reviewers w/station to facilitate review 
HOUOHTGN.T C Light Uater Reactors Branch 2 60/01/30 4pp 


8002060590 Responds to NRC 791218 1 tr requesting addl info Requests 
extension of time for response due to work involved in 
preparation of F8AR 

DALErL F Mississippi Power i Light Co BO/01/31 Ip 


8002070399 Responds to NRC 791217 itr requesting review of species in 
facility area Borne endangered & threatened species may be 
present, inc ludlng American a 1 1 i gator, red-cockaded woodpecker 
U bayou darter Requests survey before making recommendation 
8MITH*R N InterloriDept of* Fish U Wildlife Service. 60/01/31 
Bpp 


-.0002010007 Forwards IE Insp Repts 50-413/79-22 it 50-414/79-22 on 
791119-21 No noncomp 1 lance noted. 

MURPHY* C. E Region 2* Atlanta* Reactor Construction it 
Engineering Support Branch 79/12/12 2pp 


0002280197 Forwards revised NRC position re Reg Guide 1 66, "Initial 
Test Programs for Water-Cooled Reactor Power Plants " 

Revision reflects testing requirements of Power 8ys Branch 
re degraded grid voltage 

BAERiR L Light Water Reactors Branch 2 60/02/11 3pp. 


■DOQ2D1D01D IE Insp Repts 50-413/79-22 it 50-414/79-22 on 791119-21 Mo 
noncomp 1 lance noted Major areas inspected , p ipe support 
bm 9 *platB designs using concrete expansion anchor bolts it 
■ m #«ty -related component mechanical joints 
H^RDTt A R Region 3* Chicago, Reactor Construction it 

Engineering Support Branch AND* W P Region 2, Atlanta* Office 
of the Director 79/12/11 4pp 


0002140037 Ack receipt of IE Insp Repts 50-413/79-21 it 50-414/79-21 on 
791 1 13“ 1 No proprietary Info 
PARKER, M a Duke Power Co 79/12/31 Ip 


-6002140043 Forwards IE Insp Repts 50-413/79-21 & 50-414/79-21 on 
791113— 16.No noncompliance noted 

HURPKY* C. E Region 2* Atlanta* Reactor Construction it 

E’ngineerlng Support Branch 79/12/12 2pp 


-6002140052 IE Insp Repts 50-413/79-21 «< 50-414/79-21 on 791113-16 No 
rto-ncomp 1 iaince noted. Major areas inipected interviewing 
rmndofflly selected craftsmen* foremen & GC inspectors re 
»mf •tv*'T'«latKd stee Iwor ki p iplng li electrical equipment 
MCFARLAND. G R * WALTERS* D K Region 2* Atlanta, Office of the 
Di'TBCtor. BRYANT* J G Region 2* Atlanta* Reactor Construction 

S,c Engineer ing Support Branch 79/12/07 Spp 


8002190785 Forwards "Load Forecasting 6ys Specs," in response to 
Question 350 3 

DALErL.F Mississippi Power it Light Co 60/02/12 Ip 


— 8002190792 "Load Forecasting Sys Specs,'* forwarded in response to 
Question 350 3 

e Middle South Ut i 1 it 1<*, Inc 79/05/01 35pp 


0002280012 Forwards requests for addl inf o, Inc lud I tig questions from 
Instrumentation it Control Branch F6AR should be amended to 
reflect response by B00430 

BAERrR L Light Water Reactors DrancK 2 60/02/13 lOpp 


00022104B5 Forwards "Ecology of Endangered Fish In Bayou Pierre." 
Pages 73-70 of MB Water Resources Conference Procetdlngs* 

1976* raferanced on Page 4 2-3, Amend 1 of final environ ropt 
DALH*LF Mississippi Power it Light Co 60/02/15 Ip 


— 0002210492 "Ecology of Endangered Fish in Dagau Pierre," Pages 73-70 
of MS Water Resources Conference Proceedings* 1976 
TEELS* D M Agriculture, Dept of 60/01/21 6pp 


8002220326 Forwards archaeological info referenced In environ rept. 
Pages 2,6-2 & 2 6-3, per NRC request 

DALE*L F Mississippi Power €i Light Co 60/02/15 IBOpp 

Ee^«Tii*lon Ancbor Bolts " utii will account for base plate 
fl«xi6ilit;y in expansion anchor bolt load calculations 
PARKER.!*. O. Duke Power Co 00/01/07 4pp 


0002010052 Forwards Revision 1 of util response to lE Bulletin 79-02* 
2, "Pipe Support Base Plate Designs Using Concrete 
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a0022A0065 Invitation to attond 791213 »lte vl«it In conroction u/ 
onviron ravieu for util OL application Hap Sc List of 
attoodeat and 

^EOANj It/ H A»s1«tant Director for EnvirortftiatitaL Projects 

B0702/St 3pp 


S0022-6-0654 Responds to NRC rogues t fortiiarcis cover of util 1972 annual 
rept S< quadranglfl map delineating approx liinlts of Orand 
Oulf toun limits Requested photograph of Callander House 
foTwarcJed w/util Ur AECM-eo/42 

DALCiL F Mississippi Pouer & Lipht Co 00-/02/21 6pp 


C Utility Environmental Report {ER)i amends it correspondence 


B002210411 Responds to fJRC Question 340 12 re final environ rept. Amend 
1 Forsjardi MS State Game & Fish Commission 1977 Public 
Notice 1916# “Endansered *« Threatened Vertebrates 
Regulations " 

DALEi U F Mississippi Power 1< Light Co 00/02/15 Ip 


0 NRC Oraft/Final Environmental Statements# suppls It correspondence 


8002000246 Forwards request for addl info to complete evaluation of 
FES 

DALLARDcR L Environmental Projects Branch 1 00/01/22 6pp 


F Securitv* medicali snergency U fire protection plans 


8002040007 Announces regional uortshops to discuss feasibllitu of 
proposed change to regulation an Tadiologlcel emergencg 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORIHESjD K Emergency Preparedness Task Force 79/12/Sl 7pp 


0002070079 Forwards request for evacuation time estimatas for areas 
near nuclear power plants Info should be submitted by 
^00331 

RIKEBi B K Emergency Preparedness Tail Force 79/12/86 4pp 


160697 Forwards requests for add! info re fire protoctlon proorem l( 
1 testing of 416O’'40O volt traniformeri FSAR should be 
nded by 900430 bo reflect request responses. 

.RiR L Light Water Reactors Branct 2 00/01/82 9pp 


02060665 "Bafe Shutdown Capability " 
a Light Water Reactors Branch 2 00/01/22 87pp 


General correspondence 


;002120607 Forwards effldavlt of svc re distribution of Amend 36« In 
response to NRC 700627 instructions 

DALEiL F Klssisilppi Pouer It Light Co 80/02/06 2pp 


K Antitrust correspondence 


'^140273 Ack receipt of 791210 1 tr containing util request that DOJ 
"onsider 791121 recommendations 

[TQNi H R Office of Nuclsar Reactor Regulation 60/01/00 Ip 


'0753 Discusses util 791210 I tr of concurrence u/wheetlng 
Itlon sought by Municipal Energy Agency af MS LA Power 
ght 000205 Itr re compensation for uee of Iransmission 
litles end 

AHMIDrR € Bpitgel HcDiarmld. BO/08/12. 9pp. 


0711 Responds to McDiarmid 000218 Itr for Municipal Energy 
cy of MS (MEAMl which implys that M0 Power t* Light nuet 
nge w/other utili to have pouer wheeled to MEAM members 
lards 790619 Itr denying charges 
lERiT B. Conner# Moore Corber BO/02/22 2pp 


peetlon reports# IE Bulletins (< correspondence 


lOOSO Forwards lE Insp Rapt 50-4l6/79«-29 oft 791 1 13-16 No 
comp 1 lanes noted. 

^BjR C Region 2i Atlanta# Reactor Bperations Nuclear Support 

inch 79/12/05. Spp 


t020i00a5 IE Insp Rept SO-416/79-29 on 791i IS-'IA. No noncomp liance 
noted Major areas inspected preoperatl onal teet program 
administration 

KELLOGG# P J Region 2# Atlantai Reactor Operatlpns Nuclear 

Support Branch HAGNERrA 0 Region 8# Atlanta# Office of the 
Director 79/12/05 4pp. 


6002010040 Forwards IE Insp Rept 50-416/79-31 on 791186-29 No 
noncomp llance noted 

LEMIQ^R C Region 2. Atlanta. Reactor Operations Nuclear flupp^ri 

Branch 79/12/14 2pp 


—0002010096 IE Insp Rept 50-416/79-31 on 791126-29 No noncoapl t anc« 
noted Major area Inapected preoperat lonal test program 
administration 

KELLOOO#P J Region 2# Atlanta# Reactor Operatlone Nuclear 

Support Branch NAGNER#A 0 Region 2# Atlanta# Office of tha 
Director 79/12/13 4pp 


8002040006 Ack receipt of 791219 it 1130 Itrs Informing NRC of itepe 
taken to- correct violations noted In IE Insp Repts 
50-416/79-21 it 30-417/79-21 

BRTANTi-vi C Reglo-n 2. Atlanta# Rliactor Construction it Eng I na ar I n| 

Support Branch 80/01/00 Ip 


— SO-02040019 Responds to NRC 791106 Itr re violations notad trt IE Inip 
Rapti 30-416/79-21 it 50-417/79-21 Correctiye actions, 
after evaluation by Bechtel project engineirlng# velvet 
determined safely installed 

DALEfL F Mlaslislppl Pouer U Light Co 79/12/19. 3pp 


— 000-2040022 Responds to NRC 791106 Ur re violations notad In IE" Imp 
Repts 50-416/79-21 it 90-417/79-21 Corrective actions 
drawing revised to reflect altered Installation of Valve 
Qie21F012 

DALE«L F Mississippi Power & Light Co 79/11/30. 2pp. 


—0002040025 Forwards IE Insp Repts 90-416/79-21 St 50-417/79-21 on 
790821-0907 it notice of violation 

HURPHY.C E. Region 2# Atlantq# Reactor Construction t# 
Engineering Support Branch 79/11/06 2pp, 


— 800204002B Notice of violation from insp on 790821-0907# 

e Region 2#- Atlanta# Office of the Director 79/10/31. l|i. 


—8002040033 IE Insp Repts 90-416/79-21 it 90-417/79-21 on 790B21-O9O7. 
Noncompliance noted valve F012 installed w/paeklng gland 
on downstream side of valve disc, 

BRYANT# J C. Region 2# Atlanta# Reactor Construction It 
Engineering Support Branch. NILCOXrvl.D. Region 8# Atlantai 
Office of the Director 79/10/31 llpp 


8002010035 Responds to IE Bulletin 79-29# '*Fal lures of Nettlnoheui » IFO 
Relays in Safety-Related Sys *' Licensee dots not use BFJ> 
relays. 

DALEiL F Mississippi Power L Light Go 80/01/09 2pp 


6002000460 Forwards response to IE Bulletin 79-02#Revlsion 2t "Plpa 
Support 8ase Plate Designs Using Concrete Expansion 
Anchor Bolts. " No further action planned W/o end 
DALE#F. msBlssippi Power & Light Co BO/Oi/09. Ip. 


8002060036 Forwards IE Sulletin 79-OlBi "Environ Quallf ication of 
Clast IE Equipment. " Action required IE Bulletin 79-OlB 
w/tncls sent on 790114 should be disregarded. 

0'REILLY#U.P Region 2# Atlanta. Offipe of the Director. 
QO/01/17. 2pp 


8002070399 Forwards IE Circular BO-Ol# *'8vc Advice for OE Induction 
Disc Ralags, " No response required. 

□ ■'REILLY# J P. Region 2. Atlanta# Office of the Director. 
00/01/17. 2pp 


8002250160 Ack receipt of 791126 It 1220 Itre informing NRC of 
taken to correct violations noted in IE Insp Repts 90-416/ 

79-26 it 90-417/79-26 

DRVAiKT# J C Region 2# Atlanta# Reactor Construction L Enplnvarlnj 

Support Branch, 80/01/17, Ip 


—8002250172 Responds to NRC 791031 Itr re violations noted in IE Imp 
Rept 50-416/79-26 Corrective actions: arranged to have 
callbr of onsite sieves it developed verification procedures 
HCOAUOHYiJ.P Hiitlssippl Power l( Light Go. 79/12/20 2|p. 


—0002250182 Forwards Pittsburgh Testing Labi 791106 Itr re eonit ftkav* 
testing. Requests extension to respond to infraction noted 
In IE Insp Rept 50-416/79-26. 

MCOAUOHV.U P. Mississippi Power it Light Co. 79/11/26, Ip 


— 8002290192 Requests NRC review need for user to callbr wire clo-tfi 
sieves employed to perform tests on concrete eggregates 
it soil metis. 

LEVELIUB.U H. Pittsburgh Testing Laboratory. 79/11/06. 5pp. 
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— BO02250L96 Faru/ards IE ln«p R«pl;« 50-41&/79-26 U 50'417/7«?-26 on 
79101&~19 te noti«« of violafclon 

MURPHy* C E Region 2# Atlanta# Reactor Convtruction & 

Enginvaring Support Branch 79/10/31 3pp 


— 8002SSOS04 KotiCB of violation from inap on 79l0lA-t9 

« Rsgion 2. Atlanta# Office of the Director 79/10/26 tp 


— 3002250211 IE Imp Repte 50-416/79-26 & 50-417/79-26 on 791016-J9 
Koncoff^p 1 lance noted teet aieves used for particulate slie 
analvali i^ot callbr or checked for conformance li/A 8TM E-11 
C0NL0N> T E Region 2# Atlanta# Reactor Construction 6 

Engineering Support Branch HARRIBjJ R Region 2< Atlanta# 
Office of the Director 79/10/26 4pp 


5002060067 Foruardi IE Bulletin BQ-02# Inadequate QA for Nuclear 
Supplied Equipment " Response required 

a-'REILLY^J P Region 2# Atlanta# Office of the Director 
aO/01/81 2pp 


5002040S47 Foruards response to notice of violation contained in IE 
tn«p Rept 50-416/79-32 on 791810-14 Statement of companq 
polslcy on houiv keep ing Issued Plant cleanup & insps being 
catiducted per neui administrative procedure 

MCOAUOH# J.P Hisslfsippi Power 6 Light Co SO/Oi/24 3pp 


e0020602D7 Forwards IE Info Notice 80-02# “SXBH Water Rod Lower End 
Plug Wear " No specific action or response required, 
a'REILLYiO P Region 2# Atlanta# Office of the Director 
50/01/25. 2pp 


5002110435 Act receipt of 800115 Itr Informing NRC of steps taken to 
correct violation noted In IE Insp Repts 50-416/79-13 (e 
30-417/79-18 Approves util request for 800214 meeting w/NRC 
ItO present test plans 

BRYANT# J C, Region 2# Atlanta# Reactor Construction &< Engineering 

Support Branch GO/Ol/89 ip 


-~B003110446 Responds to NRC 791110 Itr re violation noted In IE Insp 
flepti 80-416/79-13 It 50-417/79-18 Corrective actions 0£ 
planning tests to confirm preliminarg test results re 
adequate electrical properties of wire connectors 
NCOAl/OHYi J P Misfliilppl Power i# Light Co 80/01/18 3pp 


--600-2110452 Responds to util 791112 Itr re request for extension for 
reaponse to NRC 791018 itr concerning violation noted in 
IE Insp Repts 50-416/79-13 U 50-417/79-13 Approves request 
to subnit response bg 800118 

Kl/RPHYiC. E Region 2# Atlanta# Reactor Construction tt 

Engineering Support Branch. 79/12/11 Ip 


—— SOM 1 10467 Requests extension until BOOllS to respond to violation 
noted in IE Insp Repts 50-416/79-15 6 80-417/79-15 Response 
ii dependent upon interpretations of NED0-i0466-A to be 
pad* at meeting w/OE 6 NRG on 791116 

MCOAUOHYiJ P. Hississlppi Power tt Light Co, 79/H/12, Ip 


8002040559 Final deficiency rept re cracks on control device assemblies 
used an switchgears tc 46D'*volt load ctrs Cracks showed no 
signs of propagation during testing Z< will not result in 
control device failure 

s Mississippi Power U Light Co 80/01/83 Ip 


8002070283 Forwards final daficla-ncg rept re comman mode fai lurs of Bl 
6 &2 Model SlODU master & slavo trip units 
DALEtL F Mississippi Power 6 Light Co 80/01/3D 2pp 


— 9002070286 Final deficiency rept re common mode failure of 81 6 82 
model SlODU master Sc slave trip units Cause not stated 
Quitch will be replaced by Rosemount Inc 6 functionally 
tested on reworked units 

• Mississippi Power t Light Co 80/01/30 Ip 


8002070275 Interim Deficiency Rept 4 tb inadequate crimping on certain 
power generation control complex int orconnec ting cable pin 
connections supplied by OE Final rept of OE investigation 
will be submitted in Sept 19B0 

DALE. L r tilsflsiippi Power U -Light Co 00/01/31 2pp 


8002070336 Potential Reportable Deficiency 79/03# Status Rept 3 re OE 
failure to implement proper QA procedures for electrical 
work OE will follow procedures 6 practices per QA-477-01/ 

Addendum 1. Final rept will be forwarded by B00931. 

DALEtL F Mississippi Power 6 Light Co 00/01/31 2pp 


8002210475 Status Rept 3 of potentially reportable deficiency re OE 
failure to implement QA procedures for electrical Liort 
Final rept by 800531 

DALEtL F Mississippi Power 6 Light Co 00/01/31 2pp 


8002210512 Second interim deficiency rept {Potential Reportable 
Deficiency 79/17) re inverters mfg by Topai Electronics for 
OE equipment, OE is evaluating repair of existing units 6 
selection of alternate vendor 

DALEtL.F Mississippi Power L Light Co 00/01/31 2pp 


8002210523 Deficiency rept re circuit separation discrepancies Qn 
790323# Improper separation noted w/Div 174 wiring in 
Panel 2H13P692 Deficiencies discovered on Panels 2H13P693 6 
4 Nires relocated (c redressed Final rept by 600915 
DALE.L F. Mississippi Power 8# Light Co 00/01/31 2pp 


DOCKET 50-417 GRAND GULF NUCLEAR STATION# UNIT 2 


A Appl Icat lon/constructlon stage documents & correspondence 


6002060039 Requests that util conduct cultural resources survey of Ray 
Braswell transmissien line right-of-way prior to cohst 
Survey should be coordinated w/stats historic preservation 
officer Btabe of MB 600103 Itr end 

QALLARD.R L Envlrotimental Projects flra-nch I 0O/Ol/iS 2pp 


— QD02110475 Forwards IE Insp Repts 50-416/79-15 6 50-417/79-18 on 
790724-0824 U notice of violation 

MURPHY# C E. Region 2# Atlanta* Reactor Construction 6 

E-ngineerlng Support Branch 79/lO/lB 2pp 


’—6002110401 Notice of violation from insp on 790724-0024 

e Region 2# Atlanta# Office of the Director 79/10/16. Ip 


— B0O21 10505 IE Intp Repts 50-416/79-15 U 50-417/79-lS on 790784-0824 
Nencompl lance noted , current OE OA program onsite did not 
meat requirements of ANSI N48 2-1971 

CONLONiT.E , UALTERS.DK Region 2# Atlanta# Reactor 

Constructlan 6 Engineering Support Branch 79/10/16. i8pp 


B Reportable occurrences# LERt ^ related correspondence 


B<>02110569 Forwards final deficiency rept re A9C0 solenoid valves. 
DALEtL F. Misiissippi Power tt Light Co. 79/12/18. Ip 


0002070052 •Summary of 800103 meeting w/utiliOE 8t Bechtel at sit* to 
famlllartte several natt lab FSAR reviewers ui/physical 
layout of plant 

HOUOHTON# T C Light Uater Reactors Branch 2 80/01/21 6pp 


8002130193 Forwards requests for add! Info re fire protection program# 
electric tt mechanical sys S# position concerning full load 
testing of 4160-480 volt transformers FSAR should reflect 
responses by B00430 

BAER# R, L Light Mater Reactors Branch 2 GO/01/22 36pp 


8002140092 Forwards request far addl info re FSAR NRC position on full 
load testing of 4160-480 volt transformers tt electrical tt 
mechanical matters enc 1 Requests that FSAR be amended by 
800430 to reflect responset 

BAERiH. L Light VJatrr Reactors Branch 2 BO/01/22 35pp, 


B002120204 Summary of 600122 meeting u/util tc Bechtel at site to 
famlliarlre FBAR reviewers w/itatlon to facilitate review 
HOUOHTON# T C. Light Hater Reactor* Branch 2 80/01/30 4pp 


— 0002110610 Final deficiency rept re ASCQ solenoid valves becoming 
Inoperable when exposed to rediatlon dosages t* temps 
specified as purchase requirements Hill replace six active 
valves In reactor containment 

DALEtL F Mississippi Power It Light Go. 79/12/lQ 3pp 


BOO2D40553 Forwards final deficiency rept re cracked control device 
essemblles on switchgear It 4B0-volt load ctrs Determined 
not to be reportable per 10GFR50 5S(e) 

Dale# L. F Mlesisslppl Power 6 Light Go 80/01/25, tp 


8002060550 Responds to NRG 791218 Ur requesting addl info Requests 
extension of time for response due to work involved In 
preparation of FSAR. 

DALEtL F Mississippi Power & Light Co 80/01/31 tp 


B002D70399 Responds to NRC 791217 Itr requesting review of epecies in 
facility ar*a Borne endangered 4< threatened species may be 
present# Inc ludlng American all 1 gator# red-cockaded woodpecker 
& bayou dar ter. Reques is survey before making recommendation 
StllTHiR.N Interior# Dept of# Fish So NiULife Service 00/01/31. 
Sfp, 
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8002260197 Foruarils revlivd NPC position r» Reg Ouido L &6i ‘'Inlfcial 
Test Programs for Water-Cooled Reactor Potaer Plante " 

Revision reflects testing requirements of Pob/er Sye Branch 
re degraded grid voltage 

8AER*R L Light Water Reactors Branch S 00/02/tl 3pp 


8002190765 Fortirards "Load Forecasting 8ys 6pecs« In response to 
Question 390 3 

DALErL F Mississippi Pouer ^ Light Co 80/03/12 Ip 


— 8002190792 "Load Forecasting Sg s Specs*'* foruarded in response to 
Question 350 3 

* Middle South Utilitiesi Inc 77/OS/Ol 35pp 


G002260012 Foruards requests for add I inf O j Includ ing questions from 
Instrumentation & Control Branch FSAR should be amended to 
reflect response by 600430 

BAERrR L Light Water Reactors Branch 2 80/02/13 lOpp 


B0022I0495 Foruards "Ecology of Endangered Fish In Bayou Pierre* 
Pages 73-78 of MB Water Resources Conference Proceedings* 

197Ai referenced on Page 4 2-3* Amend I of final environ rept 
DALEiL F Mississippi Power Light Co BO/02/15 Ip 


—8002210492 "Ecology of Endangered Fish in Bayou Pierre*” Paget 73-78 
of MS Water Resources Conference Proceed ingt* 1976 
TEELS. B M Agriculture* Dept of BO/OI/21 6pp 


8002220326 Foruards archaeologica 1 info referenced in environ rapt. 
Pages 2 6-2 h 2 6-3* per NfiC request 

DALErL F Mississippi Power & Light Co 80/02/15 IBOpp 


6002260065 Invitation to attend 7912(3 site visit in connection (u/ 
environ review for util QL appljication hap 4( Met of 
attendees end 

REOANrW H Assistant Director for Environmental Projects 

80/02/21 3pp 


''2260684 Responds to NRC request 4< forwards cover of util 1972 annual 
ot quadrangle map delineating approx llinlts of Orand 
^ town limits Requested photograph of Callander Houia 
erdad u/util Itr AECM-aO/42 

.L F Mississippi Power & Light Co 80/02/21 6pp 


Lity Environmental Report (ER>* amends & correspondence 


3411 Responds to NRC Question 340 12 re final environ rept* Amend 
ruards MS State Oame tt Fish Co-mmission 1977 Public 
.ce 1916. "Endangered U Threatened l/ertebrates 
ulatlons " 

Er L F Mississippi Power 8* Light Co 80/02/15 ip 


MRC Draft/Final Envlronmenta I Statements* suppls & correspondence 


>02080248 Foruards request for addl Info to complete evaluation of 
FES 

BALLARD*R L Environmental Projects Branch 1 80/01/22 6pp. 


scurity* medical, emergency Ic fire protection plans 


0007 Announces regional worlshops to discuss feasibility of 
osed change to regulation on radiological emergency 
ons* plans for faculties Requests designation of one 
esentatlvr per util by 791231 Forwards FH notice. 

IESjB K Emergency Preparedness TasJ< Force 79/12/21 7pp. 


0079 Foruards request for evacuation time estimates for areas 
nuclear pouer plants Info should be submitted by 
31 

E8. B K Emergency Preparedness Task Forte 79/12/26, 4pp 


60657 Foruards requests for addl info re fire protection program 8( 

I testing of 4160-460 volt transformers F6AR should be 

nded by 600430 to reflect request responses 

R*R L Light Water Reactors Branch 2 80/01/22 9pp 


2060665 "8a fe Bhutdown Capability " ^ 

Light Water Reactors Branch 2 00/01/22 27pp 


ineral correspondence 


*120607 Foruards affidavit of ivc re rf 1 s brlbutl on of Amend 36* in 
sponsa to NRC 780627 Instructions, 

iLE, L F hiitltslppi Pouer (< Light Co 00/02/08 2pp, 


M Antitrust correspondence 


6002140273 Ac k receipt of 791210 Itr containing otli request that DOJ 
reconsider 791121 recommendations 

DENTON* H R Office of Nuclear Reactor Regulation 60/01/30. Ip 


6002190753 Discusses util 791210 Itr of concurrence w/uheellng 
provision sought by Municipal Energy Agency of M8 LA Power 
b Light 000205 Itr re compeniatlon for use of trancmlsslan 
facilities end 

HCt>IARHID*R C Spiegel & McDlarmld 80/02/12 5pp 


8002260711 Responds to NcDlarmld 800212 Itr for Municipal Energy 
Agency of MS (MEAM> which Implys that MS Power & Light must 
arrange u/other utils to have power wheeled to MEAN members. 
Forwards 790619 Itr denying charges 
CONNER* T B Conner. Moore Sc Corber 60/02/22 2pp 


Q Inspection reports* IE DuMetins S: correspondence 


6002040006 Act receipt of 791219 L 1130 Itri informing NRC of iteps 
taken to correct violations noted In IE Inep Repts 
50-416/79-21 & 50-417/79-21 

BRYANT* J.C Region 2. Atlanta* Reactor Construction !< Englnetrlni 

Support Branch 00/01/06 Ip 


“0002040019 Responds to NRC 791106 Itr re violations noted in IE Inn 
Repts 50-416/79-21 50-417/79-21 Corrective actions 

after evaluation by Bechtel project eng Inter ing* valves 
determined safely Inetallad 

DALE*L F hlsslfsippi Power it Light Co, 79/12/19 3pp. 


--6002040022 Responds to NRC 791106 Itr re violations noted In IE Inte 
Repts 50-416/79-21 50-417/79-21 Corrective actions, 

drawing revised to reflect altered installation of Valve 
aiE2lF012, 

DALEiL F Mliiisslppi Power it Light Co 79/11/30, 2pp 


—0002040025 Forwards IE Insp Repts 50-416/79-21 it 50-417/79-21 on 
790821-0907 it notice of violation. 

MDRPHY* C E Region 2* Atlanta* Reactor Construction St 

Engineering aupport Branch 79/11/06 2pp 


•8002040020 Notice of violation from insp on 790621-0907. 

s Region 2* Atlanta. Office of the Director 79/10/31 Ip, 


'8002040033 IE Insp Repts 50-416/79-21 it 50-417/79-21 on 790821-0907 
Noncompliance noted, valve F012 installed w/packing gland 
on downstream slcft of valve disc 

BRYANT* J C Region 2* Atlanta* Reactor Construction k 

Engineering Bupport Branch. NlLCOXrJ D Region 2* Atlanta. 
Office of the Director 79/10/31 llpp 


8002010035 Responds to IE Bulletin 79-25* "Failures of Wastlnghouie BFA 
Relays in Safety-Related 8ys " Licensee does not use BFD 

relays 

OALE.L F Mississippi Power it Light Co BD/01/09. 2pp, 


0OO2OBO46O Forwards response to IE Bulletin 79-02* Revision 2# ”Plps 
Support Best Plate Designs Using Concrete Expansion 
Anchor Bolts ” No further action planned U/o end 
DALE* F Mississippi Power it Light Co 80/01/09 Ip, 


0002070359 Forwards IE Circular 60-01* "8vc Advice for OE Induction 
Disc Relays " No rasponsc required. 

O'REILLY* J P Region 2* Atlanta, Office of the Director, 
00/01/17 2pp 


8002250160 Ack receipt of 791126 is 1220 Itrs informing NRC of steps 
taken to correct violations noted in IE Inep Repts 50-416/ 

79-26 1< 50-417/79-26 

BRYANT* J,C. Region 2. Atlanta* Reactor Construction is Englnierln| 
aupport Branch 80/01/17 Ip 


— 0002250172 Rfsponda to NRC 791031 Itr ra yiolatlone noted In IE Imp 
Rapt 50-416/79-26 Corrective actions. arranged to have 
callbr of onpite sieves is developed verification procadurti. 
MCOAUOHY.J, P MLifissippi Power S< Light Co 79/12/20 2pp 


— 0OO225O1G2 Forwards Pittsburgh Testing Labe 791106 Itr re const phavi 
tee ting. Requests extension to respond to Infraction noted 
Iti IE Insp Rept 50-416/79-26 

MCOAUOHY. J P, Mississippi Power it Light Co. 79/11/26. Ip 


— 8002250192 Requests NRC rsvleu nesd for uisr to- callbr wire cloth 
sieves employed to perform tests on concrete aggregates 
it soil metis 

LEVELIUS.H H. Pittsburgh Testing Laboratory 79/11/06 Spp 
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--80QS29019& Forward! IE In!p Rept! 30-416/79-26 U SO-417/79-26 on 
791016-19 Sc notice of violation 

KURPH¥»C E Region 2i Atlantai Reactor Conotructlon fc 

Enginooring Support Branch 79/10/31 2pp 


— B0OS2502O4 Kotic* of violation from insp on 791016-19 

a Region 2r Atlantai Office of the Director 79/10/26 Ip 


-S002250&11 IE Imp Repts SO-416/79-26 «< 30-417/79-26 on 791016-19 
Noncomp 1 lance noted t««t slevei used for particulate size 
analysis not calibr or checked for conformance w/ASTH E-tl 
CQNUONi T E Region 2 j Atlantaj Reactor Construction & 

Engineering Support Branch HARRIS* J R Region 2* Atlanta* 
Office of the Director 79/10/26 4pp 


8002060067 Foruiards IE Bulletin QO-02, ‘'Inadequate QA for Nuclear 
Supplied Equipment '* Response required 

C^REILLY^J P. Region 2* Atlanta* Office of the Director 

60/01/21 2pp 


0002060207 Forwards IE Info Notice 80-02, ''GXeR Water Rod Lower End 
Plug Wear " No specific action or response required 
O'REILLY* J P Region 2, Atlanta, Office of the Director 
00/01/25 2pp 


0D021I0435 Ack receipt of 800119 Itr informing NRC of steps taken to 
co-rreet violation, noted In IE Imp Repti SO-416/79-19 S, 

90-417/79-19 Approves util request for 000214 meeting w/NRC 
to present test plans 

SRYANTiJ. C. Region 2, Atlanta, Reactor Construction L Engineering 

Support Branch 80/01/29. Ip 


— S002110446 Responds to KRC 791118 Itr re violation noted in IE Insp 
Repts 90-A16/79-19 b S0-417/79-1S Corrective actions. OE 
planning tests to confirm preliminary teet results re 
adequate electrical properties of wire connectors 
HCOAUDHY<J P, Mississippi Power b Light Co 80/01/19 3pp 


— S0D2110492 Responds to util 791112 Itr re request for eitenslon for 
reeponse to NRC 791018 Itr concerning violation noted In 
IE Imp Rfpts 50-416/79-19 b 90-417/79- 13, Approves request 
to submit response by QOOllS 

HURPHYiG.E Region S, Atlanta, Reactor Conetruction b 

Engineering Support Branch 79/12/11 Ip 


--8002110467 Requests extension until 800119 to respond to violation 
noted in IE Insp Repti 90-416/79-19 b 90-417/79-19 Response 
is dependent upon interpretations of NED0-10466-A to be 
made at meeting w/QE b NRC on 791116. 

HCOAUOHYr J. P. Mississippi Power b Light Co. 79/11/12 Ip 


60D20702B3 Forwards final deficiency rapt re common mode failure of 8i 
b 82 Model 310DU master b slave trip units 
DALE, L F Mississippi Power b Light Co 80/01/30 2pp 


—0002070286 Final deficiency rept re common mode failure of 81 b S2 
model 910DU master b slave trip units Cause not stated 
Switch will be replaced by Rosemount Inc b functionally 
tested on reworked units 

a Mississippi Power b Light Go 90/01/30 Ip 


8002070275 Interim Deficiency Rept 4 re inadequate crimping on certain 
power generation control complex interconnecting cable pin 
connections supplied by OE Final rept of OE investigation 
will be submitted in Sept 1980 

DALE,L F Mississippi Power b Light Co SO/Ol/31 2pp 


8002070336 Potential Reportable Deficiency 79/03, Status Rept 3 re OE 
failure to Implement proper OA procedures for electrical 
work OE will follow procedures b practices per QA-477-01/ 

Addendum 1 Final rept will be forwarded by 900531 
DALE. L F Mississippi Power b Light Co 80/01/31 2pp 


8002210479 Status Rept 3 of potentially reportable deficiency re OE 
failure to implement OA procedures for electrical work 
Final rept by B00531 

DALE, L F Mississippi Power b Light Co 80/01/31 2pp 


8002210912 Second interim deficiency rept (Potential Reportable 
Deficiency 79/171 re inverters mfg by Topat Electronics for 
OE equipment OE is evaluating repair of existing units b 
selection of alternate vendor 

DAL£,L F Mississippi Power b Light Co 90/01/31 2pp 


8002210523 Deficiency rept re circuit separation discrepancies On 
790323, improper separation noted w/Div 174 wiring In 
Panel 2H13P692 Deficiencies discovered on Panels 2H12P693 b 
4 Wires rsLocated b redressed Final rept by 600513 
DALE,L F Mississippi Power b Light Co BO/Oi/31 2pp 


DOCKET 50-423 MILLSTONE NUCLEAR POWER STATION, UNIT 3 


A Application/construction stage documents b correspondence 


8002200138 Forwards util notification of 791113 site visit b pumphouse 
faul ts. Faults no hazard to const 
JACKSON, R E Oeosciences Branch B0/01/2B 6pp 


F Security, medical, emergency b fire protection plans 


—8002110473 Forwards IE Insp Repts 90-416/79-19 b 80-417/79-15 on 
790724-0024 b notice of violation 

HURFHYiC E Region 2< Atlanta, Reactor Construction b 

Eng Intop ing Bupport Branch 79/10/18. 2pp. 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, B K Emergency Preparedness Task Force 79/12/21 7pp 


—Q0021 10401 Notice of violation from imp on 790724-0824. 

« Rag Ion 2, Atlanta, Office of the Director 79/10/16, Ip, 


‘Q0021 10503 IE Insp Repts 30-416/79-19 b 50-417/79-15 on 790724-0824 
Noncomp 1 lance noted current OE QA program onsite did not 
meat requirements of ANSI N49. 2-1971 

CONLON, T. E, , WALTERS, D.K Region 2, Atlanta, Reactor 

Construction b Engineering Bupport Branch 79/10/16, I5pp, 


B Repovtabla occurrences, LERs b related correspondence 


&0021I0869 Forwards final deficiency rept re ASCO solenoid velvet, 
DALEiL.F. Misiieslppi Power b Light Co 79/12/10. Ip 


0002070079 Forwards request for evacuation time astimatei for areas 
near nuclear power plants. Info should be submitted by 
800331 

GRIMES, B K Emergency Preparedness Task Force 79/12/26 4pp 


8002010360 Responds to NRC 791129 b 1226 Itrs re evacuation time 
estimates Project cannot be thoroughly evaluated within 
requested response Interval Will submit estimates by 000229 
COUNSILiU. O Northeast Utilities 80/01/25 2pp 


0002290327 Requests NRC recognition of util compliance w/fire 
protection evaluation guidelines Const continues, since no 
addl guidance has been forthcoming from NRC 
caUNBIL,W O. Northeast Utilities 00/02/20 Ip 


—0002110610 Final deficiency rept re ASCO solenoid valves becoming 
inoperable when exposed to radiation dosages b temps 
specified as purchase raquirements Will replace six active 
valves in reactor containment 

DALEiL F Mississippi Power b Light Co, 79/12/10 3pp, 


9002040553 Forwards final deficiency rept re cracked control device 
astembUes on switchgear b 4ao-voIt load ctri. Determined 
not to be reportable per i0CFR90. 99(e 1 

DALE* L F, Mississippi Power b Light Co 00/01/29 Ip, 


J Insurance b indemnity information 


8002060449 FoTwards Endorsement 3 to 
XB-IS 

IFFLAND, R R Northeast Utilities 


0002060466 Forwards Endorsement 3 to 
Binder XB-i6 

IFFLAND, R R. Northeast Utilities 


NELIA Binder EB-15 b MAELU Binder 
80/01/29 Ip 

NELIA Binder EB-16 b MAELU Excess 
80/01/29 Spp 


— 8002040S59 Final deficiency rept re cracks on control device assemblies 
used on switchgears b 400-volt load ctrs. Cracks showed no 
signs of propagation during testing b will not result in 
control device failure 

s Mississippi Power b Light Co. 80/01/25 Ip 


Q Inspection reports, IE Bulletins b correspondence 


0002190108 Responds to IE Bulletin 79-25 Westlnghouse DFO/NBFD type 
relays not used or planned for use 
COUNSiLiH 0 Northeast Utilities 80/01/04 ip 
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8002150113 Ri 9 fpQndt to IE Bulletin 79'*02i Rsvl 9 ion 3 No eipansion anchor 
bolts uill be u««d in concrete block ualli to attach piping 
supports for seismic Category 1 sys Uses base plates for 
attachment to concrete kjalls u/expansian anchor bolts 
CQUNgiL. W Q northeast Utilities BO/01/07 Ip 


— 8002120954 Confirms concurrence u/p locement of concreto pour A-JOA-CIW 
& A-IOA-OIA & operation of uellpolnt supp lementral tfewaturlng 
slisras discussed in 000106 & 10 Itri 800111 tolcon 
O^REZLLYiJ P Region 2i Atlanta. Office of th« Olractor 
BO/01/14 Ip 


6002290082 Forwards IE Info hfotlce BO-03. “Main Turbins 

Electrohydraul ic Control Sys ” Ho specific action r*i|utred 
ORIERiB H Region 1. Phlladelph ia. Office of the Director 
EO/01/31 Ip 


800S26Q04B Forwards IE Circular 79‘*2S<8uppl A. “Bhoci Arrestor Strut 
Assembly Interference " Mo written response required 
CRIER. B H Region 1. Philadelphia, Office of the Director. 
80/01/31 ip 


6002230439 Forwards IE Circular Q0'02, "Nuc 1 ear Power Plant Staff 
Mork Hours " No written response required 

GRIER, B H Region 1, Phi ladelphia. Office of the director. 
80/02/01 ip 


6002210265 Forwards IE Bulletin 60-03. "Loss of Charcoal Froa Bid Type 
II, Two-Inch, Tray Adsorber Cells " Action required 
ORIERi B H Region 1, Philadelphia, Office of the Director 
90/02/06 Ip 


8002230122 Forwards IE Info Notice 80-05, "Chlorida Contamination of 
5af ity-Related Piping Components '* No written response 
required 

GRIER. B H Region 1, Philadelphia, Office of the Director 
eO/02/06 Ip 


8002290779 Forwards IE Bulletin BO-04. "Analgtis of PHR Haln Steam Line 
Break U/Cotitinued Feedwater Addition " No written response 
required 

GRIER. 9 H Region 1. Ph i ladelph i4, Office of the Director 
a0/02/0B Ip 


S Reportable occurrences, LERt 1. related correspondence 


?002210137 Ack receipt of 800103 interim deficiency rept re rock anchor 
design 

CARLSON, R T Region 1, Philadelphia, Reactor Construction It 

Engineering Support Branch 80/01/16 Ip 


— B0021S0536 Bubmlts info as followup to previous 1 trs. Burvell lance 
activities will be performed by Bechtel Addl procedures will 
be iaplemented re monitoring program associate-d 
w/groundwater sys operation 

tHTETON/D Georgia Power Co 80/01/10 2pp 


B002200602 Forwards conference notes re erosion It dewater Itig In 
response to 800203 Itr of concurrence Mark will commence 
B00215 M/o end 

DUTTON, D Georgia Power Co 00/02/12 2pp 


F. Becurity. medical, emergency St fire protection plans 


Q0020400D7 Announces regional workshops to discuss feaslbllltv of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designetlon of on* 
representative per util by 791231 Forwarde FR notice. 

QRlHESi B K Ejsergency Preparedness Task Force 79/12/21 7pp 


800207007? Forwards raquast for evacuation time estimates lor areas 
near nuclear power plants Info should be aubmltted by 
000331 

GRIKE8.B K Emergency Preparedness Task Force 79/12/26 4pp 


O Ad judicatory correspondence 


9002210512 Requests NRC hearings re util plans to sail power Dutild* 
State of OA, on behalf of Georgians Against Nuclear Energy. 

FLACK, O. Myer, Bauman, Stroup It Fleck. 80/02/14. 2pp. 


K General correspondence 


80020*0242 Requests, submitted on behalf of Georgians Against Nuclear 
Enargy, that NRC suspend CPs due to recent evidence 
that plants are unnecessary Hearings should be conducted 
re need for facilities It compliance w/regulat ions 
FLACKtO FleckiO 80/01/30 2pp. 


*-6002210166 Interim deficiency rept re design li const deflclenclts 
In rock anchor design far svc bldg Auxiliary It turbine bldgs 
are under review Final rept will be forwarded prior to 
000229 

CDUN9IL, U 6 Northeast Utilities 80/01/08 2pp 


DOCKET 90-424 ALVIN H VOOTLE NUCLEAR PLANT, UNIT I 
A App 1 i ce tl on/cons true t ion stage documents It correspondence 


8002010220 8ummariies 791S04-05 site visit to evaluate erosion It damage 
to Category I backfill du* to runoff from heavy rainfall. 

Describes cause of excessive surface runoff Into iscavation 

Berm const or road raising would rectify problem 

■JOHNSON. T L Hydrology Meteorology Branch 79/12/20 3pp. 


'002050194 Discusses llcensae request to resume specific items of work 
re well point installation Licensee proposed method for well 
point Installation Is acceptable due to assurance of no 
detrlmentak damage to safety-related structural backfill 
JACKSON, R E Gcoscitnces Branch 80/01/10 2pp 


O tnepectien reports, IE Bulletins 8* correspondence 


8002120179 Respond* to 791102 Itr re IE Bulletin 79-23 Relay* aenilpTied 
have not been used In Clas* 1 equipment Defective relay* 

Hill not be uied * 

DUTTON, D Georgia Power Co, 79/12/28 2pp. 


0002120482 Forwards corrections to IE Insp Rept* 40-424/79-17 4 
50-42S/79-17 I. notice of violation 

BRYANT^ J C Region 2, Atlanta, Reactor Construction ti Englnafrlm 
Support Branch 79/12/29 Ip ■ * 


’B0O212O4B7 Corrected notice of violation from imp on 791114-16 
* Region 2, Atlanta, Office of the Director. 79/12/28, Ip 


CONLON, T E, Region 2, Atlanta, Reactor Construction h 
Engineering Support Branch. HARR 18, J R , HUNT, M. D. Region 2, 
Atlanta, Office of the Director 79/12/20 2pp 


02200391 Forwards review of util foundation const It water control 
«*iores Approves licensee request to resume work items 
utlintd in 80010B Itr Relevant soils h dswatering work must 
* performsd by geotechnical engineer 
fACKSON, R E Geosciences Branch 00/02/01. 9pp. 


3002010097 Ack receipt of 791220 itr informing NRC of steps taken in 
correct violations noted In IE Imp Rept* 30-321/ 79- as, 
50-366/79-37,50-424/79-16 I, 50-425/79-16. 

BRyAHT, J C Atlanta, Raactor Conitroction I, Enf Ineirlng 

Support Branch. 00/01/14 Ip e • e 


2120546 Confirms 6 updates 800109 discussions on actions being taken 
• faundation const h -water control measures Request* 
ipldltious review of aOOtOB submittal seeking concurrence 
/erosion preventive actions 

HRENSPEROER, W Oeorgla Power Co. 60/02/06 3pp 


-3002010103 Respond* to NRC 791126 Itr re violation* noted In IE Inie 
Rept* 80-321/79-33, 50-366/79-37, 50-424/79-16 h 50-423/79-16 
action*' plant procedure HNP-45A will be revised 
by 800131 to provide guidance on info re 10CFR21 Item*. 

HIDNER.II A Georgia Power Co. 79/i2/20, 2pp. 


002120951 Confirms concurrence that activities may proceed in certain 
areas listed In K Olllesple 600107 memo No longer necessary 
to provide moisture It density test data to NRC prior to 
permanent backfill placement 

00 / 01 / 22 '’^ 2pp Office of the Director 


^”*1* 50-321/79-33,50-366/79-37, 

5^424/79-16 k 50-425/79-16 on 791105-06,08 It 13 6 notice nf 
violation 

MURPMY.C E, Region 2, Atlanta, Reactor Construction 6 
Engineering Support Branch 79/11/26 2pp. 


*3002010132 Notice of violation from insp on 791108-06,08 V 13. 

* Region 2, Atlanta, Office of the Director, 79/11/26 Spp. 
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£01014^ IE Imp fiepts 30^321 /79-33« 90-366/77-37. S0"4a4/79“1& t 
>-4a5/77-l^> on 7911O5-O6iO0 t* 13 NoncompUanc® notad 
fcilura to adequatalij implenwnt raa^lr emonti of 10CFR21 
lOHNLEE. V L * HUNT# M D Region 2, Atlanta. Office of the 
(rector. (lUnPHY. C E Region 2. Atlanta. Reactor Conetruetion 

Engineering Support Drench 79/11/26 5pp 


r0394 Forward* IE Circular 90-01. “Svc Advice for OE Induction 
Relaye “ No responte required 
tlLCV.vJ P Region 2. Atlanta. Office of the Director 

>1/17 2pp 


portable occurrences. LERs tt related correspondence 


L0440 Difcuises potential reportable deficiency re deuatering & 
lion of iackfill Evaluation completion contingent upon 
;e*dlng u/aspects of Investigation required bg NRG 
lift to establish completion date for Final rapt 
rOffp D Oeorgia Poufer Go 77/18/10 2pp 


L043S Discusses reportable deficiency re deuatering b erosion of 
tflLl Unable to establish definite completion date for 
al daficiencg rept Addl update final rept date utill he 
/ided by 800819 

rONi D Oeorgia Power Co 80/01/15. 8pp 


L0458 Rept re pipe support designs exceeding ellouxable embed leads 
sd on partial engagemont, Written rept will be provided by 
ZOl describing investigation & evaluations 

iB L Bechtel Power Corp (subs of Bechtel Corp, > 80/01/29 


70346 Interim deficiency rept re pipe support design possibly 
eedlng allouible embed loads, Design stds evaluated for 
eible error. Pipe support InstallaHon suspended 
I B. L. Bechtel Power Corp (subs of Bechtel Corp > 80/01/31 


10390 Forwards two Itrs from Dechtel concerning potential re eoibed 

ke load capacity tables U/o end 

TON. D> Oeorgia Power Go 80/02/00 2pp 


50960 Interim deficiency rept re potential dewatering St erosion of 
kfill Util is unable to establish definite completion 
• for final rept Addl update will be provided by 800315 
TOHiO Oeorgia Power Go 80/02/19 2pp. 


7DS66 Interim deficiency re rod drop analysis per Usstinghouse 
IIS- t 28 Itri Vendor will submit topical report tn nid- 
O w/recomoiendations Corrective action will follow 
TDNi D. Oeorgia Power Co 80/02/20 2pp, 


T 50-423 ALVIN W VOOTLe NUCLEAR PLANTi UNIT 2 


p 1 icatian/eonitructlon stage documents h correspondence 


110220 Qummarixcs 791204‘’09 site visit to evaluate erosion & damage 
Category 1 bectfill due to runoff from heavy rainfall. 

.cribe* cauie of aicesslve surface runoff into excavation 

n const or road raising would rectify problem 

INQONi T L Hydrology Meteorology Branch 79/12/20 3pp. 


I5QL94 Discusses licensee request to resume specific items of work: 
well point installation Licensee proposed method for well 
Tit installation is acceptable due to asiurence of no 
•rimental damage to safety-re latad structural backfill 
iHGONiR. E OtosciancBs Branch 80/01/10 2pp 


100391 Forwards review of util foundation const U water control 
isur as, Approves licensee request to resume work items 
tllnad in 800108 Itr Relevant soili dewatering work must 
performed by geotechnical engineer. 

:K-3DNrR. C Oioseiences Branch. 80/02/01 9pp. 


180346 Confirms & updates 800109 dlscuifions on actions being taken 
foundation const & water control measures. Requests 
lidltioui review of BOO1O0 submittal seeking concurrence 
iroaion preventive actions 

lEKBPEROERiU Oeorgia Puuer Co 80/02/06 3pp 


>8120931 Confirm* concurrence that activities mey proceed in certain 
■reae listed in K Gillespie 800107 memo. No Unger nectsiery 
to provide moisture & density test data to NRG prior to 
permanent backfill placement 

3'ReiLLY. J. P Region 2. Atlente. Office of the Director 
30/01/22 Bpp. 


— BO02120S54 Confirms concurrence w/placement of concrete pour A-10A-013A 
A-IOA-OIA IW operation of wcllpoint supplemental dewatering 
sys.as discussed in 000108 & 10 Itrs & aooHl telcon 
O'REILLYi J P Region 2. Atlanta. Office of the Director 
aO/Ot/14 ip 


— 8002120956 Submits info as followup to previous Itrs Survail lance 
activities wilt be performed by Bechtel Addl procedures will 
be implemented re monitoring program associated 
u/groundwater sys operation 

DVTTON. D Georgia Power Co 80/01/10 2pp 


9002200602 Forwards conference notes re erosion & dewatering In 
response to 800208 Itr of concurrence Wort will commence 
800215 H/o end 

DUTTON. D Georgia Power Co 80/02/12 Spp 


F Security, medical, emergency 4c fire protection plans 


8002040007 Announces regional workshops to discus* feasibility of 
proposed change to regulation on radiological emergency 
response plant for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice. 

ORIMEG. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

0RIME8.B K Emergency Preparedness Task Force 79/18/26 4pp 


0. Adjudicatory correspondence 


8002210513 Requests NRG hearings re util plans to sell power outside 
8tate of QA. on behalf of GeargLans Against Uuclaar Energy 
FLACK. 0 Myer. Bauman. Stroup & Flack 80/02/14 2pp 


H General correspondence 


8002060242 Rsques ts. submi tted on behalf of Georgians Against Nuclear 
Energy, that NRG suspend CPs due to recent evidence 
that plants are unnecessary. Hear i ngs should be conducted 
re need for facilities tn compliance w/regu lati ons 
FLACKiO Flack. 0 80/01/30 2pp 


0 Inspection reports. IF Bulletins St correspondence 


0002120179 Responds to 79tt02 Itr re I£ Bulletin 79-25 Relays mentioned 
have not been used in Class I equipment Defective relays 
will not be used 

DUTTON. D Oeorgie Power Co 79/12/28 2pp. 


8002120482 Forwards corrections to IE Insp Rapts 40“424/79«-i7 l< 
50-425/79*'i7 It notice of violation 

BRYANT. J C. Ragion 2. Atlantsi Reactor Construction St Engineering 

Support Branch 79/12/20 tp. 


*—8002120497 Corrected notice of violation fro/n insp on 791114-16 
e Region 2. Atlanta. Office of the Director. 79/12/20 Ip 


— 8002120490 Corrected summary cover sheet St Page 2 of IE Intp Repts 
30-424/79-17 90-425/79-17 

CONLDN. T. E Region 2. Atlanta. Reactor Construction ii 

Engineering Support Branch HARRia. 0 R . MUNT.M D Region 2. 
Atlanta, Office of the Director. 79/18/29 8pp 


0002010097 Ack receipt of 791220 Itr Informing NBC of steps taken to 
correct violations noted in IE Intp Reptc 50-321/79-33. 
50-366/79-37.50-424/79-16 &t 50-405/79-16 

BRYANT. J C. Region 2. Atlanta. Reactor Construction It Engineering 

Support Branch, BO/Ol/14 Ip 


— 8002010103 Responds to NRC 791126 Itr re violations noted In IE Insp 
Rapts 50-321/79-33,50-366/79-37.50-484/79-16 U 50-429/79-16 
Corrective actions plant pr-ocedure HNP-456 will he revised 
by 800131 to provide guidance bn info re lOCrR21 items 
UlDNERfU A Georgia Power Co. 79/12/80, 2pp, 


—0002010110 Forwards lE Insp Rapts 50-321/79-33,50-366/79-37. 
90-424/79-16 t 50-485/79-16 on 791109-06,08 l< 13 I, notice of 
violation 

MURPHY, G,E Regions, Atlanta. Reactor Construction tt 

Engineering Support Branch 79/11/26 2pp 


— 0002010138 Notice of violation from insp on 791105-06.00 8. 13 

» Region 2. Atlanta, Office of the Director 79/11/26 2pp 
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— aOOaOlOMi IE Inap 30-321 /79“a3, 50“3AA/'79-37» 50-454/79*16 & 

50-425/79-16 on 79 11 05-06 1 06 & 13 Noncatitp Hance notad 
fiAilurs to adeq.uat«ly implatnsnt requ i remtntfr of 10CFR21 
BROUMLEE^V^ L Region 2i Atlanta* Office of the Oirector 
79/11/26 5pp 


6002070354 Foruardi IE Circular BO-Oli "&vc Advice for OE Induction 
Diic Ralaijt ** No reeponee required 

O'REILLV. J P Region 2. Atlantai Office of the Director 
60/01/17 2 pp 


S Reportable occurrenceii LEiRe & related correepand ence 


6002110440 Diecue-sfts potential reportable deficiency re deLiaterlng 4* 
erosion of backfill Evaluation coimpletion co-ntlngent upon 
proceeding u/aspecte of investigation required bg NRC 
Unable to establish cocnpletion date for final rapt 
DUTTON. D Georgia Pouer Co 79/12/10 2pp. 


QOD21 10432 Discusses reportable deficiency ra deuatering b erosion of 
backfilli Unable to establish definite completion date for 
final deficiency rept Addl update b final rept date uill be 
provided by 800215 

DUTTONj D Oeorgia Pouer Co 80/01/15 2pp 


6002210458 Rept re pipe support deeigns exceeding allovable embed loads 
based on partial engagement Urltten rept ylll be provided by 
800201 describing Investigation & svaluatlons 

LEXi B L Bechtel Foyer Corp (subs of Bechtel Corp } 80/01/29 

app. 


8002070346 Interim deficiency rept re pipe support design possibly 
exceeding allauable embed loads Design stds evaluated for 
possible error Pipe support installation suspended 
LEX* D L Bechtel Power Corp (subs of Bechtel Corp 1. 60/01/31 

4pp 


6002210390 Forwards two Itri from Bechtel concerning potential re embed 
plate load capacity tables W/o enc 1 
DUTTON. 0 Oeorgia Power Co 80/02/06 2pp 


6002250560 Interim deficiency rept re potential dewatering 9i erosion of 
backfill Util U unable to establish definite completion 
date fpr final rept Addl update will be provided by 600319 
DUTTON. 0 Georgia Power Co 60/02/15 2pp 


)2270266 Interim deficiency re rod drop analysis per West Inghouie 
791119 ti 28 Itrs. Vendor will submit topical report in mid* 

196Q w/recommendatlons Corrective action will follow 
JUTTON.O Georgia Power Co 60/02/20 2pp 


DCKET 50-426 ALVIN W VOOTLE NUCLEAR PLANT. UNIT 3 


A Application/construction stage documents & correspondence 


6002010220 Sumtneriies 791204-05 site visit to evaluate erosion & tfemege 
to Category I backfill due to runoff from heavy rainfall 
Describes cause of excessive surface runoff into excavation 
Berm const or road raising would rectify problem. 

JOHNSON. T L Hydrology Meteorology Branch 79/12/20 Spp 


T'02050194 Discusses licensee request to resume specific items of work 
^e well point installation Licensee proposed metbod for well 
>o-lnt installation is acceptable due to assurance of no 
strlmentat damage to safety-related structural backfill 
ACKSDNi R E Geosciences Branch GO/Oi/lD 2 pp 


^ET 50-427 ALVIN W VaOTLE NUCLEAR PLANT* UNIT 4 


Appl Icatl on/construc 1 1 on stage documents & correspondence 


2010220 Summer itcs 791204-05 site visit to evaluate erosion li damage 

i Category I backfill due to runoff from heavy rainfall 

(icrlbes cause of excessive surface runoff into excavation. 

trm const or road raising would rectify problem 

JHNSONi T L Hydrology Meteorology Branch ^79/12/20 3pp 


20-90194 Discusses licensee request to resume specific items of work 
e well point installation Licensee proposed method for well 
olnt Installation Is acceptable due to assurance of no 
letrlmental damage to safety-related structural backfill 
JACKBQN.R E Geosciences Branch 60/01/10 2pp 


DOCKET SO- 428 ALMARAZ NJCLEAR STATION, UNITB 1 & 2 


P Operating license stage documents U correspondence 


6002220006 Requests emend to license to export, extending expiration 
date to 820701 

HQBAUONfR C Uestinghousfl Electric Corp 60/01/28, Ip 


DOCKET 50-429 LEMONIZ NUCLEAR STATION, UNIT 2 


P Operating license stage documents h correspondence 


6002220006 Requests amend to license to export, extending expiration 
date to 620701 

DAHLSTROM. C 0 Nastinghouse Electric Corp 80/01/28 Ip 


DOCKET 50-430 ASCO, UNIT 1 


P Operating license stage documents & correspondence 


8002210199 Requests amend to license to extend expiration date to 
840701 

KEENAN*R. P Westlnghouse Electric Corp 80/01/26 Ip 


DOCKET 50-433 UC- 8 ANTA BARBARA RE 6 EARCH REACTOR 


J Insurance & indemnity information 


6002120602 Requests that all amends re Indemnity Agreements E-15,£»]6, 
E-93 It E-S 8 be forwarded to Unlv of GA for approval 
DENE 8 S 1 8 J California, Unlv of, Barkelay 60/02/05. Ip 


•Q Inspection rsporti* IE Bulletins 4i eorrespondincd 


8002290630 Forwards IE Circular 80-02, '*Nuclaar Power Plant Stiff . 
Work Hours.'* No written response required, 

ENOELKEN, R H Region 5, San Francisco. Office of the Director, 
60/02/01 Ip 


DOCKET 8TN-50-437 FLOATING NUCLEAR PLANT 


A App llcatl on/construction stage documents S« correspondence 


6002140166 Board notification, potential unrevieued safety question fa? 
LWRe on interaction between nonsaf ity-grade & safety- 

grade tys 

VARGA , 8 A Assistant Director for Light Meter Reectore, 79/11/26 

6pp 


F Security, medical, emergency b fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
reeponee plans for facilities Requests designation of one 
reprssentativB per util by 79J231 Forwards FR notice. 

GRIMES, B K Emergency Preparedness Task Force, 79/12/21. 7fp. 


8002070079 Forwards request for evacuation time estlmetes for anil 
near nuclear power plants Info should be submitted by 
800331. 

GRIHES, B, K. Emergency Preparedness Task Force 79/12/26 4ff. 


0 Adjudicatory correspondence 


8002040435 Notifies that ACR 6 will postpone discussion of applitinl 
proposed core ladle design until Mar 1960 full committee 
meeting, NRG will Issue Buppl 3 to &ER In anticipation of 
meeting 6 ER will analyze proposed core ladle design. 

80H1NKI,B M Hsarlng Branch 3, 80/01/29 2pp, 


Q Inspection reports, IE Bulletins correspondence 


8002070382 Forwards IE Circular 80-01* "Bve Advice for OE Induction 
Disc Relays " No response required. 

O'REILLYrJ.P Region 2, Atlanta* Office of the Director. 

ao/Oi/17 Ip. 
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SOCKET 50^430 BELLEFQNTE Nl/CLEAFl PLANT. UNIT 1 


A Appl ICAt ion/c onstr uctipn stAge dpcumantio tc tarrpkpondBnce 


eOOZOlOSOa R««pQniSs to 76062Q Itr r« NRC #utL iurveillanc« 
r ■ iiul r tmon 1 9 RcqulrB<d Mark C program (i util 7A0A23 Part A 
iHisp differ ir> quantity a«t«mbHei axaminvd & actions 
IFollouLng unuiual conditions NRC program oncl 

HnS9*D F Assistant Director for Reactor Safety 76/09/20, 3pp 


— G002OI03G'9 Advises that util ui U cooperate lu/D&tU In implementing fuel 
surveillance program Involvement dependent on agreement re 
Tispectivi responsibilities for surveillance Fuel 
surveitlence program end 

OILLELANDi J E Tennessee Valley Authority 76/10/05 3pp 


000-2010123 Advises that fuel surveillance program proposed in util 
791St'9 Itr revleufed & found acceptable 

PARHfO D Light Water Reactors Drench 3 00/01/14 2pp 


0002290130 Advises that addl studies to estimate & evaluate drift 
disposition at sites are not necessary Concurs u/util 700922 
ItT 

SELt.QiD E Environmental Projects Branch 2 00/01/22 2pp 


0OO2O6O16G Foruards reptj ^'Environ Radioactivity Lavels - Facility 
19701 preientinp results from util preoporational environ 
radlologicAl monitoring program during 1970 
HiLLBtL.h Tennessee Valley Authority 80/01/29 ip 


-a04>20£0l74 "Environ Radioactivity Levels - Facility 1976 " 
* Tennessee Valley Authority 00/01/29. 33pp. 


0002220357 Forwards luppl Info. "Single Failure Analysis for Nuclear 
Ins-lru^entatlom Reactor Protection 0ys Essential Safety 
Features Actuation Syt " 

MILLS. L 71. Tennessee Valley Authority 00/02/12 Ip. 


--0QO2S2D361 "Single Failure Analysis for Nuclear Instrumentation. Reactor 
Frotectlo-n Bys fc Essential Safety Features Actuation flys '* 

Overslttd drawings end 

a Tennessee Vallsy Authority 00/02/12 400pp 


0003270913 Forwards info re facility confirmatory piping analysis in 
riippnte to NRC 800103 Itr Info it current to date. Future 
revisions will be provided as required. Agrees to site visit 
to view decay heat removal sys piping W/o end 
KtLL8.L H. Tennessee Valley Authority. 80/02/21, Ip 


F. Security# medical, emergency & fire protection plans 


0002040-007 Announces regional uorkshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORIHEBfB K Emergency Preparedness Task Force 79/12/21 7pp 


B002070D79 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should ba submitted by 
8&03 31 e 

0RII1E8. B R Emergency Preparedness Task Force 79/12/26, 4pp 


0002110590 Responds to 791102 Itr discussing return receipts for 
proprietary metis re security plans 0uggesti sending matl 
b-y- rapisterad mail. 

PARR# a D. Light Water Reactors Branch 3. 00/01/23 2pp 


0002260192 Forwards 000124 revisions to security personnel training h 
qua 1 if ica tloh plans Enel withheld <ref 10CFR2 790), 

H1LL6#L M Tennessee Valley Authority 00/02/20 Ip 


f Iniuran-ce l< Indemnity information 


0002270233 Forwards declarations to new NELIA Policy NF**299 
FIELDER. Harsh 8( McLennan. Inc, . M It M Nuclear Consultants. Inc 

01 V 00/02/22 2pp 


0002270273 Forwards list of p lants. pol icy numbers tt endorsement numbers 
w/d«tes for t9B0 policy year , 

FIELDER. J Harsh & McLannan. Inc, . M tt M Nuclear Consultants. Inc. 

01 V 80/02/22 2pp 


Q Inspection reportsi IE Bulletins L correspondence 


0002090130 Responds to IE Bulletin 79-25 re failure of Westinghouse 
BFD relays No Westinghouse BFD or NBFD relays are in use at 
facilities 

MILLS. U M Tennessee Valley Authority 60/01/04 ip 


8002070367 Forwards IE Circular 80-0 1 # "Bve Advice for G£ Induction 
Disc Relays " No response required 

O'REILLY. J P Region 2, Atlantar Office of the Director 

00/01/17 3pp 


0002270070 Forwards IE Circular 00-02. "Nuclear Power Plant Btaff Uork 
Hour 1 " 

O'REILLY.J P Region 2. Atlanta, q^ffice of the Director 
80/02/01 3pp 


S Reportable occurrencesi LERa i< related correspondence 


0002080067 PNO-I t-aD-011:on 000118, three steamfitters injured while 
moving sampling panel In auxiliary bldg room Injuries 
included lacerated hand/ broken arm, broken leg &< possible 
back Injuries 

WRIOHT/R U # CANTRELL. F S Region 2. Atlanta. Office of the 
Director 00/01/10 Ip 


8002070209 Forwards final deficiency rept re failure to obtain required 
approval before bending partially embedded rebar 
HILLB.L M Tennessee Valley Authority 00/02/01 Ip 


—8002070296 Final deficiency rept ro failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 Into compliance w/ACl 3i0-197i bldg 
code Const engineering procedures revised 
» Tennessee Valley Authority 00/02/01 ip 


0002140629 Forwards revised final deficiency rept re welding in waste 
disposal sys. 

MILLS. L M, Tennessee Valley Authority 00/02/06 Ip 


— 0002140631 Revised final deficiency rept re welding in waste disposal 
sys being performed u/lnsuf f 1 c 1 ent internal argon gas purge 
causing oxidation Caused by insufficient argon gas supply 
Questionable waste disposal sys welds will be rewelded 
MILLS. L M Tennessee Valley Authority 00/02/06 5pp 

0002140300 forwards revised final deficiency rept re blown fuses In 
low voltage switchgear 

MILLS. L M Tennessee Valley Authority BO/02/07 Ip 

—8002140307 Revised final deficiency rept re blown fuses in Hestlnhouie 
low voltage switchgear Original fuse failure possibly caused 
by moisture Tests produced no further fuse failures No 
corrective action planned 

a Tennessee Valley Authority 00/02/07 Ip 


0002190491 Forwards lab rept referenced In util 000206 revised final 
deficiency rept re welding In waste disposal sys W/o end 
HtLL8.L M Tennessee Valley Authority fiO/02/12 Ip 


6002290560 Forwards rept referenced In supplemental info to 000206 
revised final deficiency rept re welding in waste disposal 
sys. W/o enc 1 

MILL0iL, M, Tennessee Valley Authority 80/02/12 Ip 


DOCKET 50-439 0ELLEFONTE NUCLEAR PLANT. UNIT 2 
A Appl Ication/consfcruc t ion stage documents 8. correspondence 


0002010202 Responds to 760628 Ur re NRC foal surveillance 
requirements Required Mark C program util 760620 Part A 
insp differ in quantity of assemblies examined & actions 
following unusual conditions NRC program end 

ROSS. D F, Assistant Director for Reactor Bafaty 76/09/20 3pp 


— 0002010209 Advises that util will cooperate w/BtW in implementing fuel 
surveillance program. Involvement depandent on agreement re 
respective responsibilities for surveillance Fuel 
surveillance program end 

OILLELANOfJ E Tennessee Valley Authority 76/10/05 3pp 


0002010123 Advises that fuel surveillance program proposed in util 
791219 Itr reviewed L found acceptable 

PARR.O 0 Light Water Reactors Branch 3 00/01/14. 2pp 
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8-00229013B A<fvL««i that addl iturdlaa to e-stAniiata 8< «v«loatv drift 
ditpofltion at site* are not nec«*«arv Concurs w/utll 7E0922 
1 tr 

BELLS I 0 E Environmental Project* Branch Z 60/01/22 2pp 


60020&016S Foruardi rept» "Environ lladloac tlvi t;^ Levels ~ Facility 
1?7Q» " presentini} results front otil preoperati onal environ 
radiological monitoring program during 1978 
niLLSiL M Tenneisae Valley Authoritg 60/01/29. £p 


— 8002060174 "EnvlTon Radi oac tivitg Level* - Facility 1970 " 
a T»nnestee ValLeg Authoritg SO/Ol/29 33pp 


80-022300S7 FoTiwardi suppl Lnfor "Single Failure Analgiii for Nuclear 
Initruffentat ioni Raactor Protection Bgs & Essential Safety 
Features Actuation 8gs. '* e,, 

HILL8.L n Tcnnesiee Valley Authoritg 00/02/12 Ip 


— B0022a036£ "Single Failure Analgsis for Nuclear Instrumentation, Reactor 
Protection Bg* it Essential Safety Features Actuation 8ys '* 

□verslied drauingt end 

« Tennessee Valley Authority SO/02/12 40Opp 


6002270512 Forwards info re facility conf irma tory plpinp analysis in 
response to NRC S0D103 lir Info is current to date Future 
revisions uilll be provided as required Agree* to site visit 
to view decay heat removal sgi piping N/o end 
HILLSrUff Tennessee Valley Authority flO/02/21. Ip 


F Security, medicalj emergency li.fire protection plans 


B002040007 Announces regional workshops to discus* feasibility of 
proposed change to regulation on radiological emergency 
response plans for fac Hit i es. Request* designation of one 
representative per util by 791231 Foruerd* fft notice 
ORIHES, H K Emergency Preperedneis Tait Force 79/12/21 7pp 


0002070079 Forwards request for evacuation tiflis estimates for arees 
near nuclear power plants. info should be submitted by 
600331 

GRlflEB, B K Emergency Preparedness Task Farce 79-/12/26 4pp 


6002110590 Responds to 791102 Itr discussing return receipts for 
proprietary matls re security plans Suggests sending metl 
by reglttered mail 

''ARRril D Light Water Reactors Branch 3 EO/01/23 2pp 


2260152 Forwards 800124 revisions to security personnel training & 
usliflcation plans. End withhtid (ref 1-0CFR2 790). 

ILLSrL H Tennessee Valley Authority QO/02/20 Ip 


Insurance 4i indemnity information 


02270233 Foruanfs declarations to new NELIA Policy NF-250. 
FIELDERiJ Harsh 6 HcLennani Inc , H I* M Nuclear Gonsultantii Inc. 

01 V 60/02/22 2pp, 


6002270273- Forwards list of p lantsi pol icy numbers in endorsement numbers 
w/datei for 1900 policy year 

FIELDERfiJ. Harsh HcLennenj Inc , M Sc H Nuclear Consultants, Inc 
Div. 80/02/22 2pp 


Q Inspection reports* IE Bulletins S< c arrespandence 


'>2050130 Responds to IE Bulletin 79^25 re failure uf Westinghouic 
FD relays, No Wistinghouse BFD or NBFO relays are in use at 
sc i 1 Itiei 

ILLSiL H Tennessee Vellay Authority. 60/01/04 ip 


10-70367 Forward* IE Circular GO-Oli *'8vc Advice for OE Induction 
sc Relay*, " No response required 

RElLLYi^ P Region 2, Atlanta, Office of the Director 
1/01/17. 3pp. 


‘70070 Forwerds IE Circular 90-02, "Nuclear Power Plant Staff Hark 
ir*. " 

EILLViJ P. Region 2, Atlanta, Office of the Director 
0S/0£ 3pp 


portable occurrences. LERt & related correspondence 


0067 PNO-I r-SO-OlI on 8001 18, three steamfltter* Injured while 
-ig sempling panel in audllary bldg room Injuries 
ided lacerated hand, broken arm, broken leg $< possible 
injuries. 

IT, R.W , CANTRELL, F. 8 Region 2, Atlanta, Office of the 
tor SO/Dl/lB. Ip. 


0002070269 Forward* final deficiency rept re failure to obtain requjril 
approval before bending partially embedded rebar 
HlLLg.L N Tennessee Valley Authority 60/02/01 Ip 


—6002070296 Final deficiency rept re failure to obtain required apiriril 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 into compliance w/ACt 316-1971 bldg 
code Const engineering procedure* revi**d ’ 

a Tennrtiee Valley Authority 60/02/01 ip 


3002140625 Forward* reviled final deficiency rept re welding In uaitt 
disposal *y* 

MILLS, LH Tennessee Valley Authority 60/02/06 Ip 


— 8002140631 Revised final deficiency rept re welding In wait* dii|e«il 
sys being performed w/lnsuf f icient internal argon gas purge 
causing otidation Caused by insufficient argon gas supply 
Ouestionabie waste disposal sys welds will be rswelded 
HILLS, L H Tennessee Valley Authority 80/02/06 9pp. 


B002140300 Forward* revised final deficiency rept r# blown fuse* In 
low voltage switchgear 

KILLS. LH Tennessee Valley Authority 80/02/07 Ip. 


— 6002140307 Revised final deficiency rept r« blown fuses in U»ttlnh«uil 
Low voltage switchgear. Original fuse failure possibly eaussd 
by moisture Tests produced no further fuse failurei.No 
corrective action planned 

*■ Tennessee Valley Authority 80/02/07 Ip. 


8002190491 Forwards lab rept referenced in util 800206 rsvlied fine) 
deficiency rept re welding in waste disposal sys H/o end, 

HILLS, L K Tennessee Valley Authority 80/02/12 ip. 


6002250568 Forwards rept referenced in supplemental info to 8DD206 
revised final deficiency rept re welding In watte disposal 
sys U/o end 

MILLS, L M Tennessee Valley Authority 80/02/12 ip 


DOCKET 50-440 PERRY NUCLEAR POWER PLANT, UNIT I 


F Security, medical, emergency 6 fir* protection plani 


B002040007 Announcee regional wDrkshopi to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for fee i 1 1 tl es. Requests designetion of one 
representative per util by 791231 Forwards Fft notice. 

0R1HE8, B K Emergency Preparedness Tesk Force 79/12/81. 7pp 


6002070079 Forwards request for evacuation time estimates for artai 
near nuclear power plants Info should be submitted by 
600331 

ORIHES, B K Emergency Preparedness Task Force. 79/12/26 4pp 


R Oenerel correspondence 


6002140686 Requests that records be corrected to reflect AD Wright ai 
util vice prssldent It general counsel 

URIOHt, A D Cleveland Electric Illuminating Co. 60/02/11, 8pp. 


H Antitrust correspondence 


6002290266 Order granting extension until 791121 for NRC to respond t» 
petitions for ALAB-560 review Certificate of Sve end. 

CHILK.8 J, Office of the Secretary of the Commission' 79/11/19. 

Spp 


6002290931 Certificate certifying distribution of antitrust dosuaentl 
DAWNINO.P K Office of the Secretary of the Commission BO/Oi/14 
4pp 


6002D10030 Order granting extension until 800215 for Cammiislon to 
review ALAB^560 

CHILKrS J Office of the Secretary of the Commission. Q0-/0-1/39 

Ip 


6002130205 Forwards util 600123 news releases. Uti Is have decldid to 
terminate const plans for units. Reduced load growth 
pro j set ions, f inane lal constraints %i overregulatlon cited 
as contributing factors. 

REYNOLDS, W B Shaw, Pittman, Potts it Trowbridge. 00/01/27, 7ff. 


6002130283 Notifies that subj utils have filed three review patltloni 
including allegation ra A6LAB method of dividing antitrust 
revlsw responsibilities Forwards decision in civil antitrust 
case in Northern District of OH. 

REYNOLDS, U B Shaw, Pittman, Potts U Trowbridge. 60/01/29. 3ipp 
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8002190474 RttpDni« to City of Cleveland 80020S motion to itrlke 
«ppl leant 600129 pretented doemnentt re termination of const 
li operation Llcentee compiled ui/Secretary of ASLAD QQ0130 
Hr V «oi>rt procedural Certificate of Sve and 

REYhOLOSiU B, Toledo Editon Co REYNOLDBr W D Cleveland Electric 
ItlualratlnB Co REYNOLDS^ U 13 Shaui Plttmam Potts tt Trouibrldoe 
80/02/11 7pp 


8002210439 Re«pa-n«a In opposition to applicants GO0129 addl matLi filed 
In support of petition for revieu re A9LAD 790906 decision 
Fillnv violates mles of practice M/Certlf icate of Qvc 
LEBSYtR P Antitrust Division 00/02/13 7pp 


{} Inipectlon repartsi IE Dulletins U correspondence 


8002110349 Forwards response to IE Bulletin 79*-02< Revision 2 re pipe 
support basa plates Mo Beltmlc Category I supports use 
espaniion anchors attached to concrete blocks 

DAV^IJ^SON^ D R. Cleveland Electric Illuminating Co 00/01/11 2pp 


6402060091 porbfards lE Bulletin 00-02. "Inadequate QA for Nuclear 
Supplied Equipment '* Responee required 

KEPPLER4 J 0 Region 3i Chicago. Office of the Director BO/Ol/22 

«P 


&MM602a? Forwards IE Info Notice 00-02. "flXBR Water Rod Lower End 
Plug Wear ** No specific action or response required 
KEPl^LERi J 0 Region 3. Chicago. Office of tho Director, 80/01/29 
IP 


woaaaoaaa Forwards IE Info Notice 00-03. "Main Turbina 
Clictrohgdraul i c Control 8ys *' No specific action required 
l^EPPUER. J, O Region 3. Chicago. Office of the Director SO/01/31 

tp 


H General carTospondenc e 


B0021406B6 Requests that records be corrected to reflect AD Wright as 
util vice president 6 general counsel 

WRIGHT. A D Cleveland Electric Illuminating Co 00/02/11 2pp 


M Antitrust correspondence 


6002290266 Order granting eitanslon until 791121 for NRC to respond to 
petitions for ALAQ-560 review Certificate of 6vc encl 
CHILK.S J Office of the Secretary of the Commission 79/11/19 
Spp 


0002290331 Certificate certifying distribution of antitrust documents 
DAWNIMO.P K Office of the Secretary of the Commission 80/01/14 
4pp 


8002010030 Order granting extension until 800215 for Commission to 
review ALAB-960 

CHILKiB J Office of the Secretary of the Commission 00/01/29 
IP 


8002130205 Forwards util 800123 news releases Utils have decided to 
terminate const plans for units Reduced load growth 
pro^ec tions. f inane lal constraints & overregulation cited 
as contributing factors 

REYNOLDS, W D Bhaw. Pittman. Potts Trowbridge 80/01/29 7pp 


8002130203 Notifies that subj utils have filed three raviiui petitions 
including allegation re ASLAD method of dividing antitrust 
review responsibilities Forwards decision in civil antitrust 
case in Northern District of OH 

REYNOLDS, M B. Shaw. Pittman. Potts it Trowbridge 00/01/29 31pp 


640236'DOt I Forwards lE Circular 79-29. Bupp I A. "Shock Arrestor Strut 
Asttnbly Interfersnce. " No written rsspanse rt’quired 
KEPPLER.J. O Region 3. Chicago. Office of the Director. 00/01/31 

Ip 


^2S1CK141 Responds to IE Bulletin 79-28 Examination program will be 
conductad to Identify NAKCG EA10D limit switches having 
02-79 through 00-79 numbsrs in ordsr to replace gaskets per 
airiiUPatturcr r acommsndations 

OAUIDBDNiD, R. Cleveland Electric Illuminating Co. 00/02/04. ip 


& Reportable occurrences. LERt b related correspondence 


M02ia003a PNQ-1 11-014 on 000116. carpenter fell while working on 
concreta form-e. Carpenters picketed site on 600117 re unsefe 
working conditions, Injured workman was wearing required 
lafatg aqu Ipment. Licensee investigating incident. 

KUNKLiN, MlLi^IAMS. FIORELLI Region 3. Chicago. Office of the 

Director. eo/Ol/ia, ip. 


0002150474 Response to City of Cleveland 600205 motion to strike 
applicant 600129 presented documents re termination of const 
& operation Licensee compiled w/8ecretary of A8LAB B00130 
Itr b court procedures Certificate of Sve encl 

REYNOLDS. N.B Toledo Edison Co REYNOLDS. U B Cleveland Electric 
t lluminating Co REYNOLDS. U D Shaw. Pittman. Potts b Trowbridge 
00/02/11 7pp 


6002210439 Response in opposition to applicants &00129 addl matls filed 
in support of petition for review re ABLAQ 790906 decision 
Filing violates rules of practice W/Certlf icate of 8vc 
LE8SY.R P Antitrust Division 80/02/13 7pp 


0 Inspection reports. IE Bulletins U correspondence 


8002110549 Forwards response to IE Bulletin 79-02. Revision 2 re pipe 
support base plates No Seismic Category I supports use 
expansion anchors attached to concrete blocks, 

DAVIDSON. D R Cleveland Electric Illuminating Co 80/01/11 2pp 


9002110497 A^k receipt of 000107 interim deficiency rept re Class B 
Mil uaterstop omission Nill review finel rept upon request 
nORELLlrO. Region 3. Ghicagoi Reactor Construction h Engineering 

Support Branch 60/01/29 tp. 


8002060091 Forwards IE Bulletin 60-02. "Inadequate QA for Nuclear 
Supplied Equipment “ Response required 

KEPPLER.J 0 Region 3. Chicago. Office of the Director 80/01/22 

Ip 


BOOS07D303 Final deficiency rept re removal of natural gas line from 
iMiedlate vicinity of site P0AR postulates DBA involving 
julllotln# break of pipe u/subiequent detonation Studies 
Indicate detonation imposelble Proposed FBAR encl. 
i^AVlBON.D.R Cleveland Electric Illuminating Co 80/01/3D 7pp 


0002060239 Forwards IE Info Notice 80-02. "8X6R Water Red Lower End 
Plug Wear ** No specific action or response required 
KEPPLER.J 0. Region 3. Chicago, Office of the Director 00/01/25 
Ip 


6OO220ODS4 Ack receipt of 000107 Interim deficiency rapt re omission 
of Glass B fill waterstops, 

FJORELLIrD. Region 3. Chicago. Reactor Gonetructlon D Engineering 

Support Branch. 00/02/11. Ip 


DOCKET DO-441 PERRY NUCLEAR POWER PLANTi UNIT 2 
P Becurltyi midlealj emergency tt fire protection plans 


G002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for fac 1 1 iti es. Requests designation of one 
representative per util by 791231. Forwards FR notice 
OHIHEBii B. K Emergency Preparedness Task Force. 79/12/2!. 7pp. 


G003070D79 Forwards request for evacuation time estimates for areas 
near nuclear power plants. Info should be submitted by 
000331 

ORIhEft. B.K Emergency Preparednese Task Force. 79/12/26 4pp 


0002250223 Forwards IE Info Notice 00-03. "Main Turbine 

Electrohudraullc Control Bys " No specific action required 
KEPPLER.J O. Region 3. Chicago. Office of the Director. 80/01/31 
Ip 


0002260011 Forwards IE Circular 79-29. Suppl A. "Shock Arrestor Strut 

Assembly Interference." No written response required 

KEPPLER. J 0. Region 3, Chicago. Office of the Director 00/01/31 

Ip 


8002210041 Rasponds to IE Bulletin 79-20 Examination program will be 
conducted to identify NAMCO EA180 limit switches having 
02-79 through 00-79 numbers in order to replace gaskets per 


manufacturer recommendations 

DAVIDSON. 0 R Cleveland Electric IlluniTiatlng Co 


BD/02/04 


If 


8 Reportable occurrences. LERs b related correspondence 


8002130032 PNa-III-014 on 800116, carpenter fell while working on 
concrete forms Carpenters picketed site on B00U7 re unsafe 
working conditions Injured workman was wearing required 
safety equipment Licensee investigating Incident 
KUNKUIN. HlULlAMa. FIORELLI Region 3. Chicago. Office of the 
Director 00/01/10 Ip 
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800211049-7 Acii rpceifit of G00107 intariin deflciffncv ^ept ro Cl^xi B 
fill uaterstop omission UJill raviatj iflnal rept upon rsquost. 
FIORELLIjO Region 3< ChitagOf Reactor Construct ion |< Englntoring 

Support Branch GO/01/25 Ip 


90020703-02 Final deficienci| rept r« removal natural gas Lin* from 
immediate vicinity of site PSAR postulates DBA Involving 
guillotine break of pipe ui/sub sequent detonation Stirdiei 
indicate detonation Intpossibie Proposed F8AR end 
DA^/IGONi Q R Cleveland Electric 1 1 luminatlng Co 80/01/30 7pp 


800^2B0024 Ack receipt of G00107 interim deficlcncg rept re omission 
of Class B fill uaterstops 

FlORELLliO Region 3i Chicagoi Reactor Construction ^ Engineering 

Support Branch 80/02/11 Ip 


DOCKET 50-443 BEABRDQK NUCLEAR STATlOMi UNIT 1 


A Application/construction stage documents in correspondence 


--aOOaaBO£i<?5 Director's decision under 10CFR2 20f> denying Baacoast 
Anti-Pollution League 790S02 request for order suspending 
or revolting CPs due to inadequate evacuation plans i> failure 
to evaluate Class 9 accident consequences 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/11 

20pp 


— Booaaaowa Notice of Issuance of director's decision under 10CFR2 204 
denying Seacoast Anti-Pollution League 790502 request for 
order bo shou cause uhy CPs should not be suspended or 
revoied 

DENTDN.hr Office of Nuclear Reactor Regulation OD/OS/Ll 2pp 


H Oeneral correspondence 


8002120911 Responds to NH Housa of Representativei 7?in& riquett thet 
const of facility be halted until re-evaluation is mads CP 
should not be suspended or amended Continuing changes In 
licensing requirements trill be Implemented 

DENTON.H R Office of Nuclear Reactor Regulation. 60/01/24 9pp 


9002140164- Board notification potential urtrevleuied safety question for 
LtIRs on interaction betuieen nonsaf ety-grade & safety- 
grade sys 

VAflOA.B A Assistant Director for Light l>Jattr Reactors 79/11/26 
4pp 


9002290376 Requests separation of issues per Amend 40 to license 
application Si eipedition of issuance of decision re 
ounership transfers by United Illuminating Co 
R1T8HER.J A Ropes U Gray BO/02/25 2pp 


F Security, medical, emergency & fire protection plans 


8002040007 Announces regional uorkshops to discus* feasibility of 
pr-oposed change to regulation on radiological emergency 
response plans for facilities Requests designation of on* 
representative per util by 791231 Forwards FR notice 
GRIHEB. B K Emergency Preparedness Task Force 79/12/21 7pp 


— B002120S14 Forward* NH House of Representatives 791119 requitt 
const be halted until full re-evaluation is made, Requests 
comment 

SEAL.M M President of US «< Esscutlv* Offices. 79/11/29. -Bpg 


O Inspection reports. IE Bulletin* -fc correspondence 


8082190073 Responds to IE Bulletin 79-02. Revision 2 Concrete eifamlen 
anchors not used in concrete block walls to attach piping 
supports in Seismic Category I sys. Pipe supports w/conenie 
SKpansion anchors have used structural steel shapes, 

DEVINCENTtS. J Public Service Go of Neu Hampshire 60/01/44 


6002080385 Ack receipt of 791231 Itr Informing NRG of itips t»|in te 
correct violations noted in IE Insp Repts 90-443/79-08 
«c 50-444/79-Oa 

CARLSQN.R.T Region 1. Phi lade Iph la. Reactor Construction % 

Engineering Support Branch SO/Ol/07 Ip 


8002070079 Forwards request for evacuation time estimates for arest 
near nuclear power plants Info should be submitted by 
G00331 

GRiNES. 6 K Emergency Preparedness Task Force 79/12/24 4pp 


8002140441 Responds to NRG 791224 Hr re Info on evacuation time 
estimates for areas surrounding plants Scope of evacuation 
analysis for FSAR will be expanded w/comp let! on by mld-1980 
rather than 600331 as requested by NRC 

DEVINCENTJS. J Public Service Co of New Hampshire 80/02/07 2pp 


Adjudicatory correspondence 


>02010038 Order granting extension until 800219 for Commission to 
elect whether to review ALAD-422 t- ALAD-541 

CHILKi B J Office of the Secretary of the Commission 60/01/29 

Ip 


002070047 Order granting extension until 600207 for Co^nmlsslon to 
elect whether to review 791114 director's decision per 
10CFR2 20fi denying petition re licensee financial 
qual if ications 

CHILKjS J Office of the Secretary of the Commission 00/01/31 

Ip 


80-02040969 Insists that NRC discharge responsibilities fc act upon show 
cause request filed by Seacoast Anti-Pollution League 
per 10CfR2 206 '' 

BACKUS, R A. O'Neil, Backus. Bplelman B0/D2/O1 4pp 


?22044e Notice of issuance of director's decision per 10CFR2. 204 
mying Seacoast Anti-Pollution League 790902 request to 
jspend or revoke CP Director's decision conteining 
Iscusslon of request, aval lable for insp & copying. 

NTON.H R Office of Nuclear Reactor Regulation 60/02/11 2pp 


‘6002080389 Responds to NRG 79U09 Itr rt violationt noted In IE ]ni| 
Rapt* 90-443/79-00 & 90-444/79-08 Corrective Actiani' 
maasurei taken to assure daviatlotie are corrected promptly^ 
precluding repetition of adverse condition* 

DEV1NCENTI8. J Public Service Co of New Hampshire 79/18/13 
3pp. 


—6002080395 Forwards IE Insp Rapt* 90-443/79-00 V 50-444/79-06 on 
790904-07 ti notice of violation. 

CARLSONfR T Region 1. Philadelphia. Reactor Construction 4 

engineering Support Branch 79/11/08 2pp 


‘8002080399 Notice of violation from Insp on 790904-07 

♦ Region 1. Philadelphia. Office of the Director 79/11/01 

2pp 


‘8002080405 IE Insp Repti 50-443/79-00 (c 50-444/79-08 on 790904-07 
Nonconpi iance noted failure to provide details of procedur'* 
for reaudit of open item* provide details In suTvelllence 
OA procedure 

ncoAUOHY.R H Region 1« Philadelphia. Reactor Construction li 

Engineering Support Branch OALLO, R . OAOE. L. Region t* 

Ph Lladelphla. Office of the Director 79/11/01, iOpp. 


0002290183 Forward* IE Insp Repti 90-443/79-10 90-444/77-10 pn 

79i2tl-13. No noncompliance noted. 

CARLSON. R T. Region U Philadelphia. Reactor Construction i 
Englnpering Support Branch 80/0t/t 1 2pp 


-6002290190 IE Insp Rapts 90-443/79-10 50-444/79-10 on 791211-13 Re 

noncomp I lence noted Major areas inspected: act t on on prevloul 
specs procedure* & plant tours 

MCOAUOHVrR, W, Region 1. Philadelphia. Reactor Construe tl on L 
Engineying Support Branch. MCBREARTY. R A., FINKEL.AE Rlliert 
1 j Philadelphia. Office of the Director. 80/01/09 Ip 


>220496 Director's dec is Ion per 1DCFR2 206 denying Seacoast Antl- 
illutlon League 790502 request to suspend or revoke CP. 
though facility exceeded Reg Guide 4 7 trip points. NRC has 
relative difference asiessments 

ITONiH R Office of Nuclear Reactor Regulation 60/02/11 20pp. 


•80604 Denies 790502 request on behalf of Seacoast Anti-Pol 1 utlon 
igue re issuance of order to show cause why CP* should not 
revoked. Forward* director's decision under 
rRS 206 « FR notice 

ITON.H R Office of Nuclear Reactor Regulation 60/02/11. 5pp. 


800225015J Forwards IE Info Notice 00-03, '‘Hein Turbin* 

Control 6ys ■■ No specific action requirid. 

. Rosion 1. Philadelphia, Office of the Director. 

ao/oi/31 ip 


6002260066 Forwards IE Circular 79-25. SuppI A, "Shuck Arreitttr Btrut 
>**T*itten response required 

g5/01/3l” Ip Phlladelphiar Office of the Director 


9002250476 Forwards lE Circular 80-02. 
Work Hours " No written response requ 
0 R 1 ER,B H Region 1. Philadelphia. 
80/02/Ot, Ip. 


"Nuclear Power Plant Qtaff 
tred , 

Office of the Director 
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a003&tO2B9- Fortuird* IE Dulltffcin B0-03( "Loss of Charcoal From Btd Tgpa 
1 Two-Inchr Traij Adsorbar Colls " Action raa^irad 
CniERiB H Rogion Ph i lade Ipti tai Office of the Director 

60/02/06 Ip 


QOOS25Di7D Foruardi IE Info Notice BO^OSi "Chloride Contamination of 
6 a f«tyi”Relat«d Piping Components '* No uritten response 
railulred 

CRIER. B H Region 1. Philadelphia! Office of the Director 
60/02/08 Ip. 


0002230618 Foruardt IE Sulletin 80-04. "Analijsis of FWR Main Steam Line 
Sraak M/Contl rvuad Feeditfater Addition " No urltten response 
required 

CRlERtB H Region 1« Phi ladelph la. Office of the Director 
60/02/08 Ip 


8 Reportable occurrencesi LERs U related correspondence 


B>I>2L 10027 PNQ-I-79~DS7 on 791204. uorker crushed to death between rail 
car it structural frame on trailing floor iti cooling water 
tunrtel under conet Licensee Investigating details 
KCOAUCHV. R » ! CARLSON. R T. Office of Inspection S. Enforcement. 
Office of the Director 79/12/05 Ip 


0 Adjudicatory correspond enc e 


8002010038 Order granting eytenslon until 80D219 for Commission to 
elect liJhether to review ALAB-422 & ALAB-561 

CHILK .8 J Office of the Secretary of the Commission 00/01/25 

Ip 


8002070047 Order granting ertenslon until S00207 for Commission to 
elect whether to review 791116 director's decision per 
10CFR2 206 denying petition re licensee financial 
4 ual If Ications 

CHILKiS J Office of the Secretary of the Commission 80/01/31 

Ip 


8002060569 Insists that NRC discharge responsibilities U act upon ihou 
cause request filed by fieecaast Anti-Pollution League 
per 10CFR2 206 

BACKUS. R A O'Neil. Backus. Spislman 80/02/01 4pp 


8002220448 Notice of Issuance of director's decision per 10CFR2 206 
denying Seacaast Anti-Pollution League 790502 request to 
suspend or revoke CP Director's decision containing 
discussion of req^uest. available for Insp L copying 
DENTON. H R Office of Nuclear Reactor Regulation. 00 / 02/11 2pp 


Q002L20486 Responds to FOIA request for info re Clamshell Alliance. NRC 
do*< mot maintain filet on organ! lations Forwardt documents 
Itstsd in apf re Clamshell Alliance 

FELTON. J H Division of Rules and Records BO/01/21 2pp 


— 6002120491 PN3-76-1-037 notifies that groundbreaking ceremonies are 
scheduled for 760D05 Clamshell Alliance intends to occupy 
stto it prevent const of facility 

CnEHEFtfF A Office of Inspection t. Enforcement. Office of the 
Ot rector, 76/08/02 Ip 


—6002120300 PN3-76- r-037A. discusses civil disobedience by demonstrators 
during 760809 groundbreaking ceremonies 

JDREHERtF. A Office of Inspection Enforcement. Office of the 
Director. 76/00/06 Ip 


— 6D0212D5D9 PN3-76-I-037D’ d Iscusses Clamshell Alliance 760022 sit-in 
domonstrat ion at s 1 te, Demonstrat ion was anticipated t. court 
order obtained prohibiting trespass. Pol ice removed 
domonstraiors from site, 

DREMER.F A . ROY. 0 N . TM0NP8QN. D Office of Inspection S. 
enforcement. Office of th# Director 76/08/23 Ip. 


— 60D2120912 PN8~77-I-020 discusses newspaper repts re series of 
antinuctear demonstrations during wk of 770430 Host accounts 
focused o-n statements made by Clamshell Alliance No evidence 
eelsts of plans for violent confrontation or takeover. 

HCCQRMICK. R 0. Office of Inspection t Enforcoment. Office of the 
Dirac tor. 77/04/27 Ip 
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A App L icat lon/constructlon stage documents Si correspondence 


8042140186 Board notification potential unrevleued safety question for 
LWpla an interaction between nonsaf ety-gradc ti safety- 
grade sv« 

VA/IOA.B A Assistant Director for Light Water Reactors 79/11/26 

6pp 


BQ42S90376 Requests separation of Issues per Amend 40 to license 
implication 4< espeditlon of issuance of decision re 
ownarsTilp transfers by United Illuminating Co, 

RITBHiERt J A Ropes S< Oray. BO/02/25 2pp. 


F Security# medical# emergency Si fire protection plans 


Q00204&D07 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
rasponsa plans for facilities Requests designation of one 
rapresentative per util by 771231 Forwards FR notice 
0RIHE5. D K Emergency Preparedness Task Force 79/12/21 7pp 


8D42070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
64033 1 . 

0RIHE8. D K. Emergency Preparedness Task Force, 77/12/26 4pp 


8002220456 Director's decision per I0CFR2 206 denying Seacoast Anti- 
Pollution League 790S02 request to suspend or revoke CP 
Although facility exceeded Reg Guide 4 7 trip points.NRC has 
already performed relative difference assessments 
DENTON. H R Office of Nuclear Reactor Regulation 80/02/11 20pp 


8002280694 Denies 790502 request on behalf of Beacoast Anti-Pollution 
League re Issuance of order to show cause why CPs should not 
be suspended or revoked Forwards director's decision under 
10CFR2 206 U FR notice 

DENTON. H R. Office of Nuclear Reactor Regulation 00/02/11 9pp 


—8002280675 Director's decision under 10CFR2 206 denying Beacoast 
Anti-Pollution League 790502 request for order suspending 
or revoking CPs due to inadequate evacuation plans li failure 
to evaluate Clast 9 accident consequences 

DENTON. H R Office of Nuclear Reactor Regulation 00/02/11 
20 pp 


— 0002280678 Notice of issuance of director's decision under 10CFR2. 206 
denying Beacoast Anti-Pollution League 790902 request for 
order to show causa why CPs should not be suspended or 
revoked 

DENTON. H R Office of Nuclear Reactor Regulation 80/02/1 i 8 pp 


H General correspondence 


0002120511 Responds to NH House of Representatives 791115 request that 
const of facility be halted until re-evaluation is made CP 
should not ba suspended or amended Continuing changes In 
licensing requirements will be implemented 

DENTON. H R Office of Nuclear Reactor Regulation BO/Ol/24 5pp 


— 8002130514 Forwards NH House of Representatives 791115 request that 
const be halted until full re-eva luation is made Requests 
comment 

SEAL.M M President of US i EiecutWe Offices 79/11/27 5pp 


Q Inspection reports. lE Bulletins ftt correspondence 


0002170073 Responds to IE Bulletin 79 “ 02 i Revi slon 2 Concrete expansion 
anchors not used in concrete block walls to attach piping 
supports in Seismic Category I sys Pipe supports w/concret# 
expansion anchors have used structural steel shapes 
DEVINCENTIQ# J Public Service Co of New Hampshire 00/01/04 3pp 


8002080385 Ack receipt of 791231 1 tr informing NRC of steps taken to 
correct vlalations noted in IE Insp Repts 50-443/77-08 
8i SO-444/79-oa 

CARLBQN.fi T. Region l» Phi lade I phia. Reactor Construction & 

Englnaering Support Branch 80/01/07 Ip 


— 0002000387 Responds to NRC 791105 I tr re violations noted in IE Imp 
Repts 50-443/77-00 it 90-444/79-00 Corrective actions 
measures taken to assure deviations are corrected promptly, 
precluding repetition of adverse conditions 

DEVINCENTia. J Public Service Co of New Hampshire 77/12/13 
5pp, 


B002140441 Responds to NRC 791226 Itr re info on evacuation time 
«ttfisat«s for areas surrounding plants Scape of evacuation 
analysis for FSAft will be expanded w/completion by mid-1780 
rathsr than 000331 as requested by NRC. ^ 

DEVINCEHTI 81 J. Public Service Co of New Hampshire. 00/02/07. 2pp. 


— 0OO2OBO375 Forwards IE Imp Repts SO-443/77-08 it 50-444/77-00 on 
790904-07 fc notice of violation 

CARLSONfR T Region i. Philadelphia. Reactor Construction 

Engineering Support Branch 79/11/09 2pp 
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— 0002080399 Notice of violation from on 770904-07 

» Region l<. Ph i I«da Iph ia, Office of the Director 79/11/01 

2pp 


— 8002000405 IE tnip Rep Is 50-443/79-08 50''444/79“0& on 790904-07 

Noncompl iance noted. fai lure to provide detail* of procedure 
far reaudit of -open item* i. provide detail* in eurveillance 
QA procedure 

MCOAUOHVrR U Region ii Phi ladelph lar Reactor Construction & 

Engineering Support Branch OALLCli R ■ CAOE^L Region li 

Phi Udalph la. Office of the Director 79/11/01 10pp. 


B0022901B3 Foruerde IE Insp Repte S0-443i'79-l0 ti 90-444/79-10 on 
791211-13 No noncompliance noted 

CARLSON. R T Region Ir Philadelphia. Reactor Gondtructlon it 

Engineering Support Branch 80/01/11 2pp 


—8002290170 IE I nap fiepts 50-443/79-10 it SO-444/79-lO on 791211-13 No 
noncomp 1 ianc e noted Major areas Inspected action on previous 
f indlng s I elec trtca 1 specs & procedures & plant tours 
MCOAUGHTi R M Region t. Philadelphia. Reactor Construction le 

Engineering Support Branch MCBREARTV.R A . PINKELiA E Region 
!< Philadelphia! Office of the Director. BO/01/09 Ip 


Q002250151 Forcrards IE Info Notice BO-03! '*Hain Turbine 
Elec trohgdraul i c Control Sgs " No specific action required 
DRIER. B H Region 1. Philadelphia. Office of the Director 
80/01/31 Ip 


B0OS24OO&6 forwards IE Circular 79-25. Suppl A. '"Shock Arrestor Strut 
Assitnhly Interfercnca " No urltten response required 
DRIER. B H Region 1. Philadelphia* Office of the Director 
00/01 /ai ip 


300225047E forwards IE Circular 80-02. "Nuclear Power Plant Staff 
Uorlc Hours " No written response required 

DRlERrB H Region Philadelph ia. Office of the Director 
80/02/01 Ip 


1002210285 Forwards IE Dulletitt 80-03. '^Loss of Charcoal From Gtd Type 
1 1 r Tufo-Inehj Tray Adsorber Cells Action required 
CRIER. S H Region 1. Phi lads Iph la. Office of the Director, 
8D/02/-0& Ip 


I0022S017D forwards IE Info Notice 80-05. "Chloride Conteminat ion of 
9af ety-Relatcd Piping it Components," Ho written response 
required 

ORIER.B H Region I. Ph 1 Lade Iphle* Office of the Director 
80/OS/08 Ip 


1002250618 Forwards IE Bulletin 60-04* "Anelysii of PNR Hein Steam Line 
Break U/Continued Feedwater Addition *' No written response 
required. 

DRIER. B H Region 1. Philadelphia* Office of the Director. 

60/02/0S Ip 


Reportable occurrences. LERs b related correspondence 


02110027 FNa-I-79-037,on 791204. Worker crushed to deeth between rail 

car b structural frame an trailing floor In cooling water 

tunnel under const Licensee investigating datails 

KCDAt/OHYrR H . CARLSON. R T Office of Inspection & Enforcement. 

Office of the Director. 79/12/05 ip 


002120486 Responds to FOIA request for info re Clamshell Alliance NRC 
does not maintain files on organiiat ions. Eorward i documents 
listed in app re Clamshell Allianca 

FELTON. J M Division of Rules and Records 80/01/21 2pp. 


-8002120491 PNS-76-1-037 notifies that groundbreaking ■ceremonies are 
scheduled for 760G05 Clamshell Alliance intends to occupy 
site b prevent const of facility, 

DREHER. F. A . ROY* 0 If . 7K0MPB0N. D Of fled of Inspection tr 

Enforcemontj Office of the Director, 76/08/02, Ip. 


1002120500 PNS-76-I-037A discusses civil dlio-bedlence by demonstrators 
during 760805 groundbreaking ceremonies 

DREHER.F A * ROY, 0, W . THOMPSON. 0. Office of Inspection t 
Enforcement* Office of the Director 76/08/06 ip. 


1002120509 PN8-76-1-037B discusses Olemshell Alliance 760B22 sit-in 
demonstration at site Demonstration was anticipated it court 
order obtained prohibiting trespass Police removed 
difflonstrators from site 

DREHER.F A Office of Inspection U Enf o-rcemen t, Office of the 
Director 76/08/23 ip 


— 8002120512 PN8-77-I-020 discusses newspaper repts re series of 
antinuclear demonstrations during uk of 770430. Most accounts 
facuied on statements made by Clamshell Alliance No evidence 
exists of plans for violent confrontation or takeover 
MCCQRKICK.R O . WARD.N J Office of Inspection it Enforcement* 
Office of the Director 77/04/27 ip 


DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC 9TA .UNIT 1 


A Appli cat lon/construc tion stage documents 1< correspondence^ 


0002070254 Forwerds updated 800115 geologic info euptrsedes 790921 
transmittal Dn# overilxe drawing available in Central Fllii 
only 

FEIST. C K Texes Utilities Services. Inc SO/OI/2?, 12pp. 


6002190281 Summarizes 800204 conVersetlon r» random selection of 
fecility for trial program involving interviews w/craftemin 
at const site Min of 30 craftsmen will be randomly 
Interviewed during 000206-0331 Program recommended by OAC 
0EYFRIT.K V Region 4. Dallas. Office of the Director 80/02/04 
Ip 


8002120592 Forwards affidavit of sve re F8AR. Amend 9. 

6CKMIDT.H C Texas Utilities Denerating Co. 50/02/07. 3pp. 


6002210068 Summary of 791216 meeting w/uttl in Bethcsde.ND re safe tV 
review progress it plans 

BURNELL. 6 8 Light Hater Reactor* Branch 2 80/02/08 4pp. 


C Utility Environmental Report <ER}. amends It correspondence 


6002120060 Forwards updated distribution list for environ rept supfle 
U amends, 

BALLARD. R L Environmental Projects Brench 1 60/01/22 4pp* 


F Security, medical, emergency b fire protection plini 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilltlai Requests designetion of one 
representative per util by 791231 Forwards FR notice 
0RIME8, S’ K Emergency Preparedness Teik Force 79/12/21 7pp, 


8002070079 Forwards request for evacuation time estimates for area 
near nuclear power plants Info should be subeiitted by 
600331 

GRIMES. 8, K. Emergency Preparedness Task Force. 79/12/26. 4pp. 


8002050101 Notification of 800128 meeting w/util in Olen Rpse*TX ref 
physical security program, Info exchanged at meeting will be 
withheld par tOCFR2 790 i 

BURNELL. 0 B, Light Hater Reactors Branch 2 80/01/15. 4pp. 


8002040304 Forwards "Hood County 8i City of Oranbury Entrgency 
Operations Plan." it "Somervell County it City of Olen Rose 
^Emergency DperatLone Plan." per NRC Question 432.7. 
EDHARDS.J, 6 Texas Utilities Services. Inc, 80/01/29, Ip 


— 8002040395 "Hood County it City of Oranbury Emergency Dperatleni Plan *- 
a. Affiliation Unknown 76/09/20. 26pp. 


— 6002040408 "Somervell County it City of Olen Rose Emergency Oparalilani 
Plan " 

#. a Affiliation Unknown 76/09/20 25pp 


8002140369 Summary of 800110 meeting w/util in Bethesda.MD ra criteria 
{ t< requirements for fire protection design Request for addl 
< info on FBARiSteff requirement* for alternate shutdown 
I list of attendees end 

I BURNELL* 6 D Light Hater Reactors Branch 2 80/01/29. 16pp. 


O' Adjudicatory correspondence 


eb020i030Q Forward* stipulation re Citizen* for Fair Util ftogulatlAn 
contentions proposed for admission as liiuei. Stipuletlon 
differs from Qct 1979 draft stipulation, Deferral of 
Contentions 2 B 3 B is unnecessary. H/o end. 

ROTHSCHILD. M U Hearing Branch 1 80/01/25 2pp. 


8002010510 Forwards stipulation re Citizens Association for Sound 
Energy contentions proposed for admission as issues 
Stipulation differs from Oct 1979 draft stupulation Deferral 
of Contention 12 unnecessary H/o end. 

ROTHSCKlLDi M U, Hearing Branch 1. 60/01/25. 2pp 



DOCKETED ITEIVIS 


251 


I 


8002<110&£1 Forward* stipulation r» A**o<lation o# Community 
Or gan j I a fc j on « ^or Rtform Nour contention* proposed for 
atfnlsslon at L««u«« Stipulation differs from Oct 1979 draft 
itlfulation 14/^0 end 

RQTIiSCHlLDrM U Hearing Branch 1 80/01/29 2pp 


8002040498 Statue rapt per A8LD QOOilO order tb proposed stipulations 
on Intervenors contentions Urges A6LB to schedule 800320 
prehearing conference as agreed upon by applicants ti 
intervenori Certificate of Svc end 
CHAMOL€ft«L J Hearing Branch 1 00/01/25 3pp 


8003120273 Forwards AQLAD dec 1 s lon« ALAB-973i r e stipulation sent to J 
ELllt Lou level emission health effects addressed an Pages 
23-29 

ROniSCHILOi t1 u Hearing Branch 1 60/02/04 Ip 


a00215024t Foruerds Association of Community Organization for Beform 
Kou Cltliens Association for Bound Energy stipulations 
Gltlians for Fair Util Regulations stipulation may be 
obtained directly from Intervenor representative W/o end 
HOniSCHrLO. M u. Hearing Branch I 00/02/00 Ip 


8003280419 Pespotids to FOIA request for memosi meeting summaries, 
tranicrlpts & telcon records re Commission decision not to 
ravlaw appeal Forwards documents listed In App A Info 
partially uithhcld Documents 1 b 5-9 (ref FGIA Exemption 9) 
FCLTOH. J N Division of Rules and Records 00/02/15 3pp 


e0022'9(X>25 Response clarifying record rt Association of Commmunlty 
Organ! la tlons for Reform Now B00211 request for order 
compelling MRC to negotiate contentions admisslbllty Urges 
tarlv date for prehearing conference, U/Certificate of Svc 
REV^OLOa. N a. Texas Utilities (Generating Go REYNOLDS.N S 
Oabavolse & Uiberman 00/02/20 7pp, 


G003290092 Advises of negotiations status quo re NRG 800125 proposed 
stipulations l< request to schedule prehearing conference 
Stetament of position on contentions will not be filed on 
B0022? doe to nonexecution of stipulation by Intorvenors 
ROfKSCHILD. M U Hearing Branch I 00/02/25 Spp 


H Oeneral correspondence 


6005050116 Discusses 790825 request for repts re NRC determination on 
whether TKl-S accident constitutes extraordinary nuclear 
occurrence. Sub J repts have been Issued tc will be made 
available as board notification 

ROTHSCHILD. H U Hearing Branch 1. 00/01/29. 2pp. 


H, Utility Final Safety Analysis Report <F8AR) V amends 


S0021204DB Forwards Amend 9 to F8AR, 

OAHY/R J Texas Utilities Generating Co 00/01/31. 2pp 


—8005120413 Amend 9 to FSAR Forty-nine averslte drawings end 
e Tecas Utilities Oonorating Co 80/01/31. 400pp. 


H Antltruit correspondence 


6002120479 Second request for production of documents to Houston 
Lighting & Pouer re generation li transmission planning study 
& economic evaluation of alternatives Documents available 
for insp & copying by 80022B H/Cer tif icate of Svc 

MILLER. H I Central ^ Southwest Corp HILLER.M I Isham, Lincoln & 
Beale 80/01/24 12pp 


B002130336 Second request for production of documents directed to TX 
Utils Generating Co re transactions on energy or electric 
power Documents should be available for insp h copying on 
B0022B Certificate of Svc end 

HILLER. H I Central h SouthtDest Corp MILLER. M t Isham. Lincoln & 
Beale 80/01/24 lOpp 


8002050004 Notifies of NRC position re Document Request 3(f) of NRC 
third set of interrogatories to util Production of documents 
re util purchase or leasing of lignite from Oquj Chemical Co 
required 

LE98Y.R. P Antitrust Division 80/01/25 Ip 


80020B0D17 Discusses DOJ request for conference telcon u/applleant re 
applicant B00125 notion for protective order Demands 
reasonable time to respond to DOJ oral request for 
production of documents' believed to be confidential 
GREEN. D 0 Louens tein. Newman. Reis. Axelrad fc Toll aO/Oi/23 2pp. 


— 60020B002i Kotion for protective order limiting DE Simmon* deposition 
to one appearance between effective date of order b B00331 
Urges showing of extraordinary circumstances If several 
appearances are required Certificate of Svc end 

COPELAND. J 0 Houston Lighting & Power Co COPELAND. J 0 Baker b 
Botti ■* Lowensteioi Newman. Reis. Axelrad b Toll 60/01/25 Spp 


0002130305 Motion for protective order In favor of Carter Oil Co re 
documents produced in response to 791024 subpoena directed 
to IB Phillips for 791116 deposition Stipulation between 
parties, dtd 791116 end 

FOUNTAIN. K P . PLUMMER. J P Affiliation Unknown 80/01/28 2pp 


"“8002130322 Stipulation among DOJ.WP Fountain. JP Plummer. NRC. Centra I 
Power b Light b Houston Lighting b Power for protective 
order In favor of Carter Oil Co Documents produced par 
791024 subpoena are confidential H/Certlf icate of Svc 
LUQUE.H Justice. Dept of FOUNTAIN. K P > PLUMMER. J P 
Affiliation Unknown 79/11/16 lOpp 


8002140318 Application for issuance of subpoena duces tecum for Dow 
Chemical Corp Requested subpoena coincides u/subpoena to 
testify included in DOJ 791129 motion for mod H/draft 
subpoena b Certificate of Svc 
LUQUE.N JusticetDept of 60/01/28 lOpp 

8002130253 Notice o# appearance in proceeding Certificate of Svc end 
HUNSICKERiS R Houston Lighting tt Power Co HUNSICKER. S R Baker b 
Dotts 80/01/29 Spp 


8002130031 First set of interrogatories b requests for production of 
documents Requests info re utils' geographic market b 
customer* Request* documents re competition between utils 

Certificate of Bvc end ,.»tnx-rD i c 

KNOTTS. J B ♦ AHEARNfC D Texas Utilities Generating Co KNOTTS. J B 
Debivaise b Liberman 80/01/30 31pP 


B005060039 Application for Issuance of subpoena to produce files in 
cuetDiig of FR Woerner of TX Electric Svc Co re competition 
in TX electric util industry b surrounding areas Draft 
lubpoene b Certificate of Bvc end 
CYPMERTrS B Justice. Dept of 80/01/17 Hpp. 


8002130047 Fourth set of Interrogatories directed to NRC Requests 
Identification of ell Transcomm. Inc documents provided to 
NRC In connection u/proceoding . 

FRANKLIN. H J Houston Lighting 6 Power Co FRANKLIN. H o 
Lowenstein, Newman. Reis. Axolrad 1 Toll 00/02/01 5pp 


'■-80020 60070 Application for issuance of testimonial subpoena for 
E Olovmoni off Houston Lighting b Power re ABLB 791025 order, 
Requests Bimmon* 000130 avaUablHty Draft subpoena. 
Certificate of Svc b excerpts of Simmons deposition end 
CVPHERT.8 0 Justice. Dept of 00/01/17 I3pp 


6002130057 First set of requests for production of documents directed 

to NRC Request* documents identified in response to Houston 
Lighting b Power 0OO2OI fourth interrogatories b documents 
relating to NC Lerner b R Hartley ,, , 

FRANKLIN. M J Houston Lighting b Power Co FRANKLIN. W J 
Lowensteln. Newmeni Reis* Axelrad b Toll 80/02/01 3pp, 


800250^694 Answer to NRC third set of interrogator lea b requests for 
PTOductlan off documents Contains details re TX Utils Co 
organliation char ts. control sgs b load flow analysis 
Affidavit b Certificate of Bvc end. ... 

BCAHTl^E. D. Texas Utilities Co. * Worsham. Forsythe b aampeis. 
Debsvolxa b Liberman 80/01/21. lOpp 


'8002130064 Application for issuance of subpoena directed to Transcomm. 
Inc keeper of recordsrra testimony given in proceeding 
pertaining to nuclear power projects b related issue* Draft 
subpoena b Certificate of Svc end 

FRANKLIN. W J Houston Lighting b Power Co ^^FRANKLIN. H J 




8002110601 Discovtrg rept by TX-LA Electric Cooperative. Inc for Dec 
1979 Part i e Ipated in (Gambrel 1. Howard. Hughes. Campbel 1. Skel ton 
b Spenst depps i tlons, No discovery requests initiated 
0URCHETTE.M H, Northeutt Ely 80/01/23. ip. 


80020S0114 Forward* NRC documents produced in raaponie to util third 
eat of interrogatories b requests for production of 
docuaents W/« and 

BLVHE.M Antitrust Dlvleion, 00/01/24, Ip- 


)2130157 Motion to compel RM Hardy 000225 deposition in Abilene, TX. 
»er Public Utils Board for Srownsvl 1 1*. TX 791213 notice 
Uduast* leave to reply by 800215df Cantral Power b Light 
irovides addi info In answer to motion W/Certif icate of Svc 
»0IR1ER.H R Tacas. State of 80/02/01 7pp 
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DOCKETED ITEMS 


800213(}3‘)0 Second re»pon^e to Houston Lighting t Pouir 780931 
interrogatories It renuasts for- pToductlon of dacumanti & to 
util 791130 fliotion to compel Supplsmenti 791010 & 12 
responses Certificate of Svc U «pps enc I 

CVPHERTtfi D . PARMeNTER<F H Justice* Dept of 00/02/01 llSpp 


a002l40Si>3 Fourth sopplenvenfca 1 response to Houstan Lighting fc Power 
790209 second set of intarrogator i es «< request Par 
documents Supplements OOJ 790403 initial response re 
uitnesses to be called Documentation 8« Certificate Bvc encl 
CYPHERTiB D r PARMENTER.F H Justice* Dept of 80/02/01 13pp 


G00225033B Supplemental response to Houston Lighting Power 791210 
third set of infeerroga to^r les U requests for production of 
documents Contains info re OL advice Itti ant 1 trust review 
U alleged Interstate restriction Certificate of Svc encl 
CYPHERTfS B j PARKENTEfi.F H Justice* Dept of BO/02/10 14pp 


0002200312 Response in opposition to Houston Lighting & Power motion to 
compel production of WE Scott draft testlmomy Disclosure 
will bear on bias it competencg & should not be revealed 
prior to testimony at trial stage Certificate of Svc end 
CVPHERT-S B Justice. Dept of BO/02/04 bpp 


8002220119 Response to Houston Lighting & Pouier fourth set oP 
interrogatories requests far production of documents 
Contains DOJ anticipations re engineering witnesses planned 
to be used In discovery Certificate of Svc encl 
CYPHERT.S B Justice. Dept of 00/02/04 0p p 


Q0022503bi4 Discovery rept b<j Public Mtlls Board of Cityi of Orowntvlllet 
TX. f or Jan 1980 Participated In Central Power Ic Light 
depositions Produced addl documents to Houtton Lighting & 

Power Certificate of Svc encl 

POIRIER, M R Spiegel 4 McDiarmld 00/02/04 App. 


0002200739 Application for issuance of subpoenas requesting deposition 
of OC Campbell. M Howard, E McOinnIs.V Robertson, P Wetiel, 

J KcKelvey it RA Yarbrough, re bulk alectrlc power supply 
W/drafts Si Certificate of Svc 

FRANKLIN. W J Houston Lighting tc Power Co FRAWKLIMiM. J 
Lowensteini Newman, Reis, Aialrad Si Toll * Daker L Bo-tts. 90/02/OS 
55pp 


'f022t0116 Discovery status rept for .Jan, 1930 submitted on benajf of 
’'entral Si Southwest Corp Attys inspected addl documents re 
' Jtils Generating Co response to 790822 request for 
cuments Certificate of Svc encl 

RNEY. J A Isham. Lincoln S Beale 00/02/05 7pp 


2b02b3 Second set of interrogatories S< requests for production of 

cumenbs Requests info & documents re Central b Bouthweet 

nal transmission svc guidelines Certificate of Bvc end 

IRELAND, J 0 Houston Lighting U Power Co COPELAND, J O Daker b 

aits 80/02/0i> 14pp 


02200340 Motion for extension until 600328 to respond to TX Utils 
Oenerating Co first set of interrogatories, due to late 
filing of voluminous request 

STAHL, D K Central Power k Light Co BTAKL, D H Ishamr Lincoln b 
Beale BQ/02/07 3pp 


— 800220Q364 Motion for protective order re TX Utils Generating Co first 
set of inter rogatories it requesti for production of 
documents Movant is not party or intervenor Certificate of 
8ve encl 

STAHL, D M Central L Southwest Services, Inc STAHL, D M Isham, 
Lincoln b BeaU B0/O2/D7 4pp 


)2220I37 Order amending ASLB 790723 protective order in which DOJ, 

>IRCi Public Utils Board of City of Dro-wnsvi He, TX b Oulf 

States Utils Co stipulation was adopted DDJ 790224 subpoena 

ihall include 000118 subpoena Amends 700224 subpoena 

1ILLER,K E Atomic Safety and Licensing Board Panel BO/O2/0B 

Ipp 


>2260445 Answer in opposition to Public Utils Board of City of 
Irounsvl 1 1 0 , TX motion to compel RM hardy deposition Urges 
lenial of Brownsville request for shortened time b for leave 
.0 reply No justification provided W/Certlf Icate cf Svc, 

»TAHL, D M Central Power «, Light Co STAHL > D M Isham, Lincoln b 

leale HARDY. ft M Affiliation Unknown 00/02/08 7pp 


►2290390 Discovery rept for Jan 1900 Deposed TR Locke*0 Castlllon,ft 
forifer it R Farrington Participated in J Milford, 0 Phelps. P 
layers & H Harsh depositions Responded to Houston Lighting & 
ower 800103 request for conference call 
YPMERT. 6 B Justice, Dept of 00/02/03 4pp 


8002150493 Order extending period for Commission review of ALAS-Stj 
until 803227 

CHILK*S J Office of the Secretary of the Commission 03/02/11 

Ip 


B00222D477 Advises of outstanding discovery requests re Houston 
Lighting & Power requiring production of doucments re 
lignite transaction u/Dow Chemical NRC requests documents on 
util negotiations re energy b capacity purchases 
BLUHEi M B Antitrust Division 80/02/11 2pp 


8002260421 Opposition to Central Power b Light motion for eitenslon 
until 803320 to answer first set of interrogatories b to 
Central b Southuflst Svcs motion for protective order. Timing 
will deny necessary info W/Certi f Icate of Svc 

AHEARN,C D Tetcas Utilities Oenerating Co AHEARNiC D Debs void b 

Liberman 00/02/11 7pp 


9002210090 Updateil response as of 000211 to Houston Lighting b Powir 
first set of interrigator ies Includes statement contsnding 
that util interstate-only policy blocks access to or 
participation in South TX project Certificate of Svc end 
CHANANIA, F D , BLUHE, H D , HODODON, A P Antitrust Division 

00/02/12 62pp. 


8002220120 Order accelerating responses to Houston Lighting b Pouir 
000212 motion to compel DOJ L other parties shall hand- 
deliver response on 000219 Houston Lighting b Power shall 
arrange 000220 conference call to resolve issues, 

MILLER, H E Atomic Safety and Licensing Board Panel. 60/02/12 

2pp 


B032220221 Order granting extension until 000229 for Central Powir L 
Light b Bouth West Bvcs, Inc to answer TX Utils Generating Co * 

first set of interrogatories Grants extension until B00314 
for production of documents Protective order denied. 

HILLER. t1 E Atomic Safety and Licensing Board Panel, 83/02/12 
2PP 


60022700B7 Advises of Houston Lighting b Power filing of nation to 
determine procedures b to compel DQJ responsee Requeeti 
expedited schedule for discovery per encl proposed order 
setting 800219 for DOJ answers b 900220 for conference call, 
80WKNtGHT,J A Lowenstein, Newman, Reis, Axelrad b Toll 90/32/12 
4pp 


— 8002270099 Motion to determine procedures b to compel Teeponiei ly DOJ 
re first set of interrogatories b request for praductton of 
documents DOJ failed to Identify documents pertaining to IXIJ 
000201 second supplemental response Certificate of Bvc incl, 
OQUKNIOHT, J A Houston Lighting b Power Co, BOUKNltiHTi J A 
Lowensteini Newman, Re is. Axe Irad b Toll 90/02/12. 20pp. 


B032220481 Addendum as of 000213 to 800212 updated responil to Houtlan 
Lighting b Power first set of interrogatories b request for 
PTOduction of documents Identifies persons w/whan NRC 
communicated during OL review, W/Certi flcate of Svc 
CHANANlA,f 0 Antitrust Division 00/02/13. lOpp 


0002260395 Notice of intent by Utils Board of City of Brownsvt Uf , tX 
to depose J Bruggeman on 800307 re Central b Southwest Carp 
practices In maintaining documents Certificate of Bvc encl. 
POIRIER, M R California, State of POIRIER, M R. Bplegel b 
HcDlarmid 00/02/13 5pp 


8002200176 Motion for factual discovery extension until B0Q314 due to 
Houston Lighting b Power 800205 applications for a.ddl 
subpoenas b subsequent need to reschedule Oulf States iltlli 
deposl tlons, Certificate of Svc encl 
CHANANIA, F D Antitrust Division. 00/02/14 5pp 


B002220128 Order extending factual discovery period until 6003 14, In 
response to NRC B00214 request. 

HILLER, M E Atomic Safety and Licensing Board Panel. 60/02/14. 

2pp 


B002220142 Order directing DDJ to produce draft testimony, urliter 
metis b studies prepared by HE Scott for proceeding , in 
response to Houston Lighting b Power request 

MILLER. H E Atomic Safety and Licensing Board Panel 60/03/14 
3pp 


S0022903 70 Application for issuance of subpoenas for testlnony. dUlctif 
to TX Power b Lightib subpoenas for documents, d Irec ted te 
Sraxos Electric Power Cooperative b TX Power b Light 
Supplements 791203 subpoenas W/drafts b Certificate o# 8vc, 

LUQUE,N Justice, Dept of 80/02/14. 13pp 
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2S3 


5002270086 O(«coy«rg rept for Jan 19G0 Partlclpatod in Autrgi Hoard. 
Borchol ti Ca-s <; i 1 1 i on. Chal kar r Cordor. Farr ington & Harrlton 
tfapotLtloni Aocvivod Control ^ Southuest Corp «econd 
rotiua^t for production of docunantv Certificate of Bvc end 
AitEARhf.C D Taxaft UtiUtlos Oenerating Co AHEARN. C D Dabevaise & 
Liberinan fiO/02/lS 5pp 


—8002070095 Reeponde to 
Repts SO-44S/79-10 & 
iniprovements made in 
methods ^ techniques 
6ARY.R J Texas Uti 


NRC 790924 Itr re violations noted in IE 
50-446/ 79“ 18 Corrective actions 
site training program to emphasite Insp 
It QA procedures revised 
llties Oenerating Co 79/11/29 8pp 


Insp 


8002270103 Reeponta bg Public Utils Board of City of Rroiunsvl 1 le. TX to 
Ctnbral Power U Light t* RW Hardy 800208 filing Urges ASL0 
to compel RU Hardy deposition during wk of 800225 Supporting 
documentation end 

POIRIER* M R Texas. Btate of 80/02/15 49pp 


— B002270107 Application by Public Utils Board of City of Drouinsvi 1 le. TX 
far Issuance of subpoena for RH Hardy deposition re power 
supply h competition issues Draft subpoena & Certificate of 
Gvc end 

PaiRIGR*M n Texas. Btate of 80/02/lS 9pp 

8002270097 Answers to Houston Lighting &t Power first set of 
interrogatories Includes Info re electric power sale 
pure h ass. economy power offers U interstate restrictions 
W/af ft davit, supporting documentat Ion U Certificate of 8vc 
STAHL. D Hect Texas Utilities Co STAHL, D Isham. Lincoln %t Beale 
EO/02/19 50pp 


e0'0227O109 Motion to compel DQJ to provide further answers to 
Interrogatory i of fourth set of Interrogatories 8ubj 
matter, under 1 ying studies nature of C Stover tastimony 
should! be disclosed by 800305 Certificate of Sve end 
OREEH, D O Houston Lighting «< Power Co GREEN, D 0 
Lowenstsin* Newman, Reis, Axelrad ^ Toll 80/02/19 Bpp 


G00227010D Becorid set of interrogatories t* requests for production of 
-docunentt. Reques ts whether listed documents ware in Central 
Southwest Corp possession List of documents to be 
produced & Certificate of 8vc end 
POIRIER.MR Texas, State of 80/02/20 124pp 


8002280007 Updated response at of 800220 to Houston Lighting & Power 
790312 aacond set of Interrogatories Ic requests for 
production of documents Adds deletes certain individuals 
from potential witness list H/Cert 1 f icate of 8vc 
CHAHANIArF. 0, r BLUMEr K B Antitrust Division. QO/02/25 19pp 


6002080114 Forwards IE Circular B0“01, "Sve Advice for OE Induction 
Disc Relays '* No response required 

SEYFRIT.K V Region 4, Dallas, Office of the Director 00/01/17 
Ip 


8002280123 Forwards IE Insp Repts 50“445/79-29 U 50-446/79-28 during 
Dec 197? No noncompliance noted 

SEIDLE.U C Region 4, Dallas, Reactor Construction U Engineering 

Support Branch 80/01/18 2pp 


—8002280130 IE Insp Repts 50-445/79-29 U 50-446/79-28 during Dec 1979 
No none amp 1 lance noted Major areas inspected const progress 
It pract ices, e lectrical cable installation activities, 
electrical penetration assemblies k safety-related piping 
GRQ5SMAN. U A , TAYLOR, R G Region 4, Dallas, Office of the 
Director 80/01/17 5pp 


8002030178 Forwards IE Info Notice 80-03. “Main Turbine 
Elec trohy draulSc Control Sys " No specific action or 
response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 80/01/31 
IP 


6002140096 Forwards !E Circular 79-2S,Suppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
SEYFRIT.K V Region 4, Dallas. Office of the Director 80/01/31 
Ip 


6002250547 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours *' No written response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 80/02/01 
IP 


8002210295 Forwards IE Bulletin 00-03, "Loss of Charcoal From 8td Type 
1 1. Two-Inchi Tray Adsorber Cells ** Action required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 80/02/06 
IP 


8002280061 Responds to Houston Lighting k Power 800201 subpoona 
directed to Transcomm. Inc Objects to majoritv of paragraphs 
on grounds of duplication re NRC 800225 motion to modify 
subpoena 

CHAHAMIA.F D. Antitrust Division 80/02/25. 2pp 


8002220068 Forwards IE Info Notice 80-05. "Chloride Contamination of 
Safety-Related Piping I Components " No written response 
required 

SEYFRlTiK V Region 4. Dallas, Office of the Director 00/02/00 

Ip 


8002280687 Motion for extension of time leave to file motion for 
subpoena duces tecum directed to Transcomm, Inc. keeper of 
rscorde Util second ist of discovery directed to NRC 
contelns requests duplicative to subpoena. 

CHAWANIA.F D Antitrust Division 80/02/25 3pp. 


8002250366 Forwards IE Dulletin 80-04. "Analysis of PWR Main Steam Line 
Break H/Continued Feedwater Addition " No written response 
required 

SEYFRiTiK V Region 4, Dallas. Office of the Director BO/02/08 
tp 


— B002250693 Forwards subpoena duces tecum directed to keeper of records 
Certificate of 9vc end 

FRANKLIN, U J Lowenste in, Newman, Reis, Axelrad & Toll 80/02/04 
4pp 


8002290002 Response to Houston Lighting & Power 800201 fourth set of 
interrogatories Responsive documents already produced to 
util in NRC 800225 responses to Transcomm lubpaeoa it in 
other documents Certificate of Sve end 

CKAJVANIA.F. D , HODODON. A P Antitrust Division 80/02/23 0pp 


8002290161 Act receipt of B0020S itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-445/79-20 6 
50-446/79-27 

8EIDLE.W C Region 4. Dallas, Office of the Director 00/02/20 
Ip 


—8002290167 Responds to NRC 800111 Ur re violation* noted In IE Insp 
Repts 50-445/79-28 6 50-446/79-87 Corrective actions Hot 
Shutdown Panel Traveler EE-aO-072-D200 modified to reflect 
scope of installation to embedded channels 
OARYiR J Texas Utilities Generating Co 00/02/08 3pp 


0 Inspection reports, IE Bulletins it correspondence 


8 Reportable occurrences. LERs S< related correspondence 


8002220198 Ac k receipt of IE Insp Repts 50-443/79-23 it 30-446/79-22 
dtdl 791101 ic 30-445/79-21 it 30-446/79-25 dtd 79il09 No 
proprietary info 

GARY, tt J Texas Utilities Oenerating Co 79/11/20 Ip, 


8002280277 Responds to IE Bulletin 79-23 re failures of Westlnghouse 
BFD relays In safety-related sys Review incomplete Requests 
cxtinslon fco 800630, to confirm that no Westlnghouse relays 
are u-ied in safety-related sys 

OAftYi R; J Texas Utilities Generating Co 79/12/19 Ip. 


0002000131 Forward* IE Info Notice 00-01, "Fuel Handling Events 
specific action or response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 00/ 

*P 


80D2190DS3 8uppl to 790917 deficiency rept re amission of shear tie 
relnforeiny steel in reactor containment bldg Addl 
reaasignments rnade it training being performed to prevent 
recurrence. Imp lamentation audit deadline is 791220 
OARY.R J Texas Utilities Generating Co 79/11/13 Ip 


8002250018 PN0-IV-B0-0O6 on 800205. discovered malicious damage to two 
stator windings of Unit 2 diesel generator A Caused by 
unknown persons Damage can be repaired onsite 

TAYLOR. R Q , CROSSMAN, M A Office of Inspection it Enforcement. 
Office of the Director SO/02/07 2pp. 


8002070090 Ack receipt of 791129 Itr informing NRC of steps taken to 
correct vtoLatlons noted in IE Insp Repts 30-445/79-18 
30-446/79-18 . ^ , , 

8EIDLC. C. Region 4, Dallas. Reactor Construction it Engineering 

Support Branch SO/Ot/16 ip, 
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docket 50-444. COltAMCHE PEAK STEAH ELECTRIC STA ,UmT Z 


A App 1 1 cdt 1 on/coniLruc tion stage documents fic correspondence 


800S070254 Forwards updated GOOtlS geologic info Supersedes 7?092i 
transmittal One oversiia drawing available in Central Ftlei 
onig 

FEfBT, C K Texas Utilities Services. Tnc 00/01/29 12pp 


80-02190201 Summariies 800204 conversation re random selection of 
facltitg -for trial program involving interviews u/craftsmen 
at const site hin of GO craftsmen will be randomlg 
interviewed during 8OO206-OGG1. Program recovrunandcd bg OAO 
SEYFRITiK V Region 4. Dallas. Office of the Director 80/02/04 
ip 


0002120592 Forwards affidavit of svc re FSAR.Amend 9 

SCHMIDT. H C Texas Utilitiss Generating Co 80/03/07. Gpp 


G00'221004i-9 Summary of 791218 meeting u/util in BethesdarMO re safety 
review progress & plans 

BURHELL.Q D Light Water Reactors Branch 3 90/02/08 4pp 


C litilitg Environmental Report (ER>. amends & correspondence 


B00212004.0 Forwards updated distribution list for environ rept suppls 
% amends 

BALLARD. R L Envi ronmenta I Projects Branch 1 90/01/22 4pp 


P Stcuritgi medical, emergency ti fire protection plant 


8002040007 Announce* regional workshop* to discuss feaslbllltg of 
proposed change to regulation o-n radiological emergency 
response plans for facilities Requests designation of one 
representative per util bg 791231 Forwards FR notice. 

GRIMES. B K Emergancg Preparedness Task Force 79/12/21 7pp 


6002070079 Foruiards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
G00331 

GRIMES. B 4 Emergcncg Preparedness Task Force 79/12/26 4pp. 


8002040498 Status rept per A8LB 8001 10 order re proposed st Ipula tl one 
on Intervenors contentions Urges A9LB to schedule 900320 
prehearing conference as agreed upon bg applicants l< 

Intervenors Certificate of 8vc enc 1 

CHANDLER. L J Hearing Branch 1 00/01/25 Gpp 


8002120273 Forwards ASLAB doc 1 s i on. ALAB**573. re stipulation sent to J 
Ellis Lou level emission health effects addressed on Pages 
22''29 

ROTHSCHILD. M U Hearing Branch 1 80/02/04 ip 


a0021S024i Forwards Association of Communitg Organl lation for Heforo 
Now <( Citizens Association for Bound Energy stipulations 
Citizens for Fair Util Regulations stipulation mag ba 
obtained directly from intervenor representative If/o end 
ROTHSCHILD. M U Hearing Branch i 00/02/08 Ip 


8002280419 Responds to FOIA request for memos, meeting summaries, 
transcripts & telcon records re Commission decision not to 
review appeal Forwards documents listed In App A Info 
partially withheld Documents 1 & 5‘'9 (r*f FOIA Exemption 51 
FELTON. J M Division of Rules and Records 00/02/15 3pp 


0002290023 Response clarifying record re Association o# Commnuoity 
Organizations for Reform Now 000211 request for order 
compelling NRC to negotiate contentions admissiblity Urges 
early date for prehearing conference U/Cer tif icate of 8vc 
REVNOLOS.NS Texas Utilities Generating Co. REVNOLDS. N 0 
Debevolse U Liberman 80/02/20, 7pp 


9002280052 Advises of negotiations status quo re NRC 800125 prapas«4 
stipulations U request to schedule prehearing conferencft 
Statement of position on contentions will not be filed on 
800229 due to nonexecution of stipulation by intervenors 
ROTHSCHILD. H U Hearing Branch 1 00/02/23 2pp. 


H General correspondence 


800209011b Discusses 790025 request for repts re NRC determination on 
whether THI''2 accident constitutes extraordinary nuclear 
occurrence 0ubj repts have been issued t. will be made 
available at board notification 

ROTHSCHILD. H U Hearing Branch 1 00/01/29 Spp 


K Utility Final Safety Analysis Report (F6AR> 6 amends 


ISOlOl Notification of 800128 meeting w/util in Glen Rose. TX re 
iical security program Info ezchanged at meeting will be 
iheld per 10CFR2 790 

i|£LLf8 B Light Water Reactors Branch 2 80/01/15 4pp. 


10304 Forwards “Hood County 6 City of Oranbury Emergency 
'ations Plan.'* St ‘'Somervell County & City of Glen Rose 
gency Operations Plan." per NRC Question 432 7 
ARD5.U 0 Texet Utilities Services. Inc 60/01/29. Ip 


02040399 "Hood County fc City of Oranbury Emergency Operations Plan ” 
». e Affiliation Unknown 76/09/20. 26pp 


'8002040408 "Somervell County 6 City of Glen Rost Emergency Operations 
Plan 

*. a Affiliation Unknown 76/09/20 25pp. 


8002120408 Forwards Amend 9 to F6AR 

OARYiR d Texas Utilities Generating Co 00/01/31. Spp. 


— 6002120413 Amend 9 to F6AR rorty-'nln# oversize drawings end. 
s Texes Utilities Generating Co 80/01/31 400pp 


M Antitrust correspondence 


0002260263 Second set of interrogatories lx requests for prorfuctlcn of 
documents Requests info 6 documents re Central it Bauthuest 
final transmission svc guidelines Certificate of Bve and 
COPELAND. J 0 Houston Lighting 6 Power Co. COPELAND. vl 0. Baker lx 
Batts 80/02/06 14pp 


8 002140369 Summary of 800110 meeting u/utll in Brthesde.HD re criteria 
U requirements for fire protection design Request for addl 
'fo on F8ARi staff requirements for alternate shutdown S* 
of attendees end 

IFLL. 8. B Light Water Reactori Branch 2 90/01/29 16pp 


B002060059 Application for issuance of subpoena to produce files in 
custody of FR Woernar of TX Electric 8vc Co re competition 
in TX electric util industry &< surrounding areas, Draft 
subpoena I. Certificate of Bve end 
CYPHERT. 8 B Justice. Dept of 80/01/17 8pp. 


licatary correspondence 


JOa Forwards stipulation re Citizens for Fair Util Regulation 
itlons proposed for admission as Issues Stipulation 
Tf from act 1979 draft stipulation Deferral of 
'ntions 2 9 3 B is unnecessary W/o end 

ICHILDuM U Hearing Branch I 8Q/01/25 2pp. 


'510 Forwards stipulation re Citizens Association for Sound 

y contentions proposed for adaiseion as issues 

Jation differs from Oct 1979 draft stupulation Deferral 

ntentlDfi 12 unnecessary W/o end 

CHILD. H.U Hearing Branch 1 60/01/83 2pp 


S6t Forwards stipulation re Association of^Community 
izatlons for Reform Now contentions proposed for 
slon as issues Stipulation differs from Oct 1979 draft 
lation W/o end 

CHILD. MU, Hearing Branch I 00/01/25 2pp. 


—6002060070 Application for issuance of testimonial subpoena for 
E aijumons of Houston Lighting h Power re ASLB 791029 order. 
Requests Simmons 000130 aval lab 1 1 1 ty. Draft subpoenax 
Certificate of Svc & excerpts of Simmons .depoi itl on and 
CYPHERT. 8 H Justice. Dept of. 80/01/17 13pp, 


0002200694 Answer to NRC third set of interrogatories lx requests tor 
production of documents Contains details re TX Utils Co 
organization charts, control sys lx load flow analysis 
Affidavit U Certificate of Svc end. 

SCARTHiE D Texas Utilities Co » Worsham. Forsythe U Beapelt e 
Debevpise «« Liberman 00/01/21 lOpp. 


TX-LA Electric Cooperative. Inc tor Die 
1979 Participated in Gambrel 1. Howard. Hughes. Campbel 1 r 8ke 1 ton 
i( Spense depositions No discovery requests initiated 
BURCHETTEi U, H Northeutt Ely. 00/01/23, Ip 


0002050114 Forwards NRC documents produced in response to util Ihirtf 
set of interrogatories It requests for production of 
documents H/o end 

HLUME. M Antitrust Division. 00/01/24. Ip, 
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800212047^ Sacond requasi for production of documantv to Houston 
Llflhtins U Pouar ro ganeration & transmission planning study 
^ tcononic Bvaluotion of altornatlvas Documants avallablo 
for Insp U copying by 800228 H/Certif icate of Svc 

HELLERiM I Cantral t* Southuost Corp MILLER* M I Isham, Lincoln L 
Btalc 80/01/24. 12pp 


B00213<123^ Second rei^uest far production of documents directed to TX 
OtLls Oenerattng Co re transac t ions on energg or electric 
politer . Oocuenents should be available for Insp 8* copying on 
Q002S& CertificatB of 8vc end 

HILLER. M I Central Qouthujest Corp MILLER. M I Isham. Lincoln h 
Beale 80/01/24 lOpp 


QOOSOSOOS4 Notifies af NRC position ro Document Reiiuest 3<f) of NRC 
third oet of interrogatories to util Production of documents 
re util purchase or laaslng of lignite from Doui Chemical Co 
required 

LESaVrfl P Antitrust Division 80/01/25 Ip 


5002080017 Discusses DOJ request for conference telcon le/applicant ro 
applicant B0012S motion for protective order Demands 
reaeonablc time to respond to DOJ oral request for 
production of documents believed to be confidential 
QREENf P 0 Louensteini Nouiman. Re is. Axelrad L Toll 80/01/25 2pp 


— 800SOQ002i> Motion for protective order limiting DE Simmons deposition 
to one appearance bebtueen effective date of order 8( 800331 
Urges ihoulng of extraordinary circumstances if several 
appearances are required Certificate of 8vc end 

COPELAND. J 0 Houston Lighting It Pouer Co CQPCLAND.J 0 Batter h 
Bottf • Lotuenste in. Neuman. Re 1 s. Axelrad & Toll 80/01/25 Bpp 


&<H}2tOO30S Motion for protective order in favor of Carter Oil Co re 
dociranents produced in response to 791024 subpoena directed 
to IB Phillips for 791116 deposition Stipulation between 
parties, dtd 791116 end 

FOUMTAIN.KP . PLUMMER. J P Affiliation Unknown 80/01/20. 2pp 


”-8002130322 Stipulation among DOJ. KP Fountain. JP Plummer. NRC. Central 
Power U Light ti Houston Lighting 6 Power for protective 
order in favor of Carter Oil Co Documents produced per 
791024 subpoena ere confidential W/Cer ti f icabe of Bve 
LUQUE.M Justice. Dept of FOUNTAIN. K P . PLUMMER, J P 
Affiliation Unknown 79/11/16 lOpp 


8002140310 Application for issuance of subpoena duces tecum for Dow 
Chenlcal Corp Requested subpoena coincides w/subpoena to 
testify included In DQJ 791129 motion for mod W/draft 
subpoena & Certificate of 8vc 
LUaUEfN Justice. Dept of B0/01/2Q. lOpp 


R00213D253 Notice of appearance In proceeding Certificate of 6vc end 
HLWBlCKER.a R Houston Lighting U Power Co HUNBICKER. 8 R Baker it 
Botts G0/O1/S9. 8pp. 


1»:>D2t30031 First set of intorr ogatorles it requests for production of 
documents Raqueits info re utils' geographic market >< 
customirs Requests documents re competition between utils 
Certificate of Sve encl 

KNOTTB,J. B . AHEARN. C D Texas Utilities Generating Co KNOTTS. J D 
Debevolse b Liberman 80/01/30 31pp 


Q003130047 Fourth set of Interrogatories directed to NRC Requests 
idant If icablon of all Transcomm. Inc documents provided to 
NRC In connection w/proceedlng 

FRANKLIN. W.J. Houston Lighting U Power Co FRANKLIN. W J 
Loumnsteln. Newman. RelSi Axelrad & Toll 80/02/01 5pp 


—0002130057 First set of requests for production of documents directed 
to NRC. Requests documents identified In response to Houston 
Lighting it Power 800201 fourth interrogatories %t documents 
relating to HC Lernir L R Hartley testimonies 
FRANKLIN. W J Houston Lighting & Power Co FRANKLIN, M.J 
Lowsnstein.Newmen. Reis, Axelrad it Toll 80/02/01 3pp 


--B002130064 Application for Issuance of subpoena directed to Transcomm. 
In>c keeper qf records, re testimony given In proceeding 
pertaining to nuclear power projects t. related Issues, Draft 
subpoana ii Certificate Of 8vc encl 

FRANKLIN. M.J Houston Lighting it Power Co FRANKLIN. M J. 

Louenste 1 n. Neuman. Reis. Axelrad fc Toll 00/02/01 I4pp 


0OO213OIS7 Motion to compel RW Hardy 800223 deposition In Abilene. TX. 
par Public Utils' Board Per Brownsville. TX 791213 notice 
Raquists leave to reply by 000215. if Central Power U Light 
provides addl Info in answer to motion W/Cartlf icate of Syc 
PttIHlER.H R Texas. Btetc of. 00/02/01 7pp. 


8002130340 Second response to Houston Lighting U Power 700801 
interrogatorios 6 requests for production of documents to 
util 791130 motion to compel Supplements 781010 It 12 
responses Certificate of Sve it apps encl 

CYPHERT.8 Q , PARMENTER.F H Justice, Dept of 00/02/01 U5pp 


8002140263 Fourth supplemental response to Houston Lighting It Power 
790209 second set of interrogatories it request for 
documents Supplements DOJ 790403 initial response re 
witnesses to be called Documentation Certificate Sve end 
CYPHERT.8 Q , PARMENTER.F H Justlcuv Dept of 80/02/01 13pp 


8002250338 Supplemental response to Houston Lighting it Power 791210 
third set of interrogatories 6 requests for production of 
documents Contains info re OL advice 1 tr. anti trust review 
it alleged interstate restriction Certificate of Sve end 
CYPHERT.S a . PARMENTER.F H Justice. Dept of 80/02/10 Upp 


0003200312 Response in opposition to Houston Lighting & Power motion to 
compel production of WE Scott draft testimony Disclosure 
win hear on bias it competency it should not he revealed 
prior to testimony at trial stage Certificate of Sve end 
CYPHERT.S B Justice. Dept of 80/02/04 6pp 


0002220119 Response to Houston Lighting tc Power fourth set of 
Intarrogatorl es 6 requests for production of documents 
Contains ODJ anticipations re engineering witnesses planned 
to be used in discovery Certificate of Sve end 
CYPHERT.S D Justice. Dept of 00/02/04 8pp 


8002250364 Discovery rept by Public Utils Board of City of Brownsville. 
TX, f or Jan 1900 Participated in Central Power ?. Light 
depositions Produced addl documents to Houston Lighting 6 
Power Certificate of Sve end 

PQfRIER.M R Spiegel it McDiarmid 00/02/04 6pp 


8002200739 Application for issuance of subpoenas requesting de'^osition 
of GC Campbell, K Howard. E McGinnis, V Robertson. P Wetiel. 

J McKeWey ^ RA Yarbrough, re bulk electric power supply 
N/drafts it Certificate of Sve 

FRANKLIN, M J Houston Lighting it Power Co FRANKLIN. N J 
Lowenstein. Neuman. Reisi Axelrad 6 Toll * Daker & Botts 80/02/05 
5Spp 


8002260116 Discovery status rept for Jan. 1980 submitted on behalf of 
Central Southwest Corp Attys inspected addl documents re 
TX Utils Generating Co response to 790822 request for 
documents Certificate of Sve encl 

CARNEY. J A Isham. Lincoln L Beale 80/02/05 7pp 


8002200360 Motion for extension until 800320 to respond to TX Utils 
Generating Co first set of interroga tor ies. due to late 
filing of voluminous request 

STAHL, 0 M Central Power A Light Co STAHL. D M Isham. Lincoln 
Beale 80/02/07 3pp 


— 8002200364 Motion for protective order re TX Utils Generating Co first 
set of interrogatories & requests for production of 
documents Movant is not party or intervenor Certificate of 
Sve encl 

STAHL. D M Central tr Southwest Services. Inc STAHL. D M Isham. 
Lincoln it Beale 80/02/07 6pp 


0002220137 Order amending A8UB 790723 protective order in Which DOJ, 
NRC. Public Utils Board of City of Brounsvll U. TX it Gulf 
atatas Utils Co stipulation was adopted DOJ 790226 subpoena 
shall include 000110 subpoena Amends 780226 subpoena 
MILLER. M E Atomic Safety and Licensing Board Panel 80/02/00 

2pp 


8002260445 Answer In opposition to Public Utils Board of City nf 
Drounsvll le. TX motion to compel RW hardy deposition Urges 
denial of Brownsville request for shortened time 6 for leave 
to reply No justification provided W/Certi f icate of Sve 
STAHL, D M Central Power b Light Co STAHL. D M Uham. Lincoln it 
Beale HARDY. R N Affiliation Unknown 00/02/08 7pp 


0002290390 Discovery rept for Jan 1980 Deposed TR Locke, 0 CastilloniR 
Carder i{ R Farrington Participated m J Milford. B Phelps. P 
Hayers ti H Marsh depositions Responded to Houston Lighting it 
Power 800103 request for conference call 
CYPHERT. 0 B Justice. Dept of 00/02/08 4pp 


8002220477 Advises of outstanding discovery requests re Houston 
Lighting 4. Power requiring production of douements re 
lignite transaction w/Dow Chemical NRC requests documents on 
util negotiations re energy it capacity purchases 
BLUME.M 0 Antitrust Division 80/02/11 2pp 
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DOCKETED ITEMS 


8002260421 apposition to C&ntrdi Pouer 9t Light nottoyi for eifeen-sion 
until 600326 to snsiuer flr^t sot of tnierpofiatoriss %t to 
Central U Southwest Sve » notion for protfrctiv* order Timing 
ulll deny necessorg info U/Certl f i tate of Sve 

AHEARrip-C D Trias Utilities O^enerating Co AHEARNi C D Oobcvolse & 
Liberman 80/02/11 7pp 


6003S70077 Answers to Houston Lighting St Pouer first sot of 
intirrogatori as, Includos info re electric pouer sale 4t 
pur chase# economy pouer offers U interstate restrictions 
H/aff idavi t< supporting documentation St Certificate of Sve 
6TAKL#D West Texas Utilities Co STAHL i D. tsham# Lincoln & BiiU 
60/02/19 SOpp, 


8002210060 Updated response as of 800211 to Houston Lighting St Pouer 
first set of interrogatories Includes statement contending 
that uti! interstate*'on 1 g policy blocks access to or 
participation in South TX project Certificate of Sve encl 
CHANAH1A#F D # BLUHE# M B , HODODDN, A P Antitrust Division 

60/02/12 &2pp 


B00227010B Kotion to compel DQJ to provide further ansutri Vo 
fftterrogatory 1 of fourth set of interrogatories Subj 
matteri und er ly Ing studies St nature of C Stover testimony 
should be disclosed by B00303 Certificate of 6vc anc 1 
OREENrD 0 Houston Lighting & Pouer Go OREENr D. 0 
Lauenitein# Neuman# Reisr Axelrad St Toll BO/02/19 Bpp 


3002220521 Order granting extension until 800229 for Central Pouer Si 
Light Sc South West Sves# Inc to ansuer TX Utils Generating Co 
first set of interrogatories Grants extension until 800314 
for production of documents Protective order denied 
MILLERiM E Atonic Safety and Licensing Board Panel 80/02/15 

2pp 


8DD2S70067 Advises of Houston Lighting Si Pouer filing of motion to 
determine procedures Si to compel DQJ responses Requests 
expedited schedule for discovery per encl proposed order 
setting 800219 for DDJ ansuers & 800220 for conference call 
DOUKNIGHT, J A Louens tein. Neuman# Reis. Axelrad St To 1 1 80/05/12 

4pp 


—8005270096 rtotlon to determine procedures & to compel responses by DOJ 
re first set of interrogatories it request for production of 
documents OOJ failed to identify documents pertaining to- DOJ 
800201 second supplemental respoTi^e Certificate of Sve encl 
BaUKNtOHTi J A Houston Lighting Si Pouer Co. QQUKNiOHTi J A 
Louenstein# Neuman# Re i S i Axe 1 rad & Toll 60/02/12 20pp 


6002250481 Addendum as of 800213 to 600212 updated response to Houston 
Lighting t Pouer first set of i nterrogator i es ti request for 
production of documents Identifies persons u/uhom NRC 
communicated during QL re vieu. tf/Cer tl«f icate of 6vc 
CHANANIAfF D Antitrust Division 80/02/13 I3pp 


60022603SS Notice of intent by Utils Board of CJty of Brounsvl 1 la« TX 
to depose J Druggeman on 600307 re Central li Southwest Corp 
ractices in maintaining documents Certificate of Sve encl 
TiRIEfi.H R Callforrsia# State of PQIRlERrM R Bpiegel 4 
■'iarmid 80/02/13 Spp 


0176 Motion for factual discovery extension until G00314 due to 

tan Lighting Power 80020S applications for addl 

oensi & subsequent need to reschedule Oulf States Utils 

sitions Certificate of 6vc encl 

AN|A#r 0 Antitrust Division 80/05/14 Spp 


20186 Order extending factual discovery period until 800314# in 
.ponse to NRC 600214 request 

#.LER, H E Atomic Safety and Licenelng Board Panel 60/02/14. 


02220142 Order directing DOJ to produce draft testimony* written 
metis fr studies prepared by WE Scott for proceed ing* in 
response to Houston Lighting 4 Pouier request. 

HILLER# M E Atomic Safety and Licenfing Doard Panel BO/02/14 
3pp 


6002270100 Second set of interrogetor lis & requests for production nf 
documents Requests whether listed documents were in Central 
ft Bouthutfst Corp possession List of documents to be 
produced & Certificate of Bve end 
POIRIER#H R Texas# State of 60/02/20 124PP 


B002280007 Updated response as of 900520 to Houston Lighting |c Pauer 
790312 second set of interrogatories & requests for 
production of documents Adds St deletes certeln individuals 
from potential witness list H/Certlf Icate of Sve 
CHAMANIA#F D # DLUHE# M □ Antitrust Division SO/02/S3 1 9pp. 


9002260061 Responds to Houston Lighting it Power 900201 subpoena 
directed to Transcomm# Inc Objects to qiajority of paragraphs 
on gruunds of duplication re NRC 800226 motion to modify 
subpoena 

CHANAN1A#F D Antitrust Division 00/02/25 2pp 


60082B0667 Motion for extension of time it leave to file motion for 
subpoena duces tecum directed to Transcomm# Inc# beeper of 
records Util second set of discovery directed to NRC 
contains requests duplicative to subpoena. 

CHANAMlAiF D Antitrust Division 60/02/25 Bpp 


— 8005260693 Forwards subpoena duces tecum directed to beeper of recarli 
Certificate of Sve end 

FRANKLIN# W J Lowensteln# Newman# Reis# Axelrad St Toll 60/02/04 
4pp 


8008290002 Response to Houston Lighting St Power 600201 fourth set Of 
interrogatories Responsive documents already produced to 
util in NRC 800285 responses to Transcomm subpoena It in 
other documents Certificate of 8vc encl 

CHANANIA#F D # HODGDDN. A P Antitrust Division BO/02/25 Bpp 


Q Inspection reports# IE Bulletins it correspondence 


8002220192 Act receipt of IE Insp Repts 50-445/79-23 St 50-446/79'23 
did 791101 it 50-445/79-21 S< 50-446/79-25 dtd 791109 Ha 
proprietary Info 

OARYfR J Texas Utilities Generating Co 79/11/20 Ip, 


8002230277 Responds to lE Bulletin 79-25 re failures of Ueitlnghnuti 
BFD relays in safety-related sys Review Incomplete Requests 
extension to 800630. to confirm that no Hestinghouie rtlegi 
ere used in safety-related sys 

GARVrR J, Texas Utilities Generating Co 79/12/19. Ip 


'’002290370 Application far Issuance of subpoenet for testimony# directed 
♦o TX power ir Light# subpoenas for do-cuments. directed to 
roios Electric Power Cooperative & TX Power & Light 
ppiements 791203 subpoenas W/drafts Certificate of Sve, 

()UE#N Justice. Dept of BO/02/14 t3pp 


1270096 Discovery rept for Jan 1960. Partic I pated m Autry.Eeardi 

>rc he 1 1# Cai t i 1 1 lonr Ch a 1 ker# Cord e r# Far r ing t on U Harrison 

^positions Received Central it Southwest Corp second 

iqueet for production, of documents Certificate of Sve ancL 

{EARNiC D Texas Utllltlet Oeneratins Cq AHEARN. C D Debevolse & 

bermen 80/02/15 5pp, 


'270103 Re ipoxiie by Public Utile Board of City of Brownsvi I le# TX to 
ntral Power 6 Light 6 RW Hardy 800206 filing Urges ABLE 
eompel RW Hardy deposition during wk of B00223 Bupportlna 
cumentation encl 

IRIER#M R Texas# State of 80/D2/I5. 49pp 


J02270107 Application by Public Util* Board of City of Drownsvi 1 le# TX 
for liiuance af subpoena for RU Hardy daposition re power 
supply it competition issues Draft subpoena tc Certificate of 
8vc end 

POIRIER# H ft Texas# State of 80/02/15 9pp 


8002080131 Forwards IE Info Notice BO-Ol# *'Futl Handling Events *' Ho 
specific action or response required 

BEVFRITiK V Region 4# Dallas# Office of the Director 60/01/84 

Ip 


8002070090 Act receipt of 791129 1 tr informing NRC of steps taken to 
correct vloletlons noted in lE Insp Repts 50-443/79-18 ti 
50-446/79-18 

8£10LE^# Inf C Region 4# Dalles# Reactor Construction Sc Englnaerlnf 

fluppurt Branch 00/01/16 Ip 


— BO02O7OO95 Responds to NRC 790924 Itr re vloletlons noted In IE Inif 
Repts 30-445/79-18 8c 50-446/79-10 Corrective actions: 
improvements made In site training program to emphaslre imp 
methods & techniques 6 QA procedures revised 
OARY.. R J Texas Utilities Generating Co 79/11/29 8pp 


0002090114 Forwards IE Circular 80-01# *'8vc Advice for OE Induction 
Disc Relays,*' No response required 

SEVFRIT^K U Region 4# Dallas# Office of the Director. 80/01/17 

Ip 


8002280123 Forwards IE Insp Repts 50-445/79-29 it 80-446/79-P& durinj 
Dec 1979 No noncompl iance noted 

8EIDLE#M C. Region 4# Dallas# Reactor Construction it Englnttclnf 

Support Branch. 00/01/18 2pp, 



DOCKETED ITEMS 


‘8003260130 IE Imp R»pfc» 30-445/79“-29 & 50“'446/ 79^28 during Dec 1979 
ho none omp 1 lane e noted Major areas inspected tonst progress 
|i prac 1 1 c BS< elec tr ica I cable installation actlvltlesi 
electrical penetration assemblies it saf etg-related piping 
CROSQMAN.W A . TAYLOR i R 0 Region 4. Dallas. Office of the 
Director 80/01/17 9pp 


8Q0208017Q Porwards IE Info Notice 0O~O3. "Main Turbine 
Eltc troh ^ draul Ic Control Bgs " No specific action or 
response ri<iulr«d 

SEVPRiT.jit V Region 4. Pallas. Office of the Director 80/01/3t 
IP 


8002140096 Forwards IE Circular 79-28. Suppl A. "ShoeV Arrestor Strut 
Assembly Intorforonce *' No uirltten response required 
&EYFRIT 1 .K 'J, Region 4. Dallas. Office of the Director BO/01/31 

Ip 


8002390347 Farwards IE Circular 60-02. ’'Nuclear Pouer Plant Staff 
Norfc IId^ps. ^ No written response required 

SEYFRlTiK y Region 4. Dallas. Office of the Director G0/03/0i 
Ip 


0003210295 Forwards IE Oulletln 60-03. ‘'Loss of Charcoal From Sid Type 
II . Tuo-t nchf Tray Adsorber Calls " Action required 

BEYFRIT. K V Region 4. Dallas. Office of the Director 60/02/06 

i? 


B002320'066 Forwards IE Info Notice 00-03. ^'Chloride Contamination of 
Safety-Related Piping 6 Components '* No written response 
rtqul red 

GEYFRITiK V Region 4. Dallas. Office of the Director 60/02/00 
IP 


0002250366 Forwards IE Dulletln GO-04. ’’Analysis of PWR Main Steam Line 
Rraak H/Continued Feedwater Addition " No written response 
raqvlrad 

GEYFRITirK V. Region 4. Dallas. Office of the Director 60/02/0B 

Ip 


6002290161 Ack racelpt of 000200 Itr informing NRC of steps taken to 
•correct violationa noted in IE Insp Repts 50-445/79-28 <4 
90-446/79-27 

C. Region 4. Dallas. Office of the Director 80/02/20 

ip 


—0002290167 Rosponds to NRC BOOlll Itr re violations noted in IE Insp 
Rapti 9O-44S/79-20 l« 80-446/79-27 Correctiva actions Hot 
Bhutdoun Panel Travaler ££-60-0 7 2 “•0200 modified to reflect 
scope of installation to embedded channels 
OARYiR J* Texas Utilities Oenerating Co 60/02/00 3pp 


B Reportable occurrences. LERs t< related correspondence 


BP0219OO93 0uppl to 790917 deficiency ript re omission of shear tie 
reinforcing steel in reactor contalnnient bldg Addl 
real I ignmants mada l< training being performed to prevent 
racurranca Imp lamantat ion audit deadline is 791226 
0ARY*R J Texas Utilities Oenerating Co. 79/11/13 Ip 


0003290018 PKD-1V-60-006. on 800209i discovered malicious damage to two 
stator w<lndlngs of Unit 2 diesel generator A. Caused by 
unknown parsons Damage can be ropalrad onsite 
TAYLOR. R Q . CROBSMAN, M. A Office of Inspection 6 Enforcement. 
Office of the Director. 00/02/07 Spp 


DOCKET aTN-50''447 OE8BAR-a30 


/ Insurance tc indemnity Information 


3002140935 Forwards Endoniment 112 to NELlA Policy NF-l 
GQRREAi M A Marsh it McLennan. Inc . M 6 h Nuclear Consultants. Inc 
DLv 00/02/04. Spp 


3002M094S Forwards Endorsement 22 to MAELU Policy MF-95. 

CORREAjM a Marsh it McLennan. Inc. . M 1< M Nuclear Consultants. Inc 
Olv BD/Q2/04 2pp, 


J00214O351 Forwards Endorsement 113 to NELIA Policy NF-l. 

CORREA. M. A. Marsh it McLennan. Inc . h M Nuclear Go-nsultants. Inc 
Olv 80/02/09 2pp 


DOCKET 50-452 GREENWOOD ENERGY CENTER. UNIT 2 
F Security, medical, emergency t tire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. D K. Emerpency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

GRIMES, D K Emergency Preparedness Task Force 79/J2/26 4pp 


DOCKET 90-4S3 GREENWOOD ENERGY CENTER. UNIT 3 


F Security., medical, emergency h fire protection plans 


6002040007 Announce^ regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 ?pp 


600207C079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

GRIMES. D K Emergency Preparedness Task Force 79/12/26 4pp 


DOCKET 90-454 BYRON STATION. UNIT I 


A App 1 ication/construc tion stage documents h correspondence 


B0020B0109 Summary of 791220 meeting w/util at ANU to discuss info 
deficiencies in FSAR re instrumentation it control 
MOONiC W Light Water Reactors Branch 4 80/01/10 4pp 


8002140340 Responds to 790709 Itr requesting authoriiatlon bo use ASME 
Code Case N-240 Code Case N-240 acceptable it will be 
included in future revision to Reg Guide l 04 

RUDENSTEIN.L Light Water Reactors Branch 4 60/01/20 2pp 


0002140399 Requests info re lFW03DC-t6 Loop 3 feedwater line re ANL 
confirmatory piping analysis for facility Analysis will 
verify that piping sys rneet.s applicable ANSI/ASME Code 
stress criteria 

RUDENSTEIN.L S Light Water Reactors Branch 4 00/02/04 3pp 


BOO220O165 Forwards structure L component drawings per NRC 791219 
request for addl F8AR info List of drawings will be added to 
F8AR w/subsequent amend Drawings available in Central Files 
only 

NAUGHTON.WF Commonwealth Edison Go 80/02/00 Bpp 


8002210442 Notifies that util will implement revised groundwater 
monitoring program on 000301 Program was forwarded to NRC 
on 790030 Util has received no comments 
NAUGHTON.WF Commonwealth Edison Co 60/02/13 Ip 


8002210430 Responds to request for addl FEAR info MAD-7375Dr "Method a 
Determlnng Heat Rejection from PWR Plant to Ultimate Heat 
Sink. Braldwood 1 2. ’’ Is being transmitted to ANL 

NAUOHTON. W F Commonwealth Edison Co 00/02/14 Ip 


0002210454 Forwards revised Page 5-2 to CE-l-A describing QA program, 
In response to NRC 791100 Question 421 13 
JANECEK^R F Commonwealth Edison Co 80/02/15 Ip 


— 8002210470 Revised Page 5-2 to CE-t-A describing QA program 

* Commonwealth Edison Co CE-l-A 79/12/21 Ip 

8002290679 Forwards Revision 12 to Topical Rept CE-l-A. describing QA 
program 

NAUOHTQN.W F Commonwealth Edison Co 80/02/21 Ip 

— 0002250706 Revised pages to CE-l-A describing QA program. Revision 1' 

# Coaimonwealth Edison Co CE-l-A 80/02/14 44pp 
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F Security) me<Jical, eirtergenct^ & fire protection plant 


:9002040D07 Annoortcos regional uortshops to discust foatlbilltu of 
proposed change to regulation on radiological emergency 
reiponae plans for fac 1 1 1 1 1 ec' Requests designation of one 
representative per util by 793231 Foruairds FR notice 
ORlKESiB K Emergency Preparedness Task Force 79/12/21 7pp 


6002070079 Forwards request for evacuation time estimates for areas 
near nuclear pouer plants Info should be submitted by 
80033 1 

ORIhESi D K Emergency Preparedness Task Force 79/lS/2£t 4pp, 


0 Adjud i cator i| correspondence 


8002120441 Responds to ASLB request for progress rept on negotiations 
betuieen uti 1 1 intervenori & NRC re contentions in OL 
proceeding Intervenors ciill issue final position on 
contentions by 000208 

WURPHYiP M Itharii Lincoln I Beale 80/01/22 4pp 


80022704&9 Motion for ruling on admissibility of LeafiUB of tfomen Voters 
of Rockfordi IL 790728 content I ons. Urgosi a 1 feernat Ively# to set 
briefing schedule allowing 15 days for arguments Further 
negotiations unwarranteid U/doc umentery 8( Certificate of 8vc 
MILLER. M 1 , MURPHViP M . DIELCU5KI.A P Commonuealth Edison Co 
80/02/13 16pp 


I Financial information 


80022&0519 ForuFards Annual Financial Rept 1979 

BRESEMANN) R y Comeionuiea 1 th Edison Co GO/02/22 Ip 


—8002260533 Annual Financial Rept 1979 

a Camii|ontJea 1 th Edison Co 79/12/31 24pp 


K Utility Final Safety Analysis Report (F9ARI amends 


COOS 120367 Forwards Amend 24 to FSAR 

PEOPLES) D L Comndnuiea 1 th Edison Co 80/02/03 2pp 


"*'8002120380 Amend S4 to FSARj contain! ng responses to Structural 
Engineering Branch first round questions 
a Canmonueaith Edison Co 8O/O2/08 lOOpp 


8002270314 Forwards WW Naughton 790221 affidavit r* distribution of 
Amend 24 to FSAR 

HAUQMTOMrU F Coramonuiea 1 1 h Edison Co GO/02/81 Ip 


—8002270315 Affidavit stating that distribution of Amend 24 to FSAR has 
been made in accordance u/Encl 1 to MRC 791028 Itr 
NAUQHTSUrH F Commoniiiea 1 th Edison Co 79/02/21 Ip 


0 Inspection reports. IE Dulletlni 6 correspondence 


•'0021100SS Forwards IE Insp Repts flO-454/79-17 6 50-495/79-17 on 
791211-12 Mo noncampl lance noted 

^ORELLlrC Region 3. Chicagoj Reactor Construction Engineering 

pport Stanch BO/01/04 2pp 


021100S9 IE Imp Reptf SD-454/79-17 «* 50-4SS/79'*l7 on 791211-13 
No noncomp I lance noted Major areas inspected site const 
ac t j vitiesi I iceniee actions re resolution of previous 
ite^i of noncomp 1 lance it resolved Items 

KQNJiLIN.J E, I LE£,E U . WlLLlAMS.C 0 Region 3. Chicagor Office 
of the Dlrscfcor BO/Ol/03 7pp 


90018 Forwards IE Inap ftepti 50-454/79-18 8t 50-455/79-10 on 
0281 0927-2S) lOli-12 & 1105 fc notice of violation 

PLER.J 0 Region 3< Chicago. Office of the Director 80/01/25, 
F 


2290019 Notice of violation from Insp on 790028,0927-28.1011-12 8. 
105 

Region 3, Chicago. Office of the Director 80/01/21. Ip. 

290026 IE Insp Rep ts 50-454/79-18 it 50-458/79-18 on 790020, 0927“aer 
Ll-12 i« 1105 Monconplianca noted document control sys not 
"oparJy used 4 failure to inspect concrete expaciiion 
ichors to insp criteria. 

IftELlUB, C E . FOSTER, J E Riglon 3, Chicago. Office of the 
Irector HAYES, D, W Region 3, Chicagor Reactor Construction Ik 

igineering Support Branch 00/01/21. 34pp 


0002250107 Forwards IE Info Notice 80-03, "Main Turbine 

Electrohgdravllc Control Gyt " No specific action required, 

KEPPLER, J 0 Region 3, Chicago, Office of the Director, BO/OUJI 

Ip 


8002200383 Submits supplemental response to IE Duiletln 79-25 re ui| af 
Nestinghouse DFD relays Geventy NBFO relays have been 
supplied but are not subj to problems addressed In vendor 
technical bulletins 

PEOPLES, D L Commonwealth Edison Co 80/02/06 £p 


8002200227 Ack receipt of GOOilS Itr providing «ddl info r< steps liln 
to correct violations noted in IE Insp Rept 50-454/79-16 t< 
50-455/79-16 

FIDRELLI, 0 Region 3, Chicago, Reactor Construction it CTtgioririri 

Support Branch 00/02/07 Ip 


— 0002200234 Reiponds to NRC 791219 Itr re violations noted' in IE (nis 
Repts 50-454/79-16 8< 50-455/79-16 Corrective actions 
Bobassembly RC-1 1 has been disposed of it Branch Connection 
Weld RG-216 no longer in sys installation, 

PEOPLES. D L Commonwealth Edison Co 00/01/15. Ip 


8002200352 Responds to IE Dultettn 79-28 re use of NArfCO Model EA10O 
limit switches Cover gasket replacement will be limited to 
containment bldg due to exposure to h Igh, continuous ambient 
tBmn>9askets will also be replaced on stock suitchef 
PEOPLES. D L Commonwealth Edison Co 80/02/11 2jip 


8 Reportable occurrences, LERs It related correspomfence 


8002060406 PNO-1 11-79-051 on 791 129, Region 3 inforoiad that two of 2b 
post-tensioning field anchor heads failed ofter 
installation Licensee detensioning 6 inspecting remaining 
anchor heads One head had significant cracks 

KONKLINiJ E Office of Inspection & Enf orcententj Office of the 
Director yjLLIAMSrCC , FIDRELLI, 0 Region 3, Chicago. Offlct ef 
the Director. 79/11/29 ip 


DOCKET 50-455 BYRON STATION, UNIT 2 


A Application/construction stage documents Sc correspondence 


8002000109 Summary of 791220 meeting u/utii at ANL to dltcuii info 
deficiencies in FBAR re instrumentation 8< control 
M00N,C U Light yater Reactors Branch 4 00/01/18 4pp 


8002140340 Responds to 790709 Itr requesting author 1 xatlon to usi ABfE 
Code Case N-240 Code Case N-240 acceptable 6 will be 
included in future revision to Reg Ouide 1 04 

RUBENSTEiNtL Light Water Reactors Drench 4 80/01/20 2pf 


0002140399 Requests info re lFy03DC-i6 Loop 3 feedwater line re ANL 
confirmatory piping analysis for facility Analysis will 
verify that piping sys meets applicable AN3I/ASME Code 
stress criteria 

RUBENSTEIN. L 8 Light Water Reactors Branch 4 00/02/04 3fp. 


8002280165 Forwards structure it component dreuings per NRC 791219 
request for addl FSAR info List of drawings will be added to 
FEAR w/subsequent amend Drawings available in Central Files 
only 

naughton, M F Commonwealth Edison Co 00/02/00 0pp 


8002210442 Notifies that util wilt implement revised graunduater 
monitoring program on 000301. Program was forwarded to NRC 
on 790830 Util has received no comments 
NAUONTDN.M F Commonwealth Edison Go 80/02/13. Ip 


0002210430 Responds to request for addl F0AR info MAD-73750, ’"Mflhod 
Determinng Heat Rejection from PUR Plant to Ultimate Hiat 
Gink. Braldwood 1 t( 2. ^ is being transmitted to ANL, 

NAUOHTaN.N.F Commonwealth Edison Co 80/02/14. Ip. 


8002210454 Forwards revised Page 5-2 to CE-l-A deicrlblng OA progree. 
in responsa to NRC 791100 Question 421 13 
UANECEK.R.F Commonwealth Edison Go. 00/02/15 Ip 


—8002310470 Revised Page 5-2 to CE-t-A describing GA program. 

-» Commonwealth Edison Co CE-l-A 79/12/21. Ip 

8002250679 Forwards Revision 12 to Topical Rept CE-l-Ai dt scribing QA 
program 

NAUGHTON, U F Commonwealth Edison Co 80/02/21. Ip 

—8002230706 Revised pages to CE-l-A describing QA prograwtRevI slon IJ 
e CommOnuealth Edison Co CE-l-A 80/02/14, 44pp. 
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r Bicurit^fi imid£c«li «m»rgincu it iir« protection plans 


6002010007 Annfrwncei regional workshops to discuss feasibility qf 
propoP«d change to regulation on radiological emergency 
rasponss plans for facilities Reguests designation of one 
ripr«P«ntative par util by 79t23i Fortuards PR notice 
CR!hE6j<B K Emergency Preparedness Task Force 79/12/21 7pp 


GOOSO-70079 Foruards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
ea033i 

CiftlflEBi B K Emergency Preparedness Task Force 79/12/26 4pp 


0 Adjuii^lcatory correspondence 


e09212O4-4) Responds to ASLQ request for progress rept on negotiations 
tetueen uti li interveners & NRC re contentions in OL 
proceeding Intervenors will issue final position on 
contentions by 600208 

ilURPHyi P t1 Isham^ Lincoln it Beale GO/01/22 4pp 


B30227O45a Motion for ruling oft admissibility of League of Uomen Voters 
of Roc k f ordf IL 790728 contentions Urgee, al tornativelyp to set 
briefing schedule allowing 10 days for arguments Further 
regotlatlons unwarranted U/documentary & Certificate of 6vc 
HCLLER^M I,*- hlfRPHY. P f1 j BlELOVJBKIiA P Commonwealth Edlkon Co 
60/02/ 13 16pp 


I Financial information 


^002260519 Forwards Annual Financial Rept 1979 
SRESEHANNfR 14 Gommonwialth Edison Co 80/02/22 Ip 


‘••G002260338 Annual Financial flept 1979 

• Coirimonuieal th Edison Co 79/12/31 24pp 


K Uilijtv Final ftafaty- Analysis Report <F8AR> Si aoiends 


eW212B367 Forwards Amend 24 to FGAR 
PEOiPLEBf D L Commonwealth Edison Co. 00/02/08 2pp 


'-600212^BO Amend 24 to FOARi containing rosponsos to Structural 
Engineering Branch first round questions 
e Commonwealth Edison Co 60/02/08 iOOpp 


6042270314 Forwards V4H Naughton 790221 affidavit re distribution of 
Aasndl 24 to FBAR 

HAUDHTONfil F Commonwealth Edison Co 80/02/21 ip 


><•0002270319 Affidavit stating that distribution of Amend 24 to F6AR has 
been nads in accordance w/Encl 1 to KRC 78102Q Itr 
HAaOMTONiU F, Commonwealth Edison Co 79/02/21 ip. 


0 Inspection reports# IE Bulletins & correspondence 


60021 lOOSB Forwards IE Insp Refts S0“484/79“17 6 50-499/79-17 on 
79121 1*-12 No noncomp lianc# noted 

FlDAELLliO Region 3i Chicagoi Reactor Construction h Engineering 

Euppari Branch flO/Ol/04. 2pp 


-M02110099 IE Insp Repti 50-434/79-17 it 50-495/79-17 op 791211-12 
Nc noncomp 1 ianc * noted Major areas Inspected, site const 
activl tfesr licensee actions re rsiolotion of previous 
item* of noneomfl lance resolved items 

KCWKLIN#0 E I LEE/E.W. I WlLLIAMBi C C Region 3, Chicago, Office 
qf the Dirsetor. SO/01/03 7pp 


6002290016 Forwardt IE Insp Repts 90-494/79-lB & 50-435/79-16 on 
790628,0927-2611011-12 & U05 notice of violation 

KEPPLEBjJ 0 Region 3i Ch icago,# Of f ice of the Director 60/01/23 

Zpp. 


■S002290B19 Notice of violation from Insp on 790B28i 0927-201 101 1-12 if 
* Region 3, Chicago, Office of the Director 80/01/21 If. 


■8002290026 IE Insp Rtepts 30-434/79-10 it 90-435/79-10 on 790026,0927-28, 
ti 1103 NoncompUance noted, document control sys not 
properly used It failure to Inspect concrete expansion 
anchor* to Insp criteria 

NDRELIUS,C. E, . Fa8TER,JE Region 3i Chicago, Office of the 
Director. -HAYEer D W. Region 3, Chicago, Reactor Construction 8. 

Engineering Bupport Branch. 80/01/21 04pp 


8002250107 Forwards IE Info Notice 00-03. "Main Turbine 
Electro-hydraulic Control Sys " No specific action required 
KEPPLER, J C Region 3. Chicago, Office of the Director 60/01/31 

tp 


6D022603B5 Submits supplemental response to lE Bulletin 79-25 re use of 
Uestlnghouse DFO relays Seventy NOFD relays have been 
supplied but are not subj to problems addressed in vendor 
technical bulletins 

PEOPLEa, D L Commonwealth Edison Co 60/02/06 tp 


6002200227 Ac k receipt of 000115 itr providing addl info re steps taken 
to correct violations noted in lE Insp Rept 50-494/79-16 tc 
50-455/79-16 

FIORELLI.O Region 3, Chicago, Reactor Construction it Engineering 

Support Branch 90/02/07 Ip 


—0002200234 Responds to NRC 791219 Itr re violations noted in !E Imp 
Repts 50-454/79-16 it 50-455/79-16 Corrective actions 
Subassembly RC-1 1 has been disposed of & Branch Connection 
Meld RC-216 no longer in sys installation 
PEOPLES, D L Commonwealth Edison Co 60/01/15 Ip 


8002200352 Responds to IE Buliatln 79-20 re use of NAMC3 Model EAi80 
limit switches Cover gasket replacement will be limited to 
containment bldg due to exposure to high, continuous ambient 
temp Gaskets will also be replaced on stock switches 
PEOPLES, D U. Commonwealth Edison Co 00/02/ ii 2pp 


DOCKET 50-496 BRAIDMOOD STATION. UNIT I 


A App 1 ication/cans tructlon stage documents & correspondence 


6002260289 Forwards application for SNti license 

NAUGHTON, U F Commonwealth Edison Co 79/08/30 2pp 


— 0002260293 Application for SNM license for temporary storage of neutron 
monitoring detectors until station OL is issued 
a Commonwealth Edison Co 79/OB/30 Spp 


6002080109 Summary of 791220 meeting w/util at ANL to discuss info 
deficiencies in F8AR re Instrumentation it control 
HOON.C M Light Water Reactors Branch 4 00/01/10 4pp 


B00214034C Responds to 790709 Itr requesting author 1 tation to use ASME 
Code Case N-240 Code Case N-240 acceptable & will be 
Included in future revision to Reg Guide 1 04 

RUQENSTEIN, L Light Water Reactors Branch 4 80/01/28 2pp 


8002140399 Requests info re 1FW03DC-16 Loop 3 feedwater line re ANL 
confirmatory piping analysis for facility Analysis will 
verify that piping sys meets applicable ANSJ/A3ME Code 
stress criteria 

RUBEN8TEIN, L 6 Light Mater Reactors Branch 4 00/02/04 3pp 


80022B-0165 Forwards structure it component drawings per NRC 791219 
request for add! F8AR info List of drawings will be added to 
FSAR w/subsequent amend Drawings available In Central Flies 
only 

NAUGHTON, W F Commonwealth Edison Co 60/02/00 Bpp 


0002210430 Responds to request for addl FSAR info MAD-73750, "Method of 
Determinng Heat Rajectlon from PWR Plant to Ultimate Heat 
Sink, Braidwood 1 & 2, “ is being transmitted to ANL 
NAUGHTON, M F. Commonwealth Edison Co 00/02/14 ip 


8002210454 Forwards revised Page 5-2 to CE-l-A describing QA program# 
in response to NRC 791106 Question 421.13 
JANECBKi R F Commonwealth Edison Co 00/03/15 ip 


— 0002210470 Revised Pago 5-2 to CE-l-A describing QA program 
a Commonwealth Edison Co CE-l-A 79/12/21 Ip 


0002250679 Forwards Revision 12 to Topical Rept CE-l-A, describing QA 
program 

NAUGHTON, M F Commonwealth Edison Co 00/02/21 Ip 


— 0002250706 Raviied pages to CE-I-A describing QA program, Revision 12 
» Commonwealth Edison Co CE-l-A 00/02/14 44pp 


F Security# medical# emergency U fire protection plans 


0002040007 Annoances regional workshops to discuss feailblllty of 
proposed change to regulation on radiological emergency 
response plans for fac 1 1 ities. Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, a K Emergency Preparedness Task Force, 79/12/21 7pp 
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800207007? Foruarrfi raquest ^or Rvacuation time cfbimatB« #or areas 
near nuclear pouer plants Info should b> submitted bij 
G003:3l 

CRIMES, B K Efnerqenci/ Preparedness Task Foro 77/l2/2di 4pp 


I Financial infm-mation 


0OO22&O519 Forwards Annual Financial Hept J979 

BRESEMANM. R U Cotncnonwea 1 th Edison Co 60/02/22 Ip 


—6002260533 Annual Financial Rept 1979 

* Comnionueal th Edison Co 79/12/31 24pp 


K Utilitij Final Safety Analysis Report CFSAR) & aitiends 


8002120367 Foruards A/nend 24 to FSAR 

PEOPLES' D L Commonueal th Edison Co BO/02/08 Spp 


— 3002120380 Amend 24 to FSARi containinp responses to Structural 
Engineering Branch first round questions 
« Commonueal th Edison Co 30/02/08 iOOpp 


6002270314 Foruards WH Maughton 790221 affidavit re distribution of 
Amend 24 to FSAR 

MAUOHTON' U F Commonuea 1 th Edison Co 80/08/21 Ip 


— 8002270315 Affidavit stating that distribution of Affitnd 24 to FSAR has 
been made in accordance u/Encl 1 to 761026 Itr 
WAUOHTONrW F Coflimonuealth Edison Co 79/02/21 Ip 


Q Inspection reports' IE Bulletins 4c correspondence 


8002270U1 Foruards IE Imp ftepts 50-456/79-15 U 50-457/79-15 on 
791219-20 6 notice of violation 

FIORELLI.O Region 3, Chicago, Reactor Construction S* Engineering 
Support Branch BO/01/10 2pp 


— 3002270114 Notice of violation from insp on 791219-20 

» Region 3» Chicago, Office gf the Director 80/01/16 Ip 


‘3002270120 IE Insp Repti 50-456/79-15 «< $0-457/79-15 on 791219-20. 
Noncompliance noted failure to establish long-term storage 
requirement for some safety-related equipment & to implement 
•listing requirements 

williams. C C , BCHgEIDlNZ.E R Region 3r Chicagoi Office of Ue 
Director 80/01/16 4pp 


250107 Forwards lE Info Notice 80-03# '‘Main Turbine 
ectrohydraulic Control Syt •• No specific action required 
PPLER.O 0 Region 3, Chicago, Office of the Director 00/01/31 
*P 


6002140399 Requests info re 1FW03DC-16 Loop 3 fentfi#/«ter linn r* 
confirmatory piping analysis for facility Anal|js-la ulll 
verify that piping sys meets applicable ANBI/A5ME Code 
stress criteria 

RUBENSTEIN, L 8 Uight Water Reactors Branch 4. BO/02/04 Opg, 


8002280165 Foruards structure & component drauings par NRC 7918L9 
request for addl F6AR info List of drauings ulll b-a added to 
FSAR u/subsequent amend Drauing* available in Central Filiae 
only 

NAUOHTON* W F Commonuealth Edison Co 60/02/0B. Bpp. 


3002210430 Responds to request for addl FBAR info. MAD-73750# ‘Method «f 
Oetermlnng Heat Rejection from PWR Plant to Ultimata Haat 
Sinki Bralduood 1 & 2, " is being transmitted to ANL 
NAUOHTQN'W F Commonuealth Edison Co. 60/02/14 Ip 


3002210454 Forwards rwliad Page 5-2 to CE-l-A daacrlhing QA prognaj 
In response to KRC 791106 Question 421 13 
JANECEKfR F Commonuealth Edison Co 80/02/ 19. Ip 


— 8002210470 Revised Page 5-8 to CE-l-A daserlbinB QA program 
s Commonuealth Edison Go CE-l-A 77/12/21 Ip 


8002250679 Forwards Revision 12 to Topical R»pt CE- L-Ar descr lb Ing QA 
program 

NAUOHTQNjM F Commonwaalth Edison Co 60/02/21 Ip. 


-80022S0706 Revised pages to CE-l-A describing OA ppogrann Ravisien Iff 
Commonuealth Edison Co CE-l-A. 00/02/14. 44pp. 


F Security' medicali emergency & fire protection plant 


0002040007 Announces regional workshops to dl scuta Feasibility of 
proposed change to regulation on radiological emar^iency 
response plans for facilitiis Requssts designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES' D K Emergency Preparedness Task Fore* 79/12/81. 7pp 


6002070079 Forwards request for evacuation time eatifnatas for ari 4 i 
near nuclear power plants. Info should be submitted by 
000331 ^ 

GRIMES, B K Emergency Preparedness Task Force 79/12/26 4pp 


I Financial information 


6002260919 Forwards Annual Financial Rept 1979 
BRESEMANN'R W Commonwealth Edison Co 60/02/22. Ip 

6002260936 Annual Financial Rept 1979 

4 Commonwealth Edison Co 79/12/31 24pp 


0a8B03&5 Submits supplemental response to IE Bulletin 79-25 re usa 
Westinghouse BFo relays Seventy NBFD relays have bean 
supplied but are not subj to problems addressed in vendor 
technical bulletins 

PE0FLE&, 0 L Commonuealth Edison Co 30/02/06 ip 


of 


Analysis Report (FBAR) U amends 

3002120367 Forwards Amend 24 to F8AR. 

PEOPLES' D L Commonwealth Edison C© 00/02/06. 2pp 


6002830352 Responds to IE Bulletin 79-28 re use of NAMCO Model EAIBO 
limit Switches Cover gasket replacement will be limited to 
containment bldg due to exposure to h Lgh* continuous ambient 
'^'1“ '*• replaced on stock switches. 

PECTPLES.DL Commonwealth Edison Co EO/02/11 2pp. 


50-457 BRAIDWGOD STATION, UNIT 2 

ication/construction stage documents U com spondenc* 


application for SNM license 
rOKjWF Commonwealth Edison Co 79/08/30 2pp 


license for temporary storage of neutro 
niUring detectors until station OL is issued naucro 
Commonwealth Edison Co 79/03/30 Spp 


30109 Summary of 791220 meeting u/ut 
Uiencies in FSAR re instrumentation 
'^'C (i Light Mater Reactori Bran 


at ANL to discuss info 
control 

4 80/01/10 4pp 


l.'K.J 1 a 2 ^ ^ acceptable S. wilt be 

M<L Light Water Reactors Branch 4 80/01/26. 2pp 


«mena .ie to FaAR, containing responses to Skrutural 
Engineering Branch first round questions 
• Commonwealth Edison Co 60/02/06 lOOpp 


."id.vtt r. dUtrlbutlon «, 
NAUOHTON'W F Commonwealth Edison Cq. 60/02/21 Ip 


^ ol* Amend S4 to FBAR bjs 

wLirtu?™, accordance w/Encl 1 to NRC 761026 Hr. 

NAUGHTON'W F Commonwealth Edison Co. 79/02/21 ip 


reports. IE Bulletins V corr es p ondenc 


^ 90-497/79-19 on 


FIORELLI'G 
Support Branch 


^e0/01/?B R44ctar Construction I, englns»rin| 


--0002270114 Notice of violation from insp on 791219-20 

Region 3, Chicago, Office of the Director, 80/01/1* Ip 

^ 

' 
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g{)0?29QlG7 Fo-ruard* IE Infq NotJca 00-03# "Main Turbina 
El itiroh^d raul Ic Control Gg« '* No specific action required 
KEPPLEfli J O neuion 3« Chlcagoi Office of the Director BO/01/31 

Ip 


90O22BO3Q5 Submits supplemantal response to 1 £ Dullatln 79-25 re use of 
Ueitl^ghous* DFD relays Seventy NDFD relays have been 
supplied but are not subj to problems addressed in vendor 
technical bulletins 

PEOPLES# D 1_ Commonufeal th Edison Go 00/02/06 Ip 


6002200392 Responds to IE Bulletin 79-28 re use of NAHCO Hod el EAIBO 
Halt suitchcs Cover gasket replacement ljUI be limited to 
containment bldg due to exposure to h igh # continuous ambient 
Ifap Oastets uJlll also be replaced on stock sDitches 
PEOPLES! D L Commonuealth Edison Co 60/02/11 2pp 


POCKET S0-1&9 RIVER BEND BTATIONi UNIT t 


Aji<p!l Icat i on/cons true tion stag# documents & correspondence 


B0O227OQ51 Discusses adequacy of QA prograim for verifying latlsfactorg 
quail tg of QIjH saf etg-related matli It sves QA program is not 
lucctisful in preventing subvendor quality problems 6 S(W uill 
evaluate St approve all major subvendors 
WEIOAND.J Q. Gulf States Utilities Co 79/12/11 4pp 


600219BI016 Advises that placement of Category 1 concrete has resumed 
on 79121G Changes made after deficiencies mere noted Include 
riplecement of chief lupervisioni prep lac ement planning 
k training sessions conducted to insure efficiency 

to AND I J 0 Oulf States Utilities Co 79/12/21. 2pp 


Q Inspection reportsi IE Bulletins & correspondence 


8002110914 Responds to lE Bulletin 79-14 re as-built sa f e ty-re lated 
piping sys seismic analysis Anticipates first const re 
Seismic Category I piping sys will begin in Spring 1980 
UllI perform requested insp as const progresses 
WEIOANDiJ 0 Oulf States Utilities Co 79/11/15 Ip 


8002110511 Submits updated info to I£ Bulletin 79-03 re ueld defects in 
Youngstown Melding & Engineering Co stainless steel pipe 
spools Vendor survey revealed that spools are not utilixtd 
at facility 

UEIOAND.J 0 Oulf States Utilities Co 79/11/29 Ip 


80021 1051B Submits addl info to IE Bulletin 79-04 re incorrect weights 
for Velan Engineering Corp suing check valves Review 
revealed no discrepancies between recorded weights b actual 
weights Pipe stress analysis will be provided In F 8 AR 
WEIOANOiJ 0 Oulf States Utilities Co 79/J1/29 Ip 


8002110520 Submits addl info to IE Bulletin 79-07 re seismic analysis 
of safety-related piping 5&M informed util that NUPIPE 
computer code benchmarking effort is complete 
UEIOAND, J G Oulf States Utilities Co 79/11/29 Ip 


0002120073 Forwards IE insp Rept 50-450/79-05 on 791029-1101 & notice 
of violation 

8 EIDLE«U C Region 4# Dallas# Reactor Construction & Engineering 

Support Branch 79/12/19 2pp 


—0002120079 Notice of violation from insp on 791O29-U0I 

* Region 4# Dallas# Office of the Director 79/12/17 2pp 


8002280125 Forwards Pittsburgh Ttitlng Lab Repts 800905 a009B6i 

-Rppl Of Potential Alkali Reactivity A 8 TM C-227 «( C-289 for 
Oulf Btaits Iftlls Co - aitU# Agent# " for fine & coarse 
eitregatesi respectively 

REICAND! vT 0 Gulf States Utilities Co 79/12/31 Ip 


•<E{>022G012? ^'Rept of Potential Alkali Reactivity ABTH C-227 St 0-209 for 
Gull States Util* Co - B$(W Agent#” for fine aggregate 
♦ Pittsburgh Testing Laboratory 79/12/20 Ip 


-B0022e0l34 "Rept of Potential Alkali Reactivity ASTH C-227 «« C-2B9 for 
Gulf Qtates Utils Co - a&M# Agent" for Number 57 coarse 
aggrsgate 

+ Pittsburgh Testing Laboratory. 79/12/20 ip 


$002120366 htotiflcatlon of 800212 meeting w/util to discuss licensing 
•vinis Influencing content and rtvltu of application for 
OLt 

|{Q0D. D Light Hater Reactors Branch 4 00/01/31 3pp. 


6002140179 Notification of 000200 meeting w/util in Dtthesda#HO to 
dlccuis reorgan i lafcion h post-TMi changes for facilities 
HOOD I D Light Hater Reactors Branch 4 00/02/05 2pp 


—0002120000 IE Insp Rept 50-450/79-05 on 791029-1101 Noncomp I lane e 
noted failure to provide required info in petrographic rept 
(( failure to provide timely notification of const 
def ic iency. 

OBERO.C R , CRQSSHAN.H A Region 4# Dallas# Office of the 
Director 79/12/17 7pp 


0002070240 Forwards IE Insp Rept 50-458/79-07 on 791101-02 No 
noncomp Hance noted 

S£1DLE#M C Region 4# Dallas. Reactor Construction b Engineering 

Support Branch 79/12/27 Ip 


—8002070249 IE Insp Rept 50-458/79-07 on 791101-02 No noncomp 1 lance 
noted Major areas inspected plant status# NRC mission h 
organiiation. t£ program & reporting of 10CFR50 59(el 1# 

10CFR21 matters 

8£1DLE#U C Region 4. Dallas# Reactor Construction h 

Engineering Support Branch CRO 88 MAN 1 W A # 0DER0#C B Region 4# 
Dallas# Office of the Director 79/12/22 Bpp 


8002080122 Forwards IE Info Notice 00-01# "Fuel Handling Events ” No 
specific action or response required 

8£YFR1T#K V Region 4# Dallas# Office of the Director 00/01/04 
IP 


6002140206 N&t i f ication of 000311-12 meeting u/otll Stone Webster 
Jn Urst Fallciane ParithfLA to establish constr completion 
»i tlnat » s f or s 1 te 

HOOD# D e Light Water Reactors Branch 4 80/02/06 5pp 


0002080101 Forwards IE Circular 80-01# " 8 vc Advice for OE Induction 
Disc Relays " No response required 

0EYFRIT»K V Region 4# Danas# Office of the Director 00/01/1 

Ip 


r Security# oiedical# emergency $< fire protection plans 


8C02040007 Announces regional workshops to discuss feasibility of 
prppoiid change to regulation on radiological emergency 
rtlponsB plant for facilities Requests designation of one 
representative per util by 791231. Forwards FR notice 
CREHCStD K Emergency Preparedness Task Force 79/12/21 7pp 


6002070079 Forwards request for evacuation time estimates for areas 
near nucl«ar power plants Info should be submitted by 
000331 

GRCHEBiD K EmirgoDcy Preparedness Task Force 79/12/26 4pp 


6 Adfudlcatory correspondence 


6002140121 Notifies that documents responsive to DOJ 800120 subpoena 
will be available for insp copying on 000206 
LlKK/EiN Justice# Dept of 80/02/00 ip 


0002060094 Forwards IE Bulletin 80-02# Inadequate QA for Nuclear 
Supplied Equipment ” Response required 
aEVFRITiK V Region 4# Dallas# 

IP 


Office of the Director 00/01/21 


8002080027 Forwards IE Info Notice 80-02# '’BXBR Water Rod Lower End 
Plug Wear " No specific action or response required 
SEYFRIT#K V Region 4# 

IP 


Dallas# Office of the Director 80/01/25 


8002120201 Ack receipt of 000121 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept S0-458/79-0S 
6 EIDLE#W, C Region 4# Dallas# Reactor Construction h Engineering 

Support Branch 80/01/30 Ip 


—0002120207 Responds to NRC 791219 Itr re violations noted in IE Insp 
Rept 50-490/79-05 Corrective actions petrographic exam 
performed 6 reviewed re test of rejection of concrete 

WEI0AND#J O Oulf States Utilities Co 00/01/21 4pp 


H General correspondence 


6002040113 Rasponds to 000109 Itr Util has advised of preference to 
cafPiUbttnd ti^/Rtdion 4i 

&EYFRIT,K V Region 4# Dallas# Office of the Director 00/01/16 

Ip 


8002000154 Forwards IE Info Notice 80-03. "Main Turbine 
Electrohydraullc Control 9ys '* No specific action or 
response required 

8 EYFRIT#K V Region 4. Dallas# Office of the Director 

IP 


00/01/31. 
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8002070079 Farwards reqjuest for cvacuairton time estimate* for areas 
near nuclear pauier plants fnfo should be iUbmltted bij 
800331 

0RII1EB»D K Emergency PTeparedncs* TasSc Force 79/12/26 4pp 


t Financial information 


600S260519 Foruarrfs Annual Financial Rept 1979 

CREBEdAKMi R VI Gaismonufea 1 th Edison Co R0/02/2S Ip 


—8002260538 Annual Financial Rept 1979 

* Commanij;eai th Edison Go 79/12/31 24pp 


K Utllltg Final Safety Analysis Report <FfiAR> 8c amends 


8002120367 Foruards Amend 24 to FSAR 

PEOPLES I D L Cammenuea 1 th Edison Co 60/02/OB 2pp 


— B002I2O3B0 Amend 24 to F$AR> c ontaifi ing responses to Structural 
Engineering Branch first round c^uestiont 
e CoirimonueaLth Edison Co 80/02/08 lOOpp 


0002270314 Forwards WH Naughton 790221 affidavit re distribution of 
Amend 24 to FEAR 

NAUOHTOM. W F Commonwoalth Edison Co GO/02/21 Ip 


—8002270315 Affidavit stating that d i str i butlon of Amend 24 to F8AR has 
been made In accordance u/Encl 1 to NRC 781028 Hr, 

NAUOKrON#U F Commonwealth Edison Co 79/02/21 Ip 


O Inspection rsportSf IE Dulletlns b correspondence 


8002270111 Forwards IE Insp Septs 30-456/79-15 i 50-4S7/79-1S on 
791219-20 & notice of violation 

prORELLIiO Region 3^ Chlcagoi Reactor Construction & Engineering 

Support Branch 80/01/16 2pp 


— 0002270114 Notice of violation from Insp on 791219-20 

e Region 3i Chicago* Office of the Director B0/0l/i6 Ip 


— &002270120 IE Imp Repts 50-436/79-15 b 50-4S7/79-IS on 791219-20 
Noncompliance noted failure to establish long-term storage 
requirement for some safety-related equipment k to implement 
esisting requirements 

WILLIAHa.C C * eClweiDlfiZi E R Region 3. Chicago* Office of the 
Director 60/01/16 4pp 


250187 Forwards IE Info Notice 80-03* ^'heln Turbine 
eetrohydrau lie Control Sys " No specific action required 
PPLER*J 0 Region 3^ Chicago. Office of the Director 80/01/31 
P 


>2280385 Subm-lts supplemental response to IE Bulletin 79-23 re use of 
Hestlnghouso BFD relays Seventy N8FD relay* have bean 
supplied but are not subj to problems addressed in vendor 
technical bulletins 

PEOPLES. D L Commonwealth Edison Co 80/02/06 Lp. 


8002280352 Responds to IE Bulletin 79-28 re use of NAMCO Hodel EA190 
limit switches Cover gasket replacement will be limited to 
containment bldg due to exposure to h i gh. c onbinuous ambient 
temp Oaikets will also be replaced on stoct switches. 

PEOPLCaiOL Commonwealth Edison Co 80/02/11 2pp. 


ET S0-4S7 DRAIDWOOD STATION. UNIT 2 


ppl icatlon/co-nstruc tlon stage documents k correspondence 


260269 Forwards application for 8NN license 
UOHTONiW F Commonwealth Edison Co 79/08/30 2pp. 


302260293 Application for SNH license for temporary storage of neutron 
monitoring detectors until station OL is issued 
a Commonwealth Edison Co 79/00/30 Spp 


208010? eummary of 791220 meeting w/ufcll at ANl. to discuss Info 

rflciencles in FBAR re instrumentation k control 

aONrC If Light Water RaactoTs Branch 4 80/01/10 4pp 


2140340 Responds to 790709 Hr requesting author 1 lation to use ASMG 
:ode Cate N-240 Code Case N-240 acceptable will be 
Included In future revision to Reg Guide 1 64 

RUBENBTEIN. L, Light Mater Reactors Branch 4 80/01/28. 2pp 


8002140399 Requests info re 1FW03DC-16 Loop 3 feedwater line re ANL 
confirmatory piping analysis for facility Analysis will 
verify that piping lys meets applicable ANBI/A8ME Code 
stress criteria 

RLIQEN8TEIN. L 8 Light Water Reactors Branch 4 00/02/04 3p^ 


6002260165 Foruards structure i( component drewlngi per NRC 791219 
request for addl FSAR info List of drawings uill be added to 
FSAR w/subsequent amend Drawings available In Central Files 
only 

NAUOHTON* W F Commonwealth Edison Co 80/02/00 6pp 


8002210430 Responds to request for addl FSAR Info MAD-737SD. *heiha4 <f 
Determlnng Heat Rejection from PWR Plant to Ultimate Heat 
Sink* Braidwood 1 S* 2* " is being transmitted to ANL 
NAUOHTON. W F Commonwealth Edison Co 00/02/14 Ip 


8002210454 Forwards revised Page 5-2 to CE-l-A describing flA progris. 
in response to NRC 791100 Question 42i 13 
JANECEK*R F Commonwealth Edison Co 80/02/15 Ip 


—6002210470 Revised Page 5-2 to CE-l-A describing OA pronram 
e Commonwealth Edison Co CE-l-A 79/12/21 Ip 

6002250679 Forwards Revision 12 to Topical Rspt CE-l-A* describing QA 
program 

NAUOHTONiW F Commonwealth Edison Co 80/02/21 tp 


— 8002250706 Revised pages to CE-l-A describing QA programi Revision IS 
e Commonwealth Edison Co, CE-l-A 80/02/14 44pp 


F Security* medical* emergency 6 fire protection plans 


0002040007 Announces regional workshops to dltcuis feasibility of 
proposed change to regulation on radiological emergeiicg 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORlHESi B K Emergency Preparedness Task Force 79/13/21, 7pp 


8002070079 Forwards request for evacuation time estimates for anas 
near nuclear power plants Info should be submitted by 
800331 

GRIMES. D K Emergency Preparedness Task Force 79/13/26, 4pp 


I Financial information 


9002260S19 Forwards Annual Financial Rapt 1979 

QRESEHANN) R, M. Commonwsalth Edison Co 00/02/22. ip 


—8002260538 Annual Financial Rept 1979. 

e Commonwealth Edison Co 79/12/31 24pp 


K Utility Final Safety Analysis Report <F6AR} k amends 


0002120367 Forwards Amend 24 to FBAR 

PEOPLES* D L Commonwealth Edison Go 00/02/08 2pp 


— 8002120380 Amend 24 to FSAR* containing responses to Strutural 
Engineering Branch first round qusstions 
« Commonwealth Edison Co 80/02/OS lODpp 


9002270314 Forwards WH Neoghton 790221 affidavit re distribution ef 
Amend 24 to FSAR 

NAUOHTON* W F. Commonwealth Edison Co 80/02/21 ip 


— Q0022703L3 Affidavit stating that distribution of Amend 24 to F8M 111 
been made in accordance u/Encl i bo NRC 7B1028 Itr. 

NAUOHTON* M. F Commonwealth Edison Co 79/02/21. Ip 


0 Inspection reports* IE Bulletins & correspondence 


8002270111 Forwards IE Insp Repts 50-456/79-15 k SO-457/79-15 on 
791219-20 b notice of violation 

FIGRELLI*G, Region 3. Chicago* Reactor Conitructlnn k Engln»irir.| 
Support Branch 00/01/lB 2pp 


—8002270114 Notice of violation from insp on 791219-20, 

e Region 3* Chicago* Office of the Director 00/01/16 Ip 


— B002270120 IE Insp Repts 50-456/79-15 k 50-457/79-15 on 791219-20 
Noncompl lance noted' failure to establish long-term ctorag* 
requirement for some saf ety-related equipment I* to implement 
existing requirements 

WILL1AM8*C C . SCHWElBlNZiE R Region 3* Chicago* Office o# tM 
Director 00/01/16, 4pp 
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Forwards IE Info t^otlce B0-03t "Kain Turbina 
El tc iro^ud^au 1 i c Cantrol 8 ^s ** No tpeclflc action roquired 
KEPfLEfl.J 0 fieffton 3i Chicago. Office of the Director 00/01/31 


60022-00305 Qubmitt lupplemontal roiponse to IE Dulletin 79'’2S re u*e of 
tfeit Inghoui# BFD relays Seventy NBFD relays have been 
sufpUed but are not tubj to problems addressed in vendor 
tech-nlcal bulletins 

FEQPLESrD L Commonwealth Edison Co B 0 /O 2 /O& Ip 


S0022a03S2 Responds to IE Bulletin 79-20 re use of NAUCO Model EAiaO 
Halt luitchet Cover gasket replacement will be limited to 
c&nlainmint bldg due to exposure to h i ghr continuous ambient 
taap Caskets tulll also be replaced on stock surltches 
PEOFLESi D L Commonwealth Edison Co 00/02/11 Spp 


MKKET 50-d&8 RIVER BEND STATIDN. UNIT 1 


A App llcatl on/construc tion stage documents t< correspondence 


e<X>2290051 Discusses adequacy of QA program for verifying satisfactory 
quality of safety-related matls U svcs QA program is not 

lucceisful l-n preventing subvendor quality problems 0 VN will 
evaluate Sc approve all major lubvcndors 
|4EtCAND.J Q Oulf States Utilities Co 79/12/11 App 


B0O5LS0D16 Advises that placement of Category 1 concrete has resumed 
«n 7912SB Changes made after deficiencies uere noted Include 
Ttplacenent of chief supervisionj prep lacement planning 
li training tessions conducted to insure efficiency 
UEECANB. J O Gulf Qtates Utilities Co 79/12/21 Spp 


6002280125 Farwardi Pittsburgh Testing Lab Repti 800705 & 8009G6r 
■flept of Potential Alkali Reactivity ASTM C-227 fc €-269 for 
Owlf Btates Utils Co “ SltW. Agent. '• for fine t* coarse 
aggregates^ respectively 

WE[«ANDiJ O Gulf States Utilities Co 79/12/31. Ip 


..0002200129 "Rept of Potential Alkali Reactivity A 6 TM C-227 ^ 0-209 for 
Oulf Statas UtlU Co - S((U Agentj " for fine aggregate 
a Pittsburgh Testing Laboratory 79/12/20 Ip 


-6002200134 "Aept of Potential Alkali Reactivity ASTM C-S27 it C-2B9 for 
Oulf States Utils Co - S?iWi Agent" for Number 97 coarse 
aggregate 

e Pittsburgh Testing Laboratory 79/12/20 Ip 


G002L203&6- Notification of 000212 meeting ur/util to discuss licensing 
svsnti Influencing content and review of application for 
OLl 

HOOOpD Light Water Reactors Branch 4 00/01/31 3 pp 


6002140179 Notification of 800208 meeting u/util in Bethesda«MD to 
discuss reorgan 1 latlon ^ post-TMI changes for facilities 
KHD.D Light Water Reactors Branch 4 00/02/09 2 pp. 


5002140206 Notification of 800311-12 meeting w/util $< Stone 6 Webster 
in Hest Ftliclatia Parish. LA to establish constr completion 
iltimates for site 

HDDDpD.B Light Water Reactors Branch 4 80/02/06 Spp 


F Eecurltyi medical, emergency & fire protection plans 


6002C40007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
Tiiponse plans for facilities Requests designation of one 
rspressntat ive per util by 791231 Forwards FR notice 
CRll 1 £ 8 tB K Emergency Preparedness Task Force 79/12/Sl 7pp 


&(H>20700'79 Fortuards request for evacuation time estimates for areas 
-near nuclear power plants Info should be submitted by 
S00331 

K Emargoncy Preparedness Task Force 79/12/26 4pp 


4 AJ judicatory correspondence 


6:002140121 Notifies that documents responsive to DDJ 800120 subpoena 
vl 1 1 be available for Insp & copying on 600206 
LUQUE^N Justice. Dept of 80/02/00 Ip, 


H Oinsral correspondence 


6002040113 Responds to 800109 Itr Util has advised of preference to 
coTTtspond (ii/Rtgion 4 

SEYFRIT. K V. Region A, Dallas. Office of the Director, 00/01/16 
IP 


0 Inspection reports. IE Bulletins it correspondence 


B002110514 Responds to IE Bulletin 79-14 re as-hullt saf ety-relatad 
piping sys seismic analysis Anticipates first const re 
Seismic Category I piping sys will begin in Spring 1980 
Will perform requested insp as const progresses 
UEIGAND.J O Oulf Btates Utilities Go 79/11/19 Ip 


000211051! Submits Updated info to Ie: Bulletin 79-03 re weld defects in 
Youngstown Welding b Engineering Co stainless steel pipe 
spools Vendor survey revealed that spools are not utillied 
at facility 

UEIGAND.J 0 Oulf States Utilities Co 79/1 k/S9 Ip 


8002110510 Submits addl info to lE Bulletin 79-04 re incorrect weights 
for Vclan Engineering Corp swing check valves Revioui 
revealed no discrepancies between recorded weights & actual 
weights Pipe stress analysis will be provided in FBAR 
WEIOAND.J 0 Oulf States Utilities Co 79/11/29 Ip 


0002110520 Submits addl info to IE Bulletin 79-07 re seismic analysis 
of safety-related piping S&W informed util that NUPIPE 
computer code benchmark i ng effort is complete 
WEIOAND.J <J Oulf States Utilities Co 79/11/29 Ip 


0002120073 Forwards IE Insp Rept 50-458/79-05 on 79I029-U01 it notice 
of violation 

SElDLErW C Region 4. Dallas. Reactor Canstructian & Engineering 

Gupport Branch 79/12/19 2pp 


— G0'0212007d Notice of violation from insp on 791029-ltOl 

« Region 4. Dallas. Office of the Director 79/12/17 2 pp 


—0002120000 IE Insp Rept 50-490/79-05 on 791029-1101 Noncompliance 
noted failure to provide required info in petrographic rept 
failure to provide timely notification of const 
deficiency 

OBERO.C R . CRO 88 MAN 1 W A Region 4. Dallas. Office ef the 
Director 79/12/17 7pp 


0002070240 Forwards lE Insp Rept 50-458/79-07 on 791101-02 No 
noncompliance noted 

8 EIDLE.WC Region 4. Dallas. Reactor Construction it Engineering 

Support Branch 79/12/27 Ip 


— 0002070249 IE Insp Rept 50-458/79-07 on 791101-02 No noncompliance 
noted Major areas Inspected plant status. NRC mission 6 . 
organiiation. IE program & reporting of 10CFR5O S5 (b> k 
iOCFR2i matters 

SEIDLE.W C Region 4. BsllaSr Reactor Construction & 

Engineering Support Branch CROSSMAN.W A . ODERO. C R Region 4. 
Dallas. Office of the Director 79/12/22 Opp 


8002080122 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

GEVFRiTiK V Region 4. Dallas. Office of the Director 60/01/04 

Ip 


B002Q80101 Forwards IE Circular 60-01. "Gve Advice for OE Induction 
Disc Relays " No response required 

8 EVFRIT.K V Region 4. DsUai, Office of the Director 80/01/17 
Ip 


8002060054 Forwards IE Bulletin 60-02. "Inadequate OA for Nuclear 
SuppUod Equipment " Response required 

SEYFRIT.K V Region 4. Dalles. Office of the Director 00/01/21 
If 


8002000027 Forwards IE Info Notice BD-02. "0XGR Water Rod Lower End 
Plug Wear " No specific action or response required 
6 EVFRIT. K V Region 4. Dallas. Office of the Director 80/01/25 
Ip 


8002120201 Act recoipt of GDOtSl Itr informing NRC of steps taken to 
correct violations noted in I£ Insp Rept 50-450/79-05 
6E1DLE.U C Region 4. Dallas* Reactor Co-n&tr uct ion & Engineering 

Support Branch 80/01/30 ip 


—8002120207 Responds to NRC 791219 Itr re violations noted in IE Imp 
Rept 50-450/79-05 Corrective actions petrographic exam 
performed U revtoued re test of rejection of concrete 
oiatls 

WEIOAND.J. O Oulf States Utilities Co BO/Ol/21 4pp 


8002080154 Forwards IE Info Notice 60-03. "Main Turbine 
Electrohy draul Ic Control 6 ys " No specific action or 
response required. 

SEYFRIT.K V Region 4. Dallai. Office of the Director 80/01/31 

IP 
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80Q31<»0 090 Forwards IE CircuUr T^-aSiSuppl Ai "Shock Arrostor Strut 
As»Bihbl\| Int&rfarance " No writteni rvsponst rmulred 
SEYFRiTiK V fiegion 4i Dallas. Office of the Director 80/01/31 
Ip 


8003350539 Forwards IE Circular BO-Oa* •'Nuclear Power Plant Staff 
tlort Hours " No written, response required 

SEYFRITiKV Region 4. Dallas. Office of the Director G0/0<2/01 

ip 


B00222C005 Forwards IE Info Notice 90-04. “BWR Fuel Exposure In Excess 
of Limits " No action or response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director BO/03/04 
ip 


8002210291 Forwards IE Bulletin BO-OO, "Loss of Charcoal From Std Type 
11. Two-Inch, Tray Adsorber Cells Actlorb required 

SEYFRiTrK V Region 4, Dallas. Office of the Director 00/03/06 

ip 


3002270560 Forwards IE Insp Rept 50-459/79-06 on 791220 Si G00109-16 
Ko noncomp 1 lancB noted 

SEIDLE, W C Region 4. Dallas. Reactor Construction Sc Engineorlns 

Support Branch aO/02/06 2pp 


—8002270576 IE Insp Rept 50-459/79-09 on 791220' i< B00109-16 No 
noncompliance noted M.ijor areas Inspected allegations 
received re Graver Energy Sys QA manual , qual i fication of 
personnel St improper weldxng equipment 

HALLjR E Region 4. Dallas* Reactor Construction St Engineering 

Support Branch CROSSMAN. M A . OBERO, C R. Region 4. Dallas. 
Office of the Director 80/02/06 16pp 


8002220060 Forwards IE Info Notice 80-05* "ChloTlde Contamination of 
Safety-Related Piping t Components '• No written responae 
required 

SEYFftlT.K V Region 4, Dallas* Office of the Director 80/02/08 

ip 


9002290388 Forwards IE Bulletin 80-04, "Analysis of PHR Main Btean Line 
Break W/Continued Feedwater Addition " No written response 
required 

8EYFRIT.KV Region 4, Dallas. Office of the Director 80/02/08 

tp 


S Reportable occurrancesi LERs L related correspondence 


8002250312 Interim deficiency rept re T weld cracking SSiN performing 
metallurgical analysis of test specimens U Graver 
Engineering reviewing voltage variation tc bead shape Rework 
in repair or replacement planned 

WEIOANDi J 0 Gulf States Utllitlat Co 79/11/12 3pp 


8002190109 Advises that potential deficiency reported on 791101 to 
rejectable cadweld slugging or improper repair is not 
reportable under 10CFR5O 55(e) 

HEIOAKO.JO, Gulf States Utilities Co 79/11/19 ip 


1002190717 Advises that potential deficiency reported on 791101 rt 
reinforcing steal surface imperfections is not reportable 
under 10CFR90 55{e) 

WEIOAND, JO Gulf States Utilities Co 79/11/19. Ip 


1002190103 Advises that rept on protential deficiency reported 791105 
r* NDT for fabrication of primary shield wall will be 
provided by 800105 

HEIOANDiJQ Gulf States Utilities Co 79/12/03 Ip 


?002220497 Forwards deficiency rept re acceptance besting of concrete 
matls 

HEIOANOiJO Oulf States Utilities Co 79/12/03 Ip 


— BOOS220501 Deficiency rept re acceptance testing of concrete matls 
On 790925-26. 8a u thues t ern Labs QA audits revealed that OA 
requirements re calltr h shop practices had not been met 
Caused by noncomp liance w/manual Rept by 791230, 
e Oulf States Utilities Co. 79/12/03 Ip. 


fl002lS0S43 Advises of evaluation of 791105 potential deficiency 
reported on 791203 re in-process NDT during primary shield 
wall fabrication. Datermlned not reportable under 
10CFR50 35(a) 

WEIOAWD, J 0 Oulf States Utilities Co 79/12/31. ip. 

6002250020 Forwards final rept re QC deficiency of concrete testing 
svci at Southwestern Labs 

WEIOAND, JO Oulf States Utilities Co 79/12/31 tp 


— 8002250023 Final deficiency rept on 791203, Informed NflC of dsftciirci 
in QC of concrete testing svcs by Sauthwestern Labs Caused 
by errors in testing program Concrete placed prior to 791102 
TStested by Pittsburgh Testing Labs 

UEIGAHD. J Q Gulf States Utilities Co 79/12/31 2pp 


8002110034 PND-IV-80-002 on 791207, Reg ion 4 informed of Indlvldusl 
alleging code violations Former Graver Industries employee 
made 12 allegations re improper welding tc nondestructive 
examination practices Region 4 to investigate 
□BERO, C R , CflaSSHAN.W A Region 4, Dallas, Office of the 
Director 80/01 /03 Ip 


8002180515 Advises of evaluation of 791206 potential deficiency rs 
Gives Bteel Co miscellaneous steel Determined not reportable 
under 10CFR5 55(e) 

UIEIOAND.J G Oulf Btates Utilities Co 00/01/07 tp 


DOCKET 50-459 RIVER BEND STATION, UNIT 2 


A App 1 icatlon/conitruc t ion stage documents l< correspondence 


8002150016 Advises that placement of Category i concrete has risuaii 
on 791218 Changes made after deficiencies were noted Include 
replacement of chief suparvl lion, prep lacement planning 
it training sessions conducted to insure efficiency 
WEIOAND. J G Oulf Btates Utilities Co 79/12/21 2pp 


8002120366 Notification of 800212 meeting w/util to discuss llcenUnp 
events influencing content and review of application for 
OLs. 

HDDO,D Light Water Reactors Branch 4 BO/01/3J 3pp 


800214017? Notification of 800208 meeting u/util in BethesdarHS i> 
discuss reorganization it post-THI changes for facilities. 

HDOD,D Light Water Reactors Branch 4, 80/03/05 2pp 


F Security, medical, emergency S. fire protection plant 


Q002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological amergencg 
response plans for facilities Requests designation of arte 
representative per util by 791231 Forwards FR notice 
GRIHE8. B. K Emergency Preparedness Task Force. 79/12/Sl. 7pp 


8002070079 Forwards request for evacuation time estimates for iriit 
near nuclear power plants Info should be submitted by 
800331. 

ORItTESrB K Emergency Preparedness Task Force 79/12/26 dpp 


0 Adjudicatory correspondence 


8002140181 Notifies that documents responsive to DOJ 600128 subpPIfll 
will be available for insp h copying on 0DD2O6 
LUai/E, N Justice, Dapt of 80/02/08 Ip 


HI General correspondence 


8002040113 Responds to 800109 Itr Util has advised of preferanci Is 
correspond w/Reglon 4 

SEYPRlTrK V Region 4, Dallas* Office of the Director BO/OJ/lt 

Ip. 


Q Inspection reports, IE Bulletins It correspondence 


B0021 10514 Responds to IE Bulletin 79-14 re as-built aafaty-relatil 
piping sys seismic analysis Anticipates first const re 
Seismic Category I piping sys will begin in Bpring 19fi0. 

Will perform requested insp as const progresses 
WEIGAND.J 0 Gulf States Utilities Co. 79/11/15. Ip 


8002110511 Bubmits updated info to IE Bulletin 79-03 re ueld dllicll U 
Youngstown Welding Si Engineering Co stainless steel pipe 
spools Vendor survey revealed that spools are not utilized 
at facility 

WDIGANDrJ 0 Oulf States Utilities Co 79/11/29. Ip. 


8002110518 Submits addl info to IE Bulletin 79-04 re Incorrect «s1|>ll 
for Velan Enblneerlng Corp suing cheek valves Review 
revealed no discrepancies between recorded weights tc actual 
weights. Pipe stress analysis will be provided In F8AR. 

WEIGAND.J 0 Oulf States Utllltlas Co 79/11/29 Ip. 


6002110520 Submits addl info to IE Bulletin 79-07 re ssIsaIc analllU 
of taf ety-related piping 3&W informed util that NUPIPE 
computer code benchmarking effort Is complete 
WEI^ANDtJ 0, Gulf States Utilities Co 79/11/29 tp 
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9G020Q01S2 Forwards IE Info Nobice 0O~Oli "Fuel Handling Event* '* No 
ipeciflE action or reiponve required 

SEYFftIT* K V Region 4i Delia*. Office of the Director 00/01/04 

IP 


B007080101 Faruiardi IE Circular 80-01. “Svc Advice for OE Induction 
Olic Rela^i '■ No reeponee required 

8EYFRIT4K Region 4. Dallas. Office of the Director 00/01/17 

1P 


S0020400S4 Foruard* IE Dulletin 00-02. "Inadequate QA for Nuclear 
Supplied Equipment Response required 

S£YFRIT.K V Region 4. Dallas, Office of the Director 00/01/21 

Ip 


G00ZOBO027 Fortnards IE Info Notice 00-02. "OXeR Hater Rod Louer End 
Plug Near " No specific action or response required 
SEYFHITiK ^ Region 4, DalUsi Office of the Director 00/01/23 
IP 


GOOZOS0154 Forwards IE Info Notice 80-03. "Main Turbine 
El letrCihv*^**^^! i c Control Byi '* No specific action or 
fripons* required 

GEYFRIT.K V Region 4. Dallas. Office of the Director 00/01/31 
Ip 


^2140090 Forwards IE Circular 79-23. Boppl A. "Shock Arrestor Strut 
Attsnbl^ Interference " No written response required 
SEtFRlTrK V Region 4. Dallas. Office of the Director 80/01/31 
IP 


^002250939 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
VIorl Hours " No written response required 

SEYFRIT. K V Region 4. Dallas. Office of the Director 80/02/01 
IP 


80082:20009 Forwards IE Info Notice 00-04. "QHR Fuel Exposure In Excese 
ftp Lietltt " Nd action or response required 

BEYFRIT. K V. Region 4. Dallas. Office of the Director 00/02/04 
IP 


8002210291 Forwerde IE Bulletin 80-03. "Loss of Charcoal From Std Type 
Hi Tuo'-Inch. Tray Adsorber Cells " Action required 

SEYFRITiK V, Region 4. Dallas. Office of the Director 80/02/06 

sp 


8002220060 Forwards IE Info Notice 80-05. "Chloride Contamination of 
GaPaty-Related Piping St Components *' No written response 
required 

DEYFRiTiK V Region 4. Dallas. Office of the Director 80/02/08 

Ip 


8002250388 Forwards IE Bulletin 80-04. "Analysis of PHR Main Steam Line 
Breai U/Contlnuad Feedwater Addition." No written response 
r iqu irad 

eeVFRIT*K V Region 4. Dallas. Office of the Director 80/02/08 

IP 


0, Reportable^ occurrences. LERs it related correspondence 


6002250312 Interim deficiency r»pt re T weld crac k ing. 0S«W performing 
aetal lurg ice 1 analysis of test specimens b Oravftr 
Erglnearing reviewing voltage variation S< bead shape Rework 
b repair or replacatnent planned, 

WEIOAKD. J 0, Oulf States Utilities Co 79/11/12 3pp 


DOCKET 50-460 HPP80 NUCLEAR PRQJECTr UNIT I 


6 App 1 1 ca t lon/construction stage documenti S( correspondence 


9002050367 Notification of 000122 meeting w/util in Bethesda.KD to 
discuss proposed risk assessment analyses, 

BOURHlAfA Operating Reactors Branch 3 80/01/Sl 2pp. 


0002210009 Summary of 800122 meeting w/utll re proposed risk assessment 
progran. 

SOURNIA. A Ligl)t Water Reactors Branch 3. 00/02/04 4pp 


8002200447 Ack receipt of NRC 791206 request that Mark II owners 
Include evaluations of 0K88 & JAERl large-scale test* in 
long-term program Cannot commit to JAERl evaluation because 
test program is ongoing l< conducted by foreign govt 
HEDOECCCK.P 0 Washington Public Power Supply Bystem 00/02/11, 

2pp 


F Security, medical, emergency 6 fire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological eraergonty 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Fortuards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

ORlHESiB K Emergency Preparedness Task Force 79/12/26 4pp 


8002060591 Forwards map over lay. tab les it basis of methodology re 
estimates for evacuation times, in response to 791226 Itr 
Evacuation f«-aeibility study uiU be completed in May 1900 
One oversiie map end 

RENBERGER. P L Washington Public Power Supply System 00/01/29 
7pp 


0 Inspection reports. IE Bulletins & correspondence 


8002140253 Responds to IE Bulletin 79-14 Appropriate response not 
possible at proserit stage of const 

RENBERGER. D L Washington Public Power Supply System 79/09/07 

Ip 


8002200157 Forwards IE Insp flepts 50-460/79-12 6 50-513/79-12 on 
791101-30 No noncompliance noted 

SPENCER. 0 8 Region 5. San Francisco. Reactor Construction 6 

Engifiearlng Support Branch 00/01/08 2pp 


— B002200162 lE Insp Repts 50-460/79-12 It 50-513/79-12 on 791101-30 No 
noncompliance noted Major areas inspected safety-related 
piping matl«genBral welder quell f icatlon. reactor vessel 
in-place storage 6 fire prevention/protection 
DODDS. R T Region 5. San Francisco, Reactor Construction 6 

Engineering Support Branch TOTH. A D Region 3. San Franciscoi 
Office of the Director 60/01/08 llpp 


8002080147 Forwards IE Info Notice 80-03. "Main Turbine 
Elec trohydraul Ic Control Sys " No specific action or 
response required 

ENOELKEN.R H Region 3. San Francisco. Office of the Director 
00/01/31 Ip 


80021100S3 Ack receipt of 800103 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-460/79-11 
50-513/79-11 

EPENCERtG S. Region 5. San Francisco. Reactor Construction 6 

Engineering Support Branch 00/01/31 ip 


— 6002'110056 Responds to NRC 791204 Itr re violations noted in IE Insp 
Repts 50-460/79-11' 6 50-513/79-11 Corrective actions 
vibrators inserted into previously placed concrete layer 
Training re consolidation techniques conducted 
RENBEROERt D L Washington Public Power Supply System 80/01/03 
5pp 


—B0021 10062 Forwards IE Insp Repts 50-460/79-11 It 50-513/79-11 on 
791001-31. notice of violation 6 notice of deviation 
SPENCER. 0 S Region 5. San Francisco. Reactor Construction 6 

Engineering Support Branch 79/12/04 2pp 


— 8002110069 Notice of violation from insp on 791001-31 

ft Region 3. San Francisco. Office of the Director 79/11/29 

app 

— 8002110070 Notice of deviation from insp on 791001-31 

« Region 5. San Francisco. Office of the Director 79/11/29 

Ip 

— BOO211OO06 IE Insp Repts 50-460/79-11 it 50-513/79-it on 791001-31 
Noncomplianc# noted standing water was not removed from 
depression, pockets 6 slots between hardened concrete 6 
containment liner plate before new concrete Ufts added 
DODDS. R T Region 5. San Francisco. Reactor Construction k 

Engineering Support Branch TOTH. A D Region 5. Ban Francisco. 
Office of the Director 79/11/29 I3pp 


8002140107 Forwards IE Circular 79-25. Suppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
ENOELKEN. R H. Region 5. San Francisco. Office of the Director 
00/01/31 Ip, 


0002350594 Forwards IE Circular 30-02. "Nuclear Power Plant Btaff 
Work Knurs " No written response required 

ENOELKEN. R H. Region 5. San Francisco. Office of the Director 
00/02/01 Ip 
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8002310307 Foruard« IE Bulletin SO-Ol* *^Loss of Charcoal Fraffi Std Type 
I li T(jo-lTich« Tray Adsortser Cell* '* Actiom requirod 
ENOELKEN<R H Region San Francisco. Offite of the i>lrector 
B0/02/0& Ip 


9002220DB5 Foriirards IE Info Notice a0-05> “Chlorldle Contamination of 
Safety-Related Piping Components " No uritten rosponic 
required 

ENGELkEN.ft H Region 5. San Franciscor Office of the Director 
80/02/08 Ip 


8002250^14 Forwards IE Bulletin 80-04. "Analysis of PWft Main Steam Line 
Qreal U/Continued Feedwater Addition " No written responee 
required 

ENOELKENi R H Region S. San Francisco. Office of the Director 
BD/02/OB Ip 


S Reportable occurrences. LERs & related correspondence 


8002060400 PND- V-79-01 1 on 791207. ro » i d ent inspector advised of defects 
in certain safaty-re lated valves All such valves presently 
on hold Part 21 rept to be issued by 791213 

EISHDP. T U . DODDS. R T Region 5. Ban Francisco. Office of the 
Director 79/12/07 Ip 


8002140060 Act receipt of 800107 interim deficiency rept re UKM valve 
cracks Rept will be reviewed L evaluated NRC is awaiting 
final rept 

ENGELKEN. R H Region 5. San Francisco. Office of the Director 
80/02/01 Ip 


—8002140065 Forwards interim deficiesicy rept re UKH valve cracks 
REKQEROER. D L Uashington Public Power Supply System BO/01/07 
Ip 


—6002140073 Interim deficiency rept re UiKM internal pressure relief 
valve cracks All HViM mfg valves shipped back bo Houston 
factory for examination L repair B&U L HKH are preparing 
repair/insp program 

* Washington Public Power Supply Syste/n 80/01/07 3pp. 


90474 Final deficiency rept re Wl^M-Marotta relief valves Valves 
plied u/carfaon steel rather than stainless steel 
ainlng rings Carbon steel corrodes resulting in loss of 
nction of affected pressure relief assemblies 
NDEROER.DL Washington Public Power Supply System BO/02/11 
P 


>ET 50-461 CLINTON POWER STATION. UNIT 1 


Application/construction stage documents L correspondence 


02050093 Summary of 791204-05 site visit by NRC Forecast Panel re 
const status Si preopera tional test program Panel concluded 
const is approz SOX complete 

BUCKLEVjB C Light Water Reactors Branch 1 80/01/21 6pp 


1002150232 Requests Info identified in Reg Oulde 9 3 per facility OL 
review Significant changes subsequent to previous CP 

titrust review would warrant addl NRC review at OL review 
ge 

NSKV. W M Antitrust tc Indemnity Group 80/02/04 Ip. 


i417 Requests approval for use of ASME Code Ceset N-aa7 li N-24I 

empt piping from hydrostatic testing 

R« 0 E Illinois Power Co 80/02/16 Ip, 


.urity. medical, emergency L fire protection plans 


0007 Announces regional workshops to discuss feasibility of 

osed change to regulation on radiological emergency 

onse plans for facilities Requests designation of one 

esontatlve per util by 791231 Forwards FH notice 

E8i0 K Emergency Preparedness Task Force 79/12/21 7pp 


Q079 Forwards req,uest for evacuation time estimates for areas 
nuclear power plants Info should be submitted by 
31 

ES. a K Emergency Preparedness Task Force 79/12/26 4pp 
lancial information 


90507 Forwards "Annual Financial Rept 1979 '* 
LER. 0 E Illinois Power Co 80/02/27 Ip 


K Utility Final Safety Analysis Report (F8AR) it amende 


6002130313 Notifies of intent to file proposed Amend 3 to appllciUas 
for CP. utl 1 i xatlon facility licenee ti DL Forwards F6ARi 
environ rept for OL stay e. phys 1 cal security plan &( ather- 
supporting documentation W/o physical security plan 
KOCH.L J Illinois Power Co 79/12/01 4pp 


— B002 130320 Proposed Amend 3 to application for CP. ut 1 1 I catl on failUt| 
license L OL Annual Financial Rept i97Q Si other supporting 
documentation end 

e Illinois Power Co 79/12/01 lOOpp 


— 8002130324 Environ rept for OL stage. Vol 1 Overslia draulngs end 
e Illinois Power Co 79/12/01 600pp 


— 8002130335 Environ rept for OL stage. Vol 2 Oversiie dravlngs end 
a Illinois Power Co 79/12/01 SOOpp 


—8002130342 F8AR for Clinton 1 U 2 

* Illinois Power Co 79/12/01 700pp 


B002130346 Chapter 1 of Clinton 1 L 2 F8ARi " Introduc tlon Cc Cenaral 
Description of Plant '* Oversize drawings end. 

* Illinois Power Co 79/12/01 400pp 


8002130349 Chapter 2 of Clinton 1 L S FSARi "Site Characteristics * 
Oversize drawings end 
# Illinois Power Co 79/12/01 900pp 


8002130353 Chapter 3 of Clinton 1 &c 2 FSAR. '^Design of Structurisi 
CompcnentSf Equipment & Sys " Oversize drawings enc 1 . 

• Iltlnoli Power Co 79/12/01 1300pp 


8002130356 Chapter 4 of Clinton 1 L S FSAR. "Reactor. " □vereixe 
drawings end 

* Illinois Power Co 79/12/01 GSOpp. 


6002130365 Chapter 5 of Clinton 1 L 2 FSAR. "Reactor Coolant S^s I 
Connected Sys " Oversize drawings end 
* Illinois Power Co 79/12/01 200pp 


0002130378 Chapter 6 of Clinton 1 L 2 F9AR. "Engineer*)} Safety- 
Features " Oversize drawings end 
a Illinois Power Co 79/12/01 900pp 


8002130382 Chapter 7 of Clinton 1 L 2 F9AR. "Initrumentatl art tc ConIraL 
8ys " Oversize drawings end 
« Illinois Power Co 79/12/01 900pp 


8002130386 Chapter 0 of Clinton I 6 2 FSARr "Electric Power " OvtriUi 
drawings end 

• Illinois Power Co 79/12/01 150pp. 


6002130368 Chapter 9 of Clinton t !< 2 FBAR* "Autillary Byt. Dverslil 
liraulngs end 

♦ Illinois Power Co 79/12/01 6.00pp 


8002130394 Chapter 10 of Clinton i it 2 F8AR. "Steam it Power Convirsien 
8ys " Oversize drawings end 
e nUnois Power Co 79/12/01 100pp. 


6002130425 Chapter 11 of Clinton 1 L 2 FSARr "Raduaite Hg t. " 
Oversize drawings end 

e Illinois Power Co, 79/12/01 aaopp, 


6002130420 Chapter 12 of Clinton I it 2 FBARr "Radiaticin Protactlan, ■ 
Oversize drawings end 
* nUnols Power Co 79/12/01, 200pp 


8002130432 Chapter 13 of Clinton 1 L 2 F0AR, "Conduct of Dp-eratlort • 
Oversize drawings end 
* Illinois Power Co 79/12/01 17Spp 


B00213043B Chapter 14 of Clinton 1 L 2 FBAR. "Initial Test Pregraa * 
* Illinois Power Co 79/12/01 17Spp 


6002130442 Chapter 15 of Clinton I I, 2 F8ARr "Accident Analysii * 
* Illinois Power Co 79/12/01 4SOpp, 


8002130445 Chapter 16 of Clinton 1 it S FBAR. "Tech Bpacf " 
a Illinois Power Co. 79/12/01 Ip 


02290S09 "Annual Financial Rept 1979 
# Illinois Power Co 79/12/31 aspp 
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e007La0453 ChapUr 17 of Clinton 1 & S F8AR< '^QA One ov«r«l{s 
drAUrlng »ncl 

■ tlltnais Power Co 79/12/01 50pp 


60021:^0459 App A of Clinton 1 ti 2 FSARi ^'Oloacaru '' 
* Illinoli Power Co 79/12/01 20pp 


8002130467 App B of Clinton 1 U 2 FSARi "Conet Matl Stde & QC 
Procedural " 

* Illinois Power Co 79/12/01 40pp 


&002ID0474 App C of Clinton I t Z FSARi "Computer Proprems 
* rillnots Power Co 79/12/01 aOOpp 


Cl. Inspection reportsi IE Bulletins correspondence 


&003060220 Forwards IE Insp Rept 50-461/79-12 on 791204-06 No 
noncampli iancc noted 

FfORELLliO Region 3« Chicago* Reactor Construction & Engineering 

Support Branch 80/01/03 2pp 


— 8002080226 lE Insp Rept 50-461/79-12 on 791204-06 No noncompliance 
noted Major areas inspected reactor coolant pressure 
boundary^ saf etg-releted piping welding procedure specs St QA 
procedures 

KNGP. R C . WESCQTTtH M * LEEt W K Region 3. Chicago* Office of 
the Director 79/12/20 Spp 


6002060103 Forwards IE Bulletin 0O-O2t "Inadopiuate QA for Nuclear 
Supplied Equipment “ Response required 

KEPFLERrJ O Region 3i Chicago* Office of the Director BO/01/22 

IP 


6002060255 Forwards IE info Notice 60-02. "aX6R Uater Rod Lower End 
Plug l^ear ** No specific action or response required 
KEFPLER.J O Region 3. Chicago. Office of the Director 80/01/25 

Ip 


&0KJ2a5Q239 Forwards IE Info Notice 80-03. "Main Turbine 

El ectreh vdraulic Control 8gs " No specific action required 
KEPPLERfJ 0 Region 3. Chicago. Office of the Director 60/01/31 
Ip 


50D2260017 Forwards IE Circular 79-25* Buppl A* "Shock Arrestor Strut 
Assinblvi Interference •' No written response required. 

KEPPLERrJ 0 Region 3i Chicago. Office of the Director, 60/01/31 

Ip 


8002200377 Responds to lE Bulletin 79-28 re NAMCO Model EA180 limit 
1 -wltchei Investigations show no switches rece Ived, Vendor 
checking not get completed 

MALLER.O E. Illinois Power Co 80/02/07 Ip. 


BQ02200244 Act receipt of 791226 & 600115 Itrs informing NRC of steps 
to correct violations noted in IE Repts 50-461/79-11 h 
80 -462/ 79-0 J 

FIORELLliO Region 3t Chicago. Reactor Construction 6. Engineering 

Support Branch 80/02/06 Ip 


— 8002200251 Submits suppls to 791226 h 27 response to notice of 
vlotation b IE Insp Rept 50-461/79-11 h 50-462/79-01. Program 
far training* evaluat ion 5. testing of civil metis testing 
personnel is now more formally documented 
0ER8TNER*N C Illinois Power Co 60/01/15 2pp 


— 0OO2SOO26O Responds to NRC 791227 Itr re violations noted in IE Insp 
Riepts SO-461/79-11 & 50-462/79-01 Corrective ac tlons< future 
US testing certification will clearly show status of 
Individuals under restricted or limited qualifications 
0ER8TNER«U C Illinois Power Co 79/12/26 2pp 


DOCKET S0-4&2 CLINTON POWER STATION. UNIT 2 


A. App 1 Icatl on/construct ion stage documents & correspondence 


8003I&0232 Requests info identified in Reg Oulde 9 3 per facility OL 
ravtew Bignificant changes subsequent to previous CP 
antitrust review would warrant addl NRG review at OL review 
s tag a 

ZELINSKY* W M Antitrust it Indemnity Group 80/02/04 ip 


8OO2S70417 Requests approval for use of A8M£ Code Cases N~237 h N-241 
to exempt piping from hydrostatic testing 
ULR.LER.0 E, Illinois Powar Co 80/02/10 Ip 


F Becurlty. medical, emergeticy it fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiol ogical emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FH notice 
GRIMES. B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should he submitted by 
800331 

GRIMES. B K Emergency Preparedness Task Force 79/12/26 4p p 


I Financial Information 


6002290507 Forwards "Annual Financial Rept 1979 " 
WULLER, 0 E Illinois Power Co 60/02/27 Ip 


— 0OO229OSO9 "Annual Financial Rapt 1979 " 
* Illinois Power Co 79/12/31 35pp 


K Utility Final Safety Analysis Report (FSAR> L amends 


6002130313 Notifies of intent to file proposed Amend 3 to application 
for CP,gtilliation facility lleensa & OL.Forwards FSAR. 
environ rept for OL stage, physl cal security plan it other 
supporting documentation W/o physical security plan 
KQCH.L J Illinois Power Co 79/12/01 4pp 


—6002130320 Proposed Amend 3 to application for CPi util i zation facility 
licanic tc OL Annual Financial Rept 1976 L other supporting 
documentation end 

e Illinois Power Co 7?/12/0i lOOpp 


— 8003130334 Environ rept for OL stage. Vo 1 I Overti i» drawings end 
* Illinois Power Co 79/12/01 BOOpp 


—8002130335 Environ rept for OL stage. Vol 2 Oversize drawings end 
* Illinois Power Co 79/12/01 300pp 


—8002130342 FSAR for Clinton 1 & 2 

* Illinois Power Co. 79/12/01 700p p 


0002130346 Chapter 1 of Clinton 1 & 2 F9AR* "Introduction it General 
Description of Plant " Oversize drawings encl 
♦ Illinois Power Co 79/12/01 400pp 


8002130349 Chapter 2 of Clinton 1 it 2 F6AR. "Bite Characteristics 
Oversize drawings encl 
» Illinois Power Co 79/13/01 900pp 


G0021303S3 Chapter 3 of Clinton 1 2 FSAR* "Design of Structures. 

Components* Equi pment it 8ys " Oversize drawings encl 
e Illinois Power Co 79/12/01 I300pp 


8002130356 Chapter 4 of Clinton 1 tt 2 FBAR. "Reactor>" Ovartlze 
drawings encl 

e Illinois Power Co 79/12/01 350pp 


8002130365 Chapter 5 of Clinton 1 1. 2 F9AR« "Reactor Coolant Sys 
Connected Sys " Oversize drawings encl 
e Illinois Power Co 79/12/Oi 200pp. 


8002130376 Chapter 6 of Clinton 1 U 2 FSAR* "Engineered Safety 
Features " Oversize drawings encl 
e Illinois Power Co 79/12/01 SDOpp 


B002130382 Chapter 7 of Clinton 1 2 FSAR, ‘'Instrumentation it Control 

Sys " Oversize drawings end 
# Illinois Power Co 79/12/01 900pp 


8D021303B6 Chapter 6 of Clinton i it 2 FSAR* "Electric Power.*' Oversize 
drawings end, 

e Illinois Power Co 79/12/01 ISDpp 


6002130368 Chapter 9 of Clinton 1 L 2 FSAR* "Auxiliary 8ys " Overt lie 
drawings and 

e Illinois Power Co 79/12/01 600pp 


B003130394 Chapter 10 of Clinton 1 it 2 FBAR. "Btaam & Power Conversion 
Sys " Oversize drawings end 
a Illinois Power Co 79/12/01 lOOpp 
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BQ0213042S Chapter 11 of 
Qvarsiie drawings end 

Clinton i 

i 2 FSAR# 

"Radwaste Mgt " 

» Illinois Pouter Co 

79/12/01 

250pp 


0002130428 Chapter 12 of 
Overdue drawings end 

Clinton 1 

L 2 FSAR# 

"Radiation Pretectlon ** 

* Illinois Power Co 

79/12/Oi 

2oapp 


6002130432 Chapter 13 of 
OverSite drawings enc I 

Clinton 1 

i> 2 FSAR. 

"Conduct of Operetlon* *' 

» Illinois Power Co 

79/12/01 

I75pp 


0002130438 Chapter 14 of 

Clinton 1 

6 2 FSAR. 

"Initial Test Program " 

• Illinois Power Co 

79/12/01 

i75pp 


8002130442 Chapter 15 of 

Clinton 1 

L 2 FSAR# 

"Accident Analyses " 

• Illinois Power Co 

79/12/01 

450pp 


0002130445 Chapter 16 of 

Clinton 1 

it 2 FSAR# 

"Tech Specs " 

e Illinois Power Co 

79/12/01 

IP 


B002130453 Chapter 17 of 
drawing end 

Clinton 1 

L 2 FSAR# 

"QA " On* over six* 

* 111 inois Power Co 

79/12/01 

50pp 



B00213045? App A of Clinton 1 & 2 FSAR< "Ol0i»*«rv " 
* Illinois Power Co 79/12/01 20pp 


DPCKET 30-466 AUtENS CREEK NUCLEAR aTATIDNi ^UNIT 1 
A App-Hcation/Oonsfcruction stage documents 8* cori*e«pDnd#nc» 

8002140106 Board notification potential unraviaiuad eafetsi for 

LHRs on interaction betwosn noniaf ety-grade lU aaraty- 

VARGArs'^A Assistant Dlractor for Light Water Haactor* T9/J1/2V 

&PP 


0002130392 Raspondi to FOIA roquasti for document* re Intervenort 
contentions in ASLD hear! ngs. id ent 1 fled in App A Request erf 
info in Washington# DC PDR 8# LPDR* listed In App A 
FELTON# J H Division of Rules and Records 00/01/14 3pp 


8002190139 Requests response to end questions ba»*d on KftC 791129 
visit to L insp of proposed barge landing site tx overland 
transportation route from, landing site to facility site 
BAULAROiR L Environmental Projects Branch 1. a0/02/0>l Bp> 


B002220013 Summary of 791204 meeting tif/appl leant* for CPs r* Info 
requirements on emergency proparsdnoii 

WOON.C M Light Mater Reactors Branch 4 GO/02/11. 21pp 


0002270290 Acit receipt of NftC 000201 Itr re proposed bargs- offload iBf 
ilte 8< overland transportation route. Plan* to raspoitd to 
questions by 800321 

MCGUIRE# W F Houston Lighting & Power Co 00/02/20 3pp. 


8002130467 App B of Clinton 1 h 2 PEAR# "Const Matl Stds & QC 
Procedure* " 

* Illinois Power Co 79/12/01 40pp 


8002130474 App C of Clinton 1 & 2 FEAR# "Computer Programs " 
e Illinois Power Co 79/12/01 200pp 


F fiecurlty# medical# emergsney & fire protection plant 


8002040007 Announces regional workshops to discuss faasLbllttg of 
proposed change to regulation on radiological smargsney 
response plans for facilities Requests designation of on* 
representative per util bg 791231. Forwards FR notlcs. 

ORIMEa#D K Emsrgency Preparednsss Task Force. 79/12/21. 7pp 


0 Inspection reports# IE Bulletins L correspondence 


'02060103 Forwards IE Bulletin 60-02i "Inadequate QA for Nuclear 
'upplied Equipment " Response required 

EPPLER.J 0 Region 3# Chicago# Office of the Director 80/01/22 

tp 


'0602SS Forwards IE Info Notice 00-02# "GXBR Maker Rod Lower End 
ug Wear " No specific action or response required 
»PPUR#J 0 Region 3# Chicago# Office of the Director 80/01/29 
Ip 


2250239 Forwards IE Info Notice 00-03# "Hsin Turbin* 
lectrohydraulic Control Sys " No specific action required 
EPPLER#J G Region 3# Chicago# Office of the Director. 80/01/31 
Ip 


G002070079 Forwards request for evacuation time eettmat** for arses 
near nuclear power plants Info should be submitted by 
800331 

ORIMEBiB K Emergency Preparedness Task Force, 79/ia/2A- 4pp 


0 Adjudicatory correspondence 


8002130424 FOIA request for documents re Allens Greek Nuclear 
Generating 8tetlon»Unlt 1 

RTAN# C Nuclear Information L Resources Servica* 79/12/14 If 


0002040471 Notifies of decision to appeal NRC 79110? denial df pilitien 
to intervene Submits eddl supporting Inf o. rest dance Is 2*6 
miles from proposed site tt must protect future real astaie 
tnvestmints 

ALEXANDER# R Affiliation Unknown 00/01/03 2pp. 


<02260017 Forwards IE Circular 79-25# Euppl A# "Shod Arraitor Strut 
Asiembly Interference " No written response requlrad 
KEPPLER#JO Region 3# Chicago# Office of the Director 80/01/31, 
Ip 


002200377 Responds to IE Bulletin 79-29 re NAKCO Model EAIGO limit 
-witches Investi gations show no switches received Vendor 
'ling not yet completed 

ERjO E Illinois Power Co 80/02/07 Ip 


244 Ack receipt of 791226 t 800115 Itr* informing NftC of steps 
rrect violations noted in IE Repts 50-461/79-11 & 

2/79-01 

LL1#0 Region 3# Chicago# Reactor Construction << Engineering 
rt Branch 60/02/00 Ip 


D025i Submits suppU to 791226 V 27 response to notice of 
atlon b IE Imp Kept 50-46I/79-U it 50-462/79-01 Program 
training# Bvaluat i on fc testing of civil metis testing 
Ohnel is now more formally documented 
TNERfWC Illinois Power Co B0/0I/i5 2pp 


B260 Responds to NRC 791227 Itr re violations noted in IE Insp 
» 50-461/79-11 ii 50-462/79-01 Correct 1 vs actions future 
sting certif ication will clearly show status of 
iduaU under restricted or limited quaUf icatlons 
lERrW C Illinois Power Co 79/12/56 2pp 


8002070389 Response opposing JF Doherty Contention 46 on posluliksd 
assumption re relationship betwsan xenon c oncentratlons 4* 

BNR control rod worth Intervener failed to substantiate 
potential for sound record development U/C«rti f i cat* of 6vc. 
NEMMANr J R # COPELAND# V 0 Houston Lighting L Power Co. 
Loteensteln# Newman# Rtls# Axelrad & Toll. 80/01/23. »PP* 


8002Q80D35 Motion to compel TX PlRG answers to 791218 fourth set of 
Interrogatories Requests 30-day extension from date of 
answers in order to complete discovery. Draft order to coMpil 
ii Certificate of Bve end 

COPELAND# J 0 , NEWMAN# J R Houston Lighting it Fewer Co. 
COPEUANO#J.O Baker L Botti 00/01/24 7pp. 


6002000049 Petition for review of ABLAB 0001 10 decision afflrnling ASLI 
791117 order denying intervention petitions. Claims imprapar 
restriction* in May-8spt 1970 it Jun 1979 notices Certificate 
of 8vc end 

DaOOETT#EA. Daggett# 8 A 00/01/24 9pp 


0002040346 Confirms 000125 telcon agreement. NRC responses to ttlevrnlh 
set of interrogator let will be filed on or before 000215 
80H1NKI#BM Hearing Branch 3 00/01/25. Ip 


8002220513 Answer* to Houston Lighting It Power fourth set of 
intsrrogatorlss Contains aconomlc info re natural gas market 
it production as opposed to tconotnlc aspects of facility. 

Certificate of Bve it affidavit sricl. 

JOHNBONrC. Texas Public Interest Research Group 00/01/25, IDpp 
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&0020I0523 RtfpQnae in auppori of JF Oohorty Contention 46 re control 
roj-t lieding to damage Contention involvea neitf info 

ippcerlng in ACRS ^'Revieu of LERs 1976-78" repti NUREO-0572 
Certificate of 8vc end 

SOHINKI.8 M Hearing Branch 3 00/01/28 4pp 


fiO0a-l90J7a Qppoiea util rengeet for anten»ion of discovery time unless 
other parties are granted similar extensions Intervenor has 
already granted informal unilateral extension to util on 
original contentions 

JOiMSONfC Texas Public Interest Research Oroup 60/01/20 Ip 


&O02260367 Aneuars to applicant second set of interrogatories t< request 
for prediction of documents H Saxion retained as expert 
witness Documents re applicant error in future uater supply 
pro-jection available for insp N/Certif icate of avc 
K[|4DER3TEIM«C » SAKlONi H Affiliation Unknouin 60/01/28 6pp 


6003130223 Pratactlvs order in favor of applicant re JE Doherty 
1 nt errogaiary Irof 790409 first set of d iscovery. NURE0-0460« 

'As I ■ ssment of BMR Mitigation of ATW9, " shall be accorded 
c^nif idantial treatment 

HDLFEtS J Atonic Safety and Licensing Board Panel. BO/01/Q9 9pp 


SOO3L40139 Notifies of receipt of intervenor TX PTRO responses to 
ap-pl leant fourth, set of interrogatories Uithdrauis 600124 
notion to compel Requests extension until 600327 to compldte 
dlscoviry against TX PIRO 

CULPiR H Lowenstein* Neurnan# Reis j Axelrad U Toll 60/01/29 4pp 


B00222010& Foruardf listing of addl documents for possible citation re 
certain contentions & response to request re conservation 
• laitld ties, 

JDHKSONi C Texas Public Interest Research Oroup 60/01/29 3pp. 


6003110636 Order granting extension to 600219 for JF Doherty to reply 
ta applicant Ic NRC 791216 it 800123 responses to untimely 
Cantentlors 49 U 46 

lfQLFE<-8 J Atomic Safety and Licensing Board Panel. 80/01/30 Ip 


6002130331 Response to JF Doherty eleventh set of Interrogatories 
CanVains statements on standby liquid control sys as 
radlundant means for reactor shutdown & on developmsnt of 
ccinputir cods H/Cirtif Icats of 9vc 

BIDDLE. C T. I NEUMANiJ R. Houston Lighting ti Power Co BIDDLE. C T 
Baker It Botti 80/01/30 9pp 


e>00-2l30326 Rssponst to JF Dohsrty ninth set of Interrogatories Contains 
technical info rs applicant qucnchsr devle t. ATUS j effects of 
poolswell It possible damages on supprtsslon pool structure 
Affidavit It Certificate of 8vc end 

nOONtC U Light Mater Reactors Branch 4 80/02/01 24pp 


6002260304 Answers to Houston Lighting !< Power second set of 
Interrogatories Includes info re hydrogen gettar 
• f f ectiveni»ss h unfiltsrcd leakage rates 
KCCCRKLEtB HcCorkle St Hlnderstein 00/02/01. 2pp. 


6002130331 Order granting extension until 800227 for applicant to 
complete diecovery against TX PIRO re 791019 |( 19 prehearing 
ccrtference stipulation on contentions 

MOLFEiB.J. Atomic Safsty and Licensing Board Panst 00/02/04 2pp 


B002130362 Protective order in favor of applicant re JF Doherty eighth 
I'tqucst for documents "Bl<IR/6 Fuel Assembly Evaluation of 
Ceatb Ined Safe Shutdown Earthquake St LDCA Load Ingst NEDE 
2i na-lPr Amend 2. » shall be treated confidentially. 

WOLFEfS J. Atonic Bafety and Licensing Board Panel 60/02/04 4pp 


0003270079 Response to JF Doherty I3th St I4th requests for documents 
KEi>Cl'’2363l« NEDa-2i6l7t P0AR Amend 37. P0AR Amend 50. 
KESKI-10B7l,NEDa-23649. NEOQ-2 1708. NEDO-i 0859 I. litereture 
on Dtnerel Motors diesel aval lable, Certificate of Sve end 
BIDDLCjC T . HERMAN. J R Houston Lighting St Power Co. BIDDLE. C.T 
Baker Si Batts 80/02/04 6pp 


0002130521 Order granting extension until 600227 for Contmission to 
elect whether to review ALAB-574 

CHILK.S J. Office of the Secretory of the Commission. 80/02/06. 

If 


0002200736 Extends A Alexander time to reply to applicant It NRC briefs 
until seven days after actual receipt of applicant brief. 

BlSHDPiC. J. Atomic Safety and Licensing Appeal Panel. 80/02/06 


8002210507 Response in opposition to DO Neav'sr.PL Strelloln Si K Otto 
600124 petition for revieu of ALAB-S?*! Issues raised by 
petitioners address narFOw factual circumstances 6 do not 
involve public policy Certificate of Sve encl 

NEWMAN. J R - COPELAND. J 0 Houston Lighting Si Power Co NEWMAN. J R 
Lowanstein. Newman. Re is. Axelrad Zt Toll BO/02/00 I3pp 


B002270121 Response to applicant 6 NRC briefs re R Alexander 800206 
appeal Restates intarest-i as affected family L urges A6LAB 
to grant intervention 

ALEXANDER. R Affiliation Unknown 90/02/10 3pp 


6002210010 Response to JF Doherty tenth set of interragatorles Contains 
clarification re NRC safety evaluation rept.Suppl 2(.Section 
6 2 1(5). In ref to OE ongoing test program 6 explanations re 
NUREO-O401 on BMR monitors W/affidavit 6 Certificate of Sve 
MQDNiC W Light Mater Reactors Branch 4 SDHiNKt.S M Hearing 

Branch 3 80/02/12 23pp 


8002290376 Seventh set of interrogatories directed to Ho-uston Lighting 
l( Power Requests info re steam-drivon feedwater pumps, scram 
discharge vol tank. hydrogen monitoring sys h nuclear fission 
generation of electricity 

6C0TT. J li Natural Resources Defense Council BO/02/12 3pp 


8002290323 Opposition to JF Doherty 800209 motion to extend discovery 
beyond limit set on 791019 re stipulated contentions, due to 
forthcoming prehearing conference order Order will not rule 
on contentions at Issue W/Cer tif i cate of 8vc 

NEUMAN. J R . COPELAND. J 0 Houston Lighting Sc Power Co NEUMAN. J R 
Louenstoln. Neuman. Rei 5. Axelrad 6 Toll BO/02/15 6pp 


H General correspondence 


8002120476 FQIA request for documents re Allens Creek plant it related 
documents re safety of nuclear power plants 
DOHERTY. J F. Affiliation Unknown 80/01/21 2pp 


8002120481 Responds to FOIA rquest for documents re Allens Creek plant 
Documents available In Houston. TX FDR 

FELTON.J H Division of Rules and Records 00/01/20 Ip 


H Antitrust correspondence 


6002220120 Order accelerating responses ta Houston Lighting 6 Power 
600212 motion to compel DQJ 6 other parties shall hand*- 
deliver response on 800219 Houston Lighting 6 Powor shall 
arrange 800220 conference call to resolve issues 
MILLER. t1 E Atomic Safety and Licensing Board Panel 00/02/12 

2PP 


DOCKET 50-467 ALLENS CREEK NUCLEAR BTATION. UNIT 2 


A Application/construction stage dacurnents It correspondence 


6002140106 Board notification potential unreviewed safety question for 
LURs Oh interaction between nonsafety-grade & safety- 
grade sys 

VAROAiS A Assistant Director for Light Water Reactors. 79/11/26 

6pp 


6002130392 flespands to FOIA requests for documents re intervenors' 
contentions in ASLB hearings, identi fled in App A Requested 
info In Mashtngton. DC PDR & LPDRs listed in App A 
FELTON.J M Division pf Rules and Records 80/01/14 3pp 


DOCKET eTN'-50-470 CESSAR SYSTEM 80 


A App i Icatlon/construc t ion stage documents It correspondence 


0002190011 Notification of 000131 meeting w/vendor in Dethesda.MD to 
discuss prograih for developing jjiuidclines for operating 
proceduree le analyses re transients t accidents requlrrii by 
N8ReO-0578 

KELLY. 0 D Reactor Systems Branch 60/01/28 2pp 


8002260572 Suggests 600310 or 11 meeting to discuss scope It schedule of 
licensing review re OL application CES8AR-F should be 
Included «n agenda Requests confirmation 

VAN 6RUNTirE E Arixana Public Service Co 80/02/21 Ip 
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SOCKET 50-471 PILGRIM NUCLEAR POWER STATION. UNIT 2 


App 1 ic^tion/construction documeritt It corrcipondence 


'OOai401BA Board notification potential unrevieured safety <iuestlan for 
LWRs on interaction betueen nonsaf etg-grarfe & gafetg- 
grade sgs 

VARGA 1 5 A Assistant Director far Light Nater Reactors 7'9/’£l/26 

6pp 


DOCKET STN-SO-flaa WOLF CREEK OENERATINO STATION 
A Application/construction stage documents it correspondence 


8002190042 Advises of investigation & tests n loose spherical bush Ing* 
in Corner Lada sway strutsi per 791108 Itr Effects on strut 
functioning not yet determined Further development will be 
reported In ^0 days 

K0E8TER/G L Kansas Oas << Electric Co 79/12/03 Ip, 


002230015 Summary of 791204 meeting u/applicants for CPs re info 
ret^uirements on emergency preparedness 

MCON. C W Light Hater Reactors Branch 4 80/02/11 21pp 


Securstyj medical* emergency & fire protection plans 


002040007 Announces regional uorkshopi to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Req,uests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. S K Emergency Preparedness Task Force 79/12/21 7pp 


002070079 Forwards reiiuest for evacuation time estimates for areas 
near nuclear pouter plants Info should be submitted by 
000331 

GRIMES. D K Emergency Preparedness Task Forte 79/I2/2A 4pp 


8002210037 Submits addl info re 791105 reported difficulty In 
assembling 3 5 diameter bolts it nuts far N8SB supports Nuts 
scapped &t replaced & responsible employree fired Event 
nonreportable under 10CFR50 55(s) 

KQESTER^O L Kansas Gas it Electric Co 79/12/14 tp. 


8002190072 Deficiency rept re imperfect threads on 3 S-'lnch nuts* 
reported to NRC on 791127 Insp it analyses to determine 
impact on safety mill be completed 000301 NRC will be 
advised if problem falls under lOCFRSO. 55< e ) 

KQEST£R«0 L Kansas Oas St Electric Co 79/12/27 Ip 


8002250327 Discusses receipt of NAMCO snaplock limit switch EA-100- 
31302 w/bent St cracked actuation arm Safety Impact minimi i*d 
due to open positions St redundant switch NRC will be advised 
whether defect Is isolated or generic 

KOESTERtG L Kansas Gas St Electric Co 00/01/14 Ip 


Adjudicatory correspondence 


002130105 Response to ASLB 800117 order requesting parties' position 
on emergency planning in proceed ingt In light of rulenaking 
on issue Subj may be litigated provided that compliance u/ 
lOCFRSOrApp E S( NUREO-0396 are insured W/Cer tif icate of 8vc 
GODDARD. R J . LEWISES H Hearing Branch 2 80/02/04 12pp 


002250002 Statement in response to ASLB 800117 order requesting vieus 
re whether emergency planning is proper issue In proceeding 
Urges dismissal of issue due to development of present 
emergency planning rulemaking 

LEHALD/G H * STDODLEY. D 0 Boston Edison Co LEWALD. G H Ropes St 
Gray 80/02/09 llpp 


Insurance St indemnity information 


00211049? Forwards Endorsements 50 i 51 to NELIA Policy MF-iaB 
FOULSHAHiP A Boston Edison Co 80/02/05 3pp 


L Advisory Committee on Reactor Safeguards reports St correspondence 


3002150242 Forwards "Rept of ACRB on Selected Safety Issues Related to 
LHR s " 

MOELLER* D W ACRS — Advisory Committee on Reactor* Gafeguards 
76/12/12 Ip ^ 


8002190059 Deficiency rept re bolts marked A8ME Glass i Instead af 
actual Class 2 or 3* reported 791219 Incorrectly marked bolti 
not used in location requiring Class 1 Problem not 
reportable under 10CFR50 55(e} 

K0£ST£R*G L Kansas Gas & Electric Go QO/Ol/lB Ip 


8002080119 Ack receipt of 791220 program for design tt const Porwarifft 
request for addl info based on NRC review Info re setectlvi 
review it approval of bidders lists needed 
HAASBiUP Quality Assurance Branch 00/01/22 3pp 


8002120041 Forwards request for addl Infor bated on review of util 
791220 QA program* updating P6AR through Revision 14 
C lar 1 f ication needed re review by QA organlration of 
procurement document quality requirements 
KAA66.WP Quality Assurance Branch 80/01/22 3pp 


0002140606 Notification of 800208 meeting w/utll in DethesdaiHD tu 
discuss changes to QA program for design Sc const 
LIEITRA*E.A Light Water Reactors Branch 3 80/02/04. 4pp 


6002260668 Responds to NRC 800204 Itr received 000213 re NRC 80020D 
meeting u/SNUPPS representatives to discuss 8NUPP8 QA 
program Requests NRG reschedule meeting S( provide stats 
public sve commission sufficient time to participate 
SLAVIN.AC * KCGARTNEViL 8 * FRA68* C J Miesourt* State of 
80/02/19 2pp. 


02150550 Summary of 721207-09 meeting re drift of pressure switch set 
»oint at facilities 

• ACRS - Advitory Committee on Reactor Safeguards 72/12/09 
Ipp 


ispection reportsi IE Bulletins L correspondence 


250060 Forwards IE Info Notice 80-05, "Chloride Contaml nation of 
fety-Related Piping tc Components " Nn written response 
iquired 

HER, B H Region 1. Ph i lad e 1 ph ie, Office of the Director 

0/02/08 1 p 


8002270312 Disagrees w/NRG plans re ATWB Issue New plans may not serv# 
best interests of public health it safety NRC should not 
impose requirements before thorough review af mass of 
technical info supplied last year 

PETRlCKiN A Standardiiod Nuclear Unit Power Plant 0uit*n. 

80/02/22 Ip 


F Qecuritgr medical, emorgency & fire protection plans 


8002190035 Advises of near completion of invtstigation to determlns 
availability of acceptable fireproofing mail containing 
lower chlorldefper 790911 Itr Final rept will be submlttfd 
within 30 doys 

KDE6TER,0 L, Kansas Oes & Electric Co 79/12/03 Ip 


iCKET 50-472 PILGRIM NUCLEAR POWER STATION. UNIT 3 
* Advisory Committee on Reactor Safeguards reports correspondence 

*'150242 Forwards "Rept of ACRS on Selected Safety Issues Related to 
s " 

LERi D W ACRS - Advisory Committee on Reactor Bafeguardi 
V12 Ip * 


50350 Summary of 721207-09 meeting re drift of pressure switch set 
nt at facilities 

ACRS - Advisory Committee on Reactor Safeguards 72/12/09, 


6002D40007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiolog lea 1 smergancy 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, D K Emergency Preparedness Task Force 79/12/21, 7pp 


8002070079 Forwards request for evacuation time sitlmates for areas 
near nuclear power plants Info should be submitted by 
800331 

GRIMES* B,K Emergency Preparedness Taife Force 79/12/26 4pp 


8002130406 Forwards physical security plan safeguards contlnoencu 
plan Plans withheld iref 10CFR2 790) 

KQESTER.O L, Kansas Gas & Electric Co 00/02/08 2pp. 
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0 Adjudicator^ c orrat; orxfanca 


&00^140440 roru4r-d« 790712 decialan constituting ravisad director's 
Sicilian under 10CFR2 20& denijing intarvanora Mld-Aniar lean 
CgAlitlon for Enargg Altarnativai it Critical Mata Energy 
Project raquesti for i-uapanslon or revocation of CP 
STEULOj V Office of Inagaction t> Enforcamanti Off lea of the 
Director 80/01/31 7pp 


— &002140442 Revised director's decision under 10CFR2 206^ denying 
Intenvenor Mid-America Coalition for Energy Alternatives 
7901 li U 0629 if Intervanor Critical Mass Energy Project 
781227 reciueits for suspension or revocation of CP 
S-TELLO; g Office of Inspection it Enforcement! Office of the 
ClMCtor 80/01/31 llpp 


--8002140491 Diacustet 781218 meeting it 781219 telcon re safety-related 
concrete place^enti c ontolldationf testing ti Insp at facility 
«ite Outlines actions taken to correct deficiencies Requests 
plan confirmation 

SETFRIT.K yj, ftagion 4. DallaSi Office of the Director 
73/12/19 Spp 


— 8002140463 Responds to 761219 Itr re steps to correct violations noted 
In IE Insp Sept SO“402/79*-Qf3O Placement of eaf ety-related 
concrete in structures other than containment hldg may 
continue. 

S£/FRIT!K V Region 4! Dallas. Office of the Director 
79/03/09 2pp. 


8002140040 Foruards IE fnsp Rapt 90-462/79-18 on 791022-25 No 
nonconip 1 ianc a noted 

8EIDLE. If C Region 4. Dallas. Reactor Construe tlon i< Engineering 

Support Qranch 79/12/26 2pp 


— 0002140044 IE Insp Rept 50-4B2/79-1B on 791022-25 No nortcomp I lance 
noted Major areas inspected licensee action on previous 
f ind ings* ul itflia te heat sink dam«ESU bac kfl 1 1 . safety-related 
piping V const deficiency ropts 

TQMLINSON.D P Region 4. Dallas. Reactor Construction it 

Engineering Support Branch TAPJA. J I t ODERO^C R Region 4. 

Dallas. Office of the Director 79/12/21 llpp 


8002120445 Responds to IE Bulletin 79-02i Revis 1 on 2. '’Pipe Support 
Dase Plate Designs Using Concrete Eipanslon Anchor Bolts ** 
Expansion anchors in concrete block walls not used Util 
790705 response need not be modified or amended 
PETRICKrN A Standardized Nuclear Unit Pouer Plant System 
80/01/03 Ip 


0002080124 Forwards IE Info Notice 80-01. "Fuel Handling Events " No 
specific action or response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 80/01/04 

IP 


B002290562 Forward s IE Insp Ropt 50-482/79-20 on 791128-30 No 
noncomp 1 iance noted 

EEIDLEi.<l C. Region A* Dallas. Reactor Construction Engineering 

Support Branch 80/01/08 2pp 


— 8002140471 "Summary of Concrete Problems " 

* Region 4. Dallas. Office of the Director 79/03/03 3pp 


— 80021404B9 Forwards 790702. "Petrographic Rapt Project Examination of 
Concrete Samples from Facility Containment Bldg Base Mat. 

KB « 

SAOtWiP B Army. Dipt of* Corps of Engineers NRC-03“79'-266 
79/07/05 Ip. 


— fl002|40499 "Patrograp h le Rept. Project Examination of Concrete Samples 
froa Facilitii Containment Bldg Bate Mat.KS " 

* ArayiOept of. Corps of Engineers 79/07/02, 7pp 


— 8002140512 Discusses evaluation of facility reactor bldg base mat 
Bass eat concrete strength has not retrogressed It meets 
PBAft dislgn criteria Forwards "Evaluation Rept re Concrete 
Strength of Rsactor Bldg Base Mat at Facility " 

VAROAiS A Assistant Director for Light Nater Reactors 
79/07/10 2pp 


— 8002140520 "Evaluation Rapt re Concrite Strength of Reactor Bldg Base 
Hat at Facility " 

e Assistant Director for Light Water Reactors 79/07/10 9pp 


— BOO214052B Forwards Ososciances Branch responsa to WH Ward petition 
raqueiting partial suspension of facility CP.Pstltlon 
shosrld be denied Safa shutdown sarthquake of 0 12 gravity 
la adequately conservative 

■JACKSON. R, E. Ososciances Branch 00/01/04 7pp. 


BO'OSS-7-0484 Order printing extension until 800307 for Contmlsslon to 
elect whether to review director's 000131 decision per 
]0CFft2 206 

CHlLKiB J Office of the Secretary of the Commission. 60/02/20 

If- 


—8002290567 IE Insp Rept 50-482/79-20 on 791128-30 No noncomp 1 iance 
noted Major areas inspected previous insp f ind ings. s i te to-ur 
<« status of const schedule 

OBERO.C R . RUCKER. M J . CROBSMAN. W A Region 4. Dallas. Office 
of the Director 80/01/07 3pp 


8002290972 Forwards IE Insp Rept 50-482/79-21 on 791128-30 No 
noncomp I tanc i noted 

SEIDLEjM C Region 4. Dallas. Reactor Construction U Engineering 

Support Branch 60/01/08 2pp 


—8002290580 IE Insp Rapt 50-402/77-21 on 791120-30 Mo noneompUance 
noted Major areas inspected welding of fuel pool liner 
plates Ic void in primary reactor wall 

OBERO.C R , GROSSMAN. W A Region 4. Dallas. Office of the 
Director 00/01/08 5pp 


8002120217 Ack roceipt of 79U27 Itr informing NRC of steps taken to 
correct violations noted In IE Insp Rept 50-492/79-17 
6EIDLE.W C Region 4. Dallas. Reactor Construction l< Englnaaring 

Support Branch 60/01/16 Ip 


— 6002120227 Responds bo NRC 791029 Itr re violations noted in IE Insp 
Rept SO-402/79-17 Corrective actions blasting work suspended 
In ultimate heat sink area until blasting procedure revised 
KOESTER. 0 L. Kansas Oas It Electric Co 79/11/27. 2pp 


8002080110 Forwards IE Circular 00-Ot. "avc Advice for OE Induction 
Disc Relays " No response required 

SEVFRIT.K V Region 4i Dallas, □fflce of the Director 60/01/17 

Ip 


8002130058 Responds to IE Bulletin 79-25 Westinghoose DFD/NBFD relays 
are not included in safety-related portions of design 
FETRIOK.N A Standardized Nuclear Unit Power Plant System 
80/01/18 Ip, 


hL OiniTsl correspondence 


8002280646 Discusses void in concrete of rsactor 
wall region In response to 791U3 Itr, Void was 
n«t considered reportable No steel was exposed 
eulrr concrete cover was affected 
STELLOfV Office of Inspection V Enforcement. 
Dtnetor 00/01/08 2pp 


cavi ty/prlr>ary 
repaired l« 
as only 

Office of the 


shield 


— &00226068& Requests Info re void In concrete of primary reactor wall 
discovered in vlul 1979 

WIGLEBifORTH. J Rainey It Wig lesworth. 79/11/13 Ip 


0 Jrspectlon reports. IE Bulletins It correspondence 


8002080163 Forwards IE Info Nobles 80-03. "Main Turbine 
£1 ectrohgdraul Ic Control 8ys ** No specific action or 
response required 

SEYFRIT.K V Region 4. Dallas, Office of the Director 80/01/31 

Ip 


8002140086 Forwards IE Circular 79-25, Buppl A. “Shock Arrestor Strut 
Assembly Interference “ No written response required 
SEYFRIT.K V, Region 4. Dallas. Office of the Director 80/01/31 
Ip 


B0022S0S45 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work Hours " No written response required 

SEYFRIT.K V Region 4. Dallas. Office of the Director 80/02/01 

Ip 


Q0022-5032L Discusses Bechtel review re unrasolved Item resulting from 
]E Insp Rept 50-482/79-13 Duraspray fireproofing showed no 
daletsrlous effect on stainless steel piping from 1-h to 
sight 4ays Stress corrosion cennot be ruled out 
Ki^BTER.O.L. Kansas Gas 6 Electric Co 79/12/06 2pp 


Q002210293 Forwards IE Bulletin 80-03, "Loss of Charcoal From Std Type 
I I r Two- Inch. Tray Adsorber Cells " Action required 

SEYFRIT.K V Region 4. Dallas. Office of the Director, 80/02/06, 

ip 
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8002220064 Foruards IE Info Notice eO-OS> "Chloride Contamination of 
Saf et^j’-Related Piping tt Componenif No written responao 
required 

SEYFRITpK V Reflon 4i Dallasi Office af the Director 00/02/08 

ip 

80052S0374 Foruardf 10 Sulietin S0-04i '^Analysit of PUR Main Steam Line 
Break W/Continued FeecJuater Addition " No written response 
required 

SEYFRITiK V> Reoion 4i Dallas* Office of the Director Q0/O2/0B 

Ip 

3 Reportable occurrences* LERi t< related correspondence 


B002140621 Forwards final deficiency rept re Ou I f It Western 
preassenbled formations 

PETRlCki.N A Standardized Nuclear Unit Power Plant System 
79/11/29 2pp 


— 6002140642 Final defeciencg rept re Oulf it Western preassembled 
farmatiiins Forinatlotis found to Include Incomplete 
penstrationr inc omplete fusion & slag Inclusions Formations 
to be reworked 

» Bechtel Power Corp (subs of Bechtel Corp ) 77/11/20 9pp 


— 60021406S2 Ac k receipt of Itr forwarding final deficiency rept re Oulf 
8t Western preassetnhly formations 

CARLSON. R T Region Ir Ph i ladelph ia* Reactor Construction & 

Engineoring Support Branch 80/01/04 Ip 


G002080092 PNO- 1 V-79'0I8 on 791130* util QA manager notified Region 4 of 
industrial accident Carpenter fell about iS ft into empty 
spent fuel pool while dismantling temporary railing around 
pool 

OBEROiC * CROSSHANi W Region 4* Dallas* Office of the Director. 
79/11/30 Ip 


0OO21SOS24 Updates 790914 rept re unistrut brackets for cable tray 
supports, forming tears in corners Testing program rtvaalad 
that design strength not affected Not reportable under 
10CFR50 55(e) 

K0E8TER*D L Kansas Gas & Electric Co 79/1S/03 Ip 


0002220525 Advises that on 791023* reac tor refueling canal damage was 
discovered in underlying Q concrete of floor liner plate 
Caused by erroneous pressure test Depite judgment of 
-nonreportabi 1 i ty per 10CFR50 55( e>* eval uati on will be sent 
KOE8TER.O L Kansas Gas it Electric Co 79/12/06 Ip. 


0002070166 Act receipt of 791129 final deficiency rept re Oulf It 
Western preassembly formations Rept will be reviewed It 
evaluated! 

CARLSON. R T Region 1* Ph ilad elph la* Reactor Construction It 
Engineering Bupport Branch 80/01/04 Ip. 


— 8002<}7016B Forwards final deficiency rept re Oulf Ic Western preassembly 
formations 

PETRICKjNA Standardl led Nuclear Unit Power Plant System 
79/11/29 Spp 


— 0002070170 Final deficiency rept re Oulf It Western preassembled 
formation Baf ety-re latad preassembly formations will be 
reworked I rejectable indications in uelds will be 
corrected 

♦ Bechtel Power Corp (subs of Bechtel Corp, ), 79/11/2B. 5pp, 


8002080289 P N 3“ IV- 60- 001 on 800100* worter discovered simulated 
explosive behind gang box in north end of turbine bldg at 
2j000-ft level. Device was examined by deputy sheriff It 
determined to be fake 

08Eft0*C R * CRDSSMAN*« A Region 4. Dallas. Office of the 
Director 60/O1/OB. Ip. 


B002210040 PNg-IV-80-002 on 6001 1 1* telephone bomb threat received 
stating bomb was planted In portable toilet at site Starch 
conducted 

OBERO* C R , HALL*R E. Office of Inspection I* Enforcement* Office of 
th# Director 80/01/11 Ip 


002110420 Forwards supplemental deficiency rept re qualification of 
control lys 

PETRICKiN A Standard izftd Nuclear Unit Power Plant Busterv 
aO/02/05 ip 


-8002110433 Supplemental deficiency rept re control eys tubj to adverse 
environ Safety analyses It adequacy of protective functions 
performed by safety-grad* equipment could be af fee ted. Cause 
unstated Pressure controllers procured. 

# Standardi red Nuclear Unit Power Plant System. 00/02/05 2pp 


SOOSSSOSS^ Forwards final deficiency rept re vertical fire danpiri 
furnished by Ruskin Mfg Co 

PETRICKrN A Standardized Nuclear Unit Power Plant Syitem, 
00/02/ 15 Ip 


— 8003250557 Final deficiency rept vertical fire dampers lupfllid Vy 
Ruskin Nfg Co fall to close completely Caused by 
disconnection of damper blade closure spring during cycling 
Dampers will be modified per end drawings 

# Dechtei Power Corp (subs of Bechtel Corp 1 6D/02/1S 3p^ 


DOCKET 8TN-SO-403 CALLOWAY PLANT* UNIT 1 


A Application/construction stage documents It correspondence 


G0020B0119 Ack receipt of 791220 program for design Ic conit. Forward i 
request for addl info based on NRC review Info re selective 
review Ic approval of bzddere lists neecied 
HAA88. W P Quality Assurance Branch 80/01/22 3pp 


6002130041 Fo-rwards request for addl Info* based on review of uMl 
791220 OA program* updating P8AR through Revision 14- 
Clarif Icatl on needed re review by QA organlxation of 
procurement document quality requirements 
KAASSiW P Quality Assurance Branch 60/01/33. 3pp 


6002140606 Notification of 000200 meeting u/util in Bethesdathl) to 
discuss changes to OA program for design li const. 

LIEITRA. E A Light Water Reactors Branch 3 80/02/04 4pp. 


6002260660 Responds to NRC 800204 Itr received 800213 re NRC BOOSOO 
meeting w/SNUPPB representatives to dUtuis 0NUPP9 OA 
program Requests NRC reschedule meeting It provide state 
public SVC commission sufficient time to participate 
8LAVIN*A C * MCCARTNEY* L B * FRA6B* C J Missouri* State of. 
00/03/19 2pp 


6002270312 Disagrees w/NRC plans re ATWS issue New plans may not iirv* 
best interests of public health li safety NRC should net 
impose requirements before thorough review of mass of 
technical info supplied last year 

PETRICK* N A 8tandardiied Nuclear Unit Power Plant Byitem 
eO/02/22 Ip 


F Becurlty* medical* emergency h fire protection plans 


6002040007 Announces regional uorkshopi to discuss feasibility of 
proposed change to regulation on radiological amergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwerdt FR notice. 

GRIMES* 0 K Emergency Preparedness Task Force 79/13/81 7pp. 


8002070079 Forwards request for evacuation time estimates for arsil 
near nuclear power plants Info should be submitted by 
000331. 

GRIMES* 0 K Emergency Preparedness Task Force. 79/12/26 4pp 


H General correspondence 


6002120440 Ack receipt of B00115 Itr re status of fac 1 1 Itles.Uti I 
791019 Itr amended 740430 application per HR Denton 780009 
Itr to 8NUPP8 applicants Forwards analysis of HR Denton 
760909 I* Union Electric 791019 Itrs 

BALLARD* R L Environmental Projects Branch 1. 00/02/04. 4pp 


Q Inspection reports* IE Bulletins It correspondence 


0003070063 Forwards IE Insp Rept 5O-403/79-13 on 791105-30 I* notlci 
of violation, 

FtaRELLI*0 Region 3* Chicago* Reactor Ccnstructiiin b Enginiirini 

Support Branch 79/12/20 2pp, 


—0002070069 Notice of violation from insp on 791 lOS-30 

e Region 3* Chicago* Office of the Director. 79/£2/i6 tp 


0002070074 IE Inep Rept 30-403/79-13 on 791105-30. Non comp liante nfrtsi 
failure to preserve matl It equipment to prevent damage or 
deterioration It failure to assure that conditions adverse 
to quality are promptly Identified. 

HANaEN*W. H. * KNap*R C Region 3* Chicago* Office of the Dlretitr 
79/12/10 5pp 


6002120445 Responds to IE Bulletin 79-03* Ravi si on 2* "Pipe Bupfort 
Base Plate Designs Using Concrete Expansion Anchor Bolts. " 
Expansion anchors in concrete block walls not used. Uttl 
790705 response need not be modified or amended. 

PETRICK* N A Standardlied Nuclear Unit Power Plant System 
00/01/03. ip. 
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8002130147 Foru«rd« IE Insp Rept 50^403/79-12 on 791114-16 U notUa o<> 
vl-Qlatlon 

FlOftELLliO Rflgion 3« Chica9Q< Reactor Construe t ion t* Engineering 

Support Bronch BO/Ol/04 2pp 


— 8003130169 Kotic« of violation from insp on 791114-16 

* Revlon 3f Chicago* Office of the Director 79/12/31 Ip 


— 8002130175 IE Insp Rept 50-403/79^12 on 791114-16 Noncompliance noted 
nanufacturer instructions not included in procedures 
KESCGTTiH N * BARRETT* P A . KKQPi R C Region 3. Chicago. Office 
cf the Director 79/12/31 15pp 


8002220161 Forwards IE Insp Rept 50-403/79-14 on 791210-13 No 
nenCQmpI lance noted 

FIORELLlfO Region 3* Chicago* Reactor Construction 4* Engineering 

Support Branch 00/01/14 2pp 


— 8002220192 IE Insp Rept 50-483/79-14 on 791210-13 No noncompl ianc* 
noted. Najor areas inspected cleaning operations on Internals 
& ftactor cavity* Wilds in surge line l< QA records for pump 
Ic steam generator support columns 

PANlELBQNf* D. H Region 3* Chicago* Reactor Construction 6 

Engineering Support Branch ERB* C h Region 3* Chicago* Office 
af the Director 00/01/11 4pp 


eooaisoosd Responds to IE Bulletin 79-25. Uest inghouse BFD/NBFD relays 
arc no-t included in safety-related portions of design 
PETRiCKiM A Standardi*ed Nuclear Unit Power Plant Bystem 

00/01/10 Ip. 


&002350505 Poruards IE Insp Rept 50-403/79-15 on 791217-20 No 
noneomp 1 lane* noted 

FlORELLIrO Region 3* Chlcagoj Reactor Construction ti Engineering 

Support Branch. 80/01/18 2pp 


— 0002250310 IE Insp Rept 50-403/79-15 on 791217-20 No noncomp Uance 
noted, liajor areas inspected internal & external surveillance 
of reactor vessel* inc lud ing lower Internal assembly << 
lef ety^related components 

OANIELBONrD H. . CORDERO* Z . LIMERNORE* H Region 3* Chicago, 
Office of the Director 00/01/14 4pp 


€002250253 Poruards IE Info Notice 00-03* '*Hain Turbine 

Electrohy draiflic Control Sys *' No specific action required 
KEPPLERj 0. 0, fleglon 3* Chicago* Office of the Director 90/01/31 
IP 


6002260024 Foruard* IE Circular 79-23, Buppl A* “Bhock Arrestor Strut 
Assenbly Interference.** No written response required 
KEPPLERrJ. 0 Region 3* Chicago* Office of the Director 00/01/31 
Ip. 


BD02S00263 Ack receipt of 000121 Itr informing NRC of steps taken to 
correct vlolatloni noted in IE Insp Rept 50-403/79-13 
FIORELLI^Q Region 3* Chicago* Reactor Construction & Engineering 

Support Branch 80/02/07 Ip 


— €002200270 Responds to NRG 791220 Itr re violations noted in IE Insp 
Rept 50-403/79-13 Corrective actions Internal surface of 
reactor coolant pump casings have been cleaned wiped down 
u/c 1 tan* whi te lint-free rag wetted w/acetone 
SRVAN* J K. irni«>n Electric Co 80/01/21 6pp 


B Reportable occurrances* LERs ralated corraspondtfice 


8002000127 PN8“m-79-005. on 791204* rasldent inspector notified of 
telephone bomb threat on 791203. No detonation occurred li no 
device was found. tocal FBI* NRC U State of hID were notified 
GREEDiJ. R. j DONAHUE, J F Office of Inspection & Enforcement* Office 
of the Director 79/12/04, ip 


8002080120 PNO-ll 1-79-006 on 791226* St Louis load dispatcher for 
facility received bomb threat re 2*000 lb TNT set to eeplode 
In facility Site security director notified I* six personnel 
evacuated^ U'ork resumed after detonation time elapsed 
DONAHUE* ivj F Office of Inspection Enforcement* Office of the 
Director. 79/12/26 2pp 


8002070166 Ack receipt of 791129 final deficiency rept re Oulf & 
Nestern preassamhly formations Rept will be reviewed tt 
evaluated. 

CARLSON* R.T, Region 1* Philadelphia* Reactor Construction S< 

Engineering Support Branch BO/01/04 Ip 


— 8002070168 Forwards final deficiency rapt ra Oulf I* Western preassembly 
formations. 

PETR1CK*N. A Standard i x«d Nuclear Unit Power Plant Eyetem. 

79/H/Z9 2pp 


— 0002070170 Final deficiency rept re Oulf 6 Wastern preassembled 
formation Safety-related preassembly formations will be 
reworked t< rnjectable indications in welds will be 
corrected 

e Bechtel Power Corp (subs of Bechtel Corp ) 79/11/28 5p p 


0002060309 PNQ-l 1 1-00-017 on 000123. r es ident inspector informed that 
five cables were found cut in cable spreading room Cause 
still under investigation Site currently 50K complete 
KNQP*R C . FIORELLI.O Region 3, Chicago* Office of the Director 
ao/Ot/24 Ip 


0002260019 PNQ-I 1 1 -60-02 1 package containing explosive matl was 
delivered to site addressed to OA inspector Parts received 
ware not dangerous Addl matl needed to gat explosive 
mi xture 

KNOP*n C , F!0RELLt,0 Region 3. Chicago. Office of the Director 
80/01 /ao Ip 


0002110420 Forwards supplemental deficiency rept ts qualification of 
control sys 

PETRICK.M A Standardized Nuclear Unit Power Plant System 
00/02/05 Ip 


—6002110433 Supplemental deficiency rept re control sys subj to adverse 
environ Safety analyses I* adequacy of protective functions 
performed by safety-grade equipment could be affected Cause 
unstated Pressure controllers procured 

» Standardized Nuclear Unit Power Plant System 80/02/05 2pp 


0002250552 Furwards final deficiency rept re vertical fire dampers 
furnished by Ruskin Hfg Co 

PETRICK.N A Standardized Nuclear Unit Power Plant System 
GO/02/15 Ip 


—8002250557 Final deficiency rept vertical fire dampers supplied by 
Ruskin Hfg €« fail to close completely Caused by 
disconnection of damper blade closure spring during cycling 
Dampers will be modified per end drawings 

a Bechtel Power Gorg (subs of Bechtel Corp. ) 80/02/12 5pp 


DOCKET 9TN-50-4B4 TYRONE ENERGY PARK* UNIT 1 


J Insurance 6 indemnity information 


0002040365 Forwards Endorsement 54 to NELIA Policy NF-i74 
JOHNSON, R 0 Northern States Power Go 00/01/29 2pp 


DOCKET STN-30-485 aTERLINO POWER PROJECT NUCLEAR, UNIT I 


A Application/construction stage documents t* correspondence 


00020B0119 Ack receipt of 791220 program for design It const Forwards 
request for addl info based on NRC revieij Info re selective 
review It approval of bidders lists needed 
HAA08«U P. Quality Assurance Branch 00/01/22 Qpp 


8002120041 Forwards request for addl info* based on review of util 
791220 QA program* updating P8AR through Revision 14 
Clarlf icatien needed re review by QA organization, of 
procurement document quality requirements 
HAA8B*W P Quality Assurance Branch 00/01/22 3pp 


8002140606 Notification of 8Q020B meeting w/util In 0eth««da*MD to 
discuss changes to QA program for design Kt const 
LIEITRA, E. A Light Water Reactors Branch 3 00/02/04 4pp 


8002260669 Responds to NRC 000204 Itr received 800213 re NrC 000200 
meating w/SNUPPS representatives to discuss SNUPP9 OA 
pregram Requests NRC reschedule meeting St provide state 
public SVC commission sufficient time to participate 
SLAVlNiA C. * MCCARTNEY, L D * FRA8Q, C J Missouri* State of. 
00/02/19. 2pp 


8002270312 Disagrees u/NRC plans re ATUS issue New plans may not serve 
best interests of public health & safety NRC should not 
impose requirements before thorough review of mass of 
technical info supplied last year. 

PETRICK.NhA Standardized Nuclear Unit Power Plant Eysfcem 
60/02/22 Ip 


P. Security' medical* emergency t* fire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation o-f one 
representative per util by 791231 Forwards FR notice 
ORIMESiB K Emergency Preparedness Task Force. 79/12/21 7pp 
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8002070079 Fcrwird# rq'q.uesfc for evacuation time e»fcirfflfr«s for araai 
near nuclear pau/er plants In^o ihoulrf be vubmittad by 
800331 

C)flIME3«B K Ecietgeacg Pr aparedneei Taal Force 79/12/2i 4pp 


G Adjudicatory c arrespondervce 


B0020400SO Foruardls HI Ooldcian tesfcitnong. par ASLAB 791003 order & ALAB- 
566 Svc lists end 

SILDEfIG. J £ Shau^ Pittman^ Potts it Trotuftr i 90 80/01/18 9pp 


— 8002040007 Prepared testimony addressing daflclanclet alleged by 
interveners re Rn -222 ecnissiont attributable to mining It 
mill ing of U fuel 

ODUPHAN. (1 I Philadelphia Electric Ce 80/01/18 Ip 


8002210315 Testimong in response to ALAD~962 re reclamation of uorked*- 
oift 0 mines U long-term radon releaies from uiorlced-out U 
mines. AL leg ed Deficiencies 3.4 & S 

IflCPE^A H Division of Fuel Cycle Material Bafetg 80/01/18 
17pp 


— 8002210321 Testimony £n response to ALAB-362 re Intervenor Alleged 
Deficiency 26 Ascribes radon emissions from phosphate ore 
mining U processing to byproduct U produced 

LQWENDERGrH Division of Fuel Cycle it Material Safety SO/Ol/lQ 
3pp 


— '8002210326 Testimony in response to AiAB-S62 re release of Ra‘-182 from 
U mills St tailings piles. Alleged Deficiencies 7^ lOt 13r 14' 16t 
17.18 It 21 Part IV of 1978 U Hill Tailings Radiation Control 
Act Ik PR notices & Certificate of Svc end 

MILLER. H J Uranium Recovery Licensing Branch BO/Ot/16 

1 lOpp 


8002220516 Testimony on radon emissions from U mill tailings piles 
DisposaL must be managed w/same care given to high level <e 
transuranic mattes Prof i^ual 1 f 1 cat ions & ftO Pohl publication 
on energy questions end 
POHL.R □ Cornell Unlv SOZ-Ol/ia I4pp 


-''8002220520 F-oruards RO Pohl testimony on radon emissions from U mill 
tailings piles 

REINEftT. S Ecology Action of Osurego 80/01/18 ip. 


Q0D2070423 Order setting location for 800225-26 evidentiary hearings 
ra aircraft crash probability t< radon rolease issues 
Hearings tifill be held in Narristouin 2 6 1 dg. Har ri sburg. PA 
Rppreserftative & uiitness names should be mailed by 800215 
DIGHOP.C J Atomic Safety and Licensing Appeal Panel 80/01/21 
2 pp 


8002120462 Notice of appearance in proceedings 

GRAHMER.E J Office of the Executive Legal Director BO/01/24 Ip 


800214D035 Notifies that tSf Travieso-Dlai Cc JE Siiberg u/ill be 
counsel for util in evidentiary hearing re radon release 
issue. fir Ooldman will be uitness for util 

SrLBERO. U E Shaw. Pittman. Potts & Trowbridge 80/01/27 Bpp 


8002130220 Notifies of NY State Board on Electric Oeneratlon siting t( 
Ens*iron 800123 decision to rescind prior approval of const it 
operation of facility No date set for formal opinion 
Certificate of Svc end 

VOIGT. HH LeBoeuf. Lamb. Leiby Ic MecRae 80/01/30 3pp 


B002270504 Notifiei that NY State Board on Electric Generation Siting 
Environ voted on 800123 to rescind approval of plant const 
it operation No deeteioTi can be made re continuation of NRC 
proceedings until util has received formal opinion 
VOJOT. H H. LeBoeof. Lamb. Leiby «* HacRae BO/Ol/30 4pp 


"002900741 Notice of appearance at 800226 evidentiary hearing re Radon- 
229 proceeding HI Morton uiill testify on behalf of parties 
Certificate pf Svc encl 

RADERrR M Philadelphia Electric Co 80/32/01 Spp, 


102120610 Advises that DH Dordenlck Orammer will appear at 80D226 

evidentiary hearings per ASLAB 800121 order re rqdon release 
ssue LJ Chandler St BA Treby will appear at 800223 
videntiary hearings re aircraft crash issue 
ifiDEHiCK. B H Hearing Branch 4 80/32/04, 2pp 


>60288 Forwards revised Ml Goldman testimony re radon ertlselon rate 
Inactive abandoned open pit mine Testimony hat been 
riled in light of new info contained In NURE0/CR-062a 
D£R0. J, E Shaw, Pittmanr Potts Trowbridge 80/32/05 2pp 


— 8002260307 Revised testimony re radon emieilon rate for iactlve 
abandoned open pit mine Testimony hat been revised In light 
of new info contained in NUREO/C 8-0628 
GOLDMAN. H I Affiliation Unknown 80/02/05 8 pp 


8002190359 Discusses 000129 telcon seeking NRC assletanCi in oblainirj 
certain documents No copies available because only cne 
documetit requested is NRC generated Verbal advice given on 
haw to obtain remaining documents 
BORDENICK. B N Hearing Branch 4 00/02/08 3pp 


G002270318 Notices of appearances In proceeding Certificate of Bve 
end 

SILBERG.J.E Metropolitan Edison Co 80/02/OB lOpp 


G00>22604i6 Notifies of licensee & intervenors B30219 agreement re 
of direct testimony & cross examination of scheduled 
wltnesees for rodon release issue Submits order of 
presentation 

BORDENICK. BM Hearing Branch 4 00/02/20 2pp 


8009280104 Forwards RH Wilde testimony revised as result of BNWL drift 
rept re recent measurements of underground mining radon 
releases Supersedes RM Wilde 000118 testimony. 

BORDENICK. B H Hearing Branch 4 BD/02/29. 2pp 


— 8002280115 Affidavit re Alleged Deficiencies 3.4 tt S concerninj 
reclamation of long-term radon releases from worked-out 
0 mines Value adopted in Perkins proceeding reasonable It 
conservative 

WILDE. R K Division of Fuel Cycle & Material Safety 60/03/22 
17pp 


6002290111 Forwards Dattolle draft rept re recent measurementi of 
undorground mining radon releases per NRC 791221 
notlf icatlon to ABLAB Minor changes in RM Wilde 800110 
testimony nay Incur as result of rept M/o end, 

BORDENICK. B M Hearing Branch 4 80/32/22 2pp 


Q Inspection reports. lE Bulletins li correspondence 


0002120448 Responds to IE Bulletin 79-02. Revision 2 j '*Pipi Support 
Base Plate Designs Using Concrete Expansion Anchor Belts " 
Expansion anchors in concrete block walls not used. Util 
793705 response need not be modified or amended. 

PETRICK.N A Btandardixed Nuclear Unit Power Plant System 
eO/Oi/03 Ip 


8002130050 Responds to IE Bulletin 79-25 Westinghouea BFD/NBFD rileyi 
art not Included in safety-related portiane of design. 

PETRICK.N A Btanderdlted Nuclear Unit Power Plant System. 
80/01/iB Ip 


6002250157 Forwards IE Info Notice 60-03. "Main Turbina 

Elftcirohydraullc Control 8 ys. " No specific action required. 
GRIER.O H Region 1. Philadelphia. Office of the Director. 
80/01/31 Ip 


8002260069 Forwards 1 £ Circular 79-25. 8uppl A. "Shock Arrestor Strut 
Assamlily Interference No written response required 
GRtER.B H Region 1< Philadelphia. Office of the Director 
83/01/31 ip 


8002290479 Forwards IE Circular 00-02. "Nuclear Power Plant Staff 
Work Hours " No wrlttan response raquired. 

ORIER.B H Region 1. Phi ladelphla. Office of tha Diractor. 
eO/32/Oi Ip 


80022102B6 Forwards IE Bulletin 80-03. "Loss of Charcoal Fran Btd Type 
II.Tuo-Inch. Tray Adsorber Cells ” Action required. 

GRIER. B H Region 1. Philadelphia. Office of tha Director. 
aO/02/06 Ip 


6003250L86 Forwards IE Info Notice 80-05. "Chloride Corteninatlon of 
8 af ety-Re lated Piping It Components " No wrlttan reaponse 
required 

GRIER. B H Region i. Philadelphia. Office of the Director 
00/02/08 tp 


0002250623 Forwards IE bulletin 60-04. "Analysis of PWR Hein Sties Line 
Break H/Continued Feedwater Addition " No written rasponee 
required 

GRIER. B,H. Region i. Ph i lade Iph la. Office of the Director 
60/02/08 Ip 
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3 R»port^b-le occurrenceif LERi U- rBldt;od correApondencc 


80050701^4 Ack receipt of 791129 finel deficiencg rept re Oulf tt 
haetern praaaiamblg formation* Rept will be reviewed 
avaluattd 

CARLQONfR T Region 1« Ph i lade 1 ph iai Reactor Construction & 

Engineering Support Branch GO/Ol/04 Ip 


— 0002070160 Porujards final deficiencg rept re Oulf it Uestern preatsemblg 
formations 

PETRICKiN A Btandardliod Nuclear Unit Power Plant System 
79/11/^29 2pp 


— 8002070170 Final deficiency rept re Oulf St Western preassembled 
formation Safety-related preassembly formations tiiill be 
rauorled Sc rejectable indications In welds tulll be 
corrected 

« Bachtel Power Corp (subs of Bechtel Corp ). 79/11/20 Spp 


8002190123 Aci receipt of 791214 interim deficiency rept ra rod drop 
analysis NRC will review St evaluate rept 

CARLBOKfR T Region li Philadelphia! Reactor Construction St 

Engineering Support Branch BO/Ol/10 Ip 


Q Inspection reportfii IE Bulletins & correspondence 


BD03120445 Responds to IE Bulletin 79-02i Revi s 1 on 2i "Pipe Support 
Base Plate Designs Using Concrete EKpansion Anchor Bolts " 
Expansion anchors in concrete block walls not used Util 
790703 response need not be modified or amended 
PETRICKiN A Standardized Nuclear Unit Power Plant System 
SO/Oi/OS Ip 


8002130058 Responds to IE Bulletin 79-29 Uestlnghouse BFD/NBFD relays 
are not Included in safety-related portions of design 
PETRICKiN A Standardized Nuclear Unit Power Plant System 
80/01/18 Ip 


8002250255 Forwards IE Info Notice 80-03. "Hain Turbine 
Elec trohydrau I ic Control Sys " No specific action required 
KEPPLERi J 0 Region 3i ChicagOi Office of the Director 90/01/31 
ip 


8002260024 Forwards IE Circular 79-25# Suppl Ar "Shock Arrestor Strut 
Assembly Interference “ No written response required 
KEPPLERi J 0 Region 3# Chicago Office of the Director 80/01/31 
Ip 


0002110420 PoTwardt supplemental deficiency rept re qualification of 
control «y« 

PETRICKiN. A gtandardlzed Nuclear Unit Power Plant System 
aO/02/05 Ip 


— B0021 10433 Supplemental deficiency rept re control sys lubj to adverse 
environ. Safety analyses adequacy of protective functions 
performed by safety-grade equipment could be affected Cause 
unsta ted. Pressure contraller* procured. 

e Standardized Nuclear Unit Power Plant System 80/02/09 2pp 


WICKET 8TN-80-4B6 CALLOWAY PLANTr UNIT 2 


A Ap p 1 1 catien/construction stage document* k correspondence 


0002080119 Act receipt of 791220 progratn for design tt const Forwards 
request for add 1 info based on NRC review Info re eelective 
review approval of bidders lists needed. 

HAAQSi W, P Quality Assurance Branch 80/01/22 3pp 


Q002I20041 Forward* request for addl info# based on review of util 
791220 OA program! updating PSAR through Revision 14 
Clarification needed re review by QA organization of 
procurement document quality requirements 
HAABSiUP. duality Assurance Branch 80/01/22 3pp 


8002140&06 Notification of 800208 meeting w/util in B#thtsda!HO to 
discuea chengas to OA program for design ii const 
LIEITRArE A Light Hater Reactor* Branch 3 80/02/04 4pp 


8002260668 Responds to KRC 800204 Itr received 800213 re NRC 800208 
rtieettng w/aNUPPB representatives to discuss 8NUPP8 OA 
program Requests NRC reschedule meeting U provide state 
public tve commission sufficient time to participate 
8LAVlNiA C Missouri! State of BO/02/19 2pp 


8002270312 Disagrees w/NRG plans re ATW8 Issue New plans may not serve 
best Interests of public health safety NRC should not 
Impasa requlremants before thorough review of mass of 
technical Info supplied last year 

PETRICKiN A standardized Nuclear Unit Power Plant System 
80/02/S2 ip. 


F Security! medicali emergency fire protection plan* 


8 Reportable occurrencesi LERs related correspondence 


8002140621 Forwards final deficiency rept re Oulf tt Western 
preassembled formations 

PETRICKrN A Standardized Nuclear Unit Power Plant System 
79/11/29 2pp 


— B003140642 Final defaclency rept re Oulf it Western preassembled 
formations Formations found to include incomplete 
penetration! incomp lete fusion & slag inclusions Formations 
to be reworked 

« Bechtel Power Carp (subs of Bechtel Corp ) 79/11/88 9pp 


—8002140692 Ack receipt of Itr forwarding final deficiency rept re Oulf 
tt Western preassembly formationi 

CARLSONiR r Region ti Philadelphia! Reactor Construction l< 

Engineering Support Branch 80/01/04 ip 


0002080127 PN3-in-79-005 on 791204! res ident inspector notified of 
telephone bomb threat on 791203 No detonation occurred It no 
device was found Local FBirNRC & State of MO were notified 
CREED# J R ! DONAHUE# J F Office of Inspection tt Enforeementi Office 
of the Director 79/12/04 Ip 


0002070166 Acic receipt of 791129 final deficiency rept re (Sulf fe 
Western preassembly formations Rept will be reviewed L 
evaluated 

CARLSON. R T Region tf Phi ladelph la# Reactor Construction U 

Engineering Support Branch 80/01/04 Ip 


—8002070169 Forwards final deficiency rept re Oulf tc Western preassembly 
formations 

PETRICKiN A Standardized Nuclear Unit Power Plant System 
79/11/29 2pp 


— 0002070170 Final deficiency rept re Oulf t< Western preassembled 
formation Safety-related preassembly formations will be 
reworked & rejectable indications in welds will be 
corrected 

* Bechtel Power Corp (subs of Bechtel Corp ) 79/11/20 9pp 


0002110420 Forwards supplemental deficiency rept re qualif Ication of 
control sys ^ ^ 

PETRICKiN A Standardlifd Nuclear Unit Power Plant System 
00/02/09 Ip 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
represertetive per util by 791231 Forwards FR notice 
ORIMEQiG K Emergency Preparedness Task Force, 79/12/21 7pp 


— 8002110433 Bupplementai deficiency rept re control sys subj to adverse 
environ Safety analyses L adequacy of protective functions 
performed by safety-grade equipment could be affected Cause 
unstated Pressure controller* procured 

a Standardized Nuclear Unit Power Plant System flO/02/05 2pp 


8002070079 Forward* request for evacuation time estimate* for areas 
near nuclear power plants Info should be submitted by 
800331 

(^RtNES^B K Emergency Preparedness Task Force, 79/12/26. 4pp 


0002250552 Forwards final deficiency rept re vertical fire damper* 
furnished by Ruakin Mfg Co 

PETRICKrN A Standardized Nuclear Unit Power Plant aystem. 
80/02/15 Ip 


H Oerieral correspondence 


Q00212044B Ack receipt of 800115 Itr re statu* of facilities Util 
791019 Itr amended 740430 application per HR Denton 780809 
Itr to BMUPPB applicants Forwards analysis of HR Denton 
700909 4c Union Electric 791019 Urs. 

BALLARDfR U. Environmental Projects Branch 1. 80/02/04 4pp. 


— B002250S97 Final deficiency rept vertical fire damper* supplied by 
Ruskln Mfg Co fail to close completely Caused by 
disconnection of damper blade closure spring during cycling 
Dampers will be modified per end drawings « 

a Bechtel Power Corp (subs of Bechtel Corp ) 80/02/12 5pp 
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CDCKei 5TN'-50-4aa PPRKINS MUCtEAR STATION. UNIT I 


A A|}p 1 ic Ation/cons true iion docirniont-t it corrempondence 


G002MOie&- Doard not f f teat i on potential unravlewad lafoty question for 
on 1 ntera c 1 1 on tetueen non s af o t g ‘-fi rad c i* saffrtg” 
grade tg» 

VABOA.S A Assistant Director for Light Mater Reactor* 79/11/26 

6pp 


Q002?a00l5 Sutnmarg of 791204 meeting u/appHcanti for CPs re Infp 
requirements oti odiergencg preparedness 

HOONIjC N Light Water Reactors Branch 4 60/02/11 21 PP 


3002200691 Authorixes use of ASME Code Cases l3-32-6i 1320^ 1 5&7-3 U 1731 
In const of components for facilities Code Cases I3“2r iSeZf 
IA64-S, 1661 p 1696 & 1713 were cond 1 1 i cna 1 1 g approved 
RUDEN3TEIN. L S Light Water Reactors Branch 4 00/02/14 3pp 


F Becurityi (nedleali emergeneg t« fire protection plans 


6002040007 Announces regional uprksheps to discuss feailbllitg of 
proposed change to regulation on radiological emergeneg 
response plans for facilities Request* designation of one 
representative per ufcll by 791231 Forwards FR notice 
ORIMESp Q H Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forward* request for evacuation time estimate* for areas 
near nuclear power plants Info should b* submitted hg 
600331 

CRIMES. B K Emergencg Proparedne** Ta*k Force 79/12/26 4pp 


H Oaneral correspondence 


6002060fi56 Respond* to 791002 proposal re utils acceptance of Oak Ridge 
Associated Unlvs radiation safetg course for visiting NRC 
staff Proposal acceptable 
PARKER. g 0 Duke Power Co 80/01/30 ip 


0 Inspection reports. IE BuJIetins ic corr espotidence 


OOO2O402S1 Responds to IE Bulletin 79-25. "Failure* of Uteilnghouse BFD 
Relays in Safety-Related Bys No MesHtighouse QFO/WDFD 
relays are used in safety-related lys 
DAIL^L C Duke Power Co 60/0i/04 Ip 


B00S0B0O86 Forwards IE Bulletin 79-OiBr ^'Environ Qualifi cation of 
Class IE Equipment " No response required 

O'RElLLy^J P Region 2. Atlanta. Office of the Director, 
aO/Ol/17 ip 


6002270066 Forwards lE Circular 80-02. "Nuclear Power Plant BtafP Work 
flour*. " 

O^REILLV. J P Region 2. Atlantar Office of the Director 
B0/O2/B1 2pp 


DOCKET aTN-30~489 PERKINS NUCLEAR BTATlDWi UNIT 2 


A App lica t 1 on/construc tion stage documents & correspondence 


8002140186 Board notif ication potential unrevieued safety question for 
LWRs on interaction between ponsa f ety-grade It eafety'^ 
grade sy* 

VAROA. 8 A Assistant Director for Light Water Reactore 79/11/26 

6pp 

0002220015 Summary of 791204 meeting u/appl leant* for CPs re Inffl 
requirements on exnergencg preparedness 

liOGNrC W Light Water Reactor* Branch 4 80/02/11 21pp 


B0022e069| Author lies use of A6l^E Code Cases 1332-6. 1820. 1537-2 & 1731 
in const of components far facilities Code Casa* 13-2.1507. 
1664-3.16614 1698 1713 were contf Itionallq approved 

RUOEN0TE1N.L 8 Light Water Reactors Branch 4 80/02/14. 3pp 


F Security, m-edical. emergency 6 fire protection plans 


8002040007 Announce* reglpnal uprkshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response ptans for facilities Request* designation of one 
representative per util by 791231 Forward* FR notice. 

ORIHESiS K Emergency Freparedneis Task Force. 79/1S/21 7pp 


0002070079 Forwards request for evacuation time estimates for sr»«i 
near nuclear power plants Info should be submitted b^ 

800331 

ORIMES. D K Emergency Pr eparedness Task Force 79/12/26 4pp 


H Oeneral correspondence 


0002060558 Responds to 791002 proposal re utils accaptancs of Qjl Rif^i 
Associated Unlvs radiation safety course for visiting NRC 
staff Proposal acceptable 

PARKER. W 0 Duke Power Co GO/Ol/30 Ip 


0 Inspection reports. IE Bulletins 8< correspondence 


G0D2O4O2SI Responds to IE Bulletin 79-25. "Failures of tJestlnghousi 7Fi> 
Relayt in Safety-Related Sys " No Westinghouse RFD/KBFD 
relays are used in saf ety-re lated lyt 
DAlLfL C Duke Power Co 80/01/04 Ip 


BOOaOBOO06 Forwards IE Bulletin 79-OlB, "Environ Qualif lea tion of 
Class IE Equipment " No response required. 

0^RE1LL9. J P Region 2. Atlanta. Office of the Dlractor 
BO/01/17 ip 


8002270066 Forwards IE Circular 80 - 02 . "Nuclear Power Plant Staff Uorl 
Hours ’• 

O^REILLVi J P. Region 2. Atlanta. Office of the DlTsetor 

80/02/01 2pp 


DOCKET 9TN- 30-490 PERKING NUCLEAR STATION. UNIT 3 


A Appi ication/construc tion stage doci/inents it correspondence 


8002140186 Board notification potential unreviiutd safety question fir 
LWRs on interaction between nonsaf ety-grade St safety- 
grade lys 

VAROA. 3 A Assistant Director for Light Vfater Reactors 79/1 l/Sk 

6pp 


8002220013 Summary of 791204 meeting w/appUcants for CPs re Infp 
requirements < n emergency preparedness 

MDDNiC W Light Water Reactor* Branch 4 80/02/11 SIpp 


8002280691 Authorixes use of A8KE Code Cases iaS2--6. 1B20. 1397-2 i 1731 
in const of components for facilities Code Casts 13-2. 1597. 

1664-9i 1661. 1698 (< 1713 were conditionally approved, 

ROBENSTeiN.L S Light Water Reactor* Branch 4 80/02/14 3pp 


F Security, medical, emergency it fire protectipn plan* 


B002D40007 Announces regional uorkshopt tP discuss feasibility of 
proposed change to regulation on radiological tmergeticy 
response plans for facilities Requests designation of one 
rapresentativs per util by 791231 Forwards FR notice 
ORIflEB. S K Emergency Preparedness Task Force. 79/12/21. 7pp 


6002070079 Forwards request for evacuation time estlmatas for arts* 
near nuclear power plants Info should be submitted by 
800331 

CRIMES. B K Emergency Preparedness Task Force 79/12/26 4pp 


H dener^il correspondence 


8002060559 Responds to 791002 proposal re utils acceptance of Oak ftldl* 
Associated Lfnlv# radiation safety course for visiting NRC 
staff Proposal acceptable 
PARKER. M a Duke Power Co 00/01/30 Ip 


0 Inspection reports. IE Bulletins correspondence 


0002040251 Responds to lE Bulletin 79-25. "Failures o# WeettnghBUSi in 
Relays in 8af ety-Related 8ys " No Westinghouse BFD/NflPD 
relays are used in saf ety-re lated sys 
DAIL. L C. Duke Power Co 80/01/04 Ip 


0002080086 Forward* IE Bulletin 79-OlB. "Environ Qua-llf i cefclon of 
Class IE Equipment. " No response required 
O'RElLLYiJ P Region 2. Atlanta. Office of the Director 
80/01/17. Ip 


8002270066 Forward* lE Circular 00-02. "Nuclear J^ower Plant Staff Norl 
Hours " 

O'REILLY. J. P. Region 2. Atlanta. Office of the director. 

80/02/01. app. 



DOCKETED ITEMS 


275 


DOCKE? 8TM-50'491 CHEROKEE NUCLEAR STATION, UNIT 1 


A Ap|(HcatiQn/constructiDn st^gs documents & corretpondenco 


300^00403 ImPorns o-f change in projected commercial operation datee 
For Facilities Units 1 &> S ufill be placed in commercial 
opetation in Jan 1^90 2t Jan 1992, r espoc t i ve ly F8AR will be 
Fllid in Jan I9S7 Schedules are per led ical lij reviewed 
I>A!L«L C tluke Power Co 80/02/04 Ip 


&0^22a'Q&91 Authoriies use of A8NE Code Gases 1332>>6, 1820, 1 397-S 173t 

in const of components for facilities Code Gases 13-‘2, 13B7, 
l&dki I iii9a l» 1713 ware cond 1 ti onal 1 v approved 
HUSENSTEIN. i. 3 Light Water Reactors Oranch 4 80/03/14 3pp 


F GicuTitg* medical, emergency V fire protection plans 


6002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Reciuests designation of one 
r spr I senta t tvB per util by 791231 Forwards FR notice 
GRIHESj B K Emergency Preparedness Task Force 79/12/81 7pp 


8002070079- Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

CAlHESiS K. Emergency Preparedness Task Force 79/12/86 4pp 


H Orreral correspondence 


60020609S3 Responds to 791002 proposal re utils acceptance of Oak Ridge 
Associated Univs radiation safety course for visiting NRG 
staff Praposal acceptable 
PARKER, U O Duke Power Co 80/01/30 Ip 


O. Inspection reports, IE Bulletins & correspondence 


600804025-1 nasponds to IE Bulletin 79~25, "Failures of kfestinghouse BFD 
Relays In Safety-Related Sys " No Westinghouse BFD/NBFD 
relays arc used in safety-related sys 
QAlLiL C Dute Powar Co 80/01/04 Ip 


60020900-02 Foruardi revision to response to IE Bulletin 79-02, Revision 
2jre pipe support base plate designs VJill account for base 
plat# flcRibllity in calculations of bolt loads by using 
consarvatlva bond calculation method 
DA1L,<L C. Duke Power Co 80/01/07 4pp 


6002080066 Forwards IE Bulletin 79-OlB, "Environ Qualification of 
Class IE Equipment " No response required 
O’RElLLVi J P Region 2, Atlanta, Office of the Director 
BO/Oi/17 ip 


6002870066 Forwards IE Circular 80-02, "Nuclear Power Plant Staff Nark 
Hours " 

0*REll.LY*J P Region 2, Atlanta, Office of the Director 
80/02/01 3pp 


S, Reportable occurrences# LERs 8* related correspondence 


6002820902 P NO- 1 1 -BO -01 6 on 600129, util informed NRC of addl delay in 
ccnpletion of plant New completion dates scheduled for 1990 
Bi I993t respec tlve ly 

RAUSCH,. J., HUMT.M Region 2, Atlanta. Office of the Director 

BO/Df/30 ip 


F Security, medical, emargsney £< ftre protection plans 


0002040007 Announces regional workshops to discuss fBOslbilltg of 
proposed cha-nge to regulation on radio-logical emergency 
response plans for facilities Requests designation of one 
representative per util by 791P31 Forwards FR -notice 
ORIhES, B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submittod by 
60033 1 

ORIHES, B K Emergency Preparedness Task Force 79/12/26 4pp 


H Oeneral cor r ospondonc e 


9002060956 Responds to 791002 proposal ro utils acceptance af Dak Ridge 
Associated Univs radiatsor safety course for visiting NRC 
staff Proposal acceptable 

PARKER, W 0 Duke Power Co 90/01/30 ip 


Q Inspection reports, lE Bulletins & c orrespon-d ence 


9002040291 Responds to l£ Bulletin 79-29, "Failures of Hestlnghouse BFD 
Relays in Safety-Related fiys " No Westinghouse BFD/NBFD 
relays are used In safety-related sys 
DAILrL C Duke Power Co 80/01/04 Ip 


8002090002 Foriuards ravtsion to response to IE Bulletin 79-02, Revision 
2, re pipe support base plate designs Hill account for base 
plate flexibility in calculations of bolt loads by using 
conaarvativa hand calculation method 
DAEL,L C Duke Power Co BO/Ol/07 4pp 


90Q20800B6 Forwards IE Bulletin 79-OlD, "Environ Qua 1 1 f i cation of 
Class IE Equipment " No response required 

Q'RElLLYiJ P Region 2, Atlanta, Office of the Director 
80/01/17 Ip 


3002270066 Forwards IE Circular 60-02, "Nuclear Power Plant Staff Work 
Hours " 

O'REILLY, J P Region 2, Atlanta. Office of the Director 

80/02/01 2pp 


8 Reportable occurrences, LERs tc related correspondence 


S002220B02 PNa-n-GO-016 on 600129, util Informed NRG of addl delay in 
completion of plant Neu completion dates scheduled for 1990 
6 1992, respec tl ve ly 

RAUSCH, J . HUNTili Region 2, Atlanta, Office of the Director 
80/01/30 ip 


DOCKET 8TN-50-493 CHEROKEE NUCLEAR STATION, UNIT 3 


A App Licatlon/construction stage documents it correspondence 


8002080403 Informs of chango in pro-jectad commercial operation dates 
for facilities Units 16 2 will be placed in conunerc iai 
operation in Jan 1990 it Jan 1992, respectively F3AR will be 
filed in Jan 1907 Schedules are periodically reviewed 
DAlLrL C Duke Power Co 00/02/04 !p 


0002380691 Authorlios use of A9ME Code Casos 1332-6, 1920. 1557-2 it 1731 
in const of components for facilities Code Cases -13-2, 1987, 
1664-9,1661,1698 6 1713 wore conditionally approved 
RUQEN8TEIN, L 5 Light Mater Raaciurs Branch A 80/02/14 3pp 


DOCKET 8TK-50-492 CHEROKEE NUCLEAR QTATION, UNIT 2 


A Applies t ion/canstruct Ion stage documents it correspondence 


&0C20B0403 Informs of change in projected commercial operation dates 
for facilities Units 162 will be placed in commercial 
aperatlon in Jan 1990 it Jan 1992. raspec tive ly FEAR will ba 
filed in Jen 1997 Schedules are periodically reviewed 
EA1L,L C. Duke Power Co 80/02/04 Ip 


S002280691 Authoriies use of A6ME Code Cases 1332-6,1020,1557-2 6 1731 
in const of components for facilities Code Gases 13-2,1987, 
1664—5/1661,1699 &t 1713 were conditionally approved 
RUBENSTEIN.L 8 Light Water Reactors Branch 4 80/02/14 3pp. 


F Security, medical, emergency L fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests desig-nation of one 
representative per util by 791231 Forwards FR notice 
ORttlESiB K Emergency Preparedness Task Force 79/12/31 7pp. 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

ORIHEG.D K, Emergency Preparedness Task Force 79/12/26 4pp 


H General correspondence 


8002060558 Responds to 7-91002 proposal re utils acceptance of Oak Ridge 
Associated Univs radiation safety course for visiting NRC 
staff Proposal acceptable 
PARKER, W O Duke Power Co 60/01/30 Ip 



276 


DOCKETED ITEMS 


0 Inspection reportsi lE Si/lletlne l< c orr asp ond snce 


ao0S04025l Responds to l£ Dulletln 79-29. ^'F^lluras of Ifest 1 nphouse HFD 
reley* iji Safety-Related Sys " Mo Uasbinghouse BFD/NBFD 
relays are used In safety-related sys 
DAIL.U C Duie Power Co 00/01/04 tp 


0002090002 Forhfards revision to response to IE Bulletin 79-02< Revision 
24Te pipe support base plate designs Mill account for bast 
plate flexibility in calculations of bolt loads by using 
conservative hand calculation method, 

DAlLiL C Duke Power Co 00/01/07 4pp 


a0020e00S6 Forwards IE Hulletin 79-Oi0g "Environ Oual If icatlon of 
Class IE Equipment " Mo response required 

□ 'REILLV^J P Region 2i Atlanta. Office of the Director 

00/01/17 Ip 


QOD2270066 Forwards IE Circular 00-02. ''Nuclear Power Plant Staff Wort 
Hours *' 

O'REILLY. J P Region 5. Atlanta. Office of the Director 

80/02/01 2pp 


DOCKET 50-496 MQNTAOUE NUCLEAR POWER BTATlONfi UNIT I 


F Security, medical, emergency fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposfd change to regulation on rad i olog i cal emergency 
response plans for facilltlss Requests designation of one 
representative per util by 791231, Forward b FR notice 
ORIMEEjD K Emergency Preparedness Task Force 79/12/21, 7pp 


0002070079 Forwards request far evacuation time estimates for areas 
near nuclear power plants Info should be submitted bg 
000331 

0R1ME8»B,K Emergency Preparedness Task Force 79/12/26 4pp 


J Insurance ti indemnity Information 


8002060449 Forwards endorsement 3 to NELIA Binder EB-IS ^ HAELU Binder 
KB- IS 

IFFLANDgR R Northeast Utilities BO/Ol/29 Ip. 


8002060466 Forwards Endorsement 3 to NELIA Binder EB-i6 & HAELU Excess 
Binder XB-16 

IFFLAND^R R Northeast Utilities 80/Ci/29 5pp. 


J^OCKET SO-497 MONTAOUE NUCLEAR POWER STATION. UNIT 2 


F Security* medical, emergency ti fire protection plans 


8002040007 Announces regional workehops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designetlon of one 
rcpresintetive per util by 791231 Forwards FR notice 
OR1HE0I B H Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted bg 
800331 

CRIMES. B K Emergencg Preparedness Task Force 79/12/26 4pp 


J Insurance Indemnity information 


@002060449 Forwards endorsement 3 to NELJA OInder E0-19 It MAELU Binder 
XB-15 

iFFLANDiR R Northeast UtllJties 00/01/29 ip. 


9002060466 Forwards Endorsement 3 to NELIA Binder EB-16 & MAELU Excess 
Binder XB-16 

IFFLAND.R R Northeast Utilities 00/01/29 5pp 


ICKET STN-50-49a BOUTH TEXAS PROJECT* UNIT I ' 


App 1 1 catioh/construc ti on stage documents l< correspondence 


J2290067 Outlines action items to be Implementeel re QA program per 
/91S2B meeting Includes 000104 seminar u/const Ik OC 
lereonnel I procedure changes, written policy re problem 
.olutlons U overell Wjt assessment of OC t< GA personnel 
)PREA*0 W Houston Lighting U Power Co 79/12/28 2pp 


0002110550 Requests info re confirmatory piping analysis to virifu 
compliance u/appllcabte A8ME code criteria Residual heat 
reptoval sgs wilt be evaluated 

PARR. D 0 Light Water Reactor# Branch 3 00/01/29 3pp 


F Security, medical, emergencg fire protection plans 


80D2040007 Announces regional workshops to discuti fcasibllitg of 
proposed change to regulation on radiological emergency 
reeponse plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR natici 
0RIME8.D K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for arm 
near nuclear power plants Info should be submitted bg 
800331 

GRIMES. B K Emergency Preparedness Task Force 79/12/26 Ipp 


0002110506 Forwards superseded security plan. In response to requiit 
Security plan withheld <ref iOCFR2 790) 

PARR.D D Light Mater Reactors Drench 3 00/01/24 2pp, 


8002210164 Summary of 000109 meeting 6^/utll in Bethcsda.HD ri rivlie «l 
eite eocurltg plan 

LtClTRAiE A Light Uater Reactors Branch 3. 80/02/11. 3pp 


0 Adjudicatory correspondence 


0002050021 Requests that util waive objections to 000126 dJicoviig 
Intarvenors wish to proceed w/discovery on 00-0124-26 
Requests applicants provide copy of documents held by Brown 
l( Root. Inc re Interrogatory 49 Certificate of Bvc end 
81NKIN.L A Citixens Concerned About Nuclear Power. Inc. 

81NKIN.L A. Cttiiens for Equitable Utilitiee 80/01/16. 2p; 


— 8002050034 Motion to compel applicants to bear expe-nsis of cejylng 
const records pursuant to discovery by Interveners Draft 
order end 

StNKlN.L A Gltiiens Concerned About Nuclear Power. Inc 

aiNKIN.L A Citixens for Equitable Utilities 00/01/16 Qpp 


—8002050042 Motion to compel applicants to provide discovery an 
Saturdays Draft order end 

SINKIN. L A Citixens Concerned About Nuclear Power. Inc 

SINKIN.L A Citixens for Equitable Utilities 80/01/16 Bpp 


0002130349 Response In opposition to Citizens Concerned Aboul NucImt 
P ower motion to compel applicants payment for document 
copying re intervenor discovery Federal rules 6 court 
decisions do not Impose such costs, Certl fleet# of Sve enc U 
NENHAN*J.R . SCHWARZ. M 0 Houston Lighting 6 Power Co. NEWHAN.il.B 
Loutnstein.Nfwman.Rils. Axelrad k Toll 80/01/22 7pp 


8002070469 Notice of appearance in proceeding Getlficaie of Svs inxU 
RA8KIN. D. a Houston Lighting k Power Co RASKIN. 0 B 
LQwensteinrNewman. Reis. Axelrod k Toll 80/01/23 3pp 


60020S0176 Forwards affidavits re Inadvertent opining of stolid 
documinte by NRC mailroom employee. In response to A3LB 
BOOl U request 

HCOURREN. H, J. Hearing Drench 1. 80/01/24 Ip. 


— 8002050180 Affidavit re Inadvertent opening of sealed docuAenti If J* 
Cutchln No documents read 

CUTCHINi J H, Atomic Safety and Licensing Board Panel. 80/01/23 

2pp 


— 8002050105 Affidavit re inadvertent opening of seeled documents by 
Cutchln No documents read 

SMITK.A Atomic Safety and Licensing Dpard Panel 80/01/22 If 


—8002050187 Affidavit re inadvertent opening of sealed documtnti l| ^ 
Cutchln. No documents read 

CHANOLER.L J Atomic Safety and Licensing Board Panel. 00/61/?? 

Ip 


— 8002050191 Affidavit re inadvertent opening of sealed docuaenti b| J* 
Cutchin No documents read 

TREDY.8, A Atomic Safety and Licensing Board Panel. 80/01/2? 

2pp 


—0002090193 Affidavit re inadvertent opening of Staled documents by ^ 
Cutchln No documents read 

MCOURREN. H J Atomic Safety and Licensing Board Panel 0O/OL/2S 
Ip. 
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600211059-7 Order grantlrifi extension until 600129 for NRC to file motion 
to compel discovery against Citizens for Ec^uitable Utils 
BECHHOEFER«C Atomic 9afety and Licensing Board Panel BO/01/24 
Ip 


SOO2120742 Requests extension until 800129 to respond to Intorvenor 
CitiEinf for Equitable Utils 800114 ansuer to first set of 
i nt irrogator les Original filing date did not include 5-daij 
iraiting period Certificate of Svc end 

KEMHANi J R Louenstein^ Newman, Re is< Axelrad 8* Toll 80/01/24 4pp 


8002110183 Second set of interrogatories 8t requests for production of 
docuntpits Requests info re FBI evidence of false 
documentation of cadueld insps St const of mechanical 
electrical auxiliary bldg Certificate of Svc end 
SCHUARZrH D Houston Lighting & Power Co SCHWARZ. M D Baker 8t 
aotts ao/01/29, 19pp 


0002110614 Order granting extension until 600129 for applicants to file 
notion ta compel discovery against Citizens for Equitable 
Utils 

BECHHQEFERiC Atomic Safety and Licensing Board Panel 00/01/25 
1 P 


8002000256 Motion for order compelling Citizens for Equitable Utile to 
reipond to certain 791105 interrogatories Intervener failed 
to provide meaningful responses to interrogatories 
Certificate of Svc end 

HCGURAEN, H J, Hearing Branch 1 00/01/29 tOpp 


8D02130263 Responee in opposition to Citizens Concerned About Nuclear 
Power 800116 motians to compel applicants discovery# to 
conduct discovery on Saturdays &i to impose copying costs on 
applicants U/Certlf icate of Svc 
ffCOUHREN, H J Hearing Branch 1 80/02/05 5pp 


830220026-9 Motion to compel Citizens for Equitable Utils specific 
ansuers to first set of interrogatories (< requests for 
production of documents Oasis for tntervenor contentions 
ihould be revealed. Certl f Icate of Svc end 

BIDDLE. C T I NEWMAN. J R Houston Lighting U Power Co BIDDLE. C T 
Beter t* Botts. GD/01/29 ilpp 


8002260037 Responds to request for info re const progress contained In 
NRC 000116 mitno Si order modifying d iscovery. Unit 1 Is 
ichedultdi for fuel load by 830901 Unit 2 will be ready by 
050901 Certificate of Svc end 
8CHUARZ. M D. Baber Botts 80/02/06. 4pp 


8002190225 Advises that NRC takes no position re applicant B00129 
Aotlon to compel Citizens for Equitable Utils. Inc answer to 
first set of interrogatories 

KCOURREN. H J Hearing Branch 1 00/02/08 Ip 


8302220130 Memorandum b order denying, w/some re 1 lef. Citi zens Concerned 
About Huclear Power 800116 motion requesting that applicants 
b-ear copying expenses Dismisses w/o prejudice Intervenor 
803116 motion to compel applicants discovery on weekends. 
BECHHOEFERrC, Atomic Safety and Licensing Board Panel 00/02/12 
6pp 


8032220296 Advises of opening of manila envelope containing documente 
for parties HJ McOurren informed applicants to pick up 
documents re agreement between parties b NRC 
KCOURHEN. H J, Hearing Branch 1 00/02/13 ip 


8002200419 Respends to FOIA request for memos, meeting summaries, 
transcripts b telcon records re Commission decision not to 
review appeal Forwards documents listed In App A Info 
partially wl thheld: Documents 1 b 5-9 <ref FOIA Exemption 5) 
FELTGNi J M Division of Rules and Records 00/02/15 3pp. 


— 8002200472 Answers util b NRC first sot of interrogatories Certificate 
of Bvc b Info re hurricanes b tropical storms affecting TX 
since 1995 tncl. 

BUCHORNiP Citizens for Equitable Utilities 80/01/21 13pp 


8302250206 Responds to A8LB 800116 memorandum b order requesting 
projected availability of documents FE8 b safety evaluation 
rept will be issued in Fall 1982 
HCOUHREN. H. J Hearing Branch 1 80/02/21, ip 


H Antitrust correspondence 


8002060055 Application for issuance of subpoena to produce files in 
custody of Fft Woerner of TX Electric Svc Co re competition 
In TX electric util industry b surrounding areas Draft 
subpoena & Certificate of Svc end 
CYPHERT. 8. B Justice. Dept of 80/01/17, 8pp 


— 8002060070 Application for issuaaca of testimonial subpoena for 
E Simmons of Houston Lighting b Power re ASLD 79J025 order 
Requests Simmons B0D130 availability Draft subpoenai 
Certificate of Svc b excerpts of Simmons deposition enc 1 
CYPHERT. S B Justice, Dept of QD/Ol/17 t3pp 


B0D220O694 Answer to NRC third set of interrogatories b requests for 
production of documents Contains details re TX Utils Co 
organization charts, c ontrol sys b load flow analysis 
Affidavit b: Certificate of Svc enc I 

8CARTHi E D Texas Utilities Co « Uorsham. Forsythe b Sampeli • 
Debevoiso b Liberman 80/01/21 lOpp 


8002110601 Discovery rept by TX-LA Electric Cooperative, Inc for Dec 
1979 Participated in Oambrcl 1 , Howard. Hug has. Campbel 1. Skel ton 
b Bpense depositions No discovery requests initiated 
OURCHCTTE, W H Northcutt Ely 80/01/23 ip 


6002090114 Forwards NRC documonts produced in response to util third 
set of interrogatories b requests for production of 
documents Vl/o end 

BLUME, M Antitrust Division 00/01/24 Ip 


B0O212O479 Second request for production of documents to Houston 
Lighting b Power re generation b transmissinn planning study 
b economic evaluation of alternatives Documents available 
for Insp b copying by 800228 N/Cer fc i f zc ato of Svc 

MILLER. M I Central U gouthuesb Corp MILLER. M 1 Isham. Lincoln b 
Beale 80/01/24 12pp 


8002130236 Second request for production of documents directed to TX 
Utils (Generating Co re transactions an energy or electric 
power Docuaxsnts should be available for insp b copying on 
800223 Certificate of Bvc end 

MILLER. N I Central b Southwest Corp MILLER. M 1 Isham. Lincoln h 
Beale 80/01/24. lOpp 


0002090004 Notifies of NRC position re Document Request 3Cfi of NRC 
third set of interrogatories to util Production of documents 
re util purchase or leasing of lignite from Dow Chemical Go 
r equ ired 

LESSY.R P Antitrust Division 80/01/29 ip 


8032080017 Discusses DDJ request for conference telcon w/appl leant re 
applicant 800129 motion for protective order Demands 
reasonable time to respond to DOJ oral request for 
production of documents believed to be confidential 
OREEN. D 0 Louenstein, Newman. Reis r Axe Ir ad L Toil 60/01/25 2pp 


— 8002080026 Motion for protective order limiting BE Simmons deposition 
to one appearance between effective date of order fc 800331 
Urges showing of extraordinary c i rtums tanc es If several 
appearances are required Certificate of Svc and 

COPELAND, J 0 Houston Lighting ii Power Co COPELAND, J 3 Baker U 
Botts * Lowens teln. Newman. Re i s , Ax e Irad St Toll. BO/01/89 8pp 


0032130305 Motion for protective order in favor of Carter Oil Co re 
documents produced in response to 791024 subpoena directed 
to IB Phillips for 791116 deposition Stipulation between 
parties. dtd 791116 enci 

FOUNTAIN.K P . PLUMMER. JP Affiliation Unknown 00/01/20 2pp 


—8002130322 Stipulation among DOJ, KP Fountain. JP Plummeri NRC. Central 
Power t, Light 6 Houat-on Lighting V Power for protective 
order in favor of Carter Qll Co Documents produced per 
791024 subpoena are conf idenb ia 1 H/Certif i cate of Bvc 
LUOUE.M Justice, Dept of FOUNTAIN. K P , PLUMMER. J P 
Affiliation Unknown 79/11/16 lOpp 


8002140318 Application for issuance of subpoena duces tecum for Dow 
Chemical Corp Requested subpoena coincides u/subpoena to 
testify included in DOJ 79112? motion for mod U/draft 
subpoena Certificate of 8vc 
LUQUE.N Justice. Dept of Q0/01/2B lOpp 


0032130253 Notice of appearance in proceeding Certificate of 8vt encl 
KUN3ICKER.S R Houston Lighting L Power Co H-UNSICKER.S R Baker fc 
Botts 80/01/29 8pp 


8002130031 First set of interrogatories U requests for production of 
documents Requests info re utils' geographic market U 
customers Requests documents re competition between utils 
Certificate of Eve encl 

KNOTTB.J D , AHEARN.C. D Texas Jtilitles Oeneratlng Co KNOTTS, J Q 
Dibevolse tt Liberman 80/01/30 3lpp 


0033130047 Fourth set of intarrogatorl es directed to NRC Requests 
Identification of all Transcomm# tnc documents provided to 
NRC In connection w/proceeding 

FRANKLIN. M J. Houston Lighting It Power Co FRANKLIN, W J 
Lowe-nstc 1 n. Newman. Reis I Axel rad S Toll BO/02/31 9pp. 
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requests for production of documents directed 
to NRC Roquesfc* documents identified in response to Houston 
CLg^tt^g & Paujer flOOZOl fourth interrogatories Ic documents 
PMAwui iV Corner tt R Hartley test iroooiBS 
FHrtNJ^LIN.U J Houston Lighting Patuer Co FRANKLiMiW J 
Uawensteln4 Houfmapi Rol-a , A)C 0 1 rad «( Toll ao/02/Dt 3pp 


80022S0137 Order amending ASLB 790723 protective order In. uhleh COJ^ 
NRGi Public Utils Board of Citg of Brounsvt 1 le. TX ti Qulf 
States Utils Co stipulation uas adopted DDJ 790226 subpaeni 
shall Include 800118 subpoena Aftiends 7Q0226 subpoena 
MILLER.M e Atomic Safety and Licensing Board Panel, 80/02/00 

2pp 


S002IG0064 Appllcatioh for issuance of subpoena directed to Transcomeif 
inc Veoppr of recordsi re testimony given m proceeding 
pertaining to nuclear pourer projects !< related issues Draft 
subpoena & Certificate of Sve end 

FRANKLIN, W j Houston Lighting «. Pouier Co FRANKLIN, W J 
Lotuans t« im Neuimani Re 1 s, A*e Irad & Toll 80/02/01 I 4 pp 


G00226044S Answer in opposition to Public Utils Board of Cltg af 
Brouinsvi 1 le, TX motion to compel RN hardy deposition Urges 
denial of Brownsville request for shortened time & for leave 
to reply No justification provided VJ/Certif Icate of 8vc ' 

STAHL, D H Central Power & Light Co STAHLi D M Iiham Lineols t 
Seale HARDY, R W Affiliation Unknown 80/08/08 7pp 


8002130157 Motion to compol RW Hardy 900825 dopositlofi in Abilene, TX^ 
per Puttie Utils Hoard for Brownsvi 1 le, TX 791213 notice 
Request* leave to reply by B00213. if Central Peuer St Light 
provides addl info in answer to motion W/Cert i f icate of Sve 
POIRIER, M H Texas, State of 60/02/01 7pp 


8002290390 Oiscovery rept for Jan 1900 Deposed TR Locke, □ Castilian. R 
Carder it R Farrington Participated in J KlilfardiS Phelps, P 
Hagers & H Harsh depositions Responded to Houston Lighting k 
Power 000103 request for conference call 
CYPHERT, 8 B Justice, Dept of 80/02/08 4pp 


eooaiGOS-lO second response to Houston Lighting 8, Power 780QOI 
inbe r r a g at Q r i es ■!« requests for production of documents & to 
util 791130 motion to compel Supplements 701010 k 12 
responses Certificate of Sve k apps end 

CYPHEflr,8 B , PATIMENTGR, F H JusticOiDept of BO/02/01 115pp 


000-2140263 Fourth supplemental response to Houston Lighting k Power 
790209 second set of interrogatori ss t. request for 
documents Supplements DOJ 790403 Initial response re 
uiittiessas to be called Documentation k Certificate 8vc end 
CYPHERT, B fi , PAnMENTER,F H Just Ice, Dept of GO/02/01. I3pp 


80022S033Q Supplemental response to Houston Lighting k Power 791219 
third set bP interrogatories k requests for production of 
documents Contains Info re OL advice Itr, anti trust review 
Si alleged Interstate restriction Certificate of 8vc end. 

CYPHERT, S.n , PA flM ENTER, F H Justice, Dept of 80/02/10 I4pp 


8002130493 Order extending period for Commission review of ALAB-57J 
until 000227 

CHrLK,0 J Office of the Secretary of the Commission aO/08/U 
tp 


8002220477 Advises of outstanding discovery requests re Hauilon 
Lighting k Power requiring production of douements re 
lignite transaction w/Dow Chemical NRC requests docunents on 
util negotiations re energy k capacity purchasee 
BLUHE, M B Antitrust Division BO/02/1 1 2pp, 


6002260421 Opposition to Central Power k Light motion for tciintiOK 
until S0032B to answer first set of Interrogatories k to 
Central k Southwest Sves motion for protective order. Ttning 
will deny necessary info U/Cert If Icate of Bvc. 

AHEARN, C D Texas Utilities Oeneratlng Co AHEARIf, C D. Otbivalii I 
Liberman 80/02/11 7pp 


80022D0312 Response in opposition to Houston Lighting k Power motion to 
compel production off WE Scott draft testimony Disclosure 
will bear on bias k cempeteiicv k should not be revealed 
prior to testlmonij at trial stage Certificate of Bvc end 
CYPHERT, 6 B Justice, Dept of 00/02/04 6pp 


6002220119 Response to Houston Lighting k Power fourth set of 
interrogatories k requests for production of documents, 
Contains DOJ anticipations re engineering witnesses planned 
to be used in discovery Certificate of €vc end 
CYPHERT, S n Jus bice. Dept of 80/02/04 0pp 


800S200739 Application for issuance of subpoenas requesting deposition 
of OC GampbelliH Howard, E HcOinniSiV RobertsourP Wetxel, 

J HcKelvey k RA Yarbroughtro bulk electric power supply. 

W/drafts k Certificate of Sve. 

FRANKLIN, H, J, Houston Lighting k Power Co FRANKLINiH J 
Louenstel n, Newman, Reis, Aie Irad k Toll * Baker k Botts. 60/02/09 
9Spp 


8002200021 Confirms that depositions of H Borchelt k D ChalkeP vill li 
continued on 900210 k 19 respectively, in Corpus ChrtitliTX 
Requests addl day for Borchelt deposition prior to 000229, 
completion of factual discovery 

POIRIER, H R Spiegel k McDlarmid 00/02/11 Ip 


8002210060 Updated response as of 800211 to Houston Lighting t Pteir 
first set of interrogator its Includes statement contending 
that util Interstate'^only pollcij blocks access to or 
participation In Bouth TX project Certificate of Sve end 
CHANANIA,F 0 , BLJHE, K B. , HQDQDQN, A P Antitrust Dlvieion 

80/02/12 62pp 


6002220120 Order accelerating responses to Houston Lighting k Pssit 
900212 motion to compel DOJ k other parties shall hand-* 
doliver response on 800219 Houston Lighting k Power shall 
arrange 800220 conference call to resolve Issues. 

HILLER, K E Atomic Safety and Licensing Board Panel 60/02/18 
zpp* 


9002260116 Discovery status rept for Jan* 1900 submitted on behalf of 
Central k Bauthwest Corp Attys inspected addl documents re 
TX Utils Denerating Co response to 790682 request for 
documents Certificate of Sve end 

CARNEY, J. A Ishatn, Lincoln k Beale GO/02/OS 7pp 


8002190270 Discover!/ rept for Jan 1900 Deposed DR Harr 1 son, HJ Harsh 
P Hayvrf,FJ HeyerrJR Hilford,8 Phelps k R Begrest Attended 
DDJ depositions Responded to NRC third Interrogatories. 

Served fourth set of discovery to DOJ tf/Certi f icate of Bvc 
FLYNNi P 0 Houston Lighting k Power Co FLYNN, P. 0 
Lowenste In, Newman* Re i s, Axelrod k Toll 80/02/06 1pp. 


9002260263 Second set of interrogatories k requests for production of 
dacumsnts Requests info k documents re Central k Bouthuest 
final transmission sve guldellnet Certificate of 8vt end, 

COPELAND, J 0. Houston Lighting k Power Co CQPELANDj J Q Baker k 
Batts, 80/02/06. 14pp 


0002200360 Motion for extension until 600320 to rosppisd to TX Dtils 
generating Co first set of Interrogator i es, due to late 
filing nf voluminous request 

STAHL* D,M Central Power k Light Co BTAHL, ft, M Isham, Lincoln k 
Deal a, BO/02/07. 3pp 


'—0002200364 Motion for protective order re TX i/tils Generating Co first 
set of interrogatories k requests for production of 
documents Movant is not party or Intervenor Certificate of 
Bvc an cl 

BTAHLrO M Cantral k Bouthuest Bervicesr Inc 8TAHL, D M. Iinam, 
Lincoln k Beale. 8&/02/O7 6pp 


8002220221 Order granting extension until 900229 for Central P«v*r 4 
Light k Bouth Nest Sves, Inc to answer TX Utils Oeneratlng Co 
first set of interrogatories. Grants extension until 800314 
for production of documents Protective order denied 
HILLER, ME Atomic Safety and Licensing Board Penal. 80/03/lB- 
2pp. 


8002270087 Advisei of Houston Lighting k Power filing of notion 
determine procedures k to compel DDJ responses Requests 
expedited schedule for discovery per oncl proposed order 
setting 000219 for DOJ answers k 000220 for conference cell. 
OQUKNIGHT,J A Lowenstetn, Newman, Re is, Axelrad k Toll. 0O/OS/1S 
4PP 


-*-8002270090 Motion to determine procedures k to compel resfsniri l| kCv 
re first set of interrogatories & request for production of 
documents DOJ felled to identify documents pertaining to COJ 
800201 second supplemental response Certificate of Qvc sncl 
CaUKNlOHT, J A. Houston Lighting k Power Co BDUKNI0HT*J A 
Lowenitelni Newman, Relsi Axelrad k Toll 00/02/12 20fp 


8002220401 Addendum as of 000213 to 000212 updated response to H#vilea 
Lighting k Power first set of interrogatories k request for 
production of documents, Identifies persons w/wham NRC 
cammunlcated during OL review H/Certlf icate of Bvc 
CHANANIA, F. D, Antitrust Division 00/02/13 13pp, 


6002260355 Notice of intent by Utils Board of City of Brownivil1l>n 
to depose J Druggeman on 000307 re Central k Bouthuest Corp 
practices in maintaining documents Certificate of 8v< end 
POIRIER, t1 R California, State of POIRIER, M R, Spiegel h 
McDiarmid 80/02/13. 5pp 
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:&001^700&0 Faru^rd^ A Ogrb^r & J Pdce prepared tea t tniQnie«. ro Public 
Rtigu>l«tory Policlea Act hearingii in rasponae to RP 
L*««g duTins Oerfcsr dspoaltion W/o end Certificate 

of Sve enc b 

FLYMHi P O Lauenateirii Neuman< Reis j Axolrad 1 Toll 80/02/13 9pp 


£>00:^20017>6 Nation for factual discovery extension gntil 600314 due to 
Houaton Uiphting in Pouer Q00209 applications for addl 
fubpoenas Sc subttq.uent need to reschedule Gulf Otateti Ubils 
depo « 1 1 1 QT 1 I Certificate of 8vc end 
CHANANIA.F D Antitrust Division 60/02/14 5pp 


0O4232O1BB Order extending factual discovery period until e00314p in 
reipan.se to NRC 600214 request 

fllLLEPiK E Atomic Safety and Licensing Board Panel 80/02/14 

2pp 


8O<>2220142 Order directing DOJ to produce draft testimanyr uritten 
aatls t< studies prepared by UE Scott for proceedingi an 
reipense to Houston Lighting Sc Pouier request 

iKILLERi M £ Atomic Safety and Licensing Board Panels BO/02/14 
3pp 


6002290370 Application for issuance of subpoenas for test imonyi directed 
to TX Poiuer «i Light. & subpoenas for documents! directed to 
SraTQs Electric Power Cooperative & TX Power St Light. 

Suppleninte 791203 subpoenas U/drafts S< Certificate of 8vc 
LUOUE.N Justice! Dap t of 80/02/14 I3pp 


S00227003& Discovery rept for Jan 1980 Participated in Autry! Beard. 
Berchcl ti Castl 11 ion. Chal ker. Corder. Farr ing ton 8< Harrison 
deposltlans Received Central S< Southwest Corp second 
request for production of documents Certificate of 6vc end 
AHEARN! C D. Texas Utilities Generating Co AMEARN. C D Debevoise «c 
Liberman 8-0/02/15 9pp 


6003270103 Response by Public Utils Board of City of Orouinsvi 1 1 e. TX to 
Central Power t Light RH Hardy 600206 filing Urges A8LB 
to compel RH Hardy deposition during wk of 800225 Supporting 
doeuAentatlon end 

PDlAIERiiMR Ttxat! State of 60/02/15, 49pp 


—8002270107 Application by Public Utils Board of City of Drownsvl 1 le. TX 
for iieuartce of subpoena for RH Hardy deposition re power 
supply & competition issues Draft subpoena (t Certificate of 
Bve and 

POtRlERjH R Texas. State of BO/02/15 9pp 


S002270097 Answers to Houston Lighting It Power first set of 
Interrogaitories Includes info re electric power sale (t 
purchaa*! economy power offers & Interstate restrictions 

i davl tr supporting documentation tt Certificate of 8vc 
6TAHL»D Uest Texas Utilities Co STAHL. D Isham. Lincoln It Beale 
DD/02/t9 50pp 


S0G22701O8 Motion to compel DOJ to provide further answers to 
Interrogatory 1 of fourth set of Interrogatories Sub j 
Aitterj uniferlying studies li nature of C stover testimony 
should be disclosed by 600305 Certificate of Sve end 
GREEK. D G Houston Lighting It Power Co GREEN. 0 0 
Lowansta in. Newman. Reis. Axelrad It Toll 60/02/19 Bpp 


800227010D Second set of Interrogatories It requests for production of 
documanis. Requests whether listed documents were in Central 
b Southuest Carp possession. List of documents to be 
produced It Certificate of Sve end 
POIRIER# N.R Texas, State of 80/02/20 t24pp 


8042280-007 Updated response as of 600220 to Houston Lighting It Power 
790312 second set of interrogator ies U requests for 
production of documents Adds It delates certain individuals 
from potential witness list H/Certlf Icate of Sve 
CHAHANI A. F. D ! BLUHE. M B Antitrust Division 80/02/29 I9pp 


€003280061 Responds to Houston Lighting It Power 600201 subpoena 
directed to Trinscomm. Inc Objects to majority of paragraphs 
on grounds of duplication re NRC 60022S motion to modify 
xubporna 

CKANANIA. F. D. Antitrust Division, S0/02/2S 2pp 


6002280687 Motion for extension of time It leave to file motion for 
sutpoana duces tecum ,d irected to Transcomm. Inc, keeper of 
records. Util second set of discovery directed to NRC 
contains requests duplicative to subpoena 
CHANANlAeF D Antitrust Division 60/02/25. 3pp 


'--‘800228 0693 Forwards subpoena duces tecum directed to beeper of records 
Certificate of Bve end 

FRANKLtNrH, J Lowensteln. Newman, Reis. Axelrad 1. Toll. 80/02/04 

4pp 


8002290002 Reeponse to Houston Llghtkny I. Power 800201 fourth set of 
interrogatories Responsive documents already produced to 
util in NRC 600225 responses to Transcomm subpaana & in 
other documents Certificate of 8vc end 

CHANANIA. F D , KODODON. A P Antitrust Division 00/05/25 Spp 


Q Inspection reports. IE Bulletins I. correspondence 


0002010209 Forwards IE Insp Repta 50-498/79-16 6 50-499/79-16 during 
□ct 1979 Ic notece of violation 

SElDLE.H C Region 4» Dallas* Reactor Construction t* Engineering 

Support Branch 79/12/12 2pp 


— 6002010215 Notice of violation from insp during Dct 1979 

* Region 4, Dallas. Office of the Director 79/12/12 Spp 


—8002010223 IE Insp Rep t s 50-498/79-16 I. 50-499/79-16 during Oct 1979 
Noncomp I lance noted failure to include appropriate 
acceptance criteria In Insbruc tiens * proc sdures i drawings 
CROSEMAN.W A , PHILLIPS.H S Region 4. Dallas. Office Of the 
Director 79/12/12 9pp 


0002280233 Responds to lE Bulletin 79-25 re failures of Uestinghouse 
QFD relays in safetg-r olated sys No Nestinghouse relays In 
use 

TURNER. E A Houston Lighting 1^ Power Co 79/12/12 tp 


SD02050262 Discusses measures to correct concrete placement problems 
identified during NRC 791221 It 26 special insp Util has 
initiated corrective action program It will limit safety- 
related concrete placements to noncomplex placement 
SEYFRIT. K V Region 4. Dallas. Office of the Director 79/12/31 
ip 


8002070298 Forwards IE Insp Repts 50-498/79-31 It 50-499/79-21 on 
791127 No noneompl ia-nce noted 

SEIDLE.U C Region 4. Dallas, Reactor Construction It Efiglmeering 

Support Branch 80/01/04 2pp 


—0002070308 IE Insp Repts 50-496/79-31 I, 90-499/79-21 on 7^1127 No 
none omp 1 lance noted Major areas inspected appraisal of NRC 
mission by public officials of Bay City.TX 

CROSSMAN. W A , PHILLIPS.H B . CROSSMAN. W A Region 4. Dallas, 
Office of the Director 60/01/04 3pp 


8002080123 Forwards IE Info Notice 60-01. "Fuel Handling Events " No 
specific action or response required 

SEYFRIT, K V Region 4. Dallas, Office of the Director 60/01/04 
IP 


8002290630 Forwards IE Insp Repts 50-498/79-22 U 50-499/79-22 on 
791211-14 No noncomp 1 lance noted 

6EIDLE.M C Region 4. Dallasj Reactor Construction & Engineering 

Support Branch 80/01/10 2pp 


— B002290631 IE Insp Repts 50-498/79-22 U SO-499/79-22 on 791211-14 No 
noncompliance noted Major areas inspected AStiE certificates 
of auth orlia tlon Ic heaUng. vent 1 la ti an l( air conditioning 
actlvit tes 

HUBACEKiN 0 Region 4. Dallas. Office of the Director 
80/01/09 5pp 


6002200093 Forwards IE Insp Repta 50-470/79-10 It 50-499/79-16 during 
Nov 1979. No noncompliance noted 

SEIDLEilf. C Region 4, Dallas. Reactor Construction It Engineering 

Support Branch 80/01/16 2pp 


—8002280098 IE Imp Repts S0-49B/79-1B I. 50“499/79~ia during Nov 1979 No 
noncomp 1 iance noted Major areas Inspected saf ety-related 
const activities, so 1 1 compaction Ic tes t. saf ety-related 
structural concrete, p lant tour St reactive Insp 
CR0B8I1AN.W A . PHILLIPS.H 8 Region 4, Dallas. Office of the 
Director 60/01/16 4pp 


6002080105 Forwards IE Circular BO-Ol, '*Bvc Advice for OE Induction 
Disc Relays No rsspanse required 

SEYFRIT. K V Region 4, Dallas, Office of the Director 00/01/17 

Ip 


6002130132 Ack receipt of 791113 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-496/79-15 8, 
50-499/79-15 

SEIDLE. N C Region 4. Dallas, Reactor Construction It Engineering 

aupport Branch 80/01/24 2pp 


-‘'8002130L43 Responds to NRG 791019 Itr re violations noted in IE Insp 
Rept 50-490/79-15 !< SO-499/79-15 Corrective actions 
as-placed concrete revibrated tt vibrator operation 
determined to foe In accordance w/lns tructlons 
TURNER, E A, Houston Lighting << Power Co 79/il/i3 2pp. 
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fi0020B016J Forwards IE Info Nafcice 80-03* “Main Turbin© 

Elec trqhydraul ic Control 9^ s “ No aprclflc attion or 
reipons© r©q.uired 

SeVFRIT.H V Region 4, Pallas* Office of the Director flO/01/31 

Ip 


B0&213O173 Ack receipt of 791103 Itr Informing NRC of step* taken to 
correct violations noted in IE In^p Repts 50-49B/79-I3 & 
30-499/'79-13 

SEIDLE,W C Region 4, Dallas^ Reactor Construction & Engineering 

Support Branch SO/01/31 3p p 


— aOOaiGPiaa Responds to NRC 79100S I tr re violation* noted in IE Insp 
Rcpts 90-499/79-13 «t 90-499/79-13 Corrective actions 
revising P 1 t t»burgh“Des Moines OA manual to clarify Intent 
of requirement for semiannual review 

TURNER* E A Houston Lighting t Power Co 79/11/02 9jjp 


B002140082 Forwards I£ Circular 79-25 j Sup pi A* "Shock Arrestor Strut 
Assembly Interference " Ma written response re<iulred 
SEYFRIT^K V Region 4. Dallas. Office of the Director fl0/01/3i 
Ip 


8002250942 Forwards IE Circular 80-02. "Nuclear Power Plant 9taff 
Work Hours " No written response required 

8 EVFRIT. K V Region 4* Dallas* Office of the Director BO/02/01 

Ip 


8002210392 Forwards 1£ Bulletin 80-03* "Loss of Charcoal From fltd Type 
1 1. Two- Inch* Tray Adsorber Cells " Action required 

SEVFRIT*K V Region 4. Dallas. Office of the Director B0/02/0& 

Ip 


8002320061 Forwards IE Info Notice 80-0S» "Chloride Contamination of 
Saf • ty-Related Piping ft Components '* No written response 
required 

BEypRIT. H V Region 4. Dallas, Office of the Director BO/02/Oa 
Ip 


eOD22SD379 Forwards IE 8 u lie tin 80-04* "Analysis of PWR Main Bteam Line 
Break W/Contlnued Feeduatar Addition " No written response 
required 

SE/FRlTiK V Region 4* Dallas* Office of the Director 0D/O2/O0 
Ip 


Reportable occurrences* LERs ft related correspondence 


1002250689 Forwards final deficiency rept re dimensional error in 
baeemat of mechanical -electr tea I auxiliary bldg 
TURNER. E A Houston Lighting ft Power Co 79/10/29 2pp 


—6002290690 Final doficiency rept on 7B1004. util notified NRC of 
d Imension-al error in basemat const of mechanl cal-» 1 ectr ical 
auxiliary bldg Caused by ca Iculat Iona 1 error ft lack of 
proper supervision Interior space altered via bldg redesign 
¥ Houston Lighting ft Power Co 79/10/29 4pp 


8002140727 Forwards third interim deficiency rept concerning improper 
anchor bolt matl 

TURNER. E A Houston Lighting ft Power Co 79/12/31 2pp 


02140734 Third interim rept concerning improper anchor bolt matl 
Caused by failure of const quality procedures to require 
QC personnel to verify correctness of info on matl 
requ 1 i i tions Stop work ardor itsued to change procedures 
e Houston Lighting ft Power Co 79/12/31 9pp 


>260689 Forwards final deficiency rept re concrete voids in eighth 
ift of Unit 1 reactor bldg exterior wall 
l:EArO W Houston Lighting ft Power Co 80/02/18 3pp 


12360693 Final deficiency rept re concrete voids In eighth lift of 
/nit 1 reactor bldg exterior wall Concrete voids repaired 
* Full imp lomentat ion of recurrence control is complete 
» Houston Lighting ft Power Go 80/02/18 lOppv 


ET 8TN-S0-W SOUTH TEXAS PROJECT* OIIIT 2 


pp 1 i cation/cons truction stage documents ft correspondence 


290067 Outlines action items to be implemented re QA program per 
'1826 meeting Includes 8-00104 seminar lu/const ft QC 
ersennel* procedure c hang es* wri tten policy re problem 
ioiutians ft overall ngt assessment of Q-C ft QA personnel. 

IPREA. 0 W Houston Lighting ft Power Co 79/12/28 2 pp 


B0021 10558 Requests info re confirmatory piping analysis to verify 
compliance w/applicable ASME code criteria Residual heat 
removal sgs will be evaluated 

PARRiO D Light Uater Reactors Branch 3 80/01/25, 3pp, 


F Security, medical* emergency ft fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on ratf iol ogical emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
QR IHE 8 * B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for araat 
near nuclear power plants Info should be submitted by 
800331 

ORIMESiB K Emergency Preparedness Task Force 79/12/26. 4pp 


8002110906 Forwards superseded security plan* In response to request 
Security plan withhold <ref 10CFR8 790> 

PARR*0 0 Light Water Reactors Branch 3 80/01/24 2pp 


6002310164 Summary of 800109 meeting w/Otil in Bethesda* MB re rtvliw ef 
site security plan 

LICITRA/E A Light Water Reactors Branch 3 80/02/11 3pp 


0 Adjudicatory correspondence 


8002050021 Requests that util waive objections to 800126 discovery 
Interveners wish to proceed w/discovery on 800124-26 
Requests applicants provide copy of documents held by Drowhi 
ft Root* Inc re Interrogatory 49 Certificate of 8 vc end 
8 IWKIN.L A Cititens Concerned About Nuclear Power* Itic 

eiNKlNiL A Citliens for Equitable Utilities 80/01/16 Spp 


—8002050034 Motion to compel applicants to bear expenses of copyirf 
const Tjecords pursuant to discovery by intervenori Draft 
order end 

SINKlNi'L A Citlxens Concerned About Nuclear Power. Inc. 
6 INKIN 1 LA Citlxons for Equitable Utilities 80/01/16 3jp 


—0002090042 Motion to compel applicants to provide discovery on 
Saturdays Draft order encl 

BINKINi L A Cltiiens Concerned About Nuclear Power* Inc 
aiNKlN*L A Cltiiens for Equitable Utilities 80/01/16, 8 pp 


6002130345 Response In opposition to Citizens Concerned About Nuclter 
Power motion to compel applicants payment for document 
copying re Intervenor discovery Federal rules ft court 
decisions do not Impose such costs. Certificate of 8 vc end. 

NEWMAN* J R * SCHWARZ*M D Houston Lighting ft Power Co NEWMANiJR 
Lowenttel n* Newman* Rei s* Axelrad ft Toll 80/01/22. 7pp 


8002070469 Notice of appearance in proceeding Cetificate of 8 vc end 
RASKIN* 0 D Houston Lighting ft Power Co RASKIN. D B 
Lowens teln* Newman* Reis* Axelrad ft Toll 80/01/23. 3 pp 


8002050176 Forwards affidavits re inadvertent opening of sealed 
documents by NRC mailroom employee* In response to ASLB 
800111 request 

HCOURREN*H J Hearing Branch 1 80/01/24 Ip. 


— 8002050100 Affidavit re Inadvertent opening of sealed documents ty ^ 
Cutchln No documents read 

CUTCKIN* J h Atomic Safety and Licensing Board Panel 80/01/21 
app- 


— 800S0501B9 Affidavit re inadvertent opening of sealed documents by JN 
Cutchin No documents read. 

BMlTHiA Atomic Safety and Licensing Board Panel 60/01/23 Ip 


— 8002090187 Affidavit re inadvertent opening of staled documents by 
Cutchin No documents read 

CHANOLER*L J Atomic Safety and Licensing Board Panel C0/01/B3 
Ip 


— 8002090191 Affidavit re inadvertent opening of sealed document* by 
Cutchin No documents read 

TR£Qy *8 A Atomic Safety and Licensing Board Panel, 80/01/22 

2pp 


->-8002050193 Affidavit re inadvertent opening of sealed documents by 
Cutchin No documents lead 

NCOURRENrH J Atomic Safety and Licensing Board Panel, BO/Ol/2? 

Ip 
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Order granting oxt^nilon until 80012? for NRC to file motion 
tg (onipal diacoverg against Cltlxoni far E^uitabU Utils 

Atomic Safaty and Licensing Board Panel BO/01/24 
I? 


iRflilLias'ts extansion until 80012? to respond to intervenor 
Cliiiens for Equitable Utils 800114 answer to first set of 
Iftiirrojatorl o* Original filing date did not include 9-day 
viltiTig period Certificate of 8vc encl 

KPJKAW- J R Louoni teln» NewjTiani ReiSf Axo Irad t Toll 80/01/34 4pp 


^2110183 Oocortd sot of interrogator ies It requests for production of 
^pcunentt Requests info re PDI evidence of false 
<BCU**ntat i on of cadueld Insps & const of mechanical 
ilKtrIcal auxiliary bldg Certificate of 8vc encl 
BCHHAUZiM D lloueton Lighting & Poujer Co SCHWARZi M D Dalter It 
BatN 30/01/29 19pp 


ftjOJllOiM Order granting extension until B0012? for applicants to file 
lotiPn to coetpel discovor? against Cltlxens for Equitable 
Util* 

BECHJIOEFERi C Atomic Safety and Licensing Board Panel 00/01/29 
\t 


Motion for order compelling Citizens for Equitable Utils to 
nifond to certain 7?1105 interrogatories Intervener failed 
iB provide mianlngful responses to Interrogatories 
(irllficate of 8vc encl 

«OURfiEH»H J Hearing Dranch 1 00/01/29 lOpp 


{002130260 Response in opposition to Citizens Concerned About Muclear 
foxir Boot 16 motions to compel applicants discoviryito 
(onduct diicoverij an Baturdags l( to impose copying costs on 
ipplicants U/Cart i f icate of Sve 

KC«URREM. H J Hearing Branch 1 00/02/05 3pp 


fjXi22(}0269 Motion to compel Citizens for Equitable Utils specific 
intviTi to first set of interrogator 1 es & requests for 
production of documents Oasis for Intervanor contentions 
tfiould be revealed Certificate of 8vc encl 

eiDSLEiC T I KEUNAN^ J R Houston Lighting li Power Co BIDDLE* C T 
hlir t Potts 80/01/2? llpp 


{002260037 Responds to request for info re const progress contained In 
liRC 0001 16 memo it order madifying discovery Unit i is 
t(hidu|id for fuel load bg 830901 Unit 2 oil 11 bo ready by 
GSOfOl Certificate of 9vc and 
SCIillAR2iH P Daker «t Dotts 00/02/06 4pp 


B002190225 Advises that NRC takes no position re applicant 00012? 
i»Uoi> to compot Citizens for Equitable Utils* Inc answer to 
flnt set ef Interroga tor i as 

KCQURREN.H J Hearing Branch 1 8O/OS/O0 ip 


€002220130 Himorandum it order deny ing* w/some ral ief * Cl tl zone Concerned 
Aloul Nuclear nouer 8001 16 motion requesting that applicants 
Hir copying lespensef Dismisses w/o prejudice intervener 
800116 notion to compel applicants discovery on weekends 
BECHHOEFER* C. Atomic Safety and Licensing Board Panel 80/03/12 
ipf 


800222(1236 Advises of opening of monila envelope containing documents 
for parties HJ licOurren informed applicants to pick up 
dOKusents ro agreemont between parties U NRC 
tlWURflENvH J Hearing Branch 1 80/02/13 Ip. 


—0003060070 Application for issuance of testimonial subpoena for 
E Simmons of Houston Lighting It Pouer re ASL9 791025 order 
Requests Simmons 000130 availability Draft subpoena* 
Certificate of Sve it excerpts of Simmons deposition encl 
CYPHERTiS B Justice* Dept of BO/01/17 13pp 


8002200694 Answer to NRC third set of interrogatories & requests for 
production of documents Contains details re TX Utils Co 
organization charts* control sys & load flow analysis 
Affidavit t( Certificate of Sve end 
SCARTH.E D Texas Utilities Co 80/01/21 lOpp 


8002110601 Discovery rept by TX-LA Electric Cooperative* Inc for Dec 
1979 Participated in Oambre 1 1* Howard* Hughes* Campbel 1 * Skelton 
I* Spense depositions No discovery requests Initiated 
BURCHETTE.M H Northeutt Ely 80/01/23 ip 


0003050114 Forwards NRC documents produced in response to util third 
set of interrogatories I* requests for production of 
documents U/o encl 

BLUM£*H Antitrust Division SO/01/24 Ip 


0002130479 Second request for production of documents to Houston 
Lighting & Power re generation I* transmission planning study 
Ic economic evaluation of alternatives Documents available 
for insp Ic copying by 800220 M/Certlf icate of Bve 
HILLER. M I Central Ic Southwest Corp 80/01/24 i2pp 


8002130236 Second request for production of documents directed to TX 
Utils Generating Co re transactions on energy or electric 
power Documents should be available for insp & copying on 
800228 Certificate of Sve end 

MILLER* H I Central Ic Southwest Corp 80/01/24 lOpp 


8002030064 Notifies of NRC position re Document Request 3(f) of NRC 
third set of interrogatories to util Production of documents 
re util purchase or leasing of lignite from Dow Chemical Co 
required 

LESSY.R P Antitrust Division 80/01/25 Ip 


8002080017 Discusses DOJ request for conference telcon w/applicant re 
applicant 000125 motion for protective order Demands 
reosonable time to respond to DOJ oral request for 
production of documents believed to be confidential 
OREENi D 0 Louenstein. Neuman* Reis* Aielrad !< Toll 00/01/25 2pp 


— 0002000026 Motion for protective order limiting DE Simmons deposition 
to one appearance between effective date of order It B00331 
Urges showing of extraordinary circumstances if several 
appearances are required Certificate of Sve end 
COPELAND* J 0 Houston Lighting 6 Power Co 0(3/01/25 0?p 


8002130305 Motion for protective order in favor of Cartr Oil Co re 
documents produced in response to 791024 subpoena directed 
to IB Phillips for 791116 deposition Stipulation between 
parties dtd 791116 end 

FQUNTAINiKP Affiliation Unknown 00/01/28 2pp 


— 8002130322 Stipulation among DOJ. KP Fountain* JP Plummer* NRC* Central 
Power It Light It Houston Lighting I. Power for protective 
order in favor of Carter Oil Co Documents produced per 
791024 subpoena are confidential M/Certif icate of Sve 
LUQUE.M Justice, Dept of OURCKETTE* W Teias-Loui t lana Electric 

Cooperative* Inc JOHNSON* M Texas Utilities Generating Co 
79/11/16 lOpp 


S002SSG419 Responds to FOIA request for memoa* meet ing summaries, 
irintcrlpt* It telcon records re Commission decition not to 
Mviiw appaa X . Forward s documents listed In App A Info 
Hklladv withhold Documents 1 4 9-9 (rof FOIA Exemption 5> 
FELTON ( J M Division of Rules and Records BO/02/15 3pp 


8002140310 Application for issuance of subpoena duces tecum for Dow 
Chemical Corp Requested subpoena coincides u/subpoena to 
testify included in DOJ 791129 motion for mod W/draft 
subpoena l< Certificate of Sve 
LUOUE. N Justice* Dept of 80/01/28 lOpp 


‘-0OO22QO472 Anauers util U NRC first sat of interrogatorlet Certificate 
of 8vc Ic info re hurricanes It tropical storms affecting TX 

llcHORiirF^ Citlzene for Equitable Utilities 80/01/21 13pp 


8MW50206 Ra*pond« to ASLD 800116 momorandum h order requesting 
fzojected availability of documents FEB It safety evaluation 
riptwlll b« Is-iuerf in Fall 1902. 
hCObftREN* H J Hearing Branch i, 80/02/21 Ip. 


G002130253 Notice of appearance in proceeding Certificato of Sve encl 
HUNSlCKERtS R Houston Lighting I Power Co 90/01/24 Bpp 

6002130031 First set of interrogatories It requests for production of 
documents Requests Info re utils' geographic market ^ 
customers Requests documents re competition between utils 

KNOTTB^S^B* °Texas Utilities Generating Co AHEARN* C D Debevoisf 
Liberman 80/01/30 31pp 


H Antltruat correspondence 

WOSOAGOSS Applic*tlon. for issuance of subpoena to 
tkiiodu of FR Moerntr of TX Electric Sve Co re competition 
In TX eLoctrlc wtll induetry I surrounding areas Draft 
lukpoena Ic Ce-rtlflcate of Sve encl 
CyPHERT*8 D JusUce* Dept, of 00/01/17 0pp 


8002130047 Fourth set of Interrogatories directed to NRC Requests 
identification of all Transcomm* Inc documents provided to 
NRC in connection u/proceedlng 

FRANKLIN, W J Houston Lighting It Power Co 00/02/01 3pp 
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— B0021300&7 First set of requests far production documents directed 
to N.RC Requests documents identified in response to Houston 
Li^ihting it Power 800201 fourth interrogatories tc documents 
relating to NC Lerner U R Hartlev testimonies 
FRfkRKLlN.U J Houston Lighting fc Power Co 80/02/01. Opp 


— 60051300&4 f^pplicatton for issuance of subpoena directed to Transcomnif 
Inc keeper of recordsi fB testimony given In procteiTlng 
pertaining to nuclear power projects !i related issues. Draft 
subpoena ^ Certificate of Svc end 

FRANKLIN, W J Houston Lighting ^ Power Co 80/02/01 I4pp 


8002130157 Motion to compel RW Hardy 800225 deposition in AbitenedX, 
per Public Utils fioard fo-r Srownsvi 11 Qt- TX 791213 notice 
Requests leave to reply by 800515 if Central Po-wer it Light 
provides addl info in answer to- motion M/Certlf 1 cate of Sve 
POIRIER, ri R reiasi State of P0IRIER,M R Spiegel U McDlarrtld 
B0/02/0i 7pp 


8002130340 Second response to Houston Lighting &t Power 780601 
interrogatories & requests for production of documents & to 
util 791130 motion to compel Supplements 781010 & 12 
responses Certificate of Bve %t apps and 
CYPHERT.S B ^usticsiDept of 80/02/01 li5pp 


8002140963 Fourth supp 1 etnenia I responee to Hoot ton Lighting & Power 
790209 second set of interrogator ies if request lor 
documents Supplements OOJ 790403 initial response re 
uitneisos to be called Documentation t< Certificate 8vc end 
CYPHERTiS B Justice. Dept of 80/02/01 ISpp 


800225 0330 Supplemental response to Houito-n Lighting ti Power 791218 
third set of interrogatories h requests for production of 
documents Contains Info re OL advice Itr. anti true t review 
& alleged interstate restriction Certificate of Sve end. 

CYPHER!. 6. 8 Jos tice, Dep t. a f 60/02/10 14pp 


8002200312 Response in opposition te Houston Lighting L Power motion to 
compel production of (4E Scott draft tes t Imony. Di sdosure 
will bear on bias le eompetency L should not be revealed 
prior to testimony at trial stage Certificate of 8vc end. 

CYPHER!. S D Jus t i ce. Dep t of . 80/02/04. 6pp. 


8002220119 Response to Houston Lighting L Power fourth set of 
interrogatories & requests for production of docunente 
Contains DDJ anticipations re engineering witnesses planned 
'-0 be used in discovery Certificate «f 8vc end 
^PHERT.3 B Justice. Dept of 80/02/04. Opp 


250364 Discovery rept by Public Utils Board of City of Brownsville, 
for Jan 198D Participated In Central Power S( Light 
ioeitlons Produced addl documents to Houston Lighting L 
uer Certificate of Sve end 

ilRIERiH R Bp lege 1 U HcDiarmid 60/02/04 6pf 


^2200739 Application for issuance of subpoenas requesting deposition 
of DC Campbell. N HowardrE HcOInnisiV Robertson.P Hettel, 

J HcKalvey U RA Yarbrough, re hullc electric power supply 
H/drafts l« Certificate of Sve 

FRARKLIN.U J. Houston Lighting L Power Co BD/02/0S 55pp 


B002260116 Discovery status rept for Jan, 1980 submitted on behalf of 
Central & Southwest Corp Attys inspected addl documents re 
TX Utils Oenerating Co response to 790BB2 request for 
documents Certificate of 8vc end. 

CARNEYr J A I sham. Lincoln 4( Beale 80/02/05 7pp 


Discovery rept for Jan 1980 Deposed OR HarrlsonrHJ Marsh 
HiyersiFJ Meyer. JR Milford, 8 Phelps «< R Segrest. Attended 
DJ depositions Responded to NRC third interrogatories 
erved fourth set of discovery to DDJ W/Certif icate of 8vc 
LYNN. P Q Houston Lighting ti Pouar Co FLYNN. P 0. 
ouinsteln, Newman, Ret ii Aielrad S, Toll 8D/02/06 Ipp 


2260263 Sscond set of interrogatories L requests for production of 
'curnents Requests info L documents rs Central & Routhuast 
^al transmission sve guidelines Certificate of Sve end 
ELAND r J 0 Houston Lighting is Pouar Go 80/02/06 14pp 


0360 Motion for extension until 600328 to respond to TX Utils 
rating Co first set of interrogator ias. due to late 
ng of voluflilnaus request ^ 

L, 0 If Central Power fc Light Co 80/02/07 3pp 


1200364 Motion for protective order re !X Utils Oenerating Co first 
»t of Interrogatories ii requests for j^roduction of 
flcumenfcs Movant Is not party or Intervenor. Certl# Icata of 
VC end 

TAML,D.M Central ^ Southwest Services. Inc. 00/02/07 6pp. 


8002220137 Order amending ASLD 790723 protective order in whUh doj,. 
NRC. Public Utils Board of City of Brownsvl 1 le. !X h Oulf 
States Util Co stipl lotion was adopted OOJ 790226 subpoena 
shall include 800118 Amends 780226 subpoena 

MILLER. K E Atomic Safety and Licensing Board Panel 00/02/-08 

2pp 


8002260445 Answer in opposition to Public Utils Board of City of 
Brownsvil ler !X motion to compel RU Hardy deposition Urges 
denial of Brownsville request for shortened time 6 for leave 
to reply No justification provided U/Cert If icate of 8vc 
8!AHL. DM Central Power S< Light Co 00/02/08, 7pp, 


8002290390 Discovery rept for Jan 1900 Deposed TR Locke.O CastiU^njR 
Corder h R Farrington Participated In J Milford, 0 PhelpSiP 
Mayers 6 H Marsh depositions Responded to Houston Lighting U 
Power 800103 request for conference call 
CYPHER!, 0 B Justlce.Dept of 00/02/03 4pp 


6002150493 Order extending period for Commission review of ALAB^S?} 
until 800227 

CK2LK. S J Office of the Secretary of the Commission BO/02/Lt 

Ip 


0002220477 Advises of outstanding discovery requests rt Hautton 
Lighting L Power requiring production of documents rt 
lignite transaction w/Oow Chemical NRC requests documents on 
util negotiations re energy & capacity purchases 
DLUME. M D Antitrust Division 80/02/11 2pp 


6002260421 Opposition to Central Power L Light motlan for exttniion 
until 800328 to answer first set of interrogatories It to 
Central L Southwest 8ves motion for protective order Timing 
will deny necesiary info W/Certif icate of Sve 
AHEARN. C D !exas Utilities Oenerating Go 00/02/11 7pp 


0002280021 Confirms that depositions of M Borchelt L D Chalker will li 
continued on 800218 & 19 respectively. in Corpus Chrlstl.TX 
Requests addl day for Borchelt deposition prior to 0OOS29, 
completion of factual discovery 

POIRIER. M R Spiegel ^ McDiarmid 00/02/11 Ip. 


0002210000 Updated response as of 800211 to Houston Lighting Cr Powir 
first set of intorregator ies Includes statement contending 
that util interstate-only policy blocks access to or 
partlcl pat ion in South !X project Certificate of Sve end 
CHANANIA.F D Antitrust Division 80/02/12 62pp 


8002220120 Order accelerating responses to Houston Lighting (t Powir 
800212 motion to compel DDJ L other parties shall hind- 
deliver response on 00021? Houston Lighting t< Power shall 
arrange 600220 conference call to resolve Issues 
MILLER. M E Atomic Safety and Licensing Board Panel 30/02/12 
Spp 


8002220221 Order granting extension until 600229 for Csnteat PoMir i 
Light & South West Sves. Inc to answer TX Utils Oenerating Co 
first set nf interrogator Ies Grants extension until 600314 
for production of documents Protective order denied. 

HILLER. H. E Atomic Spfety and Licensing Beard Panel. BO/02/12 

2pp 


0DO227OO07 Advises of Houston Lighting Ic Power filing of potion te 
determine procedures it to compel DOJ responses Requests 
expedited schedule for discovery per end proposed order 
setting 800219 for DOJ answers U 800220 for conference call 
BOJKNIQHT, J. A. Lowenstein. Newman. Reis. Axelrad & !ol 1 80/02^12 

4pp 


— 9002270096 Motion to determine procedures 1. to compel rdiponeet bf SOI 
re first set of interrogatories 8. request for preduetlon of 
documents. DOJ foiled to Identify documents pertaining te DOJ 
800201 second supplemental response Certificate of 8vc enc I 
BDUKNlOHTrJ A Houston Lighting if Power Co 60/02/12 20pp 


8002220401 Addendum as of 800213 to 000212 updated respontf to Ho^stn 
Lighting Ic Power first set of Interrogatoriis L request for 
production of documents Identifies persons w/whom NRC 
communicated during DL review H/Certlf icate of 8vc 
CHANANIA.F D Antitrust Division 80/02/13 13pp 


8002260395 Notice of intent by Utils Board of City of Brownsvi 1 It. TI 
to depose J Bruggeman on 000307 re Central U Southwest Carp 
practices in maintaining documents. Certi f Icate of &vc end 
patRlERiMR California. State of 00/02/13. 9pp 


0002270060 Forwards A Gerber & J Pace prepared testimonies rt Public 
Util Regulatory Policies Act hearings. in response to RP 
Lessy request during Oerbar deposition H/o end. Cert 1 f icate 
of 0vc end 

FLYNN. P. 0 Loweneteln, Neuman. Rais. Axelrad l< Toll, BO/02/13. 
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BOOS-SOOWb Hotion for factual discovery eitemion until 800314 due to 
Mouston Lighting U Poiuer 800205 applications for addl 
lubp-o-inas- it ftubeequent need to reschedule Oulf States Utile 
dipaeitlons Cartiflcate of Svc end 
ChlAMANlAiF D Antitrust Division 80/02/14 5pp 


60022201^8 Order extending factual discovery period until G0D314. in 
response to NSC 900214 request 

HlLLER^tl E Atomic; Safety and Licensing Doard Panel 60/02/14 


600222014'2 Order directing DOJ to produce draft testimonyi uritten 
eatls studies prepared by WE Scott for proceed Ing, in 
response to Houston Lighting & Pouer request 

H(LL£RjiH E Atomic Safety and Licensing Board Panel BO/02/14 
3pp 


0 Inspection reports. IE Bulletins U correspondence 


8002010209 Foruards IE Insp Repts 50-498/79-'! <» t< 50-499/79- 1 f» during 
Oct 1979 tc notice of violation 

SEIDLE.U C Region 4i Dallas. Reactor Construction It Engineering 

Support Branch 79/12/12 2pp 


— 8002010215 Notice of violation from insp during Oct 1979 

* Region 4. Dallas. Office of the Director 79/12/12 2pp 


'—0002010223 IE Insp Repts 50-49B/79-16 4, 50-499/79-16 during Oct 1979 
Noncamp 1 iance noted failure to include appropriate 
acceptance criteria in ms tructions. procedures !< drauings 
CRQSSKAN*M A . PHILLIPS, H S Region 4. Dallas. Office of the 
Director 79/12/12 9pp 


6002290370 Application for issuance of subpoenas for tastimony, directed 
to T)( Power tt Llyht#& subpoenas for documents, directed to 
Sracos Electric Power Cooperative it TX Pouier t Light 
Supplfments 791203 subpoenas W/drafts if Certificate of Svc 
LUaUEiN Oust Ice. Dept of 80/02/14 13pp 


6002270086 Discovery rapt for Jan 1980. Participated in Autry, Beard. 
Gorchelti Cat t i 1 1 lonr Chal ter. Corder, Farrington & Harrison 
depoeitloni Received Central & Southuest Corp second 
request for production of documents Certificate of 8vc end 
AHEARN.C D Texas Utilities Generating Co 80/02/15 Spp 


6002200233 Responds to IE Bulletin 79-25 re failures of Uesbinghouse 
BFD relays In safety-related sys No Westinghouse relays in 

use 

TURNER. E A Houston Lighting t Poiuer Co 79/12/12 Ip 


8002050262 Discusses measures to correct concrete placement problems 
IdentlfUd during NRC 791221 4, 28 special insp Util has 
Initiated corrective action program C, ulll limit safety- 
related concrete placements to noncomplex placement 
SEVFRIT, K V Region 4. Dallas, Office of the Director 79/12/31 
Ip 


0402270103 Response by Public Utils Board of City of Brounsvil le, TX to 
Central Power & Light & RW Hardy 800208 filing Urges ABLD to 
«onip«l RH Hardy deposition during wV of 800225 Supporting 
docunentation end 

POIRIER, H H Texas. State of 80/02/19 49pp 


8002070296 Forwards IE Insp Repts 50-498/79-21 it 50-499/79-21 on 
791127 No noncompUance noted 

SEIDLEtW C Region 4, Dallas, Reactor Construction ^ Engineering 

Support Branch 80/01/04 2pp 


’-B0022701Q7 Apfllcation by Public Utils Board of City of Brownsvl lie. TX 
for issuance of subpoena for RH Hardy deposition re power 
supply U campetitlon issues Draft subpoena Si Certificate of 
8vc end. 

POIRIER, h R. Texas. State of 80/02/15 9'pp 


—8002070308 IE Insp Repts 50-490/79-21 t. 50-499/79-21 on 791127 No 
noncomp I lance noted Major areas Inspected appraisal of NRC 
mission by public officials of Bay City.TX 

GROSSMAN. W A . PHILLIPS. H E . CROSSMAN. U A Region 4. Dallas, 
Office of the Director B0/01/D4 3pp 


6042270097 Ansuars in Houston Lighting it Pouier first set of 
Interrogatories Includes info re electric power sale it 
p urchass. cconoRiiy power offers I, interstate restrictions 
U/i f f idavi t. euppor ting documentation li Certificate of Svc 
BTAIiL.D Host Texas Utilities Co 80/02/19 50pp 


8042270108 Motion to compel DQJ to provide further ansuiare to 
Interrogatory 1 of fourth set of interrogatories Subj 
aatte r. under ly Lng studies li nature of C Stover testimony 
should be disclased by 000309 Certificate of Svc end. 
GREEN. D O Houston Lighting it Power Co 80/02/19 Spp 


0002278100 Second met of interrogatories & requests for production of 
dQCunsntc Requests whether listed documents were in Central 
1( Southwest Corp possession List of documents to be 
prodircsd li Certificate of Svc end 
POIRIERiM R Texas. State of 00/02/20 124pp 


S00228(>007 Updated response as of B00220 to Houston Lighting U Power 
790312 eeconil set of interrogatories 6 requests for 
production of documents Adds it deletes certain individuals 
Iron potential witness 1 is t. W/Cert If Icate of Svc 
CiWfAMIA.F.D Antitrust Division 80/02/25 19pp 


8002280061 Responds to Houston Lighting it Power BOD201 subpoena 
directed to Trans comm. Inc Objects to majority of paragraphs 
on g^rounds of duplication re NRC 000225 motion to modify 
subpoena. 

CHAHANIA.F. 0 Antitrust Division 80/02/25. 2pp 


0002280687 Motion for extension of time i leave to file motion for 
subpoena duces tecum directed to Transcomm. Inc. Veeper of 
records. Util second set of discovery directed to NRG 
contains requests duplicative to subpoena 
" CHANAHIAiF D. Antitrust Division. 80/02/25 3pp. 


—8002230693 Forwards subpoena duces tecum directed to keeper of records 
Certificate of 8vc end 

FRANKLIN. U J Lowenstelnr Newman. Reis. Axelrad 6 Toll 80/02/04 

4PP' 


8002290002 Response to Houston Lighting i Power BOOSOt fewrth set of 
Interrogatories, Responsive documenti already produced to 
util in NRC 800225 responsei to Transcomm subpoena «< in 
other documents. Csrti f icate of Svc end 
CHANANIA.F. D. Antitrust Division 00/02/25 8pp 


8002000123 Forwards IE Info Notice 80-01, "Fuel Handling Events “ No 
specific action or response required 

SEYFRIT^H V Region 4. Dallas. Office of the Director 80/01/04 

tp 


8002290630 Forwards IE Insp Repts 50-498/79-22 i 50-499/79-22 on 
791211-14 No noncompUance noted 

SElDLEiH C Region 4. Dallas. Reactor Construction it Engineering 

Support Branch 80/01/10 2pp 


—8002290631 IE Insp Repts 50-490/79-22 b 50-499/79-22 on 791211-14 No 
noncompliance noted Major areas inspected A8ME certificates 
of authorl lation 6 heating, venti lation (< air conditioning 
actlvl tiee 

HUBACEK.H 0 Region 4. Dallas. Office of the Director 
00/01/09 5pp 


0002200093 Forwards IE Insp Repts 50-490/79-10 i 50-499/79-18 during 
Nov 1979 No noncompUance noted 

SEIDLE.W C Region 4. Dallas. Reactor Construction & Engineering 

Support Branch 80/01/16 2pp 


— 0002200090 IE Insp Repts 30-499/79-lB 8. 50-499/79-18 during Nov 1979 No 
noncompUance noted Major areas inspected safety-related 
const ac tivl ties. soi 1 compaction i test, safety-related 
structural concrete, plant tour li reactive insp 
CROaSMAN. W A , PHXLLIPS.H 8 Region 4. Dallai. Office of the 
Director BO/Ol/16 4pp 


80020B010S Forwards IE Circular BD-Ol. "Svc Advice for GE 
Disc Relays " No response required 

SEYFRIT.K V Region 4, Dallas. Office of the Director 


Induction 

00/01/17 


Ip 


8002130132 Act receipt of 79lit3 Itr informing NRC of step# taken to 
correct violations noted in IE Imp Repts 50-498/79-15 it 
50-499/79-15 ^ ^ 

8EIDLE.W C Region 4, Dallas. Reactor Construction it Engineering 

Support Branch. 60/01/24 2pp 


—0002130143 Responds to NRC 791019 Itr r* violations noted in IE Imp 
Rept 30-490/79-15 it 50-499/79-15 Corrective actions 
as-placed concrete revihrated I* vibrator operation 
determined to be in accordance w/instructioni 
TURNER. E A Houston Lighting it Power Co 79/11/13 2pp 


0002080161 Forwards IE Info Notice 80-03. "Main Turbine 
Electrehgdraulic Control Sys " No specific action or 
respontte required. ^ 

8EYFRIT^K V Region 4. Dallas. Office of the Director BO/Ol/31 

ip. 
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0OO213OJ73 Acfc receipt oi 791102 1 tr infor^infi NRC of •tep* teken to 
correct violations noted in IE Insp Hepts 50~49a/79"'13 fc 
50-499/79-13 

SEIDLEpW C Region 4i Dallas^ Reactor Construction «< Engineering 

Support Qranch 50/01/31 2pp 


— 9002130102 Responds to NRC 791005 Itr re violations noted in IE Imp 
Repts 50-490/79-13 & 50-499/79-13 Corrective actions 
revising P i fr tsburgh-Des Moines QA manual to clarify intent 
of requirement for semiannual rcvleiu 

TURNERiE A Houston Lighting Power Co 79/11/02 Spf 


8002140082 Foruards IE Circular 79-25i Quppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
SEYFRITiK V Region 4i Dallasj Office of the Director 80/01/31 
ip 


5002250542 Forwards IE Circular 0O-O2i "Nuclear Power Plant Staff 
Work Hours " No written response required 

SEYFRlTiK V Region 4. Oallasi Office of the Director 80/02/01 

ip 


B002210292 Forward* IE Bulletin ao-OS, "Loss of Charcoal From 8td Type 
II. Two-Inch. Tray Adsorber Cells ” Action required 

SEVFRIT. K V Region 4, Dallasj Office of the Director 80/02/06 

ip 


9002220061 Forwards IE Info Notice 80-05. “Chloride Contamination of 
Safetij-Selafced Piping 4 Components " No written response 
requi red 

SEYFRIT.K V Region 4, Dallasi Office of the Director 80/02/08 

IP 

0002250379 Forwards IE Bulletin BO-04, "Anaiy*!* ot PWR Main Steam Line 
Break W/Continued Feedwater Addition " Mo written response 
required 

SEYFRIT.K V Regldn 4> Dallas. Office of the Director B0/O2/0B 

IP 


8 Reportable occurrences. LERs L related correspondence 


Q0022S06B5 Forwards final deficiency rept re dimensional error In 
baitimat of mechanl cal-el ectr i cal aurlllary bldg 
TURNER, E A Houston Lighting 6 Power Co 79/10/29 app. 


>8002250690 Final deficiency rept on 781004. utsl notified NRC of 
dimensional error in basemat const of mechanical-electrical 
auxiliary bldg Caused bg ca I culat 1 onal error lack of 
proper supervision Interior space altered via bldg redesign 
e Houston Lighting & Power Co 79/10/29 4pp 


3002140727 Forwards third interim deficiency rept concerning improper 
anchor bolt mat! 

TURNER, E A Houston Lighting Power Co 79/18/31 2pp 


—0002140734 Third interim rept concerning improper anchor bolt matl. 
Caused hg failure of const quality procedures to require 
QC personnel to verify correctness of info on matl 
requisitions Stop work order Issued to change procedures 
e Houston Lighting L Power Co 79/12/31 9pp 


8002260669 Forwards final doficiencg rept re concrete voids in eighth 
lift of Unit I reactor bldg exterior wall 
OPREA.O H Houston Lighting fc Power Co 80/02/18 3pp 


-8002260693 Final deficiency rept re concrete voids in eighth lift of 
Unit 1 reactor bldg eKterior wall Concrete voids repaired 
U full itnplementet 1 on of recurrence control is complete 
* Houston Lighting L Power Co 80/02/15 iOpp 


OCKET 50-500 DAV1S-I1ES8E NUCLEAR PQNER STATION, UNIT 2 


Applicatlon/construc tian stage document* L correspondence 


02130171 Forwards util 800123 news releases Utils have decided to 
terminate const plans for units Reduced load growth 
pro j ections, f inane ial constraints & overrcgula t i on cited 
as contributing factors 

REVNOLD81 N B Shaw, Pittman^ Pott* Trowbridge GO/01/88 7pp. 


Securityt medical, emergency 4- fire protection plan* 


<002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological em»rgenc|/ 
reiponiB plan* for f ac i 1 1 ties. Reques ts designation of one 
representative per utH by 791231 Forwards FR notics 
0-RlHESi B K Emergency Preparedness Task Force 79/12/21 7pp, 


6002070079 Forwards request for evacuation time istlmetes for iriii 
near nuclear power plants Info should be submitted by 
600331 

CRIMES, 0 K Emergency Preparedness Task Force 79/12/26 4p| 


0 Adjudicatory correspondence 


7809210001 Forwards SEC 760721 opinion In the matter of America-n 
Electric Power Co, Inc 

REYNOLDa, W D Shaw, Pittman* Potts 8( Trowbridge 78/09/08 

5002130014 Forwards util B00123 news release re decision by facllit| 
owners to terminate const plans Reduced load growth 
pro jactlons, f inane lal constraints L current climate of 
overregulation cited a* principal causes 

3ILBER0, J E Shaw. Pittman, Potts & Trowbridge 80/01/24 4pp 


8002120392 Responds to 800124 request that A6LAD terminate furUir 
proceedings on subj dockets No action will be taken until 
co-owners notify NRC re Intantioni to withdraw CP 
app 1 icatlons 

SIEHOPrC J Atomic Safety and Licensing Appeal Panel 80/01/30 
IP 


a002S00313 Response to applicant decision terminating const of pUnt) 
Urges ASLAS to hold ruling in abeyance re termination of 
proceeding until all involved tribunals are notified & until 
NRC work evaluation Is completed Certificate of 8vc end 
ROTHSCHILD, M U, Hearing Branch I 00/02/13 lOpp 


H General correspondence 


8002140686 Requests that records be corrected to reflect AD Vlrlflk ji 
util vice president L general counsel 

WRIOHT.A. D Cleveland Electric Illuminating Go 80/08/11. 2ff 


J Insurance & Indemnity information 


8002080614 Forwards Endorsement 31 to ANl Policy NF-236, 

CORREA, C Harsh L McLennan, Inc , M Sc M Nuclear Consultantli Inc. Dlv 
60/02/05 2pp. 


8002110494 Forwards Endorsement 3 to NELIA Binder ES-61 

CORREA, C Marsh Sc McLennan, Inc , M Sc M Nuclear Consultants. Inc Ok 
00/02/05 3pp 


H Antitrust correspondence 


8002290262 Memorandum re draft opinion on appeals from ABLB InltM) 
dsclslon 

ROSENTHAL* A 3 Atomic Gafety end Licensing Appial PaneU 78/(0/02 
IP 


8002290266 Order granting extension until 791121 for NRC to reipsnf U 
petitions for ALAB-560 review Certificate of Gve end 
CHILK,8 J. Office of the Secretary of the Commission. 79/11/19 
3PP 


8002290331 Certificate certifying distribution of antitrust doctiatnh 
damning, P.K Office of the Secretary of the Commission SO/Ol/H 
4pp 


8002010030 Order granting extension until 800219 for Gonmlsslon i« 
review ALA6-960 

CHILK»6 J Office of the Bscretary qf the Commission 80/01/29 

if 


6002130205 Forwards util 500123 ntws releases Utils have decCdtl Is 
terminate const plans for units Reduced load growth 
pro ject ions, f inane lal constraints & overregulation died 
as contributing factors 

REYNOLDS, M B Shaw, Pittman, Potts L Trowbridge 60/01/29. Ipf 


8002130283 Notifies that subj utils have filed three review petltlws 
Including allegation ra ASLAB method of dividing antitrust 
review responsibilities Forwards decision in civil antitrust 
cate In Northsrn District of OH 

REYNOLDa, M. fl, Shaw, Pittman, Potts L Trowbridge. 80/01/29. 3lfJ 


6002150474 Responie to City of Cleveland 800205 motion to striki 
applicant 800129 presented documents re termination of donst 
U operation Licensee complied w/Gecretary of ASLAB 800130 
Itr U court procedures, Certl flcate of Sve end. 

REYNOLDS, M 6 Toledo Edison Co. 50/02/11. 7pp 
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&0022I0439 Rtiponte in opposition to applicant* 800129 aiidl matU filad 
in fupport of petition for revieu re A&LAD 790906 deciiion 
Filing violate* rulai of practice U/Certi f icate of 8vc 
LE8SY. ft P Antitruet Oivieion 80/02/13 7pp 


O' Inepoctlon repontti IE Bulletin* tt correspondence 


8002290147 Forward* IE Insp Repti 9O-S0O/79-O2 90-901/79-02 on 

79l2l7-*lfi No none ompl iance noted 

FIORELLl^O Region 3i Chicagoi Reactot* Conetruction & Engineering 

Support Branch 80/01/26 2pp 


M Antitrust correspondence 


B002290262 Hemorandufli re draft opinion on appeal* from A8LB initial 
decision 

ROSENTHAL, A S Atomic Safety and Licensing Appeal Panel 78/10/02 

Ip 


8002290266 Order granting eitension until 791121 for NRC to respond to 
petitions for ALAD’'56D review Certificate of Sve end 
CHILKtS J Office of the Secretary of the Commission 79/11/19 
5pp 


— G002290196 IE ln*p Rapt* 30-500/79-02 50-S01/79-02 on 791217-lB No 

n oncamp 1 iance noted Major areas inspected reviewed drilling 
tc grouting record* of Category 1 areas Observed grouted 
araa Overburden not removed 

UILLlAMSrC C » JQNEBiC E Region 3i Chicago, Office of the 
DiractGT GO/Oi/22 6pp 


DOCKET 90-SOl DAVTS-DESaE NUCLEAR POWER STATION, UNIT 3 


A App 1 1 cat ion/can*truc tlon stage documents correspondence 


8002130171 Forward* util 800123 newt relaates Util* have decided to 
terminate const plans for unit* Reduced load growth 
pro jectionti f Inane ial constraints Si overregulation cited 
at cantr itut ing factor* 

REYNOLDa, 1^ D Bhaw, Pittman, Pott* Si Trowbridge 80/01/28 7pp 


F Gecurit^r medical, emergancy Si fire protection plan* 


80020-40007 Announce* regional workshops to discus* feasibility of 
proposed change to regulation on radiological emerganeg 
response plans for facilities Reciuests designation of one 
representative per util by 791231 Forwards FR notice 
CRIKEGfO K Emergency Preparedness Task Force 79/12/21 7pp 


EK>02070(>7? Forwards request for evacuation time estimates for areas 
near nuclear power plant* Info should be submitted by 
000331 

ORIMEOjO. K Emergency Preparedness Task Force 79/12/26. 4pp 


8002290331 Certificate certifying distribution of antitrust documents 
DAWNING, P K Office of the Secretary of the Commission 80/01/14 
4pp 


6002010030 Order granting extension until 800213 for Commission to 
review ALAB-560 

CHILK, S J Office of the Secretary of the Commission 80/01/29 
IP 


8002130205 Forwards util 000123 news releases Utils have decided to 
terminate const plans for units Reduced load growth 
pro jectlons, f Inane ial constraints it overregulation cited 
as contributing factors 

REYNatOS, W D Shaw, Pittman, Potts & Trowbridge 80/01/29 7pp 


8002130283 Notifies that svbj utils have filed three review petitions 
including allegation re ASLAS method of dividing antitrust 
review responsibilities Forwards decision in civil antitrust 
case in Northern District of OH 

REYNOLDS, W 0 Shaw, Pittman, Potts & Trowbridge 80/01/29 31pp 


8002190474 Response to City of Cleveland 800205 motion to strike 
applicant 60012? presented documents re termination of const 
li operation Licensee complied w/Secretary of A6LAB 800130 
Itr li court procedures Certificate of 8vc end 
REYNDLDB. W B Toledo Edison Co 60/02/11 7pp 


8002210439 Response in opposition to applicants 800129 addl mails filed 
in support of petition for review re ASLA9 790906 decision 
Filing violates rules of practice W/Certif icate of Bve 
LESSY, R P Antitrust Division 80/02/13 7pp 


0 Adjudicatory correspondence 


7609210001 Forwards EEC 780721 opinion in the matter of American 
Elt-ctric Fewer Coilnc 

REYNOLDB. W. D, Shaw, Pittman, Potts 8< Trowbridge 78/09/00. 35pp, 


8002130-014 Forwards util 800123 news release re decision by facility 
owners to terminate const plans Reduced load growth 
Fro j tc t i onsr f inane 1 a 1 constraints U current climate of 
overragulat 1 on cited as principal causes 

StLBEROi J E Shaw# Pittman, Pott* 4< Trowbridge 00/01/24 4pp 


0002120392 Respond* to 800124 request that A8LAB terminate further 
proctedingi on subj dockets No action will be taken until 
co^ownars notify NRC r« Intentions to withdraw CP 
application*, 

SlBHOPfC J Atomic Safety and Licensing Appeal Panel 80/01/30 

ip 


0 Inspection reports, IE Bulletins L correspondence 


8002290147 Forwards IE Insp Repts 50-500/79-02 it 50-901/79-02 on 
791217-10 No noncompliance noted 

FlORELLIiG Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 60/01/26 2pp 


— 8002290196 IE Insp Repts 50-900/79-02 it 50-SOI/79-02 on 791217-18 No 
noncompliance noted Major areas inspected reviewed drilling 
it grouting records of Category 1 areas Observed grouted 
area Overburden not removed 

WILLIAMS, C C , JDNESrC E Region 3. Chicago, Office of the 
Director 8O/0i/22 6pp 


DOCKET STN-50-902 HAVEN NUCLEAR PLANT, UNIT I 


F Security, medical, emergency it fire protection plans 


B0022-00313 Response to applicant decision terminating const of plants 
Urges AGLAD to hold ruling in abeyance re termination of 
frocvsdlng until all involved tribunal* are notified It until 
NRC work evaluation is completed Certificate of 8vc and 
Ran^SCMlLD, N U Hearing Drench 1. 80/02/13 lOpp 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, B K Emergency Preparedness Task Force 79/12/21 7pp 


N Otnaral corrospondence 


8002140686 Raquast* that record* be corrected to reflect AD Wright as 
util vice pratldnnt 8< general counsel. 

MRIGKTiA D Cleveland Electric Illuminating Co, 80/02/11, 2pp 


J Inioranc* It indemnity information 


0002080614 Forward* Endorsement 31 to ANI Policy NF-236 

CDRREAiC Marsh McLennan, Inc , M It M Nuclear Consultants, Itic Div 
DO/02/05 2pp 


8002110494 Forward* Endorsement 3 to NELIA Binder ED-61 

CORREA, C, Marsh it McLennan, Inc , M It M Nuclear Consultant*, Inc Div 
00/02/05 3pp 


800207007? Forwards request for evacuation 
near nuclear power plants Info should be 
800331 

CRIMES, 9 K Emergency Preparedness Task 


time estimates for areas 
submitted by 

Force 79/12/26 4pp 


I Financial information 


8002060610 Forwards rept re expenditure* It 
BUR8TEIN,8 Wisconsin Electric Power Co 


commi tments 
60/01/31 


for Dec 1979 

6pp 


8002200436 Provides guarantee under retrospective premium sy* Forwards 
document* demonstrating adequate cash flow Excerpts 
1979 annual certified financial statements i' 1980 certified 
cash flow projection end ,, ^ 

REMMEU, J 0 Wisconsin Electric Power Co 80/02/15 llpp 



286 


DOCKETED ITEMS 


DOCKET STN-SO-500 WPPSS NUCLEAR PROJECT, UNIT 3 


A App 1 ieat ion/consferuc t lafi stag^ docu-merit* Ic carr ef-pondenco 


900S2C0447 Ack r«teipfc af NRC 791206 req.ue«^ bha% Nark It ouinsrs 
include evaluation* of GKSS &> JAERl large-scale tests in 
long-term program Cannot commit to JAERl evaluation because 
test program is ongoing & conducted bg foreign govt 
HEDOECQCX I P D Uashington Public Pcu/er Supply System 60/02/11 

2pp 


F Securitgi medical, emergency b fire protection plans 


B002040007 Announces regional uJorksl*api to discuss feasibility of 
proposed change to regulation on radiological emergency 
response piani for facilities Ret^uests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES, P K Emergency Preparedness Task Force 79/13/21 7pp 


S002G70079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
eCG33l 

GRIMES, D K Emergency Preparedness Task Force 79/12/26 4pp 


0 Inspection reports, IE Qulletins &< correspondence 


8002030147 Forwards IE Info Notice Q0~03i "Main Turbine 
El ectrch ydrau 1 i c Control Qys “ No specific action or 
response required 

EKGELKEW. 3 H Region 5, San Francisco, Office of the Director 
60/01/31 tp 


6003130060 Ack receipt of 600116 Itr informing NRG of steps taken to 
correct violations noted in IE Insp Repti 50-308/79-tO I* 
50-509/79-08 

SPENCER I 0 8 Region 5, San Francisco, Reactor Construction 

Engineering Support Dranch 80/01/31 Ip 


—6002130063 Responds to NRC 791214 Itr re violatiens noted in tE Insp 
Repts 50-308/79-10 U 50-S09/79-0B Corrective actions welders 
V supervisory personnel instructed not to modify or 
'rcufflvent requirements in CBbl QA manual 
tQERGERiD L Washington Public Fouer Supply System 60/01/13 


10090 Forwards IE Insp Repts SO-S08/79-10 & SO-509/79-03 on 
06-09 C, notice of violation 

(CCR, 0 S Region 5i San Francisco, Office of the Director 
2/L4 2pp 


130095 Notice of violation from insp on 791106-09. 

Region 4i Dallas, Reactor Construction U Engineering Support 
anch 79/12/13 2pp 


JO I3010t IE Insp Repts 50-508/79-10 U S0-509/79-OB on 791106-09 
N ncompliance noted failure to control weld filler metal as 
r quired by procedure) proper 1 y prepare tueld surface prior 
t welding ic properly qualify welding procedures 
D DDScR T Region 5, 8an Francisco, Reactor Construction tt 

E gineering Support Branch 1)IBH0P,T N . KIHSH, D F Region 5, 
B n Francisco, Office of the Director 79/12/13 I2pp 


''1 0107 Forwards IE Circular 79-25f8uppl Ai "Shock Arrestor Strut 
mbly inter feren-ce " No written response required 
LKEN, R H Region 5, San Francisco, Office of the Director 
1/31 Ip 


0S94 Forwards 16 Circular 30-02, •’Nuclear Power Plant Staff 
Ifours " No written response required. 

LKEN, R H Region 5, 9an Francisco, Office of the Director, 

2/01 Ip 


0307 Forwards IE Bulletin 80-03, "Loss of Charcoal From Std Type 
wo- Inch, Tray Adsorber Cells '♦ Action required 
LKENp R H Region 5, Ban Francisco, Office of the Plrtcfror. 
2/06 Ip 


d. 0085 Forwards IE Info Notice 80-05, "Chloride Cantamina tl on of 
cty-Related Piping 6 Components " No written Response 
ulr ed 

ELKEN, R H Region 3, 6an Francisco, Office of the Director 

02/06 Ip 


50414 Forwards IE DoUatln 90-04, "Analysis of PWR Main Steam Lina 
ak W/Continued Feedwater Addition." No written response 
ulr ed 

ELKeNrR.H Region 3, Gan Franclaco, Office of tha Director 

02/06 Ip 


S Reportable occurrences, LERs & related correspondence 


8002070312 Forwards final deficiency rept re omlislon of vertical 
reinforcing steel in shear wall separating fuel handling 
bldg It reactor auxiliary bldg 

STRAND, N 0 Washington Public Power Supply System SO/Ot/31 1 ^^ 


— 8002070316 Final deficiency rept re amission of vertical relnforcinf 
steel in shear wall separating fuel handling bldg 6 riactar 
auxiliary bldg Caused by contractor oraissiori Doutls replaced 
& tested Corrections will be implemented by 800115 
STRAND, N a, Washington Public Power Supply System. 60/01/31 
3pp 


DOCKET 9TN- 30-509 WPP8S NUCLEAR PROJECT, UNIT S 


F Security, medical, emergency 6 fire protection plant 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological tmergencg 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice. 

ORlHESiD H Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for ar«ai 
near nuclear power plants Info should be submitted by 
800331 

GRIMES, B K Emergency Preparedness Task Fore* 79/12/26 4pp 


Q Inspection reports, IE Bulletins & correspondence 


8002060147 Forwards IE Info Notice 80-03, "Main Turbine 
Electrohy draulic Control Bys '* No specific action or 
response required 

£N0£LKEN,R H. Region 3, San Francisco, Office of the Director, 
80/01/31 Ip 


8002130080 Ack receipt of 800118 Itr informing NRC of stepe taken to 
correct violations noted in l£ insp Repts 50-506/79-10 6 
50-309/79-09. 

SPENCER, 0 a Region 5, San Francisco, Reactor Construction b 

Engineering Support Branch 80/01/31 ip. 


— 8002130005 Responds to NRC 791214 Itr re violations noted In IG Inif 
Repts 50-308/79-10 b 50-509/79-09 Corrective actions. welders 
It supervisory personnel instructed not to modify or 
circumvent requirements in GBItl QA manual. 

RENBEROER,DL Washington Public Power Supoly System BO/Ol/18 
3pp 


—0002130090 Forwards IE Insp Repts 50-500/79-10 It 50-509/79-00 on 
791106-09 I' notice of violation 

SPENCER, 0 0 Region 5, San Francisco, Office of the Dlrictor 
79/12/14 2pp 


—0002130095 Notice af violation from insp on 791106-09 

a Region 4, Dallas, Reactor Construction Ic Enginaerlng Buppert 
Branch 79/12/13 2pp. 


—0002130101 IE Insp hepts 50-500/79-10 I, 50-309/79-00 on 79110A-09. 
Noncompliance noted . fai lure to control weld filler metal ai 
required by procedure, proper 1 y prepare weld surface prior 
to welding It properly qualify welding procedures 
DDDD3,R T Region 5, San Francisco# Reactor Conetrucilon t. 

Engineering Support Branch BISHOP, T N , KIR&K, D F. Region 5, 
San Francisco, Office of the Director 79/12/13. 12pp. 


8002140107 Foruardi IE Circular 79-25, Suppl A, "Shock Arrestor Strut 
Assembly Interference •' No written response required 
ENOELKEN. R H Region 5, San Francisco, Office of the Dlrecter 
00/01/31 Ip 


8002250594 Forwards IE Circular 80-02, "Nuclear Power Plant Btalf 
Work Hours " No written response required, 

ENCELKEN, R. Hi Region 5, San Francisco, Office of the Dirictet 
00/02/01 Ip 


B002210307 Forwards IE Bulletin 00-03, "Loss of Charcoal Fro* fltd Type 
III Two-Inch, Tray Adsorber Cells " Action required 
ENOELKENtR H Region 3. San Francisco, Office of tha Direetpr. 
00/02/06. Ip, 


8002220085 Forwards IE Info Notice 80-05, "Chloride Contamination of 
Safety-Related Piping It Components " No written responsa 
raquirad. 

ENOELKENiR H Region 5, San Francltco, Office of tha Dlrictpr. 
0D/O2/O0 ip 
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0002290414 F^oru^rds IE Dullobln 80<'04< of PWR Main Steam Line 

Hreet H/Continued Feoduater Addition " No uritten responie 
rei^ui-red 

EKOELKENi H Region 9i San Franclecoi Office off the Director 
80/02/OB ip 


docket 50-513 WPPBS NUCLEAR PROJECT. UNIT 4 


A Ap p k i c at i oti/c onstruc t i on ^tage documents 4 c correspondence 


6002050067 Notification of 800123 meeting u^/util in Bethesda. ND to 
■dlicuf-s proposed risk assessment analyses 

aaURNIIA. A Operating Reactors Branch 3 80/01/21 2pp 


8002200447 Act receipt of NRC 791206 req.uest that Hark II ouners 
Include evaluations of GKS 8 6 JAERI large-scale tests in 
long-term program Cannot commit to JAERI evaluation because 
test program is ongoing 4t conducted by foreign govt 
HEDOECDCKi P D Uashington Public Pouer Supply Syetem flO/ 02/11 

2pp 


E Security, medical, emergency 4. fire protection plans 


8002040007 Announces regional uiorkshops to discuss feasihlllty of 
progasod change to regulation on radiological emorgenev 
rsspanse plans for facilities Rec^uests designation of one 
reprssonta tlve per utii by 791231 Forwards FR notice 
DRIME& 4 Q K Emergency Preparedness Task Force 79/12/21 7fp 


B00207C079 Faridards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
G00331 

ORlHEQi<B K Emergency Preparedness Task Force 79/12/26 4pp 


G002060S91 Forwards map overlay « tab les 6 basis of methodology re 
estimates for evacuation timesi in response to 791226 Itr 
Evacuation feasibility study will be completedMn Hay 1960 
One overslie map end 

GENSEROEfti P L, Washington Public Power Supply Systsm BO/Ot/29 

7pp 


<1 Inspection reporter IE DuUetlns 6 correspondence 


BOOS140253 Responds to IE Bulletin 79-14 Appropriate response not 
possible at present stage of const 

RENBEROEFifD L Washington Public Power Supply System 79/09/07 

tp 


BC03200157 Forwards IE Insp Repts 50-460/79-12 U 50-913/7^-12 on 
79iJOl-30 No noncompliance noted 

EPEI1C£R«0 8 Region 5r aan Franclecoi Reactor Construction li 

Enginoerlng Support Branch QO/Ol/08 2 pp 


— 6002200162 IE Imp Repts SO-460/79-12 It 90-513/79-12 on 791101-30 No 
noncompliance noted Major areas inspected safe ty-related 
piping matlr general welder qual 1 flcation. reactor vssiri 
in-place storage h fire prevontlon/prolec tlon 

DQBDSj R T Region 9r 8 an Franciscoi Reactor Construction li 

E-nglnciTing Support Branch TOTHi A D Region 9. San Francltco, 
Dfflc* of the Director 80/01/08 llpp 


0002080147 Forwards IE Info Notice 00-03. •'Main Turbine 
Elec trohy draul ic Control Sys " No specific action or 
response required 

ENOELKEN.R H Region 9i Ban Franciscor Office of th# Director 
00/01/31. Ip 


0002110053 Ack receipt of 800103 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rapta go-460/79-Jl & 
50-513/79-11 

SPENCERtO- 8 Region 9» 8 an Franclscoi Reactor Consteructien & 

Engineering Support Branch BO/01/31 Ip 


— 0002110096 Responds to NRG 791204 Itr re violations noted In IE Insp 
Repts 30-460/79-11 tt 90-913/79-1 i Corrective actions* 
vibrators inserted Into previously placed concrete layer 
Training re consolidation techniques conducted. 

REHBEROERiD L Washington Public Power Supply System 00/01/03 

9pp. 


—0002110062 Forwards IE Insp Repts 50-460/79-11 tk 50-9£3/79-U on 
79l-001~31i notice of violation & notice of deviation 
SPENCERi 0 8 Region 5i 8 an FranclicOi Reactor Construction b 

Engineering Support Branch, 79/12/04 2pp, 


— 00021 10069 Notice of violation from Insp on 79l00l'-3l 

* Region 9i Ban Franciscor Office of the Director 79/11/2.9 

2 pp 


— 8002110078 Notice of deviation from insp on 791001-31 

* Region 5. San Francisco. Office of the Director 79/11/29 
Ip 


—0002110006 IE Insp Repts 50-460/79-11 U 50-913/79-11 on 791005-31 
Noncompliance noted standing water was not removed from 
depress ion. p oc ke ts 6 slots betueen hardened concrete 6 
containment liner plate before new concrete was added 
DQDDStR T Region 5> San Franclscop Reactor Construction h 

Engineering Support branch TOTH. A 0 Region a. San Franciscoj 
Office of the Director 79/11/29 I3pp 


6002140107 Forwards IE Circular 79-25. Suppl A. “ShoeV Arrestor Strut 
Assembly Interference ” No written response required 
EriOELK£N<R H Region 5. San Francisco. Office of the Director 
80/01/31 Ip 


80022SOB94 Forwards IE Circular 90-02. "Nuclear Pouer Plant Staff 
Work Hours “ Mo written response required 

ENOEUKENi R H Region 5. San Francisco. Office of the Director 

80/02/0 1 1 p 


8002210307 For-uiarda IE Bulletin 00-03. **Loss of Charcoal From 8 td Type 
1 1. Two- Inch. Tray Adsorber Cells '* Action required 
ENOELKEN. R H Region 9. San Francisco. Office of the Director 
eO/02/06 Ip 


8002220089 Forwards IE Info Notice 80-09. "Chloride Contamination of 
Safety-Related Piping I< Components " No written response 
required 

ENOELKEN. R H Region S. Ban Francisco. Office of the Director 
80/02/00 Ip 


8002290414 Forwards IE Bollebln 60-04. "Analysis of PUR Main Steam Line 
Break N/Continued Feeduater Addition " No written response 
required 

ENOELKEN. R H Region 9. San Francisco. Office of the Director 
80/02/00 Ip 


8 Reportable occurrences. LEfls Jjc related correspondence 


6002060400 PNO-V-79-Otl on 791207. res i don t inspector advised of defects 
in certain safety-related valves All such valves presently 
on hold Part 21 rept to be issued by 791212 

BI 8 HOF 1 T W . DODDS.R T Region 5. San Francisco. Office of the 
Director 79/12/07 ip 


0002140060 Ack receipt of Q00107 interim deficiency rept re WK.M valve 
cracks Rept will be reviewed It evaluated NRC It awaiting 
final rept 

EMOELHEN.R H Region 5. San Francisco. Office of the Director 
80/02/01 ip 


— 0002140065 Forwards Interim deficiency rept re WKH valve cracks 

RENQERCER. D L Uashington Public Power Supply System 60/01/07 
IP 


—0002140073 Interim deficiency rept re MKM internal pressure relief 
valve cracks All WKH mfg valves shipped back to Houston 
factory for examination 6 repalf D&if tt NVWI are preparing 
repair/lnsp program 

a Washington Public Power Bupply Bystem 60/01/07 Gpp 


6002190474 Final deficiency rept re WKW-Marotta relief valves Valves 
supplied w/carbon steel rather than stainless steel 
retaining rings Carbon steel corrodes resulting In loss of 
function of affected pressure relief assemblies 

RENDERGER. 8 L Washington Public Pouer Supply System 00/02/11 
3pp 


DOCKET 90-514 PEDDLE SPRIHOS NUCLEAR PLANT, UNIT I 


A App licatlon/coni true tion stage documents & correspondence 


80021401C6 Ooard notification potential unreviewed safety question for 
LWRs on interaction between nonsafe ty^grade safety- 
grade sys 

VARGA . 8 A Assistant Director for Light Water Raactors 79/11/26 

6 pp 


Q00222Q019 Summary of 791204 meeting w/app 1 i cants for CPs re Info 
requirements on emergency preparedness 

MOON.C W Light Water Reactors Branch 4 80/02/11 2lpp 
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D NRC Dra^t/Final Environmental Statements, suppls & correspondence 


80020^0592 Forwards ccnr-nents on NUR£G-75/025i Suppl i> "Draft fiuppl to 
FES r* Oonst gP Factlit<^." Wov 1979 

LlNBLODD.U J Portland General ElectrU Co SO/Ol/SB 5pp 


8O0S04D5&& Poruard* DOI comments re N/IC draft tuppl to FES Addl 
eom'ients ui 1 1 be forwarded as received U/o end 
aORDENlCK, D M Hearing Branch 4 80/01/29 Ip 


8002D&04&2 Discusses completed revitu of NRC draft suppl to FES on 
proposed facility Treatment of alternative sites sufficient 
to demonstrate acceptability of both Hanford Reservation b 
pebble Springs Draft suppl rated LO-I 

MOCHNICK. R K Efivi ronnenta 1 Protection Agency 80/01/30 Spp 


8002130651 liatifies that federali state & local agencies have been 
requested to camient on draft suppl to FES re re-evaluation 
of alternative sites for plant List of documents forwarded St 
draft supplemental comments end 

BALLARDr R L Enviranmenta I Projects Branch 1 00/01/30 3pp 


8002190239 Forwards licensee 800128 comments re NRC draft suppl to FE& 
N/o end 

BORDENICK/B H Hearing Branch 4 80/02/08 ip 


F Security, medical* emergency & fire protection plans 


8002040007 Announces regional workshops to discuss feasibliity of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
CRiKES.fl K Emergency Preparedness Task Force 79/12/21 7pp 


S002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
80033] 

ORIMESjD K Emergency Preparedness Task Force 79/12/2& 4pp 


G Adjudicatory correspondence 


8002120281 Advises that 791231.800103.10*22 tt 29 comments on NRC draft 
suppl to FES are last comments received before 600120 
deadline 

BORDENICK. B H Hearing Branch 4 00/02/05 Jp 


S002140103 Forwards EPA 800130 Ur ra draft suppl to FES EPA does not 
object to proposed program V finds info generally adequate 
Draft suppl rated LO-1 

BORDENICK. B M Hearing Branch 4 80/02/0$ Ip 


— 800214OU3 Notifies that review Of NRC draft suppl EES la complete EPA 
does not object to proposed action $ finds Info generally 
adequate Draft suppl rated LO-1 

MOCHNICK* R K Environmental Protection Agency 80/01/30 2pp 


002280044 Comments on applicant 800215 Ur addressed to A8LB re 
'escheduling proceeding for I990's Change in circumstances 
lUBBs NRC to re-evaluate positions it schedule Plans to 
'Spond to Itr after consultations u/NRC counsel 
JRDENICK.B H Hearing Branch 4 80/02/22 Ip 


8002060462 Discusses completed revieiu of NRC draft suppl to FE9 on 
proposed facility Treatment of alternative sites sufficient 
to demonstrate acceptability of both Hanford Reservation t, 

Pebble Springs Draft suppl rated LD~1 

HDCMNICK.R K Environmental Protection Agency 80/01/30 Spp 


8002130651 Notifies that federal* state <* local agencies have 6e*n 
requested to comment on draft suppl to FES re re-eva luat It on 
of alternative sites for plant List of documents foTi/ardmd & 
draft supplemental comments end 

BALLARD. R L Environmental Projects Branch I 80/01/30 Ppf 

8002190239 Forwards licensee 800120 cornmenti re NRC draft eiipp'l to FEfl 
W/o end 

OORDENlCKi 0 H Hearing Branch 4 00/02/08 Ip 


F Security, medical* emergency t fire protection plans 


6002040007 Announces regional workshops to discuss feaiihiilt^ of 
proposed change to regulation on radiological einargencv 
response plans for facilities Requests daslgnatioA of on# 
representative per util by 791231 Forwards FR notice 
GRIMES* D K Emergency Preparedness Task Force 79/12/21 7pp 


B002070079 Forwards request for evacuation time estimat## for »r«ai 
near nuclear power plants Info should be submitted by 
800331 

GRIMES* D K Emergency Preparedness Task Force 79/12/26 4pp 


0 Adjudicatory correspondence 


8002120281 Advises that 791231 * B00I03* 18* 22 it 29 comments on NRC draft 
suppl to FES are last comments received before 80012B 
dead I Ine 

BORDENICK. B M Hearing Branch 4. flO/02/05 Ip. 


8002140103 Forwards EPA 800130 Ur ro draft suppl to FEB EPA dflis f^ot 
object to proposed program U finds info generally adequate 
Draft suppl rated LO-1 

BORDENICK* » M Hearing Branch 4. 00/02/06. Ip 


—8002140113 Notifies that review of NRC draft suppl FEB is complel* EfA 
does not object to proposed action & finds Info generally 
adequate Draft suppl rated LO-l, 

MOCHNlCKiR K Environmental Protection Agency 80/01/30 2^^ 


8002280044 Comments on applicant 800215 Ur addressed to ABLB re 
rescheduling proceeding for 1990U Change In c Ircuffls tanc t » 
causes NRC to re— evaluate positions & schedule Plans to 
respond to Ur after consultations w/NRC counsel 
BORDENICK* B M Hearing Branch 4 00/02/22, ip 


DOCKET 8TN-80-3I6 JAMEfiPORT NUCLEAR STATION. UNIT 1 
A AppUcation/construction stage documents Si c orreepondenc t 


0002140166 Board notification potential unrevlewed safety qt;estion for 
LHRs on Interaction between nonsafety-grade Sc safety- 
grade sys 

VAROArS A Assistant Director for Light Water Reactors 79/111/26 

6pp 


ET 50-515 PEDDLE SPRINGS NUCLEAR PLANT* UNIT 2 

pp 1 Icat lon/cons tructlon stage documents 6 correspondence 


8002130392 Responds to FOIA requests for documents re in tervenori 
contentions in ABLD hearings* i dentifi nd in App A Requested 
info in Washington. DC PDR it LPDRi luted in App A 
FELTONrJ.M Division of Rules «nd Records 0O/Gt/J4 3pp. 


140186 Board notification potential unreviewed safety question fc 
;Rs oti interaction bstueen nonsaf ety-grade 6 safetu- 
rade sys 

ARCA.3 A Assistant Director for Light Water Reactors 79/11/j 

fapp 


/0222001S Summary of 791204 meeting w/applicants for CPs re info 
rsquireiuents on emergency preparedness 

MOON. C (J Light Mater Reactors Branch 4 80/02/11 21pp 

statements, suppl, i corretpond.nce 

NBLOOD.WJ Portland General Electric Co BO/Ol/28 5pp 


emergency S. fire protection plant 


ouu«£ 0 ‘»uou^ Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emeroency 
response plans for fac 1 1 i ties. Request s detlgnatlon of one 
representative per util by 791231 Forwards FR notice. 

ORIME8.B K Emergency Preparednei* Task Force 79/12/21. 7pp 


8002070079 Forwards request for evacuation time estimates lor 
000331*^' power plant* Info should be submitted by 

GRIMES. B K Emergency Preparedness Task Force. 79/12/26 




P. 


0 Adjudicatory correspondence 


040586 Forwards DOI comments re NRC draft suppl to FE3 Addi 
RUtNiCK, B M Hearing Branch 4 60/OJ/29 Ip 


nuvisBS Of NY OCace _ 

facility at Jamesp ortt NY. 

LIKE. I Reilly «, Like 80/02/01 ip 


i.fPB « 4 p 
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eOCS210S»7 Eighth itiitus rept per ASLAB 790607 gr^nt of indefinite 
*itenelan of time to respond to Suffolk County motion to 
file »uppl«ntent brief Special Inquiry Group rept ioiued Talk 
action plan being prepared Certificate of Svc end 
SOROENICK. Q H Keoring Branch 4 00/02/11 4pp 


SO0S2201SI Reipondi to 800107 Itr re ditcovery proceed ingi. Cohalan ^ 
Ollnartln placed on ivc li«ti re future documents Request 
foi* previous documents should be directed to LPDRs 
EORDENICK. Q H Hearing Branch 4 GO/02/11 2pp 


H Oineral co-rrespondcnce 


8003130AS9 FQIA request for documents re Jamesport Nuclear Pouier 
6f atloni Un itf 1 & 2 

H-VANd C IMu'clear Information I. Resources Services 79/12/14 tp 


O Advisory Committee on Reactor Safeguards reports & correspondence 


eOO&|50242 Foruards "Rept of ACR8 on Selected Safety Issues Related to 
LWRe 

HOELLERj D k| ACRB - Advisory Committee on Reactor Safeguards 
76/12/12 Ip 


— a002iSDS52 Excerpts from minutes of 751009-U* 1 106-00, 760603-05 it 
760706-10 meetings 

* ACRS - Advisory Committee on Reactor Safeguards 76/07/10 
3pp 


O Inspvctlan reports, IE Bulletins & correspondence 


6002130476 Responds to IE Bulletin 79-23, "Failure of Weftlnghouse DFD 
Ralrng* In Safety-Related Sys " No i^estinghouse relays used 
mr planned far use in safety-related sys 
PLASKDNiR E Long Island Lighting Co 00/01^07 Ip 


6002130916 Responds to IE Bulletin 79-02, Revi s ion 2 Expansion anchor 
bolts ulll not be used In concrete block uallt to attach 
piping support of Seismic Category 1 sys Steel members uill 
not be -etteched directly to concrete ualli 
PLASKQNfR t Long Island Lighting Co 80/01/11 Ip 


60032S0064 Forwards IE Info Notice 00-03, "Main Turbine 

Eleotrohgdraul ic Control Sys " No specific action required 
CRIER, G H Region 1, Ph lladelph ia. Office of the Director 
00/01/31 Ip 


6002260041 Forwards IE Circular 79-29, Bupp I A, "Bhock Arrestor Strut 
Aisemblg Interference " No written response required 
OREERjS H Region 1, Philadelphia. Office of the Director 

eo/oi/31 ip 


BOO22S0423 Forwards IE Circular 80-02, "Nuclear Power Plant Staff 
Work liouTs. " No written response required 

ORiER.S H Region 1. Philadelphia, Office of the Director 
60/02/01. Ip 


6002210230 Forwards IE Bulletin 80-03, "Loss of Charcoal From Std Type 
I I, Two- Inch. Tray Adsorber Cells " Action required 
CRIER, B H Region 1, Ph 1 ladelph ia, Office of the Director 
60/02/06 Ip 


B<Kl2230kl2 Forwards IE Info Notice 80-05, "Chloride Contamination of 
6af atg-Ralated Piping 8, Components '* No written response 
required 

ORIERiB H Region 1, Philadelphia, Office of the Director 
60/02/06 Ip 


6002250402 Forwards IE Bulletin 60-04, "Analysit gf PNR Main Steam Lina 
Brsak If/Con tinued Feedwater Addition " No written response 
raqulred. 

ORIERrB M Region 1, Ph i ladelph ia. Office of the Director 
BO/02/oa Ip 


DOCKET STN-9'0-Sl7 JAMESPORT NUCLEAR STATION. UNIT 2 


A. App 1 lea tl on/cant true t Ion stage documents U correspondence 


6002140166 Board notification potential unreviewed safety question for 
l-NRs on interaction between nonsafety-grade U safety-* 

grade sys 

VAR0A,8 A. Assistant Director for Light Mater Reactors 79/11/26, 
*PP 


80D213G392 Responds to FDIA requests for documents re interveners^ 
contentions in AGLB hearings, Idonti f i ed in App A Requested 
info in Nash ing ton, DC RDH L LPDRs listed in App A 
FELTON, J ri Division of Rules and Records 00/01/14 3pp 


F Security, medical, emergency & fire protection plans 


BG02040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
QRlMEBi B K Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
B0D331 

CRIMES, B K Emergency Preparedness Task Force 79/12/26 4pp 


0 Adjudicatory correspondence 


8002320124 Advisee of NY State Board on Electric Oeneration Siting Ic 
Environ 800129 denial of LILCO application for const of 
facility at Jama sport,, NY 
LIKE, I Reilly 4 Like 00/02/01 Ip 


0002210207 Eighth status rept per A5LAQ 790607 grant of indefinite 
extension of time to respond' to Suffolk County motion to 
file suppLoment brief Special Inquiry Group rept isiued Task 
action plan being prepared Certificate of 8vc enc 1 
DORDENICK, D M Hearing Branch 4 00/02/11 4pp 


0002220121 Responds to B00107 k tr re discovory proceedings Cohalan t* 
Oilmartin placed on svc lists re future documents Request 
for previous documents should be directed to LPDRs 
BDRD6NICK, D M Hearing Branch 4 80/02/11 2pp 


H General correspondence 


8002130429 FOIA request for documents re Jamesport Nuclear Power 
Station. Units 1 L 2 

RVAN. C Nuclear Information J. Resources Services 79/12/14 Ip 


0 Advisory Committee on Reactor Safeguards reports b correspondence 


6002150242 Forwards "Rept of ACRB on Selected Safety Issues Related to 
LWRs " 

MOELLER, 0 M ACRS - Advisory Committee on Reactor Safeguards 
76/12/12 Ip 


—0002150992 Excerpts from minutes of 751009-11,13 06-00,760603-05 & 
76070B-iO meetings 

♦ ACRS - Advisory Committee on Reactor Safeguards 76/07/10 
3pp 


Q Inspection reports. IE Bulletins 4. correspondence 


60D2150476 Responds to IE Bulletin 79-25, "Failure of Nestinghouse BFD 
Relays in Safety-Related Sys " No Hestinghouse relays used 
or planned for use in safety-related sys 
PLA8K0N, R E Long Island Lighting Co 80/01/07 ip 


8002190916 Responds to- IE Bulletin 79-02, Revi s Lon 2 Expansion anchor 
bolts will not be used in concrete block walls to attach 
piping support of Seismic Category I sys Steel membors will 
not be attached directly to concrete walls 
PLABKONiR E Long Island Lighting Co QO/Oi/ll Ip 


8002250064 Forwards IE Info Notice 80-03, "Main Turbine 

Elec trohydraul 1 c Control Sys " No specific action required 
ORIERfD H Ragion 1* Phi I ade ! ph ia* Office of the Director 
80/01/31. Ip 


0002260041 Forwards IE Circular 79-25, Suppl A. "Shock Arrestor Strut 
Assembly Interference " No written response required 
ORIER.D H Region 1, Ph 1 ladeip h ia. Office of the Director. 
00/01/31. Ip 


G0D225D423 Forwards IE Circular 80-02* "Nuclear Power Plant Staff 
Work Hour* " No written response required 

ORtER.B H Region 1. Philadelphia, Office of the Director 
60/02/01. Ip 


8002210290 Forwards IE Bui 1st in 00-03* "Loss of Charcoal From Std Type 
I Ii Ttuo-lnc h, Tray Adsorber Cells." Action required 
ORlER,e H Region 1, Philadelphia, Office of the Director 
80/02/06 Ip 
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80032S0112 Foruards lE Info iNobic* 80-I)S. "ChUride Coretfliffil nat 1 on of 
Gaf a lated Piping ti Conponents ” Na uritt«n r€t(>an»a 

requ ired 

GRIER-, OH noqion 1, Ph (Udelfi h ia^ DffLca of bha Dirocbor 
B 0 /G 2 / 0 a Ip 


0OO235O4Q2 Foriuardi IE Bu-Hetin 0O'O4, of PWR Ham Staajn Lino 

Break U/Continued Feeduator Addition " No written retponot 
ponoirod 

GRIEfl,BH Region 1. Phi lad elph la. Office of tha Dlroctor 
80/02/08 Ip 


DOCKET STN-50-5ie JHARTSVILLE HUCLEAR PLANTj UMIT I 
A Appl I c atlon/construction stage documents ^ c orrespondence 


SOO2O4O530 Forwards MPDE8 partnit And for fac I H 7 ’ 91 l 0 a Ifcr rBq.ue«tinfl 
state certification be sncorporated Into modified permit 
h 781221 Itr issuing state c erti f icat Ion 

HAHVEy*S M EnviroriJJ^ontal Protection Agencg GO/Ol/lB 4pp 


—0002040545 NPDE& Permit TN0027740, i siued to TVA 

KAav£Y,S W EnvtronitiBntal Protection Agency 80/Ol/tQ I7pp 


ft Utility Preliminarg Safety Analysis Reporti amends 


8002290372 Forwards Amend 30 to facility PSAfl re changes In 
meteorological program (Section 2.3) 

MILLS, U H Tennessee Vallecj Authority 80/02/00 Ip 


'80022?03dl Amend 30 to P9AR re changes in meteorological program 
» Tennessee Valley Authority 00/02/08 Mpp 


F SacuntVi medical* emergency h fire protection plans 


8002040007 Announces regional worlshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation «f one 
representative per util by 7?I23] Forwards FR notice 
ORlMESiB K Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

ORIMHS. 8 K Emergency Preparedness Task Force 79/12/26 4pp 


H Inspection reportsi IE Dulletins It correspondence 


0002050)30 Responds to IE Bulletin 79-25 re failure of Uestinghouse 
8FD relays No Uestinghouse BFD or NDFD relays are In use at 
facilities 

HILLS,L M Tennessee Valley Authority B0/-01/O4 Ip. 


8002150100 Ack receipt Of 791206 Itr Informing NRC Of steps taken to 
correct violations noted in IE Insp Repts SO~S10/79-24* 
50-519/79-24,50-520/79-24 & 50-521/79-24 

SRYAMT.J 0 Region 2. Atlanta. Office of the Director 80/01/07. 

2pp 


— 8002150156 Responds to NRC 791116 Itr re violations noted in lE Insp 
Repts 50-518/79-24, 50-3l9/79-24r 50-520/79-24 & 50-521/79-24 
Corrective actions revision requested eliminating 
requirement for traceab i J. ity of ueld matl to production 
MILLS, L H Tennessee Valley Authority 79/12/06 3pp 


8002150161 Forwards IE Insp Repts 50-510/79-24,50-519/79-24. 
50-520/79-24 L 50-521/79-24 on 791016-19 It notice of 
violation 

MURPHY, C E Region 2. Atlanta. Office of the Director 
79/11/16 2pp 


-8002IS0165 Notice of violation from Insp on 791016-19 

* Region 2, Atlanta, Office of the Director 79/11/15 Ip 


— 0OO2iSOJ72 IE Imp Repts 50-518/79-24,50-519/79-24,50-520/79-24 l< 
50'“S2I/79-24 on 791016-19 Noncomp 1 i ance noted failure to 
enter heat or lot numbers on weld requisitions |i weld 
r« inforcement In arcafs of max 

OiRARDiE H Region 2, Atlanta, Pfffce of the Director 

HEROTrE R Region 2, Atlanta, Reactor Construction It 

Engineering Bupport Branch 79/11/15 5pp 


800S1S0172 IE Insp Repts 50-518/79-24, 50-519/79-24, 50-520/79-34 t 
50-521/79-24 on 791016-19 Noncomp Uanc e noted failure to 
enter heat or lot numbers on weld requisitions t« ueld 
reinforcement in excess of max 

OIRARD, E H 'Region 2, Atlanta, Office of the Director 79/L)/l4 
Spp 


6002070367 Forwards IE Circular 60-01, "Sve Advice for OE Induct len 
Disc Relays ** No response required 

O'REILLY, J P Region 2, Atlanta, Office of the Director 
00/01/17 3pp 


GD02060D72 Forwards IE Bulletin 60-02, "Inadequate OA f-or NucLsj-r 
Supplied Equipment " Response required 

O^REILLY, J F Region 2, Atlanta, Office of the Director. 

80/01/ 21 2pp 


0002060211 Forwards IE Info Notice 80-02. "OXQR Mater Rod Lowir Enl 
Plug Dear " No specific action or response required 
O'REILLY, J P Region 2, Atlanta, Office of the Director 
80/01/25 2pp 


0002270070 Forwards IE Circular 00-02, "Nuclear Power Plant Stiff 
Hours " 

O'FEtLLY, JP Region 2, Atlanta, Office of the Director 
80/02/01 3pp 


B Reportable occurrences, LERs |< related correspondence 


8002000008 PNO-1 1-79-037 on 791203, while preparing workable rlt«>a4e 
for const personnel In fuel bldg area, gasol Int Dverflaued 
from heater drip pan to floor It three workers treated for 
fume eeposure Heaters removed, gasol ine mopped up 
URK^HT, R N , CANTRELL, P S Region 2, Atlanta, Office of tfli 
Director 79/12/03 Ip 


8002070290 Forwards final deficiency rept re grit blasting of 
fabricated piping assemblies 

HILLS. L H Tennessee Valley Authority 60/01/31 Ip 


—0002070300 Final deficiency rept re grit blasting of fabricetid fl|it 
assemblies Caused by operator sandblasting u/o diffusen. 

Straight noitle will bo locked in tool box under control of 
sandblast operator 

« Tennessee Valley Authority 80/01/31 2pp 


GOD20702G9 Forwards final deficiency rept re falLuri to obtain nquiri 
approval before bending partially embedded rebar. 

MILLS, L.M Tennessee Valley Authority 60/02/01 Ip 


—8002070296 Final deficiency rept re failure to obtain required aifu 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 into compliance u/ACI 31Q-1971 bldg 
code Const enginesrlng procedures revised 
a Tennessee Valley Authority 80/02/01 ip 


8002110373 Forwards final deficiency rept re rebar not bending in 
accordance u/specs. 

HILLS, L M Tennessee Valley Authority 60/02/01 Ip. 


—0002110364 Final deficiency rept re rebar not bending in accordance 
site procedures Affected const personnel have bi*n notified 
of ravislon to 0-2 Const angtnserlng procedures require 
requesting design approval before bending embedded rebar. 

« Tennessee Valley Authority 00/02/01. Ip. 


0002210482 Forwards final deficiency rept re unacceptable OA 
documentation for Olaxer steel matl, 

i1ILL8,L H Tennessee Valley Authority 60/02/14 tp. 


— BOO221O40B Final deficiency rept re unacceptable OA documentitlon fa 
Olaxer steal matl Util OA survey determined OA program 
uneccaptabls Until acceptable OA level achl evad. onl y etatl 
shipped direct from mill will be accepted, 
e Tennessee Valley Authority, 00/02/14 2pp, 


0002270344 Forwards final deficiency reft re radiographic eiaa of 
Hartivllle drywell vent structure L Phipps Bend reactor 
pressure vessel pedestal weld buildup 

MlLL8rL M Tennessee Valley Authority. 00/02/15 Ip. 


—8002270350 Final deficiency rept re radiographic exam of Kartsville 
dryiUfll vent structure ^ Phipps Bend reactor prassuri veistl 
pedestal weld buildup Exam Improperly performed L evaluated 
Partially caused by inadequate exposure of film 
a Tennessee Valley Authority 80/02/15 2pp. 
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SOCKET 8TM-S0-51? HART8VILLE NUCLEAR PLANT. UNIT 2 


A Appl icdition/construcblon stage documents Ct correspondence 

9002040530 Forwards NPDES permit mod for f ac i li fcy. 791 lOB Itr reguettlng 
stftte certification be incorporated into modified permit 
& 781221 Itr issuing state certification 

MAAVEy. S LI Environmental Protectrion Agency 00/01/18 4pp 


--8002040545 NPDES Permit TN0027740. issued to TVA 

HARI.^E'/rS U Environmental Protection Agency BO/01 /18 t7pp 


8 Utility Preliminary Safety Analysis Report, amends 


9002290372 Roruards Amend 30 to facility P8AR re changes in 
meteorological program (Section 2 3) 

HILLS. L M Tennessee Valley Authority 60/02/00 Ip 


— 8002290-391 Amend 30 to PBAR re changes in meteorological program 
e Tennaesae Valley Authority GO/02/08 A4pp 


F Security, medlcali emergoncy L fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
propused change to regulation on radiological emergency 
rttponte plans for facilities Requests designation of one 
representative per util by 791231 Forwards PR notice. 

ORIHESjS. K Emergency Preparedness Task Force 79/12/81 7pp 


0002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

ORJHESiB K Emergency Preparedness Task Force 79/IS/26 4pp 


Ot Inspection reportsi IE Bulletins L correspondence 


0002050130 Responds to IE Bulletin 79-25 re failure of Meetinghouse 
BFO relays No Meetinghouse DFO or NDFD relays are in use at 
facllitifls 

MILLB. L H Tennessee Valley Authority eD/Oi/04 ip 


0002190100 A-ck receipt of 791206 Itr informing NRC of steps taken to 
correct violations noted in IE tnsp Repts 50-918/79-24. 

50- a 19/79-24. 50-920/79-24 U 50-521/79-24 

ertVANTiJ C Region 2. Atlanta. Office of the Director 00/01/07 


--G002190196 Responds to NRC 791116 Itr re violations noted in IE Insp 
Rtpts 80-918/79-24.50-519/79-24.50-520/79-24 «( 50-921/79-24 
Corrective actions revision raquasted eliminating 
requlrecnent for traceability of weld mail to production 
HILLS. L. H Tennessee Valley Authority 79/12/06 3pp 


— 8002150161 Forwards IE Insp Repts 90-518/79-24. 90-Si9/79-24i 
SO-9ZO/79-24 L 90-521/79-24 on 791016-19 h notice of 
violation 

Hl/RPHYrC E Region 2. Atlanta. Office of the Director 
79/11/16 2pp 


— 8002150165 Notice of violation from imp on 791016-19 

* Region 2. Atlanta. Office of the Director 79/11/15 ip 


— 80021S017& IE Insp Rapts 90-910/79-24.50-919/79-24.90-920/79-24 U 
50-581/79-24 on 791016-19 Noncompliance noted- fai lure to 
enter heat or lot numbers on weld requisitions & weld 
reinforcement In excess of max 

OIRARD. E H Region 2. Atlanta. Office of the Director 

HEROTrE R, Region 2. Atlanta. Reactor Construction t( 

Engineering Support Branch 79/11/19 9pp 


8002070367 Forwards IE Circular GO-Oi, '‘8vc Advice for OE Induction 
Disc Relays No response required 

O'REILLY. J, P Region 2. Atlanta. Office of the Director. 
00/01/17 3pp 


0002060072 Forwards IE Bulletin 80-02, ’'Inadequate OA for Nuclear 
Gupplled Equipment.'* Response required 

O'REILLY. J P Region 2. Atlanta. Office of the Director 
80/01/21. 2pp 


8002060211 Forwards IE Info Notice 80-02. "aXGR Mater Rod Lower End 
Plug Wear " No specific action or response required 
O^RElLLY. JP Region 2. Atlanta. Office of the Director 
80/01/25 2pp 


000^270070 Forwards IE Circular 80-02. "Nuclear Power Plant Staff Work 
Hours " 

Q'REILLYp J P Region 2. Atlanta. Office of the Director 

80/02/01 3pp 


S Reportable occurrences. LERs t related correspondence 


8002070290 Forwards final deficiency rept re grit blasting of 
fabricated piping assemblies 

MILLS. L M Tennessee Valley Authority 80/01/31 Ip 


—0002070300 Final deficiency ropt re grit blasting of fabricated piping 
assemblies Caused by operator sandblasting w/p diffusers 
Straight noxxlo will be locked in tool box under control of 
sandblast operator 

» Tennessee Valley Authority BO/Ol/31 2pp 


8002070209 Forwards final deficiency rapt re failure to obtain required 
approval before bending partially embedded rebar 
M1LL8.L M Tennessee Valley Authority BO/02/01 Ip. 


— 6002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 9-2 into compliance w/ACI 318-1971 bldg 
code Const engineering procedures revised 
a Tennesseo Valley Authority 80/02/01 Ip 


6002110375 Forwards final deficiency rept re rebar not bending in 
accordance w/specs 

MlLLSiL M, Tennessee Valley Authority 00/02/01 Ip. 


—6002110384 Final deficiency rept re rebar not bending in accordance u/ 
site procedures Affected const personnel have been notified 
of revision to 0*2 Const engineering procedures require 
requesting design approval before bending embedded robar 
* Tennessee Valley Authority 00/02/01 Ip 


6002210402 Forwards final deficiency rept re unacceptable OA 
documentation lor Olaier steel matl 

MILL8.L ti Tennessee Valley Authority 80/02/14 ip 


--80D22104B8 Final deficiency rept re unacceptable 0A documentation for 
Olascr steel matl Util QA survey determined OA program 
unacceptable Until acceptable OA level ach ieved . on 1 y steel 
shipped direct from mill will be accepted 
* Tennessee Valley Authority 80/02/14 2pp 


DOCKET 8TN- 90-920 HARTBVILLE NUCLEAR PLANT, UNIT 3 


A Applicat lon/consti uction stage documents It correspondence 


6002040538 Forwards NPDES permit mod for fac i I ity . 791 100 Itr requesting 
state certification be incorporated into modified permit 
^ 701221 Ur issuing state certification 

HARVEY. 8 VI Environmental Protection Agency 80/01/16 4pp 


—0002040545 NPDES Permit TN00577 40, Issued to TVA 

ilARVCY. 8 M Envlronmonta I Protection Agency QO/Ol/10 17pp 


B Utility Preliminary Safety Analysis Report, amends 


0002290372 Forwards Amend 30 to facility PBAR re changes in 
meteoro lag leal program (Section 2 3) 

HILLS. L M Tennessee Vallay Authority 00/02/08 Ip* 


— 8002290361 Amend 30 to P8AR re changes in meteorological program 
a Tennessee Valley Authority 60/02/0D 64pp 


F Becurlty. medical, emergency U fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative par util by 791231 Forwards FR notice. 

GRIMES, B K Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forwards requesl for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

GRIMES, B K Emergency Preparedness Task Force 79/12/26, 4pp 
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a inspection reports* iC Bulletins L t orrespo-ndenc • 


8002050130 Rosponds to IE Bulletin 79-25 re fellur* of Westinghous# 
BED relates No Uestinghouse RFD or NBFD relates ar* in use at 
f ac 1 1 Ltiei 

MlLLSrLM Tennessee V^alley Authority flO/01/04 Ip 


8002150100 Acl receipt of 791205 Itr inTormitifi KRC step* taken to 
correct violations noted in IE Inap Repts 50-51B/79-24* 

SO-51 9/79-24. SO '520/79 -24 i 50-521/79-24 

BRVANT* J C Region 2. Atlanta. amcP of the Director, BO/01/07 

2 pp 


— 8002150156 Responds to NRC 791115 Itr re violations noted in IE Imp 
Repti 50-319/79-24, S0"5l9/79“24i 5O-520'/79-24 U 50-521/79-24 
Corrective actions revision raRuosted eliminating 
requirement for trac eab 1 1 i tg of ueld imatl to production 
MILLS. L M Tennessee Valley Authority 79/12/06 3pp 


--8002150161 Forwards IE Insp Repfes 50-310/79-24.50-519/79-24, 
50-520/79-24 8 . 30-521/79-24 on 791016-19 & notice of 
vl 0 latlon 

HURPHV.C E Region 2. Atlanta, Office of the Dtrecter 

79/11/16 2pp 


— 8002150165 Notice of violation from insp on 791016-19 

« Region 2. Atlanta. Office of the Director, 79/11/13 Ip 


—8002 ISO 172 \E Insp Repts 30-5 lB/79-24. 50-519/79-24. 50-520/79-24 b 
50-521/79-24 on 791016-19 Noncomp 1 iance noted failure to 
enter heat or lot numters on ti/eld requisitions It ureld 
reinforcement in excess of mai 

GIRARD. E H Region 2. Atlanta* Office of the Director 

HERDT.E R Region 2. Atlanta. Reactor Construction 

Engineering Support Branch 79/11/13 5pp 


6002070367“ Forwards IE Circular BO-Oi, "Svc Advice for OE Indoctlon 
Disc Relays “ No response required 

O^RElLLYrJP Region 2< Atlanta. Office of the Director 
BO/01/17 3pp 


6002060072 Forwards fE Bulletin 80-02. "Inadequate QA for Nuclear 
Supplied Equipment " Response required 

O'flEILLY.J P Region 2, Atlanta. Office of the Director 

80/01/21. 2 pp 


0002060211 Forwards IE Info Notice 80-02, "0X6R Hater Rod Lower End 
Plug Near " No specific action or response required 
'REILLY. J P Region 2. Atlanta. Office of the Diroctor. 

/ai/25 2pp 


1070 Forwards IE Circular B0'02. ''Nuclear Power Plant Staff Hark 
i " 

ILLY, J P Region 2. Atlanta. Office of the Director 
2 /Oi 3pp 


ortable occurrences, LERs t related corretpondcnca 


)70S90 Forwards final deficiency rept re grit blasting of 
brlcated piping assemblies 

LLarLM Tennessee Valley Authority BO/Dl/31 tp 


‘B002070300 Final deficiency rept re grit blasting of fabricated piping 
aisemtlles Caused by operator sandblasting u/o diffusers 
Straight noxxla will bo locked in tool box under control of 
sandblast operator. 

a Tennessee ValUy Authority 80/01/31 2pp 


'020702B9 Forwards final deficiency rept ra failure to obtain required 
iproval before bending partially embedded rebar 
LLS, L N Tennessee Valley Authority 80/02/01 tp 


>2070296 Final deficiency rept re failure to obtain required approval 
lefore bending partially embedded rebar. Caused by failure to 
irlng Const Spec 0-2 Into compliance w/ACl 310-1971 bldg 
ode Const anolneerlng procedures revised 
> Tennessee Valley Authority 90/02/01, Ip 


10375 Forward* final deficiency rept r* rebar not bending In 
ordance w/specs 

L 6 ,L M Tennessee Valley Authority 80/02/01 tp 


'2110394 Final deficiency rept ro rebar not bending in accordance u/ 
Ita procedures Affected const personnel have been notified 
f revision to 0-2 Const engineering procedures require 
equosting design approval before bending emhedila<r rebar 
Tennessee Valley Authority. 80/02/01 Ip 


6002210402 Forwards final dofldency rept ro unaccspteble OA 
documentation for Olaier steel mat! 

MILLS.L M Tennessee Valley Authority 80/02/14 Ip 


— 8002210488 Final deficiency rept re unacceptable QA documentallcn 
Olater steel matl Util OA survey determined 0A program 
unacceptable Until acceptable OA level achieved, only steal 
shipped direct from mill will be accepted 
* Tennessee Valley Authority 80/02/14 2pp 


DOCKET 8TN-30-52I HART 8 VILLE NUCLEAR PLANT. UNIT 4 


A App 1 icatlon/construction stage documents Ic correspondence 


8002040538 Forwards NPDES permit mod for fac i Hty . 791 108 Itr raquiltlf^] 
state certlf Ication be incorporated into modified permit 
& 701221 Itr issuing state certif ication 

HARVEYrS W Environmental Protection Agency 00/01/10, 4pp 


—8002040545 NPDE 8 Permit TN0027740, issued to TVA 

K4RVEY.8 H Environmental Protection Agency 60/01/10 I 7 pp 


0 Utility Preliminary Safety Analysis Report, amandi 


6002290370 Forwards Amend 30 to facility P 8 AR re changes in 
meteerologlcal program (Section 2 31 

MILLS. L M Tennessee Valley Authority 80/02/00 Ip 


—6003290381 Amend 30 to PSAR re changes in meteorological progrii 
a Tennessee Valley Authority 00/02/08 64pp 


F Security, medical, emergency l< fire protection plane 


8002040007 Announces regional workshops to ditcusa feasIbiUtv of 
proposed change to regulation on radiological emergency 
response plant for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORIME 81 D K Emergency Preparedness Task Force 79/18/2l> 7pp 


8002070079 Forwards request for evacuation time estimates for artii 
near nuclear power plants Info should be submitted by 
800331 

ORIMES. B K Emergency Preparedness Task Force 79/13/36 4pp 


Q Inspection reports. IE Bulletins & cof respondence 


6002050130 Responds to IE Bulletin 79-25 re failure of Uestlnghous* 
BFD relays No Westinghouse BFD or NQFD relays are in use at 
facilities 

MILLS. L If Tennessee Valley Authority. 80/01/04 ip, 


8002130100 Ack receipt of 791206 Itr informing NRC of stepe taken lo 
correct violations noted in IE Insp Repts 50-518/79-24. 
50-319/79-24,50-520/79-24 It 50-521/79-24 

BRYANT. JC Region 2, Atlanta. Office of the Director 80/01/01. 

2 pp 


—6002150156 Responds to NRC 791116 Itr re violations noted in IE Ihip 
Repts 50-518/79-24.30-519/79-24.50-530/79-24 it 30-521/79-24 
Corrective actions reviiton requested eliminating 
requirement for traceability of weld matl to production 
MILLB.L, M Tennessee Valley Authority 79/13/06 3pp 


—6002150161 Forwards IE Insp Repts 5O-3J0/79-24. 30-519/79'24. 
50-520/79-24 It 30-521/79-24 on 791016-19 It notice of 
violation 

MURPHY. C E Region 2. Atlanta. Office of the Director. 
79/11/16 2pp. 


—6002150165 Notice of violation from Insp on 791016-19. 

a Region 2, Atlanta. Office of the Director 79/11/15, Ip 


8002150172 IE Insp Repts 50-518/79-24.50-519/79-24.80-520/79-34 t 
50-521/79-24 on 791016-19 Noncompl lance noted, fal lure to 
enter heat or lot numbers on weld requisitions & weld 
reiTiforcement in exceii of max 

0IRARD*E, H Rsglon 2. Atlanta. Office of the Director. 79/11/15 
5pp. 


8002070367 Forwards IE Circular 80-01. "Bvc Advice for OE Induction 
Disc Relays " No response required, 

O'REILLY.J P Region 2. Atlanta. Office of the Director 
60/01/17 3pp 
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BOOa^iOan FoTumrd* le Info Notice 80-oa. '‘BXeR Water Rod Lttwer End 
Pl«g Wear " No ipeclfic action or response required 
O'ftEILLy, J P Region 2i Atlanta, Office of the Director 

80/01/25 app 


£002^7007-0 Forwards IE Circular QO-Oa, "Nuclear Power Plant Staff Uork 
HCMiri 

0'REILCV',J P Region 2, Atlanta, Office of the Director 
SO/02/01 3pp 


S Reportable occurrences, LERs &< related correspondence 


8003070290 Forwards final deficienev rept re grit blasting of 
-fAbricated piping asse/nblles 

fllLLS.L H Tennessee Vatleg Authoriti^ BO/Ol/31 Ip 


— 8002070300 Final deficiency rept re grit blasting of fabricated piping 
atsenbllti Caused by operator sandblasting ui/o diffusers 
Straight nozile ulll be locked in tool box under control of 
sandblast operator 

* Tennesioa Valley Authority BO/Ol/31 2pp 


B003070269 Foruards final deficiency rept re failure to obtain required 
approval before bending partially embadded rebar. 

MILLS, L N Tennessee Valley Authority 00/02/01 Ip 


“-80020702?^ Final deficiency rapt re failure to obtain required approval 
before bending partially ernbedded rebar Caused by failure to 
bring Const Spec 0-2 into compliance u/ACl 310-1971 bldg 
code Const engineering procedures revised 
* Tennessee Valley Authority 80/02/01 Ip 


8002110373 Forwards final deficiency rept re rebar not bending in 
•atcordance u/speci 

KtLL@>L N Tennessee Valley Authority 80/02/01 ip 


—3003110234 Final deficiency rept re rebar not bending in accordance w/ 
slfe procedures Affected const personnel have been notified 
bI revision to 0-2 Const engineering procedures require 
rtquestinp design approval before bending embedded rebar 
« Tennessee Valley Authority 00/02/01 Ip 


aOQ22]04Q2 Forwards final deficiency rept re unacceptable OA 
docunentat ion for Olazer steel matl 

HELLSiL H Tennessee Valley Authority 00/02/14. ip 


— 3OO2S1048P Final deficiency rept re unacceptable OA documentation for 
Olaztr steel matl Util OA survey determined OA program 
unacceptab la, Unti 1 acceptable OA level ach leved, only steel 
-Shipped direct from mill will be accepted 
* Tennessee Valley Authority 00/02/14 2pp. 


DOCKET ST«-50~322 8HA01T NVCLEAR POWER PROJECT, UNIT 1 


A Ap p i Icatlon/constr uetion stage documents correspondence 


B00232003I Forwards U80B response to request by R Jackson for 
cla.T If icatlon of questions re capable faulting 
STOLZiJ F Light Water Reactors Drench 1 Q0/02/0A 8pp. 


8002220015 Summary of 791204 maatlng u/applicants for CPs ra info 
r *q,iflrenints on emergency preparedness 

KOOHiG U Light Water Reactors Branch 4 80/02/11 21pp 


G>0022104£3 Bobmlts cammenti & requests for clarification of 000100 
re-^iiists for addl info No evidence of tectonic disruption of 
deposits found Indications of capability should be sent 
HECCAiJ 0 Puget Bound Power l< Light Co Q0/O2/1S &pp. 


F. Gocurityr nvedical, amergancy U fire protection plans 


EHQ020-40007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
r e^resantativa per util by 791231 Forwards FR notice 
OftlMES, D. K Emergency Preparedness Task Force 79/12/81 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should he submitted by 
BCH>33t 

ORlH£8,D K. Emergency Preparedness Task Force. 79/t2/S6 4pp 


O Adjudicatory correspondence 


8002110214 Motion to compel applicant answers to Skag i t on ia-n s Concerned 
About Nuclear Power interrogatories re San Juan Islands 
seismic profiles Interpretation of Atomic Energy Act holds 
applicant Liable for matl false statements 
OENDLER, M W Skagitonians Concer-ned About Nuclear Power 
OENDLER,M M Leed, Robert M 80/01/18 llpp 


8002110203 Motion in opposition to NRC 79LI02 motion to postpone 
hearings on geology (i seismology issues Proposed evidence 
twice rejected as inconclusive Applicants have failed to 
carry burden of proof re issues U/Cert 1 f icate of 8vc 
OENDLER.MW Skagitonians Concerned About Nuclear Power 
OENDLER, M W teed, Robert M BO/Ol/21 5p p 


8002200161 Answer in opposition to Skagitonians Against Nuclear Power 
800122 motion to compel responses to l-nterrogatori os Hotion 
untimely L questions re seismic profile outside scope of 
proceedings Certificate of Sve end 

THOMSEN, F T . LITTLE, 0 S Portland Oaneral Electric Co 
THOMSEN, F T Perkins, Cole. Stone, Olsen 8< Williams 80/02/01 
Bpp 


8003210395 Brief in response to Commission 8001 L6 order dirocting 
parties to address Indian Tribes intervention Issue 
Intervention should be permitted re limited issue of 
radiation ef facts, desp 1 te late filing W/Cert i f Icate of five 
TnEDY,S A . 8WAN8DN, D T Hearing Branch 1 80/02/15 24 pp 


8003290016 Motion for extension until 800114 to file brief amicus 
curiae re whether Indian Tribes status gives sufficient 
cause for late intervention NRC does not object to such 
extension Affidavit U Certificate of Sve end 
O'CONNELL, C E Interior, Dept of 80/02/15 4pp 


H Oeneral correspondence 


8002140494 Responds to 791017 Itr to President Carter Util will not 
determine viability of proposed facility until final 
requirements tc criteria are firmly established Ltr to 
President Carter t DOE 800107 response end 

DENTON,H R Office of Nuclear Reactor Regulation 80/02/04 5pp 


8002190192 Responds to 000114 ltr to President Carter re unnecessary 
const delays Time needed to resolve earthquake problem at 
site Util has announced 4-yr delay in start of const 
DENTON, H R Office of Nuclear Reactor Regulatian 00/02/07 2pp 


— 0002190200 Forwards DD Strong 800114 Ur to President Carter re 
unnecessary delays in const at facilities Requests comment 
BEAU.MM President of US Executive Offices 00/01/18 6pp 


T Hearing transcripts on non-antl trust matters 


8002040341 Transcript of 800122 conference In Beattie, UA Pp 
13. 049-13,215 

* Commission 60/01/22 168pp 


U Congresslanal/ExocutJve Corraspondenc e 


8002200292 Responds to 791107 ltr concerning constituent request to 
have J Whetten U F Pessel available as witnesses in 
geology-seismology hearings Only US08 & NRC revieu team 
meinbers will be witnesses at postponed hearings 
OOB0ICK,L V Office of the Executive Director for Operations 

00/01/20 2pp 


docket BTN-50-323 BKAOIT NUCLEAR POWER PROJECT, UNIT 2 


A Ap p 1 Ication/construc ti on stage documents in correspondence 


0002220031 Forwards U80B response to request by R Jackson for 
clar if icatlon of queitlons re capable faulting 
BTOLZ,J F Light Water Reactors Branch I 80/02/06 2pp 

8002220015 Summary of 791204 meeting u/applicants for CPs re info 
requirements on emergency preparedness 

MOON.C.W Light Water Reactors Branch 4 00/02/11 21pp. 

8002210463 Submits comments ?, requests for clarification of 80010B 
requests for addl info No evidence of tectonic disruption of 
deposits found Indications of capability should be sent 
MECCA, J E Puget Sound Power b Light Co. 80/02/19 6pp 
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F S-ecuriti^i medical* emergency A fire protection plant 


9002O4Q0Q7 Announces regional uorkshops to discuss fsasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIKESiB K emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards rei^Uest for evacuation time estimates for areas 
near nuclear pouer plants Info should be submitted by 
800331 

GRIMES* D K Emergency Preparedness Task Force 79/12/26 4pp 


G Adjudicatory correspondence 


8002110214 Motion to compel applicant answers to Skagitonlans Concerned 
About Nuclear Fewer interrogatories re San Juan Islands 
seismic profiles Interpretation of Atomic Energy Act holds 
applicant liable for matt false statements 
GEMDLeft.H W Bkagitonians Concerned About Nuclear Power 
OENDUER,^ W Ceed. Robert H 00/01/18 llpp 


8002110203 Motion in opposition to NHC 79|S02 motion to postpone 
hearings on geology I seismology issues Proposed evldsnce 
twice rejected as inconclusive Applicants have failed to 
carry burden of proof re issues U/Cer tif icate of Svc 
OENDLeRi^I W Skagitonians Concerned About Nuclear Power 
OENDLER.n M Laed. Robert M BO/Oi/21 Spp 


B002200161 Answer in opposition to 8kag 1 ton! ans Against Nuclear Pouer 
600122 motion to compel responses to interrogatories Motion 
untimely Ic questions re seismic profile outside scope of 
proceedings Certificate of Eve end 

THOMSENiF T * LITTLE* D S Portland General Electric Co 
THOMSENjF T Perkins. Coie* Stone, Olsen 4< Williams 80/02/01 
Bpp 


BO0221O39S Brief in responss to Commission 600116 order directing 
parties to address incTlan Tribes Intervention Issue 
Intervention should be permitted re limited Issue of 
radiation of f et ts, da sp I te late filing W/Cer t i f icate of 8vc 
TRESV, 8 A . SWANSON. D T Hearing Branch 1 80/02/15 24pp 


8002290016 Motion for extension until 600114 to file brief amicus 
curiae re whether Indian Tribes status gives sufficient 
cause for late intervention NRG does not object to such 
eitanslon Affidavit Cc Certificate of Svc end 
O'CONNELL. c E Inter 1 or. D»p t of 80/02/15 4pp 


H General correspondence 


8002140494 Responds to 791017 I tr to President Carter Util will not 
determine viability of proposed facility until final 
reguireEnents L -criteria are firmly ostahlished Ltr to 
President Carter U DOE S00107 response end 

DENTON. II fl Office of Nuclear Reactor Regulation BO/02/04 9pp 


B00215O192 Responds to 600114 ltr to President Carter re unnecessary 
const delays Time needed to resolve earthquake problem at 
site Util has announced 4~yr delay in start of const 
DENTON, H R Office of Nuclear Reactor Regulation 80/02/07 2pp 


—8002150200 Forward* DD Strong 8001 U ltr to President CArfcer re 
unnecessary delays in const at facilities Requests comment 
SEAL, H h President of US Si Executive Offices 80/01/10 6pp. 


r Hearing transcripts on non-anti trust matters 


3002040341 Transcript of 800122 conference in Seattle, WA Pp 
13*049-15,215 

* Gomniss ton 80/01/22 liBpp 


i Co ng ress 1 onal /E X e c ut i ve Cor respondenee 


3002200232 Responds to 791107 ltr concerning constituent request to 
have J Whetten 8< F Possel available as witnesees in 
goology^'sei sinology hearings Ody U8GS «. NRC review team 
members will be uitnesses at postponed hearings 
GQ8BICK, L V Office of the Executive Director for Operations 
80/0 1 /aa 2p p 


DOCKET 8TN-S0-32S PALO VERDE NUCLEAR BTATIQN, UNIT I 


A Appl icatlon/construct ion stage documents It correspondence 


80020302D6 Forwards util application for OL & environ reptiVoli 1-4^ 
for placement in Phoenix, AZ LPDR Vols should b« placed 
u/other appllcated binders already on file W/o tncl 
SOUDER, J L Division of Rules and Records BO/Ol/16 tp 


8002260572 Suggests 800310 or 11 meeting to discuss scope U t£hrdule sf 
licensing review re OL application CE8SAR-F should be 
included on agenda Requests confirmation 
VAN BRUNT, E E Arlxona Public Service Co 80/02/21 Ip 


F Security, ihedical. emergency t fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological imergaiicy 
response plans' far facilities Requests designation of one 
representative per util by 791231 Forwards FR tiotica 
GRIMES, B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estlmatBS for kri-ii 
near nuclear power plants Info should be submitted by 
B00331 

GRIMES, D K Emergency Preparedness Task Force 79/12/26 4fp 


8 Inspection reports, IE Bulletins & correspondence 


0002140195 Responds to IE Dullotin 79~14 As-bullt Seismic Citepary { 
piping verified to be in conformance w/applicablo stress t< 
seismic criteria 

VANDRUNT, £ C Ariiona Public Service Co 79/10/12, 2pp 


0002200742 Forwards supplementary info in response to IE 7903-19-23 Ir.ij 
re conformance of diesel generators packaging t, shipping 
Util review revealed compliance w/AN81 N4S, 2 2 raquiriments 
BRUNT* E E V Arifona Public Bervlce Go 80/01/11 3pp 


8002080136 Forwards IE Info Notice 80-03, "Main Turblni 
ElectrohydrauHc Control 8ys *' No specific action or 
response required 

ENGELKEN, R H Region 5, San Francisco, Office of the Dlricter 
GO/01/31 Ip 


8002140059 Forwards IE Circular 79-28, Suppl A, "Shock Arrestor Qirct 
Assembly Interference " No written response required. 

ENGELKEN, R H Region 8, 8an Francisco, Office of the Dlrect«r 
80/01/31 tp 


8002290879 Forwards IE Circular 80-02, "Nuclear Power Plant Btiff 
Work Hours " No written response required 

ENGELKEN, R H Region 3, 8an Francisco, Office of the Directer 

eo/oa/01 tp 


8002280357 Responds to end utii 800103 ltr supporting revised Lrif 
program including performance appraisal function Kithedology 
will be developed during FY80 & implemented in FY81, 

9TELL0, V Office of Inspection ti Enforcement, Dffici of the 
Director 80/02/04 Ip 


— 8002200360 Submits comments on revised Insp program Including 
performance appraisal function in response to NRG 791204 
ltr Util would welcome abjective appraisal of ngt controls V 
«ctivitie« re const operation of facilities 
TURLEV^K Ariiona Public Service Co 80/01/03. Ip 


8002210297 Forwards IE Bulletin 80-03, "Lost of Charcoal From BU Tgps 
1 1, Two-Inch, Tray Adsorber Cells " Action required. 

ENGELKEN* R H Region 3, 8an Francisco, Office of the Otrrekgr 
80/02/06 tp 


8002220073 Forwards IE Info Notice 80-05, "Chloride Cantaeilnatlon ef 
8af ety-Related Piping Components " No written response 
required 

ENGELKENrR H Region 5, Ban Francisco, Office of thi Dlrscl^r 
80/02/08 Ip 


8002250394 Forwards IE Bulletin 00-04, "Analysis of PHR Main flilM Li*l 
Break W/Contlnued Feedwater Addition " No written response 
required. 

EMOELKEN, R M Region 5, San Francisco. Office of ths Direelsr 
00/02/08. Ip 
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ROCKET &TN-SO-&29 PALO VERDE NUCLEAR BTATIQN, UNIT 2 


H Appl L c 4 t L on/cchfitruc t ton stage documents & correspondence 


G^2D5020Q Foruiards util application for QL & environ reptiVols 1~4, 
for placement in PhoenlxiAZ LPDR Vole should be placed 
if/ofcher appllcated binders already on file {4/o end 
SOUDEAi J i. Division of Rules and Records 80/0i/l& Ip 


9CD22B0972 Buggeets GD0310 or 11 meeting to discuss scope ii schedule of 
licensing revleu re QL application CE66AR~F should bo 
included on agenda Requests confirmation 

VAN BRUNTfE E Ariiona Public Service Co 80/02/21 Ip 


f BecurltU' medical, etnergency ii fire protection plans 


GCf02Q40007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Foruiards FR notice 
OHlHEQi B K Emergency Preparedness Task Force 79/12/Ql 7pp 


6002070-079 Farurards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
e0O33t 

ORCHEBfB K Emergency Preparedness Task Force 79/12/26 App 


6 Inspection reportsi IE Bulletins Ik correspondence 


6043140199 Responds to IE Bulletin 79-14 As-built Belsnic Category I 
piping verified to be in conformance w/applicable stress & 
lelSMlc criteria 

VASBRUNT^E C Arizona Public Service Co 79/10/12 Spp 


e44SSQ074S Forwards supplementary info in response to IE 790319-23 insp 
r« conf-ormatic e of diesel generators packaging t shipping 
i^lik review revealed compliance w/ANSl N43 2 2^ requirements 
BRW^T. E E V. Arizona Public Service Co BO/Ol/ll 3pp 


G0420B0106 Forwards IE Info Notice 00-031 *'Haln Turbine 
Electrotiydraul ic Control 8ys " No specific action or 
response require-d 

ENOELKENi R H Region 5i Ban Francisco, Office of the Director 

QO/DI/31 Ip 


6002140059 Forwards IE Circular 79“25iQuppl Ar "Shock Arrestor Gtrut 
Aiieebly Interference '* No written response required 
ENCBLHENpR H Region fl. San Francisco, Office of the Director 

ao/oi/31 ip 


M0325O579 Forwards IE Circular eo-02. "Nuclear Power Plant Staff 
Hork Kours " No written response required 

EMiJELHENf n It Region 9. San Francisco, Office of the Director* 

BO/02/01 Ip. 


8002290357 Responds to end util 600103 Hr supporting revised imp 
program including performance appraisal functi on. Nethodol ogy 
vLll be developed during FYSO 1< implemented in FY61 
8-TELLQ* 9 Office of Inspection It Enforcementr Office of the 
Dine tor. aO/02/04. Ip 


'■■&0022a0360 Qubmits comments on revised insp program Including 
erforinance appraisal function In response to NRC 791204 
tr Util biDUld welcome objective appraisal of mgt controls It 
activities re const operation of facilities. 

TUftl^EYtK Ariiona Public Service Co 80/01/03 Ip 


6002210297 Forwards IE Bulletin 80-03i "Loss of Charcoal From Btd Type 
11 f Two-IticK» Tray Adsorber Cells " Action required. 

EROELKENj R H Region 9, San Francisco. Office of the Director 

Ba/02/0£> Ip 


8002220073 Forwards IE Info Notice e0-09i "Chloride Contamination of 
SifetV~l^>l 4 ted Piping t Components " No written response 
required 

ENOELKEKT. R H Region 9, San Francisco, Offica of the Director 

00 / 02 /oa ip 


0002290394 Forwards IE Bulletin 00-04* "Analysis of PWR Main Steam Line 
Break W/Contlnucd Feedwater Addition " No written respunse 
required^ 

ENOELKENiR.H Region 3, San Francisco. Office of the Director 

00/oa/oB ip. 


DOCKET 3TN-S0-530 PALO VERDE NUCLEAR STATION. ttNIT 3 
A App 1 icat ion/enns true t ion stage documents b correspondence 


BOO2O5O2O0 Forwards util application fpr DL It environ rept.Vols 1-4. 
for placement in Phoenii.AZ LPDR Vols should be placed 
w/other appllcated binders already on file W/o end 
SOUDER, J U Division of Rule* and Records 60/01/16 Ip 


0002260972 Suggests E00310 or 11 meeting to discuss scope It schedule of 
licensing review re DL application CESSAR-F should be 
included on agenda Requests confirmation 
VAN BRUNT, E E Arizona Public Service Co GO/02/21 ip 


F Security, medical, emergency fire protection plans 


0002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMEB, B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

0RItiE8i-B K Emergency Preparedness Task Force 79/18/26 4pp 


Q Inspection reports, lE Bulletins L correspondence 


G002140195 Responds to lE Bulletin 79-14 As-bulU Beiimlc Category I 
piping verified to bo in conformance w/applicable stress & 
seismic criteria 

VANDRUNTrE E. Arizona Public Service Co 79/10/12 2pp 


G0020B013£i Forwards IE Info Notice 60-03. "Main Turbine 
Electrohydraulic Control Sys " No specific action or 
response required. 

ENOELKENi R H Region 5, San Francisco, Office of the Director 
80/01/31 Ip 


8002140059 Forwards IE Circular 79-29. Quppl A, "Shock Arrestor Strut 
Assembly Interference.^' No written response required 
ENOELKEN, R H Region 5. Sen Franciico. Office of the Director 
eO/01/31 Ip 


0002^50979 Forwards IE Circular 90-02. "Nuclear Power Plant Staff 
Mark Hours." No written response required 

EN-OELKENiR H Region 5. San Francisco, Office of the Director 

a 0 / 03 / 0 i Ip 


0002280397 Responds to end utlk OO-OiOG Itr supporting revised Insp 
program including, performance appraisal function Hethodology 
will be developed during FVaO li implemented in FY81 
6T-ELL0iV Office of Inspection L Enforcement. Office of the 
Director 80/02/04 tp 


—6002200360 Submits comments on revised insp program including 
performance appraisal function in response to NRC 791804 
Hr Util would Wflicome abjective appraisal of mgt controls & 
activities re const it operation of facilities 
TURLEY, K Arizona Public Service Co 00/01/03 Ip 


8002210297 Forwards IE Bulletin 00-03, "Loss of Charcoal From Std Type 
1 1 r Two-Inchi Tray Adsorber Cells " Action required 
ENOELKEN. R. VI Region 9. San Francisco, Office of the Director 
00/08/06 Ip 


0002220073 Forwards IE Info Notice 80'-09, "Chloride Contamination of 
Baf ety-Related Piping &< Components '• Mo written response 
required 

ENOELKENrR H Region 9, Ban Francisco. Office of the Director 
GO/02/0B ip 


0002250394 Forwards IE Bulletin 60-04. '■‘Analysis of PUR Hain Bteam Line 
Break W/Contlnued Feedwater Addition " No written response 
required 

ENOHLKEN. R H Region 9, Ban Francisco. Office of the Director 
60/02/00 Ip 


DOCKET 9TN-9 0-539 OABSAR-6 


J Insurance Indemnity information 


0002060486 Forwards Endorsement 112 to NELIA Policy NF-34 

CORREA) H A Marsh 6 McLennan. Inc , M 8< M Nuclear Consultants, Inc 
Dlv BO/Ol/ai 2pp 
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DOCKET SO-S37 CLINCH RIVER OREEOEB REACTOR 


D Utility Preliminary Safety Analyei'S Reporti eflimdi 


90021^0472 Foruarda affidavit conf»rmir>9 diatrlbution of P8AR Amend 53 
to dsaignated local public official's & EPA representatives 
COPELAfJD.fi L Energy. Dept of* Clinch fllver Breeder Reactor Plant 
SO/02/07 2pp 


F Bicurltyi medical- emergency ■?< fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation dn> radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Foruiards FR notice 
0RIKE9.B K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear pouer plants Info should be submitted by 
800331 

OniHES.B K Emergoney Preparedness Task Force 77/12/26 4pp 


DOCKET 50-533 MEMPHIS STATE UMIV RESEARCH REACTOR 


R Periodic operating reports it related correspondence 


8002290420 Forwards "1979 Annual Rept of Nuclear Reactor Operations ♦' 
JONES. D U Memphis State Univ 80/02/05 Ip 


—8002290424 "197? Annual Rept of Nuclear Reactor Operations " 
DlETZfR L . JONES. D W Memphis State Unlv 80/02/89 27pp 


DOCKET STN-50-546 MARBLE HILL NUCLEAR BTATION^ UNIT I 


A App 1 Icat i on/cian.structl on stage documents li correspondence 


8002060676 Responds to NRC request for info re PBC of IN 770616 memo 
it potentially citable uorl No activities occurred prior to 
issuance of work orders, except approved QA procedure 
dev# I opment 

SHIELDS. E U . KCDOEB.F R . COFFMAN. J Public Service Co of Indianar 
Inc eO/Di/07 3pp 


8002110564 Act receipt of B00107 3tr forwarding Louisville Hater Co 
791204 Itr designating closest water intake downstream of 
plant Designation Is appropriate far compliance w/700404 
provisions of CPPR-170 U CPFft-l7l 

RECAN/ W H Assistant Director for Environmental Projects 

80/01/23 3pp 


8008050168 Informs util of refund due Fees paid exceed costs of 
processing issuing CFs 

Mlt^LERjH 0 License Fee Management Branch 80/01/24 Ip. 


8002150227 Requests info identified in Reg Guide 9 3 per facility OL 
review Significant changes subsequent to previous CP 
antitrust revieu would warrant add! NRC review at OL review 
stage 

ZELINSKVtU M Antitrust t Indemnity Croup BO/02/04. tp 


F Security., medscalr emergency tt fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
GRIMES. B K Emergency Preparednoss Task Force 79/12/21 7pp 


G Adjudicatory correspondence 


S0G2S903OG Opposes const of facility due to unproven evidence that 
facility could be operated safely Consideration of petition 
opposing facility is underway 
OLIVE. D Affiliation Vnknown 00/02/05 Ip 


— 8002290306 Opposes const o-f facility due to environ threat & location 
□f water supply 

» Affiliation Unknown 80/01/31, ip 


G Inspection reports. lE Bulletins h correspondence 


B0021 10218 Forwards IE Insp Repts 50-546/79-26 & 50-547/79-26 on 
791203-06 No noncomp 1 ianca noted 

FIORELLt.G Region 3. Chicago. Reactor Construction 6 Englnieriri 

Support Branch 80/01/02 2pp 


— Q00211022B FE Insp Repts 50-546/79-26 it 50-547/79-26 on 791203-06 lis 
noncomp 1 lance noted Major areas Inspected review of civil 
OA implementing procedure re defective concrete repair h 
action on previously identified unresolved Items 
HAVES. D U Region 3. Chicago. Reactor Construction h 

Engineering Support Branch HANKINS. F C Region 3. Chlcese. 
Office of the Director 79/12/27 4pp 


8002210152 Forwards IE Insp Repts 50-546/79-28 8. 50-547/79-28 on 
791210 No noncompliance noted 

KEPPLERi J G Region 3. Chicago. Office of the Dirietor, 00/01/07. 

2pp 


—8002210158 IE Insp Repts 50-846/79-28 U 50-547/79-28 on 791210 Na 
noncampl iance noted Major areas Inspected developmint of 
licensee response to order confirming suspension of const 
UILLIAHB.G C . HAWKINS. F C Region 3. Chicago. Office af tht 
Director FIDRELLl.O Region 3. Chicago. Reactor Constrvctieii 

it Engineering Support Branch SO/Oi/03 3pp 


G003260346 Forwards IE Insp Repts 50-546/79-29 it 80-947/79-28 
791220-21 No noncomp Hance noted 

FIORELLI.O Region 3. Chicago. Reactor Construction 6 Erigineirlri 

Support Branch 00/01/10 8pp 


— B002260360 IE Insp Repts 80-546/79-29 it 50-547/79-28 on 79122G-21 
noncompllance noted Major areas Inspected past problems 
encountered in electrical, instrumentation &< QA areas brisf 
tour of plant S< storage areas 

HAYES. D W Region 3. Chicago. Reactor Construction 

Engineering Support Branch BARRETT. P A Region 3. Ghlcsgti 
Office of the Director 80/01/15 2pp 


8002110543 Advises that 800104 response to IE Dulletin 77-02. RsvhLcr^ 
2. contains error Page 5. Paragraph 2. Sentence 1 should read 
"In Aug 1978. App B to ACI 349 was published In ACI Journal " 
SHIELDS. 8 W Public Service Go of Indiana. Inc 80/01/21 Ip 


8002280249 Forwards IE Info Notice 00-03. "Main Turbins 

Electrohydraullc Control 8ys " No specific action required. 
KEFPUER.J 0. Region 3. Chicago. Office of the Director 8O/0UD1 
Ip 


8002260021 Forwards IE Circular 79-28. Suppl A. "Shock Arrestor Stfut 
Assembly Interference '* No written response required. 

KEPPLER.J 0 Region 3. Chicago. Office of the Dlractor, &C/0L/31 

Ip 


8002200401 Responds to IE Bulletin 79-20 re NAMCO Model EA180 tlslt 
switches In areas where ambient temp exceeds 175 F. top 
cover gasket will be replaced 

8KIELDB. 8 W Public Service Go of Indiana. Inc. BD/G2/03 Ip 


8002290596 Ac k receipt of 800124 Itr informing NRC of steps tatin h 
correct violations noted in IE Imp Repts 50-546/79-18 b 
30-547/79-18 

KEPPLER.J Q Region 3. Chicago. Office of the Director. 80-/02/&T 

Ip 


— 0002290600 Responds to NRC 791002 Itr re violationi noted In IE tftff 
Rept 50-546/79-18 ^ 50-347/79-18 Requests oxtenston until 
600800 for release of App B OA Manual, 

SHIELDS. 8 W Public Service Go of Indiana. Inc 00/01/24 Ij 


6 Reportable occurrences. LERs ic related correspondence 


0002000090 PNO-in-79-063 on 791214. ABME nuclear survey team cea^lMrf 
review of util OA manual to determine if interim 
author! xation should be issued Manual found to be 
unaccoptable Resurvey of manual will be conducted on 791S17. 
aCHWEIQlMZ.E I WILLIAMS. C . FIORELLI.O Region 3. Chicago. OffU* 
of the Director 79/12/14 Ip 


8002200379 Final deficiency rapt re erroneous steam generator Uvel 
indications duripig high energy line breaks inside 
containment, Westlnghouse developing temp compensation 
mod to ref leg sensor 

SHIELDS. S W Public Service Co of Indiana. Inc 80/02/06 If 
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8a02ia03l3 Final daflcioncy ropfc re possible nonconservative rod drop 
analyses Cause Ufistated l^lll evaluate Uestingl^ousa topical 
rept re lonB**torm solutions it incorporate changes proposed 
by Mestlnghouse prior to operation 

SHlELDSr S Public Service Co of Indianai Jnc 80/02/07 Ip 


B002200474 Final deficiency rept re existence of undetectable failure 
in l^est Inyhouse engineered safety features actuation sys 
Addl taifelnQ prorodures will be incorporated into station 
operatlnB procedures prior to fuel load 

3lMELD3i 8 Public Service Co of Indianaj Inc 80/02/07 Ip 


0002210027 PNO“ 1 1 1 -flO-020 on 600205) chief boiler Inspector for State of 
Informed region that ASME survey tean found serious 
discrepancies in cade conformance of Stewart Mechanical Co 
cotnponent fabricator Region 3 will inspect 

SCHHei0INZ*E n , WILLIAMS^C C ) FIORELLI.O Region 3. Chicago, 
Office of fcbe Director 00/02/07 Ip 


G00226005-& Ac h receipt of 600124 interim deficiency rept ro Improperly 
baited joints in saf ety^related structural steel Located in 
auxiliary bldg NRC uill review final rept upon receipt 
FiORELLI, 0 Region 3, Chicago# Reactor Construction it Engineering 

Support Brancih 60/02/08 Ip 


Q00227-0-322 Interim deficiency rept re crane boom swinging it collision 
'U/Unlt 3 containment liner due to high winds Visual Insp 
rsvtaled tear in uppermost liner stif f ener ■ b ut no damage to 
tack u-elidf between liner it stiffener or liner plate 
SHIELDBiS 14 Public Service Co of Indiana) Inc 80/02/19 Ip 


DOCKET &TN-30-547 MARBLE HILL NUCLEAR STATION) UNIT 2 


A Ap p 1 Icat lon/c on« truct Ion stage documents it correspondence 


B002l>'&0676 Reiponde to NRC request for info re P6C of IN 770616 memo 
6 potentially citable ujork No activitiee occuired prior to 
iifuance of wark orders, except approved OA procedure 
devs lopment 

SHIELDS. 8 U , HODOESrP R . COFFMAN, J. Public Service Co of Indiana, 
the 60/01/07 3pp 


BCK)2] 10964 AeV receipt of G00107 Itr forwarding Louisville Water Co 
791204 Vtr designating closest water Intake downstream of 
pi ant. Des ignat i on It appropriate for compliance u/730404 
provisions of CPPn-170 it CPPR-171 

REOAff, U H Assistant Director for Environmental Projects 

80/01/23 3pp 


0002050166 Informs util of refund due Fees paid exceed costs of 
processing << issuing CPs 

HILLER, W □ License Fee Management Branch 00/01/24 ip 


0002150011 Q^bmlts position on points related to NEPA to assist NRC 
In d a L Ibera 1 1 oni re export of reactor S< components to 
Philippines MRC has authority to consider environ impacts 
witfiin foreign nation In course of decisionmaking 
Y09Ti If C Council on Environmental Quality 60/01/25 4pp 


0002150227 Requests info identified In Reg Quid* 9.3 per facility DL 
review Significant changes subsequent to previous CP 
antitrust review would warrant addl NRC review at QL review 

stag e 

ZELINSKYrM h Antitrust it Indemnity Group 80/02/04 Ip 


F Qecurity, medical, emergency (< fire protection plans 


80Q2O4OOO‘7 Announces regional workshops to dlicuis feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
tepT isentat I ve par util by 791231 Forwards FR notice 
ORIHEOvR K) Emergency Preparedness Task Force 79/12/21 7pp 


B0O2O7OQ79 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
800331 

QRIME8,D K. Emergency Preparedness Task Force, 79/12/26, 4pp 


0 Adjudicatory correspondence 


0002290300 Opposes const of facility due to unproven evidence that 
factlXtg could be operated safely Consideration of petition 
opposing feci 1 1 ty is underway 
OLIVEiD Affiliation Unknown 60/02/05 Ip 

--8002290306 Cpposes const of facility due to environ throat it location 
of water supply. 

♦ Affiliation tlnknown 00/01/31 Ip 


0 Inspection reports, IE Bulletins i correspondence 


0002110216 Forwards IE Insp Repts 50-546/79-26 i 50^547/79-26 on 
791203-06 No noncomp 1 iance noted 

FIORELLI.O Region 3, Chicago. Reactor Construction i Engineering 

Support Branch 00/01/02 2pp 


--0002110228 IE Insp Repts 50-546/79-26 tt 50-547/79-26 on 79i203-06 No 
noncomp I lance noted Major areas inspected review of civil 
OA implementing procedure re defective concrete repair & 
action on previously identified unresolved items 
HAYES, D 14 Region 3, Chicago. Reactor Construction *< 

Engineering Support Drench HAWKINS. F C Region 3, Chicago, 

Office of the Director 79/12/27 4pp 


0002210152 Forwards IE Insp Repts 50-546/79-28 it 50-547/79-20 on 
791210 No noncompl lance noted 

KEPPLER,J 0 Region 3. Chicago. Office of the Director BO/Ol/07 
2PP 


—0002210150 IE Insp Repts 50-546/79-20 i 50-547/79-20 on 791210 No 
noncomp 1 lane e noted Major areas inspected development of 
licensee response to order confirming suspension of const 
HlLLIAtiS.C C ) HAVJKIN0, P C Region 3, Chicago, Office of the 

Director FIORELLt.O Region 3, Chicagoi Reactor Construction 

6 Engineering Support Branch 60/0t/03 3pp 


8002260346 Forwards IE Insp Repts 50-546/79-29 U 50-547/79-28 on 
791220-21 No noncompliance noted 

FI0RELLI,G Region 3, Chicago, Reactor Construction 6 Engineering 

Support Branch 00/01/18 2pp 


—0002260360 IE Insp Repts 50-546/79-29 U 50-547/79-20 on 791220-21 No 
noncompl lance noted Major areas inspected past problems 
encountered In elec trical , ins trumenteti on & QA areas 8, brief 
tour of plant b storage areas 

HAYES, D W Region 3, Chicago, Reactor Construction L 

Engineering Support Branch BARRETT, P A Region 3, Chicago, 
Office of the Director 60/01/15 2pp 


8002110543 Advises that G00104 response to IE Bulletin 79-02, Revision 
2, contains error Page 5, Paragraph 2, Sentence 1 should read 
**ln Aug 1976, App B to- ACl 349 was published in ACI Journal 
SHIELDS, 8 W Public Bervlci Co of Indiana. Inc 00/01/21 Ip 


0002260021 Forwards IE Circular 79-25, Suppl A. -‘Shock Arrestor Strut 
Assembly Interference '* No written response required 
KEPPLER,J 0 Region 3. Chicago. Office of the Director 00/01/31 
ip 


6002280401 Responds to IE Bulletin 79-20 re NAHCO Model EA160 limit 
switches In areas where ambient temp exceeds 175 F, top 
cover gasket will be replaced 

SHIELDS. 8 W Public Service Co of Indiana. Inc 00/02/05 Ip 


0002290596 Ack receipt of 000124 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 50-546/79-10 it 
50-547/79-10 

KEPPLER.J 0 Region 3, Chicago. Office of the Director 00/02/07 

ip 


— 0002290600 Responds to NRC 791002 Ur re violations noted in IE Insp 
Rept 50-546/79-16 6 30-547/79-16 Requests extension until 
000208 for release of App D OA Manual 

SHIELDS, 8 U Public Service Co of Indiana, Inc 80/01/24 ip 


8 Reportable occurrences. LERs 6 related correspondence 


8002000090 PNO-n 1-79-063 on 791214, ASME nuclear survey team completed 
review of util OA manual to determine if Interim 
authorl zation should be issued Manual found to be 
unacceptable Resurvey of manual will be conducted on 791217 
8CHWEIIIINZ, E . WILLIAMS, C . FIORELLI.O Region 3. Chicago, Office 
of the Director 79/12/14 Ip 


0002200579 Final deficiency rept re erroneous steam generator level 
indications during high energy line breaks Inside 
containment Westlnghuuse developing temp compensation 
mod to ref leg sensor 

SHIELDS, 8 W Public Service Co of Indiana, Inc 80/02/06 tp 


8002150313 Final deficiency rept re possible nunconsorvative rod drop 
analyses Cause unstated Will evaluate Westinghouse topical 
rept re long-term solutions 6 incorporate changes proposed 
by Westinghouse prior to operation 

SHIELDS.a W Public Service Co of Indiana, Inc 00/02/07 Ip 
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8005200474 Final dePici'Sncy rept re e)(i9tenc« of und r bee tatiia failure 
In B^eattnghouae engtraered safeti^ features actuatian egi 
Addl teiting^ proceduT-e% uitll be incorperated into station 
operating procedures prior to fuel toad 

shields^ 5 li Public Service Co of Indiana. Inc 80/02707 Ip 


8002210027 PNG-U 1 -00-028 on aooaoa. ch io f boiler inspector for State of 
IN (nforned region that ASHE survey team found serious 
discrepancies in code conformance of Steuart Mechanical Co 
component fabricator Region 3 uiil inspect 

6CH«EI0INZ.E R , UILLIAMS^C C , FIORELLI.O Region 3> Chicago^ 
Office of the Directot 60703/07 Ip 


SOOSSiOOSA Act receipt of 000124 interim deficiency rept re Improperlg 
boitad joints in safety-related structural steel located In 
auiiiiary bldg NRC uill revieu final rept upon receipt 
FIORELLIi-0 Region D* Chicago. Reactor Construction it Etiginoerlng 

Support Branch 00/02708 ip 


0002270322 Interim deficiency rept re crane boom tulnging ^ colliilon 
w/Unit 2 containment liner due to high uiinds Visual insp 
revealed tear in uppermost liner sti f f ener. but no damage to 
tael uelds between liner h stiffener or liner plate 
BHIEUDStS h} Public Service Co of Indiana. Enc BO/02/19 Ip 


D Congress lonal /Execut xve Correspondence 


0OOS1SO239 Foruards Fund for Secure Ensrggilnc 791 ISO Itr expressing 
concern re proposed reactor Requests camment US should not 
export t»chnalogi| u/o full precautions against harmful 
results 

BRAOUEY.D Senate 90/01733 3pp 


DOCKET 50-549 GREENE C0UI|TV NUCLEAR POMER PLANT 


A App I icat ion/construc tion stage documents ti correspondence 


6002140166 Board notification potential unrevieued safety question for 
LWRs on interaction betuieen nansafety-grade ii safety- 
grade sys 

VAAGA. 6 A Assistant Director for Light U'ater Reactors 79/1J/26 

6pp 


‘‘2110274 Supplements response to FOIA request for documsists re 
lullngiNY site Documents listed in App A located In 
iriance Memorial Public Ll brary. Rough Iceeps ie. NV U at LPORs 
t Nhite Plains it Catskili.MV 

LTQNiJ 11 Division of Rules and Records 80/01731 2pp 


Jecurlty. medicali etnargency & fire protection plans 


204Q007 Announces regional uorlsbops to dlicust feasibility of 
jToposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per utU by 791231 Forwards FR notice 
GRIMES.B K Emergency Preparedness Task Force 79/12/21 7pp 


B00207Q079 Forwards request for evacuation time estimates for areas 
near nuclear pouer plants Info should be submitted bu 
800331 

GRIMESiB K Emergency Preparedness Task Force, 79712/26 4pp* 


G Adjudicatory correspondence 


')S220506 Order by NY State Board on Electric Generation Siting & 
nvlroni c 1 osing proceeding re PA5NY applicatlan for 
ertSflcate to construct plant at Cementont NY Application 
Jithdraun on 6001 18 

1ADIS0N.S R New Vork, State of 80/01730 2pp 


Operating license stage documents £( correspondence 


110330 Supplements response to FQIA requests for docuiments re 
tlvitlss of four companies at Pauling. NY site Documents 
ited in App are In Abrlance Memorial Public Library* 
^ghkeepileiNY & LRDRs In MMte Plains L Gatskill.NY. 

TOH*J tt Qivision of Rules and Records 00/01/31 4pp 


r 8TN-50-353 PHIPPS BEND NUCLEAR PLANT, UNIT I 
} 1 icat ton/coTi struct ion stage documents L correspondence 


138 Advises that addl studies to estimate U evaluate drift 
sltlon at sites are not necessary Concurs w/util 780922 

Environmintal Projects Pranch 2 80/01/82 2pp 


0OG22OOSO6 Forwards Amend 2 to CRPR-IAR & CPPR-163 t nott'-» o ■» 

L avallab 1 1 1 ty 

SELLS. D E Environmental Projects Oranch 2 0O/O2/-w^ - 


—8002200511 Amend 2 to CPPR-162 6 CPPR- 163. mod Ify 1 ng certa.- 
commitments made in environ rept 6 during course of 
review 

ROSS. D F Division of Project Management 80/02/07 s " < 


— 8002200917 Notice of issuance U availability of Amend 2 ts i 
CPPR~l63r respectively 

SELLS* D E Environmental Projects Branch 2 B0/C2 In. 


6002220410 Forwards description of fault tone in rock #ou*dsSi»' 
retaining wall structure Not classified as capable wlthi'' 
meaning of App A, lOCFRlOO 

MILLS. L M Tennessee Valley Authority 00/02/19 Ip 


F Security, medical, emergency t< fire protection plans 


6002040007 Announces regional workshops to discuss leasiblliti * 
proposed change to regulation on radiological emirgenry 
response plans for facilities Requests designation of o-^t 
representative per util by 791231 Forwards FR notice. 

GRIliESi 6 K Emergency Preparedness Task Force, 79/12/21 


6002070079 Forwards request for evacuation time astlaates s'rr . 
near nuclear power plants Info should be submitted by 
800331 

GRIMES. 6 K Emergency Preparedness Task Force, 79/12/26 ««,. 


Q Inspection reportsi IE Bulletins U correspondence 


6002050130 Responds to IE Bulletin 79-25 re failure of Wfst|-*g>. ... 
BFD relays No Hestinghouse BFD or NBFD relays arc in utf at 
facilities 

MILLS. L a Tennessee Valley Authority 90/O1/O4 Ip 


6002070367 Forwards IE Circular 80-01, *'avc Advice for D£ Ird. < 
Disc Relays " No response required 

O'REILLYt j P Region 2. Atlanta. Office of the Dlrcetc* 
80/01/17 3pp 


8002060211 Forwards IE Info Notice BO-02* ‘'BXBR Natsr Rod Lof*e>' I i 
Plug Near ■' No specific action or response required 
□ 'REILLY, J P Region 8, Atlanta. Office of the Directs* 
80/01/25 2pp 


6002270070 Forwards IE Circular 80-02. "Nuclear Power Plant gt*> ^ 
Hours, '* 

O'REILLY. J P, Region 2, Atlanta. Office of the Dlractor 

80/02/01, Opp 


8 Reportable occurrences. LERs L related correspondence 


6002070289 Forwards final deficiency rept re failure to obtexn 
approval before bending partially embedded rebar 
MILLQ.L M Tennessee Valley Authority 60/02/01 Ip 


— 8002070296 Final deficiency rept re failure to obtain requirst 
before bending partially embedded rebar Caused by failure 
bring Const Spec 0-2 Into compliance w/ACI 318-1971 klf| 
code Const engineering procedures revised 
e Tennessee Valley Authority 80/02/01 Ip 


8002270344 Feruiarids final deficiency rept re radiographic naa i*' 
Hartsville tfrywell vent structure It Phipps Bend reactor 
pressure vessel pedestal weld buildup 
MILLS, U M Tennessee Valley Authority 00/02/15 Ip 


— 80D22703&0 Final deficiency rept re radiographic exam «f Hart* •» 
dry-well vent structure S. Phipps Bend reactor pressure vessel 
pedestal ueld buildup Exam improperly performed It evalvesee 
Partially caused by inadequate exposure of film 
* Tennessee Valley Authority 80/02/15 2pp 


DaCKET QTM-S0-3S4 PHIPPS BEND NUCLEAR PLANT* UNIT 2 


A, Appl ication/construction stage documents l. correspondence 


8002290136 Advises that addl studies to estimate li evat-uale 4 * i* 
disposition at sites are not necessary. Concurs u/utl] 7B09S2 
Itr. 

SELLS. D.E Environmental Projects Branch 2 60/01/22 


.D E 
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B'OK>^20050i 6 Foritfardi Am«hd 8 to CPPH-i^a & CPPR“iA3 & notice of letu^nce 
Bl avdllat)! 1 itg 

SELLS* D E Envlronniental Projects Branch 2 60/02/07 Spp 


— 8002200511 AttnoiJ 2 to CPPR-162 & CPPR-163* mod if y ing certain 

coetff)! tirents aiide in environ rept during couree of environ, 
review 

R088j D F Division of Project Management 80/O2/O7 4pp 


— 0002S009I7 Notice of issuance & availability of Amend 2 to CPPR‘'lir2 & 
CPPR-*I*2. respectively 

BELLBiD E Environmental Projects Branch 2 80/02/06 2pp 


GOO2220340 Foruards description of addl fault discovered in turbine 
bldg area Minor fault not considered capable per lOCFRlOO 
HlLL8tL M Tennessee Valley Authority 00/02/19 4pp 


800^80410 Forwards description of fault jono in rock foundation for 
retaining ualt structure Not classified as capable utthin 
meaning of App AilOCFRlOO 

HILLS. L M Tennessee Valley Authority 60/02/19 Ip 


F. Securltyi medical* emergency h fire protection plans 


600'2040007 Announces regional uorkshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 

K Emergency Preparedness Task Force 79/12/21 7pp 


6002070079 Foruards request for evacuation time estimates for areas 
near nuclear power plants Info should he submitted by 
800331 

ORIMEBiS. K Emergency Preparedness Task Force 79/12/26 App 


0. Inspection reports* IE Bulletins b correspondence 


6hOOS 030130 Responds to IE Bulletin 79‘*25 re failure of Westlnghouse 
BPO rrlayt No Uestinghouse BFD or NOFD relays are in use at 
facilltlti 

HILLS. L M Tennessee Valley Authority BO/01/04, Ip 


6002070367 Foruards IE Circular 00-01. "8vc Advice for OE Induction 
Disc Relays No response required 

a^REILLV.J P Region 2. Atlanta. Office of the Director 
BO/OI/17 app 


6002060211 Foruards IE Info Notice 80-02. ''8X8R Nater Rod Louer End 
Plug Wear.'* No specific action or response required 
D'REILLY.J. P Region 2. Atlanta* Office of the Director 
eO/Dl/25 2pp 


B007370D70 Forwards IE Circular 80-02* "Nuclear Power Plant Staff Work 
Houri '' 

O'REILLY* ? Region 2. Atlanta* Office of the Director 
eO/02/01 3pp 


B. Reportable occurrences. LERs related correspondence 


6002070269 Forwards final deficiency rept re failure to obtain required 
approval before bending partially embedded rebar 
lilLLB.L H Tennessee ValUy Authority. 60/02/01 Ip 


.-“8002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const 0pec 0-2 into compliance w/ACI 318-1971 bldg 
code Const engineering procedures revised 
e Tennessee Valley Authority 60/02/01 Ip 


DOCKET BrN-&0-996 BLACK FOX STATION. UNIT 1 


A Application/construction stage documents b correspondence 


8002140166 fioard notiPicatlon potential unrevieued safety quast,lon for 
L^Rs on Interaction between nonsaf ety-grade L safety- 

grade sys 

VAHOA* 6 A Assistant Director for Light Water Reactors 79/11/26. 

6pp 

6HCH02230015 Summary of 791204 meeting u/appllcants for CPs re info 
requirements on emergency preparedness 

HOON*C. W Light Water Reactors Branch 4 60/02/11 21pp. 


8002200005 Ack receipt of 000101 1 tr re util financial qualifications 
■NRC re-eva luat 1 on of util financial condition has determined 
that there is insufficient reason to change previous 
conclusion that util is qualified to construct facility 
STOLZ.J F Light Water Reactors Branch 1 60/02/11 2pp 


F Security* medical* emergency U fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency- 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
<IR1ME8*13 K Emergency Preparedness Task Force 79/12/21 7pp 


B002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
600331 

D^niMESiB K Emergency Preparedness Task Force 79/12/26 4pp 


6 Adjudicatory correspondence 


8002080294 Responds to UCB B00109 request for production of documents 
Forwards 6ECY-79-594 fe NRC 000107 statement of position re 
need to consider Class 9 events Certificate of Sve end 
SWARTZ* L L Antitrust Division 60/01/23 3pp 


—6002000312 Statement of position re need to consider Class 9 events per 
ALAD-573 Facility presents no special circumstances which 
would warrant consideration of enviro-n consequences of Class 
9 accidents Certificate of Sve encl 

DAVI8.L.D , OLMBTEAD.W J Hearing Dranch A B0/01/O7 6pp 


— B002080316 Affidavit re consideration of Class 9 accidents for proposed 
facility Facility is not distinguished by novel design 
features Consideration of Class 9 accidents is not warranted 
under present policy 

THGHA8* C 0 Light Water Reactors Branch 1 00/01/07 2pp 


— 8002000332 Affidavit re consideration of environ impact of Class 9 
accidents for proposed facility Facility not distinguished 
by unusual features re population eharacteri at ic s 
Consideration Is not warranted Certificate of Bve encl 
NORRIS, A Division of Site Safety & Environmental Analysis 
00/01/07 3pp 


6002130181 Discusses overexcavat ioh for Unit 2 L resulting concrete 
fill Request NRC opinion of whether discharge of all 19 
safety relief valves u/random actuation constituted most 
severe case of safety relief valve loads 

FARRIS. J » Feldman. Mall. Franden. Reed 6 Woodward. 00/01/23 Ip 


B0022500S7 Forwards applicants' motion to strike Atty General response 
to ALAB-S73. app 1 icants ' mation to dismiss Class 9 accident 
inquiry & applicants' response to ABLAB Inquiry ra need to 
consider Class 9 issue in proceeding 
OALLO. J tsham. Lincoln Beale 00/02/11 Ip 


—6002250067 Motion to strike State of OK Atty General response to A8LAB 
791207 docision.due to absence of Atty General as party in 
1977-76 environ Ic site suitability portion of proceeding 
OALLO. J . OfBBe.M E Public. Service Co of Oklahoma CALLO* J 
Isham. Lincoln & Beale 80/02/11 4pp 


— 8002250073 Motion to dismiss Class 9 accident Inquiry due to ABLAB 
misinterpretation of Offshore Power Sys decision tt due to 
unripeness of issue 

OALLOrJ . OIBBSiM E Public Service Co. of Oklahoma, GALLO* J 
Isham. Lincoln & Beale 80/02/11 lipp 


— 0OO225OO8B Third hearing conference order ruling on petitions to 
intervene filed by L Durrel.W Byrd.C Olymour* RAP Funnell S. 
Ellis Applicants motion considering issues re LWA granted 
Motion to add parties denied 

HEAD* D M Atomic Safety and Licensing Appeal Panel 77/03/09 
25pp 


—8002250096 Supplemental submission re Class 9 accidents New Insights 
from reactor safety study encl 

DALTON. A T Citiiens Association for Sound Energy, DALTON* A T 
Dalton. A T 77/04/01 24pp 


— 8002250106 Response to ASLB order received on 770304. requesting 
examples of credible mechanisms of Class 9 accident 
DALTON* A T Cl ti tens Association fur Sound Energy DALTON* A T 
Dalton. A T 77/03/29 6pp. 
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— 9DQ3S901IB KiroaranduRi h ordei* stfvliing t^al Addl eontonfcions admlttad 
in third prahaaring conferancc ardar adequately permit 
eiploration of eitrcmety large accident* par Gonmlsslon 
ru 1 »« 

HEAD. D M Atomic Safety and Llceneing Board Panel 77/05/35. 

9pp 


--Q003S50£32 Responte to ASLAB 791207 dec 1 elon^ ALAB-97a, ra need to 
coniider Clas» 9 accident conaequencet Quaetion u/o merit 
due to Indefinable number of in^probable Clai* 9 accident! 
which onay be acceptable per NEPA coit/benefit balance 
OALLO. J . 0IBB6.H E Public Service Co of Oklahoma, OALLQ. J 
lehaiQi Lincoln Beale eO/02/11 llpp 


— 6002250140 Affidavit citing chronological date damonetrat ing abeanct of 
unique feature* or special circumstances that would warrant 
Class 9 accident considerations 

COliaAD. V L Public Service Go of DVlahoma 60/02/11 lOpp 


— 6002250149 Affidavit citing chronological data events demonstrating 
that lessons learned from new info should not cause change 
of Class 9 accident definition Certificate of Bve end 
FULLER»E 0 Public Service Co of Oklahoma BO/02/lf iSpp 


B0022105B& Order granting citetttion until B00222 for Commisoslon to 
elect whether to review ALAB''373 

CHlLKiB J Office of the Secretary of the Commission 60/02/13 
Ip 


8002270974 Order accepting certification of ALAB-573 rt litigation of 
lou level radioactive emission health effects Written views 
shall be filed in 30 days Sc amieui curiae briefs In 49 days 
Commission shall elect whether to review Class 9 by 600321 
CH1LK«6 J Office of the Secretary of the Commission 60/02/20 

2pp. 


ao02ia0t61 Discusses averexcavatlon for Unit 2 S( resulting conente 
flit Request NRC opinion of whether discherge of ell 19 
safety relief valves w/random actuation constituted most 
severe case of safety relief valve loads 

FARRlBiJR Feldmani Kalli Frandenr Reed ti tiooduard. B0/0i/2!l ij 


B002290057 Forwards applicants^ motion to strike Atty Oe-neral rifisnii 
to Al.AB-573< applicants ' motion to dismiss Class 9 accident 
inquiry & applicants^ response to ASLAB inquiry re need to 
consider Clast 9 issue in proceeding 
OALLO* J Isham* Lincoln it Oeale BO/02/lt Ip 


— B002290067 Motion to strike State of OK Atty Oeneral response U ASUU 
791207 decision* due to absence of Atty General as party In 
1977-76 environ i< site suitability portion of proceeding 
OALLO* J r OIBBSjM E Public Service Co of Oklahoma OALIQ^J* 
Itham* Lincoln it Beale 60/02/11 4pp 


—8002250076 Motion to dismiss Class 9 accident Inquiry due to ASLAE 
misinterpretation of Offshore Power 8ys decision it due to 
unripeness of issue 

OAULOiv/. « OIBBSiM E Public Service Co of Oklahoma OALLOiJ 
Isham* Lincoln i< Baale 60/02/11 Hpp 


— 8C022900BB Third hearing conference order ruling on petitions to 
intervene filed by L Durrel*W DyrdiC Olymour^RAP Funnel! i 
Ellis Applicants motion considering issues ra LUA grantad. 
Motion to add partias denied 

HEAD* D M Atomic Safety and Licensing Appeal Panel. 77/03/09 
25pp. 


— 6002250096 Supplemental submission re Class 9 accidents Meu Insl^bH 
from reactor safety study end 

DALTON I A T Cltliens Association for Sound Ensrgy OALTCNfAT, 
Dalton. A T 77/04/01 24pp 


DOCKET 8TN-S0-557 BLACK FOX STATION. UNIT 2 


A App I Icatl on/construction stage documents L correspondence 


S002140166 Board notlficat i on’ potential unrevlewed safety question for 
LHRs on interaction belueen nonsaf aty^grad e L iafety* 

grade syt 

VARCAfS A Assistant Director for Light Hater Reactors. 79/11/26 
App 


8002220015 Summary of 791204 meeting w/appli cants for CPs re Info 
requirements on emergency preparedness 

MOON. G H Light Hater Reactors Branch 4 GO/02/11, 21 pp 


8003260005 Ack receipt of 600101 Itr re util financial qual 1 f icatl ons 
NRC re*‘eva luation of util finaaelal condition hat determined 
that there is Insufficient reason to change previous 
conclusion that util is qualified to construct facility 
STOLZ. J F. Light Hater Reactors Branch 1 60/02/11 2pp 


r Becurltyi medical* emergency !< fire protection plans 


—6002250106 Response to ABLE order received on 770304* riquestlrg 
examples of credible mechanisms of Class 9 accident. 

DALTONiA T Cltlxens Association for Sound Energy. DALTQNtAT 
Dalton* A T 77/03/29 6pp 


-•<6002250118 Memorandum It order advising that addl contentions idaithi 
in third prehearing conference order adequately permit 
exploration of extremely large accidents per Commlstlfin 

rules 

HEAD* D, M, Atomic Safety and Licensing Board Panel 77/09/23 
9pp 


—6002290132 Response to ASLAB 791207 dec ision* ALAB-D/S* re need to 
consider Clan 9 accident consequences Question u/o merit 
due to indefinable number of improbable Claes 9 accidents 
which may be acceptable per NEPA eost/benefit balance 
OALLO* J.* 01DB9*M E Public Service Co of Dklahona OALLO. J 
Isham* Lincoln & Dtale 80/02/11, llpp, 


•'''8002250140 Affidavit citing chronological data demonstrating ibsiriM l( 
unique features or special circumstances that would warrant 
Class 9 accident cons iderations, 

CONRAD* V L Public Service Co of Oklahoma 60/02/11 tSpp. 


9002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on rad io logical emergency 
response plans for facilitlos Requests designation o# one 
representative per util by 791231. Forward s FR notice 
GRIMES. B K. Emergency Preparedness Task Force 79/12/21. 7pp 


3002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
G00331 

ORIMEBiB.K Emergency Preparedness Task Farce 79/12/26. 4pp 


— 8002250149 Affidavit citing chronological data b events deJiianskritlri| 
that lessons learned from new info ehould not cause change 
of Class 9 accident definition Certificate of Sve ancl. 

FULLER* E D Public Servlet Co. of Oklahoma 80/02/11 19pp 


8002210536 Order granting extension until 800232 for Commlesiion tO 
elect whether to review ALA8-973. 

CHILK*S J Office of the Secretary of the Commission. 60/03/13 
Ip 


Adjudicatory carreipondence 


72060394 Responds to UC8 600109 request for 
“orwartf* SECY-79-594 L NRC 800107 statement 
need to consider Class 9 events Certificate 
SHARTZ.L L. Antitrust Division 60/01/23 


production of documents 
of position re 
of 8vc encl. 

3pp 


— 8002060313 Statement of position re need to consider Class 9 events per 
ALAB-573 Facility presents no special circumstances wtilc-h 
would werrant cant i deration of environ conseqDences of Claes 
9 accidents Certificate of Sve end. 

DAVie.L D. . 0LM8TEAD, W.O Hearing Branch 4 60/01/07 6pp 


6003270064 Comments on J Farris 791337 U S0O133 Itri questioning 
excavation work Depth of soft slltstone layer Is 6-18 ft 
determined by borings Core drilling performed 8( low shear 
wave velocity matl removed 

OALLO* J Isham* Lincoln Beale. 60/03/14 Spp. 


6002270574 Order accepting certification of ALAB-573 re litigation 
low level radioactive emission health effects Hrltten vieus 
shall be filed in 30 days L amicus curiae briefs in 45 days 
Commission shall elect whether to review Class 9 by 800321. 
CHILKiS. J Office of the Secretary of the Commission., 80/03/20 

2pp. 


— 6003060318 Affidavit re consideration of Class 9 accidents for proposed 
facility Facility is not diet Itipulshed by novel design 
features Consideration of Class 9 accidents Is not warranted 
under present pol 

THOMAS, C. 0, Light Hater Reactors Branch 1. 80/01/07 Spp 
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docket ©TN-&0-5&A YELLOW CREEK NUCLEAR PLANT. UNIT I 


F. 8 «curliu< ntdlcali ftmergintg & fir» protection plan* 


GOOSiMOCO? Announce* regional uiortthop* to ditcu** feasibilitg of 
^ropoied change to regulation on rad iolog ical emergoncg 
TtipocMe plan* for faclliti** Req,ue*ts designation of one 
ftpr eiantat i v* per util hg 791231 Forward* FR notice 
cninES.B K Emorgencg Preparednei* Ta«k Force 79/12/21 7pp 


8002070079 Foruards request for evacuation time eitimate* for area* 
near nuclear- power plant* Info *hould be submitted bg 

0R1^€8^B K Emargencg Preparednei* Talk Force 79/12/26 App 


0 Inepectio-n TcpoTt*! IE Bulletin* & correspondence 


8002050130 RiiponiS* to IE Bulletin 79‘'29 re failure of Westlnghouse 
BFO Telayi No We«ttnghouie BFD or KIQFD relag* are in use at 
facilities 

HlLLG.L N Tenn#**ee Valleg Authorltg. BO/01/04, Ip 


80020-70367 Forward* IE Circular BO-Ol. “Svc Advice for OE Induction 
Disc Relag*.'' No raaponse raqulred 

□ •ReiLLYtJ P Region 2. Atlanta. Office of the Director. 
00/01/17 3pp 


e0O2)S0&lB Ack receipt of 791221 Ur informing NRC of itap* taken to 
ceirrsct violation noted In IE Imp Repts 30-366/79-17 
1 . 50-567/79-17 

BRYANTjJ.C Region 2. Atlanta. Reactor Construction &i Engineering 

Support Branch BO/Oi/22 2 pp 


--000^120536 Forward* response to NRC 791130 Itr re violation noted In 
]£ Insp Reptt SO-366/79-17 t. 30-367/79-17 Corrective 
action* testing program initiated to provitie necetsarg 
chemical analysis info for all CD t* I weld* on containment 
HILL 611 L. H Tannassee Valleg Authoritg, 79/12/21 2pp 


--B002120579 Forward* IE Insp Rept* 80-366/79-17 t. 80-367/79-17 on 
791108-07 U notice of violation 

HURPHViC E Region 2. Atlanta. Reactor Construction U 

Cnglnitrlng Gupport Drench 79/11/30 2 pp 


■0002120886 Notice of violation from insp on 791108-07 

e- Region 2* Atlanta. Reactor Construction (c Engineering Support 
Branch 79/11/28 Ip 


- -0002 120591 IE Insp Rept* 30-366/79-17 & 90-567/79-17 on 791109-07 
Moncomptiance noted failure to perform proper chemical 
analv*is on submerged arc welding matls, 

HERDTiA R. Region 2i Atlanta. Reactor Conetructlon Sc 

Engineering Support Branch CRaWLEY.B R Region 2. Atlanta. 
Office of the Director 79/11/28 9pp 


0002270070 Forward* IE Circular 00-02. ♦'Nuclear Power Plant Gtaff Work 
Houre 

a'RElLLYi^F Region 2. Atlanta. Office of the Director 
00 / 02 / 01 . 3pp. 


9. Reportable occurrences. LERs tc related correspondence 


800207D2B9 Forward* final deficiency rept re failure to obtain required 
approval before bending partially embedded rebar. 

KILL 81 L K Tenntfiee Valley Authority 00/02/01 Ip 


--6002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 into compliance w/ACI 310-1971 bldg 
cede Const engineering procedures revised ^ 

* Tennessee Valley Authority 60/02/01, Ip, 


0002290406 Forwards final deficiency rept re defective electrical 
conduit. 

HELLS. L>1 Tenneseee Valleg Authority 00/02/22 ip 


—0002290410 Final deficiency rep t' received defective intermediate metel 
conduit from Triangle PWC, Portion embedded in concrete 
bofo-re discovery Caused by damaged threads b flaking 
Dofective conduit* will be inspected b/or returned 
* Tennissae Valley Authority 00/02/22. 2pp, 


DOCKET 8TN-30-567 YELLOW CREEK NUCLEAR PLANT. UNIT 2 


F Security, medical, emergency b Fire protection plans 


0002040007 Announces regional workshop* to discus* feasibility of 
proposed change to regulation on radiological emergency 
response plans far facilities Requests designation of one 
representative per util by 791231 Forward* FR notice 
ORIKES. D K Emergency Preparedness Task Force 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted by 
000331 

GRIMES. B K Emergency- Preparedness Task Force 79/12/26 4pp 


Q Inspection reports. IE Bulletins b correspondence 


0002030130 Responds to IE Bulletin 79-25 re failure of Westinghouie 
BFD relays Na Uestinghouse BFD ar NBFD relays are in use at 
fac 1 lities 

HILLB.L M Tennessee Valleg Authority BO/01/04 Ip 


0002070367 Forwards IE Circular 00-01. "Svc Advice for GE Induction 
Disc Relay* " No response required 

O^REILLY. J, P Region 2. Atlanta. Office of the Director 
BO/0 I /I 7 3pp 


0002120916 Act receipt of 791221 Ur inPnrning NRC of steps taken to 
correct violation noted In IE Insp Repts 30-366/79-1? 
b 30-967/79-17 

ORYANTi J C, Region 2. Atlanta. Reactor Constructten b Engineering 

Support Branch 60/Q^t/22 2pp 


—8002120536 Forwards response to NRC 791130 Ur re violation noted in 
IE Insp Repts 50-566/79-17 b 50-567/79-17 Corrective 
action* testing program Inltiatid to provide necessary 
chemical analysis Info for all CB b 1 welds on containment. 

MILLS.L M Tennessee Valleg Authority 79/12/21 2pp 


— B002180579 Forward* IE Insp Repts 80-366/79-17 b 50-867/79-17 on 
791109-07 b notice of violation 

MURPHY.C E. Region 2. Atlanta. Reactor Construction b 

Enginesrlng Support Branch 79/11/30 2pp 


— 0002120906 Notice of violation from Insp on 791109-07 

a Region 2. Atlanta. Reactor Construct 1 o-n b Engineering Bupport 
Branch 79/1 1/2B ip 


—0002120991 IE Insp Rept* 30-966/79-17 b 30-967/79-17 on 791109-07 
Noncomp 1 lance noted failure to perform proper chemical 
analysis on submerged arc welding matls 

HERDT. A R Region 2. Atlanta, Reactor Construction b 

Engineering Support Branch CROWLEV.B R Region 2. Atlenta. 
Office of tha Director 79/11/26. 9pp 


0OD227OO7O Forward* IE Circular 00-02. ‘'Nuclear Power Plant Btaff Work 
Hour* 

0‘REILLY.J P Region 2. Atlanta. Office of the Director, 

00/02/01 3pp. 


8 . Reportable occurrence*. LERs b related correspondence 


8002070289 Forwards final deficiency rept re failure to obtain required 
approval before bending partially embedded rebar 
MILLS.L K Tennessee Valley Authority. 80/02/01. ip 


—8002070296 Final deficiency rept re failure to obtain required approval 
before bending partially embedded rebar Caused by failure to 
bring Const Spec 0-2 Into compliance w/ACl 310-1971 faldg 
code.Const engineering procedure* revised 
* Tennessee Valley Authority. 00/02/01. tp. 


0002290406 Forward* final deficiency rept re defective electrical 
conduit 

MILLS. L M Tennessee Valley Authoritg BO/02/22 ip 


— 0002290410 Pinal deficiency rept received defective intermediate metal 
conduit from Triangle PWC Portion embedded in concrete 
before discovery Caused by damaged threads b flaking 
Defective conduits will be inspected b/or returned 
e Tennessee Valley AuthorUg 80 / 02/22 2pp 
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DOCHET 9 TN- 50 ' 56 a NEP NUCLEAR, UtHT 1 

a""app lication/confltrvctlon stagu documene* U co rr>»pond wnc* 


B0021203ia Foruard* notice of withdrawal dj JP'P *“ 

PARR<0 D, Light Water Roactar* Branch 3 0O/O1/2S 3pp 


— 0002120323 Notice of withdrawal of application 
PARR.D D Light Water Reactor* Branch 3 


for CP» & OLi 
00/01/23. Spp- 


— 8002070171 Firet two pagei of response to NRC 791023 rei^^uift for 
comment;! on jurisdictional procedural itaue* rt erport Of 
nuclear roactor Eiporte must avoid dangerout accldetite that 
could ham US foreign relations 

« Senate, Foreign Roiatloni Committee 79/11/09. 2pp 


8002260006 Urges support of public hearings on Westinghovse prepeiif 
Philippine reactor 

FRANTZfP. A-fflliation Unknown 80/01/28 Ip 


0 Ad judicatorg correspondence 


DOCKET 8111-50^569 NEP NUCLEAR, UNIT 2 

A^ApplUation/construction stage documents & cottssp on denc^ 


8002120312 Forwards notice of withdrawal of ^ 

PARR.O D Light Water Reactors Drench 3 BO/01/25 3pp 


—8002120323 Notice of withdrawal of application J OLs 

PARRiQ D Light Water Reactors Branch 3 00/01/25 2pp 


B002010516 Forwards statement supporting application of US lafetg V 
environ criteria in evaluating proposed exports Sc opposing 
Meotinghouso application for export of reactor tt mails 
LERCH, B Interfaith Center on Corporate Responsibility 79/12/31 
spp 


— BOO2O1O910 Urges NRC to reject Wastinghouse application for eipett if 
nuclear reactor to Ph 1 1 Ipp Inis, due to unresolved health* 
aafetgi environ b political problems 

» Interfaitb Center on Corporate Responsib 1 lltg 79/12/28 Ip 


DOCKET 8TN-50''574 BAGNAC NUCLEAR POWER PROJECT 

A 'Applleatlon/canstruction »^*3e_^acum«nts^b^correspondencc 


a0020S05S3 Three Itrs opposing Uestinghouse application for llcenii t» 
export nuclear matl to Philippines for proposed reactor. 

Requests public hearing to assess health U environ Inpacts 
SIBTER HARV Affiliation Unknown 80/01/08 Ip 


8002130590 Discusses review of volcanoJoglt portion of safety ropts 
Critical need for development of volcanic haiard guidelines 
analogous to sexsmU hazard guidelines 791024 Itr to Ctr 
for Development Policy end 

NEWHALL.C Dartmouth College 79/10/24 3pp 


C02130S97 Forwards "Review of Volcanologlc Discussion* in PQAR b 
Related Documents*” in response to NRC 791120 request 
icourageS NRC to undertake development of volcanic 
Hard guidelines 

WHALL. C Dartmouth College 79/12/24 2pp 


‘130602 "Review of Volcanologlc Discussions In P8AR b Related 
icuments " 

WHALL,C Dartmouth College 79/12/22 96pp 


6002120171 Opposes sale of nuclear reactor Proposals for exportlnf 
reactors should be scrutinized thoroughly 
BOWER, J Affiliation Unknown 80/01/10 Ip. 


90022801S2 Forwards documents re proposed reactor exportr Includlnj C 
Pell 791113 Itr to Ctr for Development Policy 
FOOTE, V D Center for Development Policy BO/OI/30 2pp 


— B0022B0151 Comments on proposed reactor export Reactor design L lih 
are potential hazards to hea 1 th, safety b environ IfHC hat 
legal authority to review reactor Issues re health, lafety b 
environ 

CRANarONiA , HATFIELD, M 0 , MCGOVERN, 0 Members of Congreil, far 
Peace Through Law 79/11/30 3pp 


70136 Forwards J KeUeher review of Stepp b Lomnite repti to FUND 
imlssion re Philippine export J Relleher seismic study, 
volvlng Seismic t< Tectonic Patterns Along Western Margin 
f Philippine Sea Plate," it also available 
(ANRAHAN/E J Office of Policy Evaluations SD/01/14 Ip 


-8002070143 Forwards rept reviewing documents submitted to PUNO 
Commission by JC Stepp b C Lomniti re reactor site at Wapot 
Point, Bataan Review is in fulfillment of provisions of NRC 
contract 

KELLEHER, J Wood«rd~Clyde Consultants, Inc NRC** 1 9-80 -470 

BO/Ol/U Ip 


02070151 "Review of Repts to PUNO -Commission J Step b C Lomnltz ** 
KELLEHER, J Woodard-Ciyde Consul tants, Inc NRC- 19-80** 470 

eO/Ol/tl 4pp 


050144 Forwards consideration of export license applications 
alyzing generic options re hea 1 th, safety b environ 
fecti,thafe could result from proposed exports 
CKWITi L Office of the General Counsel 80/01/19 4HpP 


60394 Forwards summary of public comments received by Commission 
Westinghouse appl icatlon Includes analysis of generic 
ions re health, safety b alternative method* for 
llcatioti review 

KWIT, L Office of the General Counsel aECY-aO-020 eO/OJ/ig, 
P 


0225 Urge* Commission not tP grant Westlnghouse export license 
proposed Philippine reactor, 

E,W 8 Affilletlon Unknown BD/Ol/lB Ip 


0159 Forwards repts made to Philippine govt re possible geologic 
rdt at proposed nuciesr plant site, No eviifence 
antiates charge* that efforts have been made to 
tie seismic hazards of site 

/R, J D Office of International Programs 60/01/21 10pp. 


63 Discusses proposed reactor exp-ort Primary question is 
ment of geologic hazards NRC has no volcanic risks 
ines Senator Pell 791113 Itr end 

ON, 0 L Center for Development Policy. 80/01/23 Dpp 


— 8002280159 Comment on proposed reactor export West inghouse fhovN Is 
dsnled export license, due to potential for earthquake in 
Bataan Peninsula, 

HUNTER, C. Affiliation Unknown 80/01/24 Ip 


—8002280160 Comments on proposed reactor export NRC should opposs ilihi 
const, due to potential dangers of activs volcano 
MAXWELL, H O Affiliation Unknown 80/01/27 tp. 


**-6002260167 Opposes proposed reactor export NRC opposed to public 
hearings because secrecy will facilitate procedural for 
nuclear proliferation in Third World 
BEHLENtO F Affiliation Unknown 00/01/23 Ip 


— 8002280180 Comments on reactor export NRC support of export UcirtI 
Issuance would further strengthen special corporate 
interests b threaten homes b lives of every human being 
BURVANT, K Affiliation Unknown 80/01/23 ip 


— 8002280195 Comments on proposed reactor export Reactor site untsfi lui 
to proximity to volcanic b earthquake belt NRC should 
conduct public hearings to Involve public in decision 
FANDELrC Affiliation Unknown 60/01/29 Ip 


0002130247 Opposes const of nuclear power plants Bit# is geologictUy 
unstable Design has not undergone sufficient review Raduasta 
question is unanswered Quality of const is reportedly 
subst(( 

CAMPBELL, A Australia 80/02/06 2pp 


6002150461 Order inviting public comment* by 800229 re effects cl 
nuclear exports to Philippines on common global areas b on 
V9 common defense security Public proceeding on issue uiH 
be completed by 800229 

CHILK, 8 U Office of the Secretary of the Commliiltin. 80/02/ve 

2pp 


H General correspondence 


8002010314 States that U8 govt has moral obligation to demand see* 
level of safety stds on nuclear equipment sold both Inside b 
outside country 

MARTI, T J. Affiliation Unknown 79/11/06 Ip. 
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9002SAO38S LTrg*! Gommitsian to grant sxpart ttc*ns« for ptopossd 
FMKpplhv rvactor 

B^LGHtO AffUlatlan Unknown 80/01/16 Ip 


U Cong r ammiDnal /Exacutiva Corracpondonco 


S002ISOD30S R*«pond« to 7'?122t Itr to Proftldant Carter ro Waatlnghoutv 
jpplicatlon for llcenaa to axport nuclear reactor to 
Phlllpplnea Execi/tl^/e Branch revliui of application astended 
three FR notice end 

/kHEARNE.JF GomotUtlon 80/01/23 4pp 


^'800220033? Foruardt 791821 Itr to Pr««id«nt Garcar urging prompt action 
on Uteilnghouaa application to export nuclear reactor to 
Phi I tpp Incv 

CKURCIH^ F Senate. Foreign Relatione Committee 79/12/21 4pp 


G(KI2280i2l£} Dlecuseae Philippine reactor export lieente appl icatlon. in 
rtiponte to 771821 Ltr to Preeident Garter. Gommitsion 
Intense to act upon application bg Summer 1980. Related 
7HC725 FF) excerpt end 

«€ASNE,J. F CommUtlon 80/01/23. 4pp 


—9003880230 Forward* 791321 ltr to Preeidant Carter urging prompt action 
on Philippine reactor export license application Continued 
delays create foreign relation problems 

CHURCHi F Senate. Foreign Relations Committee 79/13/Sl 4pp 


DOCKET STN-SO-SSO ERIE NUCLEAR PLANT. UNIT £ 


K Fppl Icat lon/cenetruc 1 1 on stage documents ti correspondence 


D002L4'OtB& Board notl float Ion. potential unreviewed safety aueitlon for 
LVRs an Interaction betueen nonsaf stg^grade U safety- 
(rede eye. 

VKR0Ai G. A Aeslctant Director for Light Water Reactore. 79/11/86, 

6pp 


9003100171 Forwards util S00123 news releases. Ut 1 Is have decided to 
Urnlnate const plans for units Reduced load growth 
^roja c tions. f inane lal constraints 1. overregulation cited 
It coThtr ibutitig factors. 

REyHOCBGi U. B. Bhau. Pittman. Potts ti Trowbridge 80/01/28 7pp. 


D RRC Draft/Flnal Cnvlr anmental Statements, supplt b correspondence 


9CN}3-2B03SO Advises that util is terminating plans to build fadlltits, 
Act receipt o-f comments on DE8 

SELLS. D.E Environmental Projects Branch 2. 80/02/18. 2pp. 


r Security* medical, emergency 6 fire protection plans 


G002040007 Anno-uneee regional workshops to discuss feasibility of 
rroposed change to regulation on radiological emergency 
nsponse plane for facilities Requests designation of one 
ripre«er>tat I ve per utlL by 791231. Forwards FR notice 
ORlKESiE.K Emergency Preparedness Task Force. 79/13/31. 7pp 


9OO'3!O7O079 Forwards request for evacuation time estimates for areas 
ni^ar nuclear power plants Info should he, lubmitted by 
Q0O881 

(HtlMES. & K Emergency Preparedness Task Force. 79/12/26- 4pp 


D Adjudicatory correspondence 


9W21807a^ Forwards utH 000123 press release re termination of plans 
to build four add! nuclear units praierttly In design stage. 

Const will continue on two units near North Perry.OH tv one 
htar Gh Ippingport. PA. 

aiLBEROjJ.E. Shaw. Pittman. Potts 6 Trowbridge 80/01/33. 4pp, 


DOCKET aTN-S0-58l ERIE NUCLEAR PLANT, UNIT 2 


A Application/construction stage documents b correspondence 


B0021401G6 Board notification potential unrevieued safety question for 
LWRs on interaction between nonsaf aty-grad e & safety- 
grade sys 

VAROA, S A Assistant Director for Light Water Reactors 79/11/36 

6pp 


0002130171 Forwards util 800123 news releases Utils have decided to 
terminate const plans for units Reduced load growth 
projec tlonsj I inane ial constraints & overregulation cited 
as contributing factors 

REYNOLDS. N 8 Shaw, Pittman, Potts 6 Trowbridge 80/01/28 7pp 


D NRG Draft/Final Environmental Statements. suppU 6 correspondence 


8002280220 Advises that util Is terminating plans to build facilities 
Ack receipt of comments on DE5 

8ELL8. D E Environmental Projects Branch 2 80/02/12 2pp 


F Security, medical, emergency << fire protection plans 


8002040007 Announces regional workshops to discuss feasibility of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
ORItiES.B K Emergency Preparedness Task Force 79/12/21 7pp 


0002070079 Forwards request for evacuation time eitimafeei for areas 
near nuclear power plants Info should be submitted by 
800331 

GRIMES. B K. Emergency Preparedness Task Force 79/12/26 4pp 


0 Adjudicatory correspondence 


8002120736 Forwards util 800123 press release re termination of plans 
to build four addl nuclear units presently in design stage 
Const will continue on two units near North Perry.OH b one 
near Shipp ingpor t. PA 

81LBER0. J E Shaw, Pittman. Potts It Trowbridge 80/01/23 4pp 


8002110605 Order dismissing proceeding due to applicant decision to 
cancel units 

BOWERS, E S Atomic Safety and Licensing Board Panel 80/01/28 Ip 


Q Inspection reports. IE Bulletins 6 correspondence 


B002060I09 Forwards IE Bulletin 80-02. "Inadequate QA for Nuclear 
Supplied Equipment ” Response required 

KEPPLER.J O Region 3, Chicago* Office of the Direefcur 80/01/22 

ip 


DOCKET 3TN-S 0-592 PALO VERDE NUCLEAR STATION. l/NIT 4 


A App 1 1 cati on/constructi on stage documents l< correspondence 


8002110575 Farwards FR notice of withdraural of applicetlon for CPs 
PARR.O D, Light Water Reactors Branch 3 80/01/23 2pp 


—0002110579 Notice of withdrawal of application for CP* Sc facility 

licenses 

PARR.O D Light Water Reactors Branch 3 80/01/25 2pp 


DOCKET 8TN-50-S93 PALO VERDE NUCLEAR STATION. UNIT 5 


A. Appl icati on/conmtruct i on stage documents St correspondence 


B00211060S Qrdar dismissing proceeding due to applicant decision to 
cencel units. 

90WERG^C 8. Atomic Safety and Lltontlrg Board Panel. 80/01/28 Ip 


0 Inspection reportsi IE Bulletins it correspondence 


9002060109 Forward* IE Oulletin 00-02. “Inadequate OA for Nuclear 
Supplied Equipment *' Response required. 

KEPPLER.I a. 0. Region 3. Chicago. Office of the Director 80/01/23 


Ip 


8002110575 Forwards FR notice of withdrawal of application for CPi 
PARR.O D Light Water Reactors Branch 3 80/01/35 2pp 

—8002110579 Notice of withdrawal of application for CPs 8. facility 

1 Icenses 

PARR.O D Light Mater Reactors Branch 3- 00/01/25 2pp 
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DOCKETED ITEMS 


DOCKET 3TN-50-596 NEU HAVEN, UNIT 1 


DOMESTIC UCENSINQ OF SPECIAL NUCLEAR MATERIAL 


D ^^C Draft/Final Envl r anm^nbal StatemtntSf luppli & corretpgnd tnc« 


DOCKET 70-OOOB DATTELLE COLUMBUS LABORATORIEB 


G0OSO8-0&9O Gscki companiation for coiti lncurr*if ra svci parifornad 
on anvtron akatatnant Bept of Puiilie Bvc itijnlzait ll»t of 
eip»ditur«< and 

CALLrR D Nbu York, Stata of 90/01/31 3pp 


F SacuriLgi modical, amargancy & fire protecfctan plani 


9002350303 Reque«t« advance route approval for fhlpaant of »e<t£«nti 
Irradiated BUR b PWR fuel rodi for uaett dlepoeal or addl 
rveearch Loaded trailer ulll uelgh up to lOOi 000 It Portion 
ulthheld <ref 10CFR2 790) » 


EfiSUILER. T R 
79/OB/O0 2pp 


Battolli Memorial Institute, Columbui Laboratorlii 


G0020400-07 Announces regional uorkshope to discuss feasibility of 
proposed change to regulation on radiological amergancy 
response plans for facilities Rec^uests designation of one 
representative per util by 791231 Faruards FR notice 
ORIMESp B K Emergency Preparednets Task Force 79/12/21, 7pp 


Q002250776 Submits info for advanced route approval uilnn NUR£^-03AS 
guidance Eight Irradiated BWR fuel rods bting transported ™ 
from Brunswick reactor In Southport, NC to BMI in OH, 

EMSWILER, T,R Battelle Memorial Institute, 

79/09/06 2pp 


Colunbus Laborateriii 


B002070079 Forwards request for evacuation time estimates for areas 
near nuclear power plants Info should be submitted b\| 

800331 

0RlhE5,B K Emergency Preparedness Task Force 79/13/26 4pp 


8002380074 Notifies that-Tri Gtate Motor Transit Co has ravlauid 
from NC f OH Trl State is aware that NHC ha. rejectld 
primary route but finds BNL alternate route acceptable Routs 
approval request should be high priority 

79/09/20*^1* Institute, Columbus Lahoratorln 


DOCKET aTN-50-597 NEW HAVEN. UNIT 2 

D NRC Oraft/Flnal Environmental Statements, supple It correspondence 


8002080690 Seeks compensation for costs incurred re svcs performed 
on environ statement Dept of Public Svc Itemized list of 
eipediturei end. 

CALL.R D New Vot k. State of 80/01/31 app. 


F Security, medical, emergency U fire protection plans 


8002140181 Forwards notice of receipt of application for renews) of 
License SNn-? 

CUNNINOHAM, R E Division of Fuel Cycle t< Material Cafety 


Not Icfl of receipt of application for lieenios 4i aasHciliizi 
for amends U renewal of Licenses 6NM’-770, BNM-942, aNM-33, 

8NM-2a* BNM-36a, eNM-7,SNM"ll20 t, aMB-920 

CUNNINOHAM, R E. Division of Fuel Cycle 6 Heterial Gafilu 
79/11/19 Spp ’ 


6DQ2040007 Announces regional uorltihops to discuss feeilbllity of 
proposed change to regulation on radiological emergency 
response plans for facilities Requests designation of one 
representative per util by 791231 Forwards FR notice 
0RIME8, B K Emergency Preparedness Task Force. 79/12/21 7pp 


8002070079 Forwards request for evacuation time estimates for areas 
near nudeer power plants info should be submitted by 
800331 

ORlMESrB K Emergency Preparedness Task Force 79/12/26 4pp. 


DOCKET 50-599 CARROLL FACILITY I 

A Appl Icatlon/construct Lon stage documents & correspondence 


DOCKET 70-0025 ROCKWELL INTERNATIONAL CORP 


8002010462 Forwards IE tnsp Rept 70-0025/79-06 on 790821-24 No 
noncompliance noted 

ir.nch *■ 


III j ^ on rro noncoof iLinci 

noted Major areas Inspected changes 6 mods* Internal ravUw 
6 audit* safety committee actlvi ties, employee tra InLng, malnl, 
radiation protection & radwaste mgt. 

Ragion 5, San Francisco, Office of the Dlrtctbr 
BOOK.H, E 5, San Francisco, Fuel Facility k HatiriiH 

Safety Branch 79/10/01. 9pp 


8002220250 Forwards request for addl info re site suitability environ 
rept Written response must be submitted by 600331 
BALLARD, R L Environmental Projects Branch I. 80/02/06. 12pp 


8003190083 Discusses IE Imp Rept 70-0025/79-08 on 790930-21 No 
noncomp llance noted. Detal Is withheld (ref 10CFR2. 790) 
7oy?Ayoo^^*o Rafllon 5, San Francisco, Safeguards Sranc^ 


8003270279 Notifies that T 01 1 b erti Argonne Natl Lab, requested addl 
archaeological Info which has been transmitted Info 
should be withheld <ref I0CFn2 790) 

NAUOHTQNp H F Commonwealth Edison Co 80/02/19 2pp 


0002150430 Discusses IE Insp Rept 70-0025/79-07 on 791009-12 Datllli 
withheld Cref 10CFR2 790) 

^ Region 5, Ban Franc iico. Safeguards Branch 

79/10/26 2pp 


BCKET 50-600 CARROLL FACILITY 11 


App 1 leak 1 on/cons true t i on stag# documents t, correspondence 


503330250 Forwards request for addl Info re site suitability environ 
rept Written response must be submitted by 800331 
BALLARD, R L Environmental Projects Branch 1 80/02/06 12pp 


DOCKET 70-0027 BABCOCK k WILCOX CO 


8003360007 Proprietary application for amend to License 8NH-42 
authorising 6-month extension on expiration date of cleared 
nonemployee badges Enel withheld (ref 10CFR2. 790) 

NCCLANAHAN, H Babcock 8< Wilcox Co , Naval Nuclear Fuel Dlv, 
79/08/15 tp 


73270279 Notifies that T Oilber t, Argonne Natl Lab, requested addl 
ircAaeol og lea 1 Info which has been transmitted Info 
ihfluld be withheld (ref I0CFR2 790) 

fAUOHTON, M F Commonwealth Edison Co. 80/02/19. 2pp. 


8003290459 Forwards 
MCCLAMAHAN, H H. 


license change requests to replace 790711 
Babcock Wilcox Co, 79/08/31. Ip 


Hr 


‘-B002290465 Application for amend of License 8NM-43 deleting 11 

ra night shift mgt audit k changing Section III by 
incorporating conditions for powar outage. Also riqueits 
change to Emergency PlamApp fi, Section VI 
MCCLANAHAN, H H Babcock k Wilcox Co 79/08/31. Lfipp. 


6002390352 Advises that RA Cordanl has been assigned as nuclear itltlg 
8« licensing of fleer, assuming reiponsibi Uty for NRC 
licensing 4< nuclear safety activity 

HCCLANAHAN* N, H Babcock k Wilcox Co , Naval Nuclear Fuel Div 
79/09/12, ip 


8002260792 Forwards revised section on facility organl xabloni 
constituting first section of consolidated mail t< control 
accounting plan k fundamental nuclear mail control plan 
Info withheld (iOCFR2 790) 

CORDANlfR A. Babcock li Wilcox Co , Naval Nuclear Fuel Dlv. 
79/09/18 Ip. 
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e002'2203Ql Rfipondi ta NRC 79070& Itr r* lnt«rprat« tlon of i«rin 
*c<lind 4 r months*^ of utod In cod« r«quir »ntinti Riquostf pqqt 
chjng* %o Soctlon 4 of Uctnic Rovi««d pags and End 
wCthhaLd <raf 10CFR2 790>. 

DAMCAON.M 0 Babcock U WilcoK Co « Naval Nudaar Fual Div. 
79/10/02 Ip 


0<Xy232O3B9 Forurarda raviiad lactioni of Mgt b App A siiv daacriptlon 
fickiona a# Fondamantal Nudaar Matl Control Plan In 
rtfpona* to NRC raquait for eonaol idat 1 on of plana Enda 
ulthhild (raf lOCFRS 790) 

CORDAKIrR A Babcock 8 * Wllcoa Co , Naval Nudaar Fuol Dlv 
79d0/0» tp- 


9002250434 Forwarda nvlaad Chaptara 6 t< 7 of fundamantal nudftar rnatla 
control p lani conaol tdating matl control 8 i accounting plan 
Ic fundamintal nuclvar rnatla control plan Plan uill b« 
coatpltta by 791219 Info ultbbald par Atomic Enargy Act 
COR&ANIiR A Babcock Wilcox Co , Naval Nudaar Fual Div 
79 /lO/lt Ip 


9092250273 Raquiata aiamptlon from tama^'day rcqulratnant ra tranaactlon 
FarA« 9QE/NRC-741 i( 741Aj f or ahipmanta mada aftar normal 
workCng hourcion oiaikendt tt holidaya Forma ulll b« maiLad on 
nait toforklng day 

CDRDANl«n A Babcock 4i Wilcox Co ■ Naval Nudaar Fual Div 
79/10/23 Ip 


800-22502SI Raquiata that Llcanti Condition 9 4 S ba aitandod until 
900531 to alloui complation of projact Conat 4( footing 
probltmt bavi cauaad dalay Paymant and Info wlthbald (raf 
J0CFR2. 790). 

CORDANtrR. A Babcock b Wilcox Co « Naval Nudaar Fual Oiv 
79/10/29. Ip 


6002270045 Submita info ra "pouar of taat'* of cartain maaiuramant aya 
In raaponaa to 791029 raquatt Total U analyaia for racaipt 
cmploya aynthatlc atd prepared by apiking NQ 8 990 u/major 
canatituanti to aaalmilata incoming fual. 

COflOANIiR A Babcock it Wilcox Co > Naval Nudaar Fual Div. 

79/11/06 2 pp. 


e0922700Q7 Fcrwarde altarnata route for ehlpping irradiated reactor 
fpel front facility to Rlchmondi WA Raquaata raviau it 
approval Alternate route lalectlon it reault of facility 
eloelng.W/o end. 

OLSENiA F Babcock it Wilcox Co 79/11/09 Ip 


9002270465 Application to amend Llcante 6Nh‘'42i raquaating axtentlon 
until 791803 to complata HUF limit of error calculationa for 
«aeh elantint it fitiila laotopa for U containad in matl in 
procaai Delay attributed to heavy workload 
CDRDiWIrR A Babcock & Wilcox Co < Naval Nudaar Fual Div. 
79/11/19 Ip, 


0002130460 Riqueata exemption from 10CFR70 50<f} meaauremente control 
plan r equi rementa for airborne U releaaed to environ.No 
addl accuracy obtained due to email quantity meaaured Amend 

faa end. 

COBDANIiR.A, Babcock it Wilcox Co * Naval Nuclear Fual Div 
79/11/20 2pp. 


8003040300 Paqueata extanaton until firat uk of Jan i960 to begin 6 NM 
Invontory for period ending Nov/Dec 1979 Facility will be 

• hut down 791122-600101 for annual Chriitmaa holiday. Fee 

• 19C 1 

CORDANtfR.A Babcock it Wilcox Co t Naval Nuclear Fuel Dlv 
79/13/14. 2pp 


8002070393 Forwartfa complete fundamental nudaar matl control plan# 
‘ oxcludlng Chapter 9 ra limit of error* Bubmlttal of Chaptar 
9 to be dlfcuiaad at tentative 600107 meeting w/NRG.End 
withheld per Atomic Energy Act of 1994. 

CORDANliR.A Babcock it Wilcox Co t Naval Nuclear Fuel Dlv 
79/12/iB Ip 


800204DD45 Forward* IE Inep Rept 70-0027/79^13 on 790910-14 U 1106-09 
tt notice of violation Notice of violation withhold 
ire# 10<JFR2 790> 

KEHNAi W. D Region 2i Atlantai Bafeguarde Branch, 79/12/20, 2pp. 


— 8002040060 IE Imp Rept 70-0027/79-13 on 790910-14 it 1106-09. 
NoncompL lance noted, fai lure to procait it recover enriched 
• crap within required time it failure to follow procedure 
re tamper-eafe eeali Dctalli withheld (ref 10CFR2, 790). 

HINDjJ. A. Region 3« Chicago* Safeguard* Branch. FtNLEYiA. 0 i 

PATTERSON^ J. P. Region 3. Chicago* Office of the Director 
79/12/07. 2pp. 


8002030469 Forward* IE In*p Rept 70-0027/79-16 on 791204-07. No 
noncomp 1 lance noted 

KENNAiW . 8 Region 2i Atlanta* Safeguard* Branch 79/12/28 2pp 


— 8002030479 lE tn*p Rapt 70-0037/79-16 on 791204-07 No noncomp I lenci 
noted Major area* ln«pect«d meaauremant* tc statittlcal 
control* aiaoclated u/nuclaar matl control & 
accountability Detail* withheld (ref kOCFR2 790) 

JONE 81 D W Region 2* Atlanta* Dfflco of the Director 
OlLLESPtE*F P Region 2 * Atlanta. Safeguard* Branch 79/12/28, 

if 


DOCKET 70-0033 TEXAS INSTRUMENTS. INC 


6002200473 Application for amend to License SNM-23 re NRC preyioudy 
authorized text chang«f*beta gamma survey* . alpha surface 
contamination survey* tc fabrication of box-type fuel 
elemetiti Page changes t; additions &< fee encl 
SHERMAN* F L Texas Instrument** Inc 79/10/10 40pp 


9002260008 Amend 11 to License SNM-23 authorizing storage of box type 
element* in horated phenolic foam shipping container 
deecribed in 790S01 application All other license condition* 
tuill remain same 

CROWiW T Fuel Process S< Fab Branch (Pr# 7907271 79/07/10 

IP 


— 6002260012 Recommend* approval of 790501 amend applicatiun requesting 
author 1 lation for *tarage i transfer of box type elements in 
berated phenolic loam insulated shipping container 
KETZLACHiN Uranium Fuel Licensing Branch 79/07/10. 3pp 


8002290437 Confirms that revision* to reneuat application for License 
8NM-23 will be forwarded by end of Aug 1979 
HOPPER*C M Texa* Instrument*. Inc 79/08/07 Ip 


G0O2250729 Forwards changes to 790829 llcenee renewal application 
Tivtslon 

6 HERMAN*F. L Texas Instrument** Inc 79/09/06 6 pp 


6002280097 Amend* License 8Nli-23. Amend MPP-1 * add ing Condition 5 2 
granting limited exemption from calculating LEID for each 
phyelcal Inventory 

BURNETT, R.F Division of Safeguard* 79/09/17 Ip 


6002270106 Confirm* 791107 telcon re pasting of notice on employee 
bulletin board stating that application for renewal of 
License 6NM-23 has been submitted it copies are available 
upon request. 

CROW* W T, Uranium Fuel Licensing Branch 79/11/09 Ip 


8002220074 Requests exemption from code requirements re utllixation of 
correction factor for assigning BNH loadings to fuel plates 
Encl withheld (ref 10CFR2 790) 

SHERMAN.F. L Texa* Instruments* Inc 79/ll/lS Ip 


0002140161 Forwards notice of receipt of application for renewal of 
License 8NK-7. 

CUNNINGHAM* R E Division of Fuel Cycle it Material Safety 
79/11/19 Ip 


— 0002140193 Notice of receipt of application for license* it applications 
for amend* U renewal of Licenses 8NK-770f BNM-942* BNMI-33* 
8NM-a3,8NM“36B,SNn-7,8NM-ll20 i eMB-920 

CUNNINOHAM.R E Division of Fuel Cycle it Material Safety, 

79/11/19 9pp 


BO021901QO Forwards FR notice of receipt of application for reneual of 
license &NM-23. 

CUNNINOHAMiR E Division of Fuel Cycle & Material Safety 
79/11/19 Ip 


6002130464 Forwards page change* to fundamental nuclear matl control 
p l*n* up dating for consistency w/procedural reptiiname* & 
assignment* Changes withheld per Atomic Energy Act of 1954 
it Energy Reorgani letlon Act of 1974 

HOPPERrC.h Texes Iti* truments^ Inc 79/11/26 2pp. 


8002270039 Forutardt page changes to 791010 license amend request in 
response to 791119 telcon 

SHERMAN. FU Texas Instruments* Inc 79/11/27 Ip 


—8002270067 Revised! Pages 13*20 L 20A to 791010 license amend request, 
a Texas Instruments, Inc 79/11/27, 4pp 


8002040263 Forwards page change* to 791010 request to amend license 
6N(1-23 Change reflects agreement reached by NRC 4c company 
following NRC review of license amend Revised Pages 13.20 
it 20 e end 

SHERMAN. F L, Texas Instrument*, Inc 79/12/13. 5pp. 
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0002270056 Forudris “Effluent & Waste Disposal Semiannual Rept, 
Supplemuntal Info for Jul-Dec 1979 " 

Tf^LAN, D B T«tas Instruments. InC BO/Ol/03 Ip 


— B002270062 ''Effluent L Waste Disposal Seniannual Rrpt. 8upp lemental Info 
for Jul'^Dac 1979 " 

* Teias Instruments. Inc 79/12/31 3pp 


9002230148 Foruards Amend UPP-l to License SWH-23 adding Conditions 
3 1 2 Ic 5 3 re 5W quantity measurarttnt it intervals for 
performing inventories Enel to 791115 Itr determined to 
contain proprietary info (ref 10CFR2 7901 
BURNETT.R F Division of Safeguards BO/01/29 Ip 


--8002200157 Amend KPP-1 to License SNM-23. supersed Ing all previous 
safeguard* amends Adds Conditions 3 1 2 5 3 re 6NM 

quantitu moasurirnent it intervals for performing inventories 
a Division of Safeguards 80/01/29 4pp 


CDCKET 70-0036 COrtSUSTlOW ENGINEER I«0. IMC 


B0O225044A Foruards addl info supporting application for const it 
operation of addl U haxaflouride conversion capacity at 
facility Lou level wastes will be dltposltioned for 
inc ineration after gamma counting 
ESKRIDGE. H E C^E Power Systems 79/08/22 7pp 


8002210171 Foruard-s addl revised pages to emergency plan for facility 
ESKRIDGE. H E C'E Power Systems 79/08/24 ISpp 


8002270131 Forward* request for addl safety info re 790822 application 
for amend to License SNK-33 to authorlie operation of new 
waste incinerator In Area 240-3 Description of main 
radiation safety controls should be provided 

8TEVENS0M. R L Uranium Fuel Licensing Branch 79/09/14 2pp 


2270051 Forward* addl revised Pages 4-6. S-5, 5-9 it B-2 to emergency 
in i listing of peget currently in effect 
RIDGE. H E C-E Power Systems 79/09/26 6pp 


70012 Forward* addl info re safety of operation of new waste 
Inerator in Area 240-3 in response to NRC 790914 request 
Ised Page 2-10 t( new Page 2-25 to license application re 
lation specialist end 

lIDGErH E C-E Power Systems 79/10/03 3pp 


2270016 Revised Pages 2-10 li 2-25 to License SNK-OSi author 1 ling 
adietion «peclaUst to substitute for radiological safety 
officer on semiannual insps 
• C-E Power Systems 79/10/01 2pp 


12260049 Amend 5 to License SMI-33 changing Condition 12 re readintts 

to implement it follow emergency plans in accordance w/ 

licensee 780427 plan submlttat L lUppls 

CROW.W T Uranium Fuel Licensing Branch 79/11/09 Ip 


T22B0O55 Recommends authoriiing amend to License SNM-33 re 700427 
sergcncy plan 8( suppls 

TZLACH. N . CROW.W T Uranium Fuel Licensing Branch 79/11/09 
P 


0101 Forward* notice of receipt of application for reneual of 
nse SNM-7 

iNOHAMfR E, Division of Fuel Cycle |< Material Safety 
J/19 Ip 


140193 Notice of receipt of application for licenie* h application* 
r amends & renewal of Licenses SNM-770. 8NM-942, BNM-33, 

1-23rSNrt-36fl. SNM-7.SNM-1120 & SMB-920 
yNINOHAM.R E Division of Fuel Cycle h Material 8a#etg 
n/19 spp 


169 Forwards FR notice of receipt of application for amend to 
le SNM-33 Amend authorises tipansion of existing U 
luoride conversion plant to double current capacity 
VCHAM.R e Division of Fuel Cycle 6 Material Safety 


'8 Order modifying License SNH-33. Amend 5 Rapt* shall be 
ed If gaseous effluents exceed 150 uCl per calendar 
Licensee shall comply w/40CFRi90 lO-U re calculated 
p Individuals Hearing may be requested in 20 days 
■lAMrft E Otvislon of Fuel Cycle h Material Bafetu 
3 5pp ^ 


DOCKET 70-0048 WESTINOHDUSE ELECTRIC CORP 


8002280014 Submits corporate Info applicable to 1 icenees. Su bnt t* 
description of technical qualification In nuclear field* 

Approx 15.100 employea* engaged in tiwcleer actlvitiai 
Foward# corporation annual rapt W/o end 

DIPIAZZA. R P Westinghoueo Electric Corp 79/09/26 3pp 


DOCKET 70-00B9 MASSACHUSETTS INBT OF TECHNOLDiJY 


9002280146 Foruard* IE In»p Repts 50-020/79-03.70-0089/79-02. 
70-0194/79-02 it 70-0930/79-02 on 791114-15 

HARTIN.W 0 Region 1. Ph i lade Iph ia. Safeguard* Branch, DO/Dl/:i4 

app 


—6002280152 IE In*p Rept* 50-020/79-03i 7O-O0Q9/79-O2, 70-0930/79-02 t 
70-0194/79-02 on 791U4-15 No noncompl lance moted Major 
area* inipectid matl control h accounting, 

JOYNER. J H Region 1. Ph 1 ladel ph ia. Safiguardi Branch 

21 BULSKV.H . SMITH. 0 C Region 1. PhUadelphlaf Of flea of the 
Director 90/01/09 Spp 


DOCKET 70-0135 BABCOCK it WILCOX CO 


S0022S0332 Foruard* PA operation* contingency plan for nonava I lab 11 1 tf 
of hourly guard force Plan withheld <ref Atomic Energy Act 
of 1954 b Energy Reorgani xation Act of 1974), 

AUSTIN. M A Dabcoct & Wilcox Co,. Nuclear Haterlal Olv. 79/04/26. 
Ip 


8002220097 Forward* rovleion* to Spec* 1-4. 1-5 it Table* S O ti 5 1 t* 
Spec 1-5. changing pofltion* of compliance taction mattageri 
training Sc development coordinator b coneolidatlng health l« 
tafety potitlon* 

AUSTIN. M A Babcock it Wilcox Go . Nuclear Material OiV. 79/08/Ifr. 
33pp 


8002220182 Request* exemption from criticality monltorlns re^ui remi-nll 
of 10CFR70 24 for cylinder storage areas, Planar array 
precludes criticality of spacing or tntersperied modvratlonr 
AUSTIN. M A Babcock it Wilcox Co . Nuclear Haterlal Olv. 79/00/27. 
5pp 


8002220141 Foruards Revisions 4 St 5 to Page I. B 1 0- of reitutet far 
amend to License BNM-145 re BNM as eealed sourcesi other 
calihr or ref sources 

AUSTIN.M A Bibcock it Wilcox Co,. Nuclear Material Dlv 79/09/06 
3pp. 


8002220093 Advises of appointment of OF Johnson as Health It Safety 
Technical Specialist Supporting documentation #nc 1 
AUBTIN.M A Babcock Wilcox Co,. Nuclear Hatsrlal Dlv 79/09/19, 
4pp 


8002220091 Ack receipt of revised Page 4 of AppoUo site physical 
security plan It revised Page 5 of Park* Township site 
physical security plan. Pevis ions are acceptable Revisions 
will be withheld from public disclosure 

MCCORKLEiOW Physical Security Licensing Branch. 79/10/03 If 


8002260114 Review* 790827 license amend request for SRemptlon from 
criticality alarm requirement for U hexaflourldt storage 
areas B&W calculations indicate loaded cylinders should 
remain subcritical Amend should be granted 

aTEVENSDNi R. L . CROW. «, T. Uranium Fuel Licensing Branch RDi/SErL 0 
Advanced Fuel U Spent Fuel Licensing Drench. 79/ll/iA. flpp 


8002080252 Forward* Amend 3 to License flNM-14D. granting exseeptlo-n ft*« 
criticality monitoring requirement* for UF6 cylinder in 
outside storage area. Safety reviews end, 

CROW.W T, Uranium Fuel Licensing Branch 79/11/30, Ip. 


-0002000257 Safety review recommending approval of 790927 appllcallan 
for amend to License aNM-145 re storage of UFA cylinder in 
outside storage area, 

NlXONiW A, Uranium Fuel Licensing Branch 79/11/30 fipp. 


'8002080262 Safety evaluation recommending Itsuane* of 790027 
application for amend License 8NM-14S on condition no Metis 
other than UF6 or natural U compound* are stored in 
designated UF6 areas, 

STEVENSON. R L Uranium Fuel Licensing Drench. 79/11/16. 2fp. 


100 "Radiological Asieetmant of Individual Dos* Resulting From 
It Opsratioxi-Dcmonstration of Camp! lance u/40CFRl90 '• 
vision of Fuel Cycle it Material Safety 80/01/28. 23pp 



DOCKETED ITEMS 




'-00020902^6 Am»nd 3 to Licon*# 8NM-145 r» exemption #ram crlttcellti/ 
Aotiitorinp reciulrement* i’or outside UF6 cylinder storage 

area 

-CROi^tM T Division of Fuel Cycle 4( Material Bafety 79/11/23 
I Dpp 


e0020S0062 PNIQ-I-79-0S9 on 791206. 1 iceniee atked td host meeting re 
eska b 1 1 ihm-Bfit of emergency evaluation plans for communities 
surrounding -facilities Region 1 personnel ulll attend 
ROTH. J , 8NITH4O H Office of Inspection It Enforcement. Office of 
the JM rector 79/12/05 Ip 


8002190107 Order modify ing License EMM-14S. Amend 6 Repts shall be 
submitted if U~234.V-335 U U-23Q concentration eiceed 
1 0xl0“14 uCi per calendar quarter Licensee shall comply 
UI/40CFR190 10~11 re calculated dote for Individuals 
CUNNINCHAM.R E Division of Fuel Cycle «. Material Safety 

80/01/28 6pp 


— BD02S9010G "Radiological Assessment of Individual Dose Resulting From 
Routine Opera tion-Oemonstrat ion of Compliance W/40'CFR190' '* 

» Division af Fuel Cycle tc Material Safety 80/01/28 33pp 


6002-040292 Bubmits change in security equipment spec for review Bite 
specific cons idara tlons dictate use of shotgun w/eff active 
shot pattern at short ranges Fee classification end 
AUSTIN. M A Babcock U Wilcox Co , Nuclear Material Div 79/12/06 
flf p 


0OO2OSOC57 PNa“l“79‘'031 on 791206. aerosol release of U occurred in- 
plant, maasur Ing 3 5 to 4 9 times max permissible 
concent ration. Environ samplai uilthln NRG limits No evidence 
of perio-nnal contamlnat ion. Licensee will further evaluate 
ROTH^ J: r SMITH. O H. Office of Inspection Enforcement. Office of 
the Director 79/12/07 Ip 


0OO2D7O198 Requests dsletion of Paragraph 1 1 2 of Page 1 c 1 0 of 
Ll-c ens t 8^111—149 Forwardi revised Page 1 c 1 0 St 
adaidn i s trative amend fee, 

AUaflN.H A Babcock U Uilcox Co. 79/12/10 2pp 


»a00^D7O162 Forwards administrative amend fee re 791210 deletion request 
for License SNH‘-'149. Hatls licenia amtnd classif Ications 
enc 1 , 

AUSTIN. H A Babcock Si Wilcox Co 79/12/11 3pp 


0002070167 

rape c tad 
Requests 

inr 1 c h ad 
AUDTIN.H 


Informs NRC that high enriched U decommissioning 
to bo completed by 800430 Instead o> 791231 
Info ra nacasslty of formal amand Lists high 
U stacks w/modes of effluent treatment 
A Babcock St Wilcox Co 79/12/06 2pp 


is 


e002M0D27 Forwards IE Inep Repts 70-0139/79-12 St 70-0364/79-16 on 
790604-2? No noncomp 1 iance noted 

KARTtN.M O Region 1. Philadelphia. Safeguards Branch 79/12/18 

P' 


-0002140033 IE Imp Repts 70-0139/79-12 8< 70-0364/79-16 on 790604-29 No 
none oeip 1 ianee noted Major areas inspected matl control t 
accounting^ phye leal secur ity« health St industrial safety 
Portions withheld (ref 10CFR2. 790} 

KUSilNER. W. t. Region 1. Philadelphia. Office of the Director 

JOYNGRi-J H Region it Phi ladelphlar Bafeguardi Branch 

79/12/12 Bpp. > 


8002260292 Reconmondi approval of BSiW 791206 request for license amend 
to continue decommissioning activities after 791231. 

ContlTiuad operation of highly enriched U processing 
equipment bllll have no significant Impact on plant raleases 
NIXON. H. A Uranium Fuel Licensing Branch. 79/12/21 Ip 


8002120301 Responds to 791213 request to delay Issuance of receiver 
copy of NRC /DOE-741 form for receipt AUA-HAX-34 S< to delay 
annual mgt audit rapt Orants delay in Issuanct of recaiver 
copy Response to request re mgt audit undar separata cover. 
PARTLOhli J O Heterial Control Licensing Branch 80/01/11 ip 


0002200216 Forwards IE Insp Rept 70-0139/79-24 on 791126-30 No 
nonconpkiance noted. 

MARTIN. M.O. Region i. Ph i ladelphla. Safeguards Branch 00/01/17, 

2pp. 


-0002290226 IE Insp Rept 70-0139/79-24 on 791126-30, No noncompliance 
noted Major areas Inspected: sacurity organliatlan.accest 
controls, detec 1 1 on aids, central alarm communication sys t 
S.NH pro-tec tion. Detai Is withheld (ref 10CFR2. 790) 

BAILEY. R.T. I DEVLIN. J Region 1. Philadelphia. Office of the 
Director. 80/01/09. ip. 


DOCKET 70-0143 NUCLEAR FUEL SERVICES. INC 


8002260003 Amend 3 to License SNM-124 suspending Condition 46 Conditio-n 
will be reinstated two weeks after bargaining unit 
■mplogess return to work All other licinse conditions will 
remeln same 

CRQM.W T, Fuel Process fc Fab Branch <Pre 790727) 79/06/26 

Ip 


— 8002260004 Recommends approval of 790501 81 0613 applications raquestlng 
indefinite suspension of sta.ck flourlde monitoring program 
until two weeks after bargaining unit amployees return to 
work 

DELANEY. xJC . CROW. W T Fuel Process 6 Fab Branch (Pre 

790727), 79/06/26 2pp 


8002280030 Revision to Amend MPP-I to License 8NM-124 clarifying 
Conditions 2 14.2 10 I 6 5 3 re inventory difference valves. 

PARTLOWr J, 0 Material Control Licensing Branch 79/08/14 Spp. 


8002270490 Revises License 8NM-124. Amend MPP-1 , Cond Itl on 2 1 re 
fundamental nuclear matl control plan Plan is proprietary 
(raf 10CFR2 790> 

PARTLQW. J 0 Matarlal Control Licensing Branch 79/08/21 2pp, 


8002250492 Application fur amand to License 8flM-i24 to reflect 
eitanslen until 830101 for completion of decommissioning of 
Po b U~233 faci litles. Revision necessary due to strike at 
plant Schedule & fee end 

MANBER.M, C Nuclear Fuel Services. Inc isubs of Oetty Dll Co I. 
79/08/28. 2pp 


8002290791 Application for amend of License 8NM-1S4 extending until 
791101 to perform annual detailed operating procedure tests 
on all U-233 t Fu exhaust syi Delay has been caused by 
union 790414-0006 strike Fee end 

MICHEL.C J Nuclear Fuel Services. Inc (subs of Oetty Oil Co 1 
79/08/29 ip 


8002220478 Application for amend to License BNh-124 Fraposed amend 
outlines in end End withheld (ref 10CFR2 790) 

HEN8LEY.K D Nuclear Fuel Bervices. tnc. (subs of Oetty Oil Co.) 
79/09/06 Ip 


0002230709 flubmits changes to Pu L U-333 facility decommissioning plan 
Page 21. Paragraph 9 1 should be delated & info re daily log 
book. air sampling & unusual occurrence bi-monthly rept h 
daily radiation work permits should bo added 

MICHEL.C J Nuclear Fuel ServlceSr Inc (subs of Oetty Dll Co ) 
79/09/07 Ip 


0002290310 Ack receipt of IE Insp Rapt 70-0143/79-34 No proprietary 
Info 

MANaER.W C. Nuclear Fuel Services. Inc (subs of Oetty Oil Co.) 
79/09/11 Ip 


8002220376 Forwards matl balances covering inventory for period 790810- 
0814 Info withheld (ref 10CFR2. 790) 

HENBLEY.K D Nuclear Fuel aarvtcei. Ipc Csubi of Oetty Oil Co.) 
79/09/24 Ip 


8002220416 Requests amend to License SNM-124 as outlined in end Fee 
end. Info withheld <ref 10CFR2 790) 

HENSLEY. K D Nuclear Fuel Services. Inc (subs of Oetty Oil Co > 
79/lO/ia Ip 


6002040302 Requests addl administrative amend fee for amend to License 
86Bi-149. 

UETQSt O Licensf Fee Management Branch 00/01/10. Ip, 


8002060192 Notifies that error was discovered in License Condition 4 0 
of Aa>*nd MPP-l to Licenses 8N(1-145 & 8NH-414 Utcansa 
condition being revised to rtf 10CFR70 Sl(e)(8) Instead of 
10CFR70. fl7<E>C5). 

PARTLON. J. 0. Material Control Ic Accountability Development 

Breach* 80/01/21. Ip 


8002290266 Advises that high enriched scrap facility mods, detailed In 
761229 Itr.ere -now scheduled for completion prior to riitart 
of facility Delay is due to inventory problems 

MANSER. H C, Nuclear Fuel Services. Inc (subs, of Oetty Oil Co } 
79/10/22 Ip 


80021S0429 Ack receipt of IE Insp Rept 70-0143/79-41 on 791013. No 
proprietary info 

MANSER. M C Nuclear Fuel Services. Inc (euhs of Oetty Oil Co > 
79/10/29. ip. 
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Bt>02ag032B Forwardi 791105 Revision 16 of pfiyiteal protiCtton plan 
Changti upgrade nodi uPvith do not decrtaie ePf at tivoni*! 
of iffCufitg plan Info utt^hvld (ref 10CFR2 790) 

HICHEL.C J Nuclear fuel Service*, Inc (iub» of Oetty Oil Co ) 
79/ 11 /OS Ip 


Q002130037 Request* eieoptton from Condition 29 of Licence SNH-ia4 
requiring tbat emergency evacuation drill be conducted 
annually for each chift Eieaption required due to louer than 
full cifort force becaute of lagoffi 

MICHEL, C J Mutlear Fuel Servicei, Inc (lubi of OettV Oil Co » 
79/11/07 ip 


—8002130334 Requeiti pay/nent of adminittrative fie for aieend to Licenie 
&HH~124 re eiemptlon fron requirement tg conduct annual 
cairgency drill for each ihlft Fee cleeeif Icatlon end 
UEISS, J D Llcente Fee Management Branch 79/11/23 2pp 


—8002040932 IE ln*p «ep t 70-0143/79-30 on 791015-19. Wa none 0 np 1 lend 
noted Major areai in*P»cted. oporatlnfi procedure* It 
operations revleui 

KAHLE,JB Region 2, Atlanta, Of<fice of tho DlractoT, 
OH-LESPIE*FP Region 2, Atlanta, Safeguards Br**nch 79/M/ft 

5pp 


80020^,0303 Requests that Certificate of CoffipHanc# S517 ba 
Current certificate eipire* 000331, Fee end 

MICHELiC J Nuclear Fwal Services, Inc (subs of 0#tty Qfil Co. I 
80/01/14 Id 


6003200308 Responds to Subcommittee on Energy L Pouer 791089 Hr re 
ftatui of safeguards requirements it investigation at NFQ 
plant Plant ordered shutdown on 790917 for InvestlgaM on of 
excessive inventory dl fference, Safeguards requirement* end, 
AHEARNE, J F Commiesion. 00/01/15. 5pp 


— 8002130337 Forwards administrative amend fee re amend, in response to 
NflC 791107 Itr 

MICHELiC J Nuclear Fuel Services, Inc {tubs of Oetty Oil Co ) 
79/12/05 Ip 


8002250226 Forwards 791115 Revision 10 to fundamental nuclaar matl 
control p Ian, upgrading mods which do not decrease 
effectiveness of nuclear control plan Info withheld 
C10CFft2 790) 

HENSLEY, K D Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
79/U/O0 ip 


— 9002200319 Requests info re status of NRC safeguard* reqil ir one nl | i 
investigation of excessive Inventory difference at MF8 
plant 

DINOELLiJ D House of Rap t Interst. & Foreign Cornfaerce, 

79/10/25, 2pp 


B002110050 Ack receipt of IE Insp Rept 70-0143/79-48 on BOO 1 0^. No 
proprietary Info 

MANSER, N G Nuclear Fuel Services, Inc liubt. of Oetig Oil Ce I, 
00/01/17 Ip 


8002040063 Forwards order authoriilng production operation resumption 
8002250305 Advises that no proprietary Info found In NRC 791031 Itr re following implementation of addl matl control, accounting ti 

IE Insp Rept 70-0143/79-01 physical security measures 

MANSER, U C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) BURNETT, R F Division of Safeguards 80/01/81 8pp. 

79/11/13 ip 


0002010308 Responds to NRC request for outllns t, schedule re procees 
operating proesduras Review tt revision of operating 
procedures completed by 800101 No proprietary info found in 
IE Insp Rapt 70-0143/79-38 

MANSER, U C Nuclear Fuel Services, Inc (subs of Oetty Oil Co.), 
79/12/10 Ip 


002070431 Forwards Revision 11 to fundamental nuclear mitl control 
plan Enel withheld (ref 10CFR2 790) 

NEN8LEV,K D Nuclear Fuel Services, Inc (tubs of (Jetty Oil Co ) 
79/12/19 Ip 


002010363 Ack receipt of IE Insp Rept 70-0143/79-43 on 790918-1130 No 
proprietary info 

MANSER, W C Nuclear Fuel Services, Inc (subs of Oetty Oil Co ) 
79/12/20 ip ^ 


■-B002010365 Forward* IE Insp Rept 70-0143/79-43 on 790910-1130 No 
nencompl lance noted Details withheld (ref I0CFR2 7901 
0^RE[LLY,J P Region 2, Atlanta, Office of the Director 
79/12/14 2pp 


—8002010371 IE Imp Rept 70-0143/79-43 on 790918-1130 No noncoffipl lance 
noted Major areae inspected reported inventory difference in 
escies of regulatory requirements Details withheld iref 
10CFR2 790) 

j^NNA,H 8 . 01LLESP1E,F P Region 2. Atlanta, Safeguards 

Branch 79/12/13 Ip 


12040127 Forwards bimonthly status rept re committed improvements 
** 791219 Rept withheld <ref 10CFR2 790) 

^ ^ Nuclear Fuel Services, Inc (lubi of Oetty Oil Co.) 
t/ 12/27 Spp 


>2220413 Forwards info re request for extension to perform activities 

withheld (ref 10CFR2 790) 

^2%7*^ ^1 Services, Inc (subs, of Oetty Oil Co ) 


WM96 Act receipt of 791210 Ur outlining review it revlflon of 
octsi operating procedures Vendor activities re revision 
process opirating procedures will be examined during 
bsiquent imps, 

1'^' N 9 Region ncianta, Raa*nii:aKH« 00/01/14 Ip 


Region 2, Atlanta, Safeguards Branch 


02040 W? Act rtc>l,t o, ,£ Inip R.pt 70 - 0 , 43 /> 7-38 No proprlotar, 
Wia/io S'rvlt,,, Inc. (lub, of Ooity on Co. >. 


)020405I9 Forwards IE Imp Rept 70-0143/7 
nancamplianci noted 

79/n/a7''2pp Atlonto. 0,fl 


on 791015-19 No 
the Director. 


— 0008040066 Order authoriilng productioM operation resuaiptiQn falUvU; 
implementation of addl matl control , accounting !< physical 
security measures 

BURNETT, R P Division of Safeguards 00/01/21. 9pp. 


0002000277 Forwards NRC BOOlSt order modifying liesnsa due t» NftCfDOCI 
FBI investigation of invantory d if f srence. Rise Intf s HRC 
791018 order prohibiting production operations 
BURNETTiRF Division of Bafeguards 80/01/21, 2pp 


— 0002080204 Ordsr modifying Hesnse due to NRC, DDE b FSl Itivtft 1 1 flttss 
of Inventory difference Now U revliid conditions to Amsnd 
MPP-1 to License BNM-124 end 

BURNETT,R F Division of Bafeguards 00/01/81, Hpp, 


8008110260 Ack rscslpt of 791881 Itf Informing NRC of steps taben le 
correct violations notsd in IE Insp Rspt 70-0143/79-40. 

8T0HR,iJ P Rsgion 8, Atlanta, Fuel Facility 1< HaberleU 
Branch 80/01/81 Ip 


—8002110878 Responds to NRC 791120 Itr rt violations noted tn IE Inij 
Rept 70-0143/79-40, Corfsc tlve ac tions ■ samp 1 1 ng probe In 
Stack 317 (incinerator) was replaced procedures changad 
so disposal mlnlmicsd 

MANSER, W.C Nuclear Fuel Servlets, Inc. (sub*, of Oetty Oil Co \, 
79/12/81, 5pp 


—0002110203 Forwards IE Insp Rept 70-0143/79-40 on 79091 7-27t ICX>3-09 I 
09-12 

O'REILLVr J P, Region 2, Atlanta, Office of the Dlrecier 

79/11/80 8pp 


-B0021 10207 Notice of violation from insp on 790917-27, 1002-0db h M-U 
e Region 2, Atlanta, Office of thi Director, 79/11/27 2pg 


-0002110297 IE knsp Rept 70-0143/79-40 on 790917-27,1002-06 h 09-18, 
notsd failure to adaquately survay • ta-c k 
dilution of dispersion calculations It 
contamination control proesduras. 

0IBB0N,A F Region 2. Atlanta, Fuel Facility fc Hater Jala Saratt 


0002880257 FOlA request for documents generated during Dec 1979 re IFS 
fuel procoifiing plant. 

M1N8HIP, D, )4ffi Hatton Unknown, 80/01/81. Ip 

^^prop?!Jta?y\lIfr***^ 70-0143/79-47 on 79l2D»-Oi&. Ne 

aO/01/24 ^ ^^Noclaar Fuel Services, Ine. (subs, of Oettg Oil C», L 


"" 7-„aOS-04.Ho 
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— SO0SO7O1A4 I£ In»p R*pt 70-0143/79-47 on 791203-06 No noncompllance- 
nottd Hajor «raat in«pcettd contamination control ti 9urvtgB« 
d •contamination of bldgi it oquipment airbornt 
c one antratlon* & lurvaga 

OtBSQNifA F Rvgion 2r Atlantai Futl Facility h Natarlali Bafstg 

Branch. TROUP < 0 L Region AtlantOf Office of the Director 

90/01/04, 4pp, 


6002L40008 Dtnlai NRDG requeet for dal^ig of rettart of facility dua to 
DDE &c Navy aiiurance of need for neu naval reactor fuel in 
near futtir# Order dtd 000121 requiring new matl control t 
security aiaf ureii 8001S2 memo U 600117 Itr end 
Ah^ARNE* -J F Commitslon 60/01/29 2pp 


— GOO2140O12 Requesti erpediting NRDC 791217 U 000117 FOIA reqyetta for 
h(RC doeumentt rt contiderat Ion of Hcenting of facility from 
790701 to present Review procesi ihauld be completed by 
B00IS9 

CHILK. B J Office of the Secretary of the CommicBion 00/01/22 
Ip. 


— GCXy^ldOOldi Raquisti meeting u/NRC re whether facility ihould be 
permitted to operate pending impoiltlon of final amende to 
llcenee conditions NRC ihould require proponents to 
factually topport assertion of need for resuming operations 
\4ElBBtE ft Gheldon. Harmon U Heise 00/01/17. 2pp 


B002190244 FOIA request for documents re "gamma scans" conducted at 
facility from Aug 1979 to present 
FAlN^a FaUiJ 00/01/29 Ip 


0002370342 Forwards confirmatory order requiring addl matl control It 
accounting U physical security measures at facility End 
withheld (ref 10CFR2 7901 

BURNETT* R F Division of Safeguards, 00/02/01 ip 


0002190249 Responds to FOIA request for documents re "Oamma scans" 
conducted at facility from Aug 1979 to present Forwards Insp 
Rept 70-0143/79-40. 

FEUTONi J. M Division of Rules and Records 60/02/il Ip 


—6002190233 IE Insp Rept 70-0143/79-40 on 791127 Noncomp L lance noted 
failure to adequately stack tf fluents* fai lure to make 
dilution ti dispersion calculations & to establish adequate 
contamination control procedures, 

COLLINBrD M r TROUP. 0 U. Region 2i Atlanta. Office of the 
Director OtBSON. A F Region 2. Atlanta. Fuel Facility ii 

Materials Bafaty Branch 79/11/27 20pp 


0002S20S67 Responds to FOIA request for documenti re NF0 fuel 
prociisLng plant Forwards NRG response to similar FOIA 
ra^uest from T Cochran of NRDC Documents listed in App A are 
located in Hashington. DC PDR App A not end 

FELTON. J.M. Division of Rules and Records, 00/02/13 Ip 


DOCKET 70-0iS7 TEXAB. UNIV OF 


6002210111 Forwards application to renew License 8NH-1B0 
SURACKiJA Tasas. Univ of 79/00/27 Ip 


— 6002210119 Application for renewal of License SNM-100 authoriilng use 
of special matls to Improve U facilitate training programs 
in fields of nuclear science & englnaaring 
e Texas. Univ. of 79/00/27 ISpp 


DOCKET 70-0194 MABSACHUSETTG IN0T OF TECHNOLOGY 


0002300146 Forwards IE Insp Repti 50-020/79-03.70-0009/79-02. 
70-0194/79-02 & 70-0930/79-02 on 79U 14-19 

MARTIN* U 0 Region 1, Phi ladelpKia. Safeguards Branch. 00/01/14 

2pp 


—0002280192 IE Insp Repts 30-020/79-03.70-0089/79-02.70-0930/79-02 It 
70-0194/79-02 on 791114-19, No noncomp i lance mo tad. Major 
areas Inspected. matl control accounting 
UOVNERtJ H. Region 1. Philadelphia. Safeguards Branch. 

ZiaULGKYtH . aHITH.OC Region 1. Ph 1 ladelph ia. Office of the 
Director BO/Ol/09 Gpp, 


DOCKET 70-0267 NUCLEAR SCIENCE It TECHNOLOGY FACILITY AT SUNY 


0003130237 Forwards response to IE Bulletin 79-19 Outlines raduaste 
disposal for campus labs, nuclear science tc technology 
faclLlty L hosp tabs affiliated w/unlv 

Pt£RRa*M A New York. State Univ of. Buffalo. BO/Oi/02, 4pp 


DOCKET 7D-0364 PARKS TOWNSHIP BITE, BABCOCK t WILCOX CD 


8002250332 Forwards PA operations contingency plan for nonaval labl 1 Ity 
of hourly guard force Plan withheld (rpf Atomic Energy Act 
of 1954 Energy Reorgani lat Ion Act of 1974) 

AUSTIN, M A Sebcock t. Mtlcov Co . Nuclear Material Div 79/04/26 
Ip 


8002220402 Forwards Drawing 1 1-D-34B. Revis i on 7 for Inclusion in Parks 
Township Site safeguards contingency plan Supersedes 
Drawing 1 l-Q-340, Revl s ion 6 Info withheld (ref 10CFR2. 790) 

AUSTIN, M A Bebcock U Ulicoi Co * Nudear Material Div 79/08/07 
Ip 


8002220235 Advises of organ! lat 1 onal change evaluation approving 
reorganization of health U safety support in mods to 
technical control compliance training function 

AUSTIN. M A Babcock L Wllcoz Co . Nudear Material Div 79/0B/19 
lOpp 


8002220097 Forwards revisions to Specs 1-4, 1-5 h< Tables 3 0 1. 3 I to 
Spec 1-5, changing positions of compliance section manager, 
training 6 developnent coordinator U consolidating health 6 
safety positions 

AU8TIN>N A Babcock U Wilcor Go . Nuclear Material Div 79/00/16. 
33pp 


6002190424 Approves administrative amend to License 8NM-414. authorizing 
QitW to store U concentrates at Parks Township site 
BURKHARDT. U Advanced Fuel L Spent Fuel Licensing Branch 79/00/20 

2pp 


B002220144 Forwards ropt of radioactive effluents discharged to 
unrestricted areas as result of work performed under 
Licenses 8NM-14S SNM-414 

AUSTIN* 11 A Babtock ft. Wilcox Co . Nudear Material Div. 79/OB/20 
3pp 


0002220026 Summary of 790912-14 site visit to review seismic capability 
of Loyalhanna L Conemaugh dams Forwards list of dacunents 
supplied by Pittsburgh District Corps of Enginaers, 

AYER.U e Advanced Fuel K Spent Fuel Licensing Branch 79/09/24 
App 


8002220091 Ack receipt of revised Page 4 of Appollo site physical 
security plan (. revised Page 5 of Parks Township site 
physical security plan Revisions are acceptable Revisions 
will be withheld from public disclosure 

HCCORKLErO W Physical Security Licensing Branch. 79/10/03 Ip 


0002260114 Reviews 790827 license amend request for e&emptlon from 
criticality alarm requlreoient for U hexaflouride storage 
areae B&N calculations indicate loaded cylinders should 
remain suberitleal. Amend should be granted 

STEVENSON. R L . CROW, W T Uranium Fuel Licensing Branch ROUSE.L C 
Advanced Fuel b Spent Fuel Licensing Branch 79/11/16 2pp 


8002060252 Forwards Amend 3 to License GNM-145. granting exemption from 
criticality monitoring requirements for UF6 cylinder in 
outside storage area Safety reviews end 
CROW.W, T Uranium Fuel Licensing Branch, 79/11/30 Ip 


— 6002080262 Safety evaluation recommending issuance of 790B27 
application for amend License GNM-IAD on condition no metis 
other than UF6 or natural U compounds art stored in 
designated IIF6 areas. 

STEVENSON* R L Uranium Fuel Licensing Drench 79/11/16 2pp 


8002030062 PNO-I-79-029 on 79 1206. 1 Icensee asked to host meeting re 
establishment of emergency evaluation plans for communities 
surrounding facilities Region 1 personnel will attend 
ROTH.J. ( SMITH. O.H Office of Inspection It Enforcement. Office of 
the Director 79/12/05 ip 


8002040292 Submits change In security equipment spec for review. Site 
specific considerations dictate use of shotgun u/effectlve 
shot pattern at short ranges Fee classification enel. 

AUSTIN* M A Babcock h NIIcdk Co, . Nuclear Material Div 79/12/06. 
2pp 


800S07034G Requests amend to License 8NM-4t4 to extend commitment date 
to 800331 for completion of upgrading Pu facility 
ventilation lys under License Conditions 12 ftt 37 Extension 
required due to delay in procurement of components h metis 
AUSTIN. M A. Babcock hWlIcax Co . Nuclear Material Div 79/12/10. 
if 
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^0002070351 Forwards adminlstrat i va amand faa ra srfcanaion of 
vontllation upgrading achadula for Licanta 8NM-414 
AUSriK^H A Babcock & UiUdi Co $ Nuclaar Hatarial Dlv 79/12/11 
29 f) 


B002M0027 Forward# IE Insp Sapba 70-013S/79-12 t 70-0364/79-1 A on 
790604-29 Ho none oapl lanca noted 

HARTINiW 0 Ragion 1< Ph i lada 1 phla^ Safagiiarda Branch 79/12/10 

app 


—8002140033 IE In»p Rapt# 70-O13S/79-I2 & 70-0364/79-16 on 790604-29 No 
noncaap 1 lanca noted ha jar areas inspactad oiatl control Ic 
accogntingi physical sacurl ty < haa 1 th & industrial aafaty 
Partions withhold {ra# 10CFR2 790) 

KUSHTCRtWL Region 1, Ph 1 1 ade 1 p h la» Office of tha Director 

tX}Yh£Ri d H Region I 4 Ph i ladalphla« Baf«guarda Branch 

79/12/12 epp 


B002060144 Informs licensee of partial refund re 790911 application 
reauestin^ amend to License SNh-414 pornitting higher LEIO 
limit for Pu operation Request was denied. 

HILLER, U P License Fee Hanaqanent Branch 60/01/21 Ip 


6OO20601S2 Notifies that error was discovered in Llcfnsa Condition 4 0 
of Amend HPP-1 to Licenses 6fW-l45 6 SNH-4I4. License 
condition being revised to ref lOCFRTO 5iCa)(5) instead of 
10CFR70 97(EK5) 

PARTLOUiJ 0 Hatarial Control 6 Accountability Davalopmant 
Branch 60/01/21 Ip 


DOCKET 70-0371 UNITED NUCLEAR CORP 


8002190770 Forwards revised procedures for Llceni* Condition 9 3.59 of 
License &NM-36arper NRC 790616 Itr No fee required 
Procedures withheld (ref Atonic Enarqy Act of 1954 6 Energy 
Raorganliatlon Act of 1974) 

GUSTAFSON. R S. United Nuclear Carp .Naval Products Dlv 79/07/13 
ip- 


6002200670 Requests 15-30 day es tens ion of affective date for License 
Condition 9 1 B re safeguards contingency plan Antinuclear 
damonstratian at facility on 790606 required Increased 
security workioarf 

XIRK, H F United Nuclear Corp .Naval Products Oiv 79/08/09, tp 


B0021907Q1 Responds to 790809 request for 15-30 day extension of 
implemfntatloh date for safaguards contingency plan 
Extension will not threaten public health It lafety Secticin 
9 of Amend KPP-I to License 6NN-36G Is amended accordingly 
HCCQRKLE.e U Physical Security Licensing Branch. 79/08/15 Ip 


8002220123 Advises of acceptability of mods to physical protection 
plan 

hCcORKLE. 0 H Physical Eecurity Licensing Branch 79/08/30, Ip. 


72250424 Discusses 790713 commitment to cambine control U accounting 
Ian w/fundaeental nuclear mail control p Ian. Combined plan 
s facing cipanded h updated. Revised Chaptcre 2 it 5 end End 
ithheld per Atomic Energy Act 

TRK.N F United Nuclear Corp .Naval Products Dlv. 79/iO/OB. Ip, 


>02140181 Forwards notice of receipt of application for renewal of 
License BWf-7 

CUNNINCHAM.R.E Division of Fuel Cycle & Haterial Safety 
79/11/19 Ip 


8002140193 Notice of receipt of application for licenees S( applications 
for amends h renewal of Licenses eNM-77a. 8Nhl-942. 8NM-33r 
GNH-23.BNrt-368,SNM-7.8NM-1120 it aHB-920 

CUWIHOHAM.R E Division of Fuel Cycle it Material Safety 
79/11/19 5pp 


02150169 Forwards FR notice of receipt of application for amend to 
License 6NH-36fi Amend provides aifdl flexibility for changes 
using more generic criticality criteria in fabrication of 
enriched U fuel elements 

CUfMINGHAH.R E Division of Fuel Cycle & Material Bafety. 

79/11/19 Ip. 


K)2130359 Act receipt of 791127 Itr informing NRC of steps taken to 
correct vioUtlons noted In IE Insp Rept 70-0371,^79-16. 

MAHTINjW 0 Region li Philadelphia. Safeguards. Branch 00/01/03 
Ip 


0002130367 Forwards IE Insp Rept 70-0371/79-16 on 790827-30 Ic notice of 
violation Notice of violatimi withheld (ref tOCFR2, 790). 

HMTlN.U 0 Region It Fh ilade Iphia. Safeguards Branch. 

79 /U/O 6 2 pp. 


—0002130373 IE Insp Rept 70-0371/79-16 on 790627-30 Noncomplianct netid 
shipper value booked w/o meeting required criteria 6 no 
documeiitatlon re completion of preliminary analysis of 
control data Details withheld (ref 10CFR2 790), 

JDYNERt-J H Region 1. Philadelphia. Safeguards Branch 

HOLODV. D J Region 1. Phi ladelph la. Office of tha Director. 
79/10/23 Ip 


6002210130 Ack receipt of 791112 Itr informing NRC of Steps taken to 
correct violations noted in IE Inip Rept 70-0371/79-11. 

KARTtN.M O Region I. Philadelphia. Safeguards Branch 80/01/11 

ip 


—9002210131 Forwards lE Insp Rept 70-0371/79-11 on 790610-21 h 0702-03 I. 
notice of violation Notice of vtolatlone withheld 
(ref 10CFR2 790) 

MARTIN, N 0 Region f. Ph 1 ladetph la, 8afaguards Branch. 

79 / 10/16 2pp 


—8002210136 IE Insp Rept 70-0371/79-11 on 790618-21 0702-03 
Noncomp 1 Lance noted licensee physical inventory procedures 
did not assure that each item on inventory was listed L 
Identified Details withheld (ref 10CFR2 790). 

COHEN. I Region 1. Phi ladelphia. Office of the Director. 
NOLTNER.E . JOYNER. J H Region 1. Ph i tadelph la. Safeguards 

Branch 79/09/10, Ip 


0002290196 Forwards IE Insp Rept 70-0371/79-22 No noncomp 1 iatice noted, 
MARTINjN 0 Region 1. Ph 1 ladelph ia. Safeguards Branch. 80/01/11 

ip 


—8002290216 IE Insp Rept 70-0371/79-22 on 791126-29. No noncomplUnes 
noted Major areas inspected unreconciled shipper-receiver 
differences 6 measurement !< statietical controls Details 
withheld (ref 10CFR2 790 ) 

HARTIN.bl 0. Region 1. Phi ladolph la. Bafoguards Branch. 
HOLODY^D. J. DELLA RATTArA Region 1. Phi ladelphia. Office of 
the Director 80/01/03 Ip 


0002090105 Notifies of refund follaulng review ic approval of Amend 
MPF-1 to Hatl/Oyproduct License 8NK-368 

HILLER. U O, License Fee Management Branch, 80/01/25, Ip 


DOCKET 70-0390 COMMERCE. DEPT OF 


0002260020 Grants request for exemption from requirement re criticality 
alarm sye No undue risk posed to public life or property 
Forwards License 8NM‘‘362 which has been renewed for five 
yrs 

CROW. H T. Fuel Procete i< Fab Branch (Pr# 790727) 79/07/10 

ip 


— B002260026 Hatl/by product license authorising possession of 5.000 g 
total quantity of U**235. 11-233 or Pu 

CROW/H T Fuel Process, it Fab Branch (Pre 790727). 79/07/Ifl 

2pp 


— 8002260032 Safaty evaluation for NB6 75121B renewal application 
b 7B0919 suppl for 8NM-362. requesting author ixation to 
possess Sr 000 g total quantity of U-235. U-233 6 Pu 
DELANEY. J C . CROH.W T. Fuel Process. S* Fab Branch (Pre 
790727). 79/07/12, 9pp. 


8002200121 Confirms 790720 telcon re discrepancy In NRC 790712 Itr. 
Llcdnse numbar should read 0NM-362 

CRONfiy T. Uranium Fuel Licensing Branch 79/09/17. Ip 


8002140240 Ack receipt of 791221 Itr informing NRC of steps taken to 
correct violations noted in IE tnip Rept 70-0390/79-01, 

BMITH^G H Region 1. Ph lUdelphia. Fuel Facility U Materials 

Safety Branch 00/01/09, Ip 


—8002140294 Responds to NRC 791209 Itr re violations noted in IE Inip 
Rept 70-0398/79-01, Corrective actions all personnel in 
health physics unit have been reminded of Impartance of 
recording date during radiation surveys 

BARTLETT. R. P. Commerce. Dept, of . National Bureau of Standards. 
79/12/21 2pp. 


—0002140262 Forwards IE Insp Rept 70-0399/79-01 on 79i0l7-l7 U notice si 
violation 

BMlTHiO H Region 1. Philadelphia. Fuel Facility I* Haterlals 

Safety Branch 79/12/05 2pp. 


— 0DO2I4O26B Notice of violation from Insp on 791017-19, 

« Region 1. Philadelphia. Office of the Director, 79/11/30 
IP 
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— 800JM0276 IE Imp R»pt 70-039S/77-01 on 7?I017''19 Noncompl i«nco noted 
ileiled to meintein records 

CLCKO^Bi P Region I4 Philadelphia! Office of the Director 

BTOKR»J*P Region 1* Philadelphia P'uol Facility 8( Heteriale 

Safety Orarich. 79/11/30 •Ipp 


BO0229DS51 Ack receipt of 000124 itr informing NRC of etepe taken to 
correct violation noted in IE Imp Rept 70-0398/79-02 
SHITHi 0 K Region I. Philadelphia! Fuel Facility & Hatarialt 

Safety Rranch GO/02/07 Ip 


— B002S90263 Responds to NRG G00103 Itr re violation noted in IE Imp 
Rapt 70-0390/79-02 Corrective actions memos issued to 
appropriate areas re rec^uired procedures & 791116 note sent 
loforaitng of Form NB8-366 deletion 

BARTLETTfR P Commerce! Dept ofj National Bureau of Standards 
90/01/24 19pp 


— 8002290370 Forwards IE inep Rept 70-0398/79-02 on 791114-16 h notice 
of violation 

BHlTKtO.H Region li Philadelphia! Fuel Facility &« Haterials 

Safety Branch BO/Ol/03 2pp 

—-0002290279 Notice of violation from Insp on 791114-16 

« Region 1 j Philadelphia! Office of the Director BO/Ol/02 
IP 

— 8002290207 IE Insp Rapt 70-0398/79-08 on 791114-16 Noncompliance noted 
failure to maintain control over radioactive matl use 
procedures 

CROCKER^H N Region 1« Philadelphia! Fuel Facility It Keterlals 

Safety Branch. ROTHi J, Region 1# Phi ladelph ia. Office of the 
Director. 80/01/08 lOpp 


DOCKer 70-0607 VNION CARBIDE CQRP. 


BtX120a01.06 PNa-I-79-049 on 791019! radwaste shipment from licensee was 
refuetd acceptance at Beatty!N^ burial site Caused by 
discovery of one leaking 95-gallan drum It white chryetalllne 
eubstance on top It side of one drum Ic on floor of truck 
CLEKONSrP. ! ROTHrv/ ! NEEUYr D Office of Inspection l< Enforcement! 
Office of the Director 79/12/26 2pp. 


eO020S0i67 PN0-I-79-045A on 791227! insp at Trl-Gtet# Trucking Co depot 
in slopIln^MO verified radiation level exceeded 300 mllllrem 
per hour at one location on trailer surface holding 80 drums 
of anetl to be shipped to vendor in Tuxeda!Ny 

ROTH!^ . CROCKER! H M i 8HITH1O Region li Phi ladelphia! Office of 
the Director. 79/18/27 Ip 


B002090074 PN0-I~79-045b on 791820! Reg ion 1 re^tuaeted licensee assure 
that radiation level of 1 rem/hour under trailer bed be 
reduced to less than 200 mi 11 irttn/hour prior to release from 
depot. 

rtOTHi vil ! CROCKER! H kf. ! SNITHiO Office of Inspection li Enforcement! 
Office of the Director 79/12/88 ip 


DOCKET 70-0698 WALTZ MILL SITE, WESTINOHQUaE ELECTRIC CORP 


8002290766 Provides addl info re facility decommissioning Program 
Bipandid to Include removal of contaminated syulpment from U 
decontamination of Ion exchange room! surge tank room t 
primary coolant pipe tunnel at 21-ft elevation 
DIPIAZZAiR P Westlnghouse Electric Corp 79/09/07 2pp 


600^80014 Submits corporate info applicable to licenses Bubmits 
tfssrriptlon of technical qualification in nuclear fields 
Approx I5i 100 employets engaged in nuclear activities, 
rewards corporation annual rept W/o end 

&IP1AZ2A, R P Westinghouse Electric Corp 79/09/26 Opp. 


8002130452 Ack receipt of 791012 Itr responding to 790912 notice of 
violation 

NORD£RHAUO« L R Region 3! San Francisco! Safeguards Branch 

79/10/22 Ip 


8002130446 Discusses IE Insp Rapt 70-0734/79-10 on 791013-19. Mo 
noncompliance noted Details withheld (ref 10CFR2.790}. 
NORDERHAUO!- U R Region S4 Ban Franciscsi Safeguards Branch 

79/11/00 2pp 


8002050072 PN0-V-79-OO3 on 79l2I0r recorded bomb throat message heard at 
Barrenta Valley facility Qearch of areas proved negative 
NORDERHAUO.L Office of Inspection & Enforcement, Office of the 
Director 79/12/U tp 


8002010447 Forwards IE Insp Rept 70-0734/79-11 on 791023-26 No 
noncompliance noted 

BOOK, H E Region S« San Francisciii Fuel Facility It Haterials 

Safety Branch 79/12/26 2pp 


—8002010432 IE Insp Rept 70-0734/79-11 an 791023-26 No nonennp liance 
noted Major areas inspected facility changes It mods^ 
internal review I, audit, safety committee activities^ 
radiation protection It transportation program 

CaOLEV! W J Region 3, Ban Francisco, Office of the Director. 
BOOK H E Region 5, San Francisco! Fuel Facility 6 Haterials 

Safety Branch 79/12/26 Spp 


8002290271 Forwards IE Insp Rept 70-0734/79-13 on 791017-19 No 
noncompliance noted 

BOOK, HE Region 3, Ban Francisco. Fuel Facility b Haterials 

Safety Branch 00/01/13. 2pp 


—8002290276 IE Insp Rept 70-0734/79-13 on 791017-19 Mo noncompliance 
noted Major areas inspected shipments of low level radwaste 
for disposal 

ZURAKOWSKItP R Region 3, 9an Franciscan Office of the Director 
BOOKtH E Region 5, Ban Francisco* Fuel Facility li Materials 

Safety Branch 00/01/13 Spp 


DOCKET 70-0754 VALLECITOQ NUCLEAR CENTER* GEMERAL ELECTRIC CO 


0002210032 Errata b addenda sheet for Section B 2, Page 62 of ^Effluent 
Monitoring U Environ Surveillance Programs Annual Summary - 
1970 *• 

a General Electric Co NEDO-12721. 79/07/11 Ip 


0002190758 Forwards revised Rage 5-1 of fundamental nuclear euitl 
control plan Page withheld (ref 10CFR2 790) 

HA8CHNER,R A Oineral Electric Co. CUNNIMGMAM! O E General 
Electric Go ! Nuclear Energy Products Dlv. 79/08/17 Ip. 


0002200085 Amend to License BNM-960, Amend MPP-3. adding isatls b plant 
protection plan Matl in 790017 Itr determined to contain 
proprietary info (ref 10CFR2 790), 

PARTLOHi J D Material Control Licensing Branch 79/09/03. 2pp. 


0002200090 Amende License SNM-96D! Amend MPP-2! revising Sections 9 b 10 
re physical protection plan b transportation security. 

MCCOftKLE,0 W Physical Security Licensing Branch, 79/09/20 

2pp 


0002150439 Discusses IE Insp Rept 70-0734/79-00 No noncompliance noted 
Details withheld (ref 10CFR2 790> 

NORDERHAUOiL R Region 3, Ban Francisco, Safeguards Branch. 

79/10/04 Ip 


8002210100 Forwards Ur fmn Tri-State Motor Transit confirming 
arrangements for shipment routes. Requests approval of 
proposed route. 

YOUNG. W General Electric Co. 79/10/23. Ip 


DOCKET 70-0734 GENERAL ATOMIC CO 


6002270068 Application to amend License SNM-696, delaying implementation 
of security guard training b qual if icatlon plan Company 
awaiting FCC author 1 ration for use of second radio 


fra ^uency 

iHOHRYrU R General Atomic Co (subs of Gulf Gil Co 1 


79/09/11, 


Spp 


G0022204I1 Requests author i lation to perform Plant I HTOR fuel 
fabrication activities under higher LE<tD) limits than 
prescribed In cotfy Fees encl Info withheld (ref 10CFR2. 7901. 
KOtIRYild. R Oeneral Atomic Co (subs of Gulf Oil Co ), 79/09/12 

]p 


0002220176 Forwards list of effluent activities for License 8NM~960 per 
effluent monitoring reporting requirements Mo 
differentiation between liquid b gaseous effluents from 
state-licensed activities possible 

CUNNINOHAhrO E , BROZrR E General Electric Co., Nuclear Energy 
Products Div. 79/10/23 Ip 


8002230220 Forwards revised fundamental nuclear matl control b 
accounting plan Plan is responsive to rules for licensees 
authoriied to operate w/6NM Inventory limited to one 
effective kg Info withheld (ref 10CFR2 790) 

MOSCHNERiR. A, I CUNNINOHAMrO E General Electric Co. 79/11/03. app. 


0002030200 Forwards input to NRC 791106 proposed revision to HPP-a to 
License aNM:-960 Requests advance notice of approval prior to 
publication End withheld (ref IOCFR2 790), 

MaSCHNER.W A General Electric Co 79/12/17 app. 
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6002210089 Foruards rcqUff«t for route approval for ihipaint of 
irradiated reactor fuel Requaet aJlthhaid (raf AtOJnlc Enargij 
Act of 1954 ii Energy Reorganiiation Act of 1974.) 

CARRiERrH J Oeneral Electric Co 79/t2-/aA Ip 


B0OS210067 Forwards request for route approval for shfipment of 
irradiated reactor fuel Request withhald <ref Atomic Enorgv 
Act of 1954 & Energy Reorflaniiation Act of 1974). 

CARRIER. M J Ottoerai Electric Co 79/12^20 Ip 


6002180649 Forwards description of site environ. Race tnmonif* aodoriement 
L use at basis for analysis of effects of natural phanomana 
on tiisting Pu fabrication facilities 

AVERrJ E Advanced Fuel & Spent Fuel Licensing Branch 60701/16 
29pp 


6002130400 Advise* that actual review fee for 790928 ravlslon of Amend 
hPP~S to License BNM-960 was less than amount iubmlttcd 
Ofc of Controller will refund difference 

MILLER. U Q. License Fee Hanageaent Branch 80/01/25 ip 


DOCKET 70-0705 STATE UN IV OF NEW YORK AT BUFFALO 


8002290345 Advise* that 7BO5X0 correipondence fulfill* requlramant* «# 
Amend 4. Condition 21 of License 8Nrt-777 ConflrHii ealstenca 
of financial commitment It advisee that fund* for 
decommissioning will be available If renuired, 

SCHULTZ, D M United Nuclear Corp i UNC flccoverv Bg* terns Dlv. 

79/07/1 S Ip 


6002290073 Advise* that proposed method for assigning B»t cunianb of 
burial drums is acceptable w/stipulatlon that eampllng 
studies ulll be performed on dried matl to support assigned 
values ^ ^ 

PARTLOMi J 0 Material Control Licensing Branch. 79/09/17. ip. 


6002220420 Documents plans for disposition of waste water legaonif Ln 
response to NRG 790917 Itr Plan* & action* directed at 
disposal of matl by burial at licensed burial fac illtg. 

Process which dries matl for burial will be used 

BGWERSiC E United Nuclear Corp * UNC Recovery Sytteme Dlv. 

79/09/20 2pp 


B002250722 Forwards Addendum I to proposed waste mg t prograM re 
alternate meant of waste mgt not addressed in original. 
BGWERSiC E United Nuclear Corp . UNC Recovery Byetem* Dlv. 
79/09/20 Ip 


6002230509 Application for renewal of License &NM'*723 Required 
licensing info is avaiUbie In 760714 application if Chon is 
director of nuclear science i technology facility. 

CHON.W Y New York, State Unlv of. Buffalo. 79/03/27 Ip 


B002130227 Forwards response to IE Bulletin 79-~19 Qutltnes radwaste 
disposal for campus labSi nuclear science technology 
facility i« hosp tabs affiliated u/unlv 

PIERROrMA New Vorki State Univ of^ Buffalo 80/01/02 4pp 


— 0002250726 ^’Addendum I to Proposed Wait* Mgt Plan for Diiposal of 
Process Maefeee “ 

e United Nuclear Corp # UNC Recavery Systems Div 79/09/27 2pp 


6002280105 Advises that 790910 proposal to qualify all Incunbent tuirfl 
far firearms in Oct 1979 is in accordance u/tralnlng h 
qualifications plan Medical examinations are required in 
preceding 30 dags, 

MCCORKLEi 0. N. Physical Becurity Licensing Branch. 79/09/2Q Ip 


DOCKET 70-0820 UNITED NUCLEAR CORP 


8002130457 Notifies of DF Cronin resignation as Nuclear 1< Industrial 
Safety Manager K Hclgeson appointed Acting Manager. Nuclear 
criticality svce obtained from United Nuclear Corp<Naval 
Products Resuaes end 

BONERS/ C E United Nuclear Corp i UNC Recovery By* terns Dlv 
79/05/21 7pp 


6002260002 Act receipt of 790518 Itr transmitting site decontamlnatlDn 
plan (( financial commitment Requests United Nuclear Corp 
Resources Itriassuming responsibility for decontamination 
& decommlisianlng funds 

STEVENSON/ R L Uranium Fuel Licensing Branch 79/OA/lB. Ip 


102130475 Forwards admlnistratiya amend to License GNM**???. ref loc ting 

nuclear tt industrial safaty organl tationa 1 change, Resumes 

end 

BONERSrC E United Nuclear Corp . UNC Recovery Sgstems Div 
79/07/06 18pp 


8002130466 Corrects error in admlni stratlva amend submitted by 790706 
Itr Resume pages of Schusnsfelr Helgeson Inadvertantly 
intermixed Corrtetad copies of resumes end 

SCHULTZ/ □ H United Nuclear Corp r UNC Recovery Bgstems Dlv. 
79/07/17 16pp 


6002250369 Requests suspension of NRC reviews approval on UNC 
Recovery 8gs license amends/ pending UNC formulation of 
future operating plant Request does not apply to pending 
decommissioning plan 

BOWERS, C E United Nuclear Corp , UNC Recovery Systems Div. 
79/07/26 ip 


^02270546 Forwards questions ^ comments re 790302 application for 
aaend of llcenii Section 200/ "Organt: atlon/ Personnel 6 
Administration " Proposed changes are more substantive than 
reassignments of qualified personnel, 

STEVENSON, «. L Uranium Fuel Licensing Branch 79/07/30. 3pp 


'>2270559 Forwards comments </ questione on 790603 emergency plan, 
iplanation should be provided giving relation of plan to 
ate it local govt emergency plans Pages should ba 
entlfled by date & revision number. 

TVENSDN/R L Uranium Fuel Licensing Branch 79/07/30 4pp, 


►60091 Requests that firearms requalification period be extended 
»m Sept 1979 to Oct 1979. Extension will not decrease 
'ectiveness of present security plan 6 will facilitate 
ansition to new security plan 

IffRS, C. E. United Nuclear Corp • UNC Recovery Systems Div. 

/09/i0 Ip 


6002250713 Forwards “UNC Recovery Bys Stetlsticel Control Kanuali* 
Revision 3/ per 790921 telcon 

OREOOiR J. United Nuclear Corp / UNC Racovsry Gystans DLv 
79/10/09 Ip 


— 6D0228071B “UNC Recovary 6gs Statistical Control Manual/" flevlllon 3 
OELUTY/J United Nuclear Corp , UNC Recovery Syttimt Dlv. 

79/10/01 23pp 


6002280666 Forwards response to NRC 790730 questions !< coinMen|:i which 
resulted in revisions to end emergency plan Pages now dated 
6 space Is provided for revision dates Gtats << local govt 
plans now supportiva in nature Relatsd correspond anc* and. 
fiGNER8, C E United Nuclear Corp i UNC Recovery &y sterna Div 
79/10/10 5pp 


— 6002260667 Emergency plan for facility 

* Unttad Nuclear Corp . UNC Recovery Systems Div 79/D9/S9 
36pp 


6002270020 Forwards response to NRC 790730 comments U queatlons r* 
790302 application to amend SNM-???. Text has been changed to 
describe better div organl zetton. No change ues made in 
nuclear U industrial safety dept 

B0NERB/C. E United Nuclear Corp / UNC Recovary Bystems Dlv. 
79/10/16 3pp 


— 8002270025 Application to amend SNM-777 authorising orgenl latleni 
personnel administration changes 

e United Nuclear Corp, , UNC Recovery Eystems Div 79/03/02. 
I7pp 


B002290364 Forwerds rept of lagoon processing activities per Uletnit 
6NM-777 & Addendum 1 to proposed Haste Mgt Plan. Pr eparali on 
of submittal re prpeessing of lagoon sludges St processing 
w/grtater quantity of U-233/ underway 
B0HER8/C E United Nuclear Corp 79/10/24 3pp. 


0002250284 Forwards change to security training U qualifications plan, 
correcting error on Page 22. Change enables on-duty security 
lupervlsor to Issue gas mai ks/ batons St handcuf fs. End 
withheld <ref 10CFR2. 790). 

OlOLtOTTIj R J. United Nuclear Corp,/ UNC Recovery Gysten* Div. 
79/10/29. Ip 


8002250431 Advises of assumption of NRC concurranca w/propoaed wailf 
mgt program in license Amend 6/ Condition 23 since no NRC 
response received. Imp lamentation of overall waste mgt 
program proceeding ai indicated in 791024 Itr. 

DOHERBi C. E United Nuclear Corp • UNC Recovary Bystams Dlv 
79/11/09. Ip. 


8002280034 Requests status rapt on lagoon inventories tt tchedula el 
planned quarterly removals leading to complete 
decontamination of lagoons by B20701. 

CROM/W T. Uranium Fuel Licensing Branch. 79/U/ai, tp 
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Ac1< rrcclpt of 791029 Ur tronimittlng oocurltij b 

if icotlon plor rtviied Pope 22 Ch«ngc «ccaptBbl« 

^^CDflHLE»0 W Phyilcal aocuritij DovoLopjUBnt fironch 79/11/29 

tf' 


^^jC50l93 Natl fill of Aitiend B to Lictnse 6N«“777f author I ilng changio 
adainiitrat Iva r«qu iromantir pt r 790301 application 
Pagt 2 and 

T ITranlum Fu»l Llcanaiog Branch 79/12/06 2pp 


_^|502B5 Difcuttat ravlau of 791016 appUcation to anand Qaction 200 
llcanta application ra geniral procaduraa for lafaty 
ll^^lniatratlo-ni parti ciiLar ly organ i national changa* 

« 4 C 0 ft«andi approval of authorizing amanilfnint 

«'reVENaON 4 R L i CR0H»W T uranium Racovary Lictnatfifl Branch* 

^f/lS/06 2 pp 


Dlacutiaf ravlau af 791010 Knargancg plan aubnlttad by Itr 
^^api’'ovaa a^argancg plan par raquiramants of IOCFR90 App E b 
^fCoaiAanda liauanc* of authorizing imand subj to raquiramant 
OAargtncg plan changra 

stEVENSON^R L I CROMiU T Uranium Racovarg Licanaing Branch* 

7<9/S2/12 app 


0^2070003 Notlflai of Amand HFP‘‘2 to llcanit re modal for computlrtg 
of arror ra inventory dlff franco. Racammanda that 
paraonnal perform thorough ravlau of plan to 
^nfura that all commitmanta have bean satliflad 

p^TLQNiJ 0 Matarlal Control Llcenelng Branch 79/12/19 3pp 


g^£0'70499 Forvarda lagoon decontamination prograts rapt for Licanaa 
5 P 2^777 Rapt Include! deicrlptlon of lagoon atatui 
lb ovaratl lagoon removal tchadula Anticipatai complttion by 
BSCJOi data defined by llcania 

E United Nuclear Carp 79/12/21 4pp 


gCOSOlQSSl Ack receipt of 791121 Itr Informing NRC of itapc taken to 
correct vloiatlont noted In IE Imp Rept 70-0^20/79-' 1 7. 

DekaiH withheld <ref 1DCFR2 790> 

KARTINiN O Region 1« Phlladalphlai Bafeguarde Branch 80/01/03. 

tP- 


B00201059B Forward* IE Inap Rept 70-0020/79-17 on 790909-07 U notice of 

violation Detail! withheld (ref 10CFR2 7901 

HARTIN^U.O Region ir Phi ladelph lat Bafaguardt Branch 

79/10/29 2pp 


— SOCaOlOBB? Notice of violation from inep on 79090S-07 

* Region 1. Phi lad e Lph la^ Qfflea of the Director. 79/10/23 

tj. 


— 8002010S60 IE Intp Rapt 70-0820/79-17 on 790905-07 Moneomp Uanc a noted 
falluTt to Qbterve criticalltg limit* It failure to record 
renoval of tampersafing davicat Detail-* withheld 
iref l0CFft2-7901 

SMITHiO. C » 00YNER*J. H Raglon li Phlladal phla. flafaguard* 

Branch 79/10/23. 4pp* 


6002040340 EN-79-09A on 600109« order impoilng civil monetary panaltlaa 
Itiuid Action bated on cone Idaratlon of 790914 rtsponaa to 
notice of violation 4^ notice of propoted impoeltion of civil 
#«nal tl ea 

BROCKETTiT r ROBANOi R. Office of Inipectlon l< Enforcemantr Offica of 
the Olrector 80/01/09 Ip 


^a4>02l30436 Reaponda to 790914 Itr ra 7907IA notice of violation 4c 
Ti-otica of propoatd impoaltion of civil panaltlt* Two itami 
of none omp 1 lane e in error. Ad jutted order Impoeing civil 
■^cneterv panaltlt* and, Detail* ulthhald (raf 10CFR2 790K 
’QTELLQiV Office of Inapectlon tt Enf orcamanti Office of the 
Director 80/01/09 2 pp 


^-8002130441 ardar impotlng civil monetarg panaltia* in total amount of 
411.290 

STELtaiV. Office of Inapectlon U Enforcamanti Offica of the 
Director 80/01/09 4pp 


®OOJH(M> 3 a Act receipt of 791109 Itr informing NRC of atepa taken to 
torrict violation* noted in IE ln*p Rapt 70-0820/79"IB. 

GHITKpO.H Region li Phi lada Iphla* Fuel Facility t Natarlala 

Safety Branch. 60/01/09. Ip. 


Q00214004& Reapondi to NRC 791109 Ur rt violation* noted In IE Intp 
Kept 70-0820/79-10. Corrective ac tlon»! »maar ♦ample 4( air 
lample program will be uaed for determining contaminatloti 
control level! 

SaNCRBrC, E United Nuclear Corp i UNC Recovery Syatema Dlv. 
80/02/12 Ip. 


0002140048 Ack receipt of 791211 Itr informing NRC of «tep* taken to 
correct violation* noted In IE Intp Rept 70-OB2-0/79-16 
SMITH. 0 H Region 1 . Philadelphia. Fuel Facility & Material* 

Safetii Branch 80/01/11 Ip 


— 000214005! Reiponiii to KRC 791130 Itr re violation* noted in IE Inep 
Rept 70-0820/79-16 Corrective action* updating U amplifying 
ly* 6 procedures to provide greater degree of detail Uill 
submit administrative change to License 6NM-777 
DOUERS. C £ United Nuclear Corp « UNC Recovery Byitems Div 
79/l2/li 2pp 


8002120364 Advises that reduced fine proposed in 600106 Itr uill be 
paid Penalty paid under protest* continued operation 
probably no longer economically feasible 

BOWERS. C E United Nuclear Corp . UNC Recovery Systems Div 
80/01/28 Ip 


DOCKET 70-0824 BABCOCK & WILCOX CO 


8002220308 Expresses gratitute for comments re B&N renewal application 
CROW. WT Uranium Fuel Licensing Branch 79/07/30 Ip 


8002290339 Forward* responses to Ketflack. 790701 Itr* b revised pages 
to BAW-391r "Oemonstra t ion It Conditions for License 
8NM-77a ” 

0L6EN.A F, Babcock ttUllcoz Co 79/07/09* 3O0pp 


—8002290344 Revisions to BAW-391. "Demonstration it Conditions for 
License SNK-77B. " submitted as application for renewal of 
OL 

a Oabenck t* Wilcox Co 79/09/05 SOOpp 


8002260142 Forward* tuo replacement pages for fundamental nuclear matl 
control plan Changes on Page 5-1 respond to NRC 790706 Itr 
it provide greater fleiiblllty in inventory scheduling. Info 
withheld (ref (0CFR2 7901 

□L 8 EN«A F Babcock & Wilcox Co* 79/09/18 ip 


8002280301 Forward* Revision 2 to BAW-oai. "Demonstration le Conditions 
for License SNM-77a 

OLSEN.A F Babcock 8 ( Vliicox Co 79/10/26 Ip 


— aOO220O3i7 Revision 2 to QAW-301. '"Demonstration it Condition* for 
Llcen*e 9KN-770 " Instruction for page replacement end 
♦ Dabcock b Wilcox Co BAW-3ai 79/10/26 tOOpp 


8002210178 Notifies that review of EIA for license renewal is 
complete No objection to renewal of License BNM-77B 
PQhPONI-IliJ R, Environmental Protection Agency 79/tl/Ol, Ip 


8002140161 FoTuardi notice of receipt of application for reneual of 
License BNM-7 

CUNNINOHAM.R E Division of Fuel Cycle b Katerlal Bafety, 
79/11/19 Ip 


— 8002140193 Notice of receipt of application for license* b application* 
for amend* b renewal of Licenses SNM-778. 8NK-942r BNH-33i 
&MM-23. 8NM-a6B.aNM-7. BNK-lt 20 b BMB-920' 

CUNNtNOHAH. R*E Division of Fuel Cycle b Material Bafety 
79/H/19 3pp 


6002150171 Forward* PR notice of receipt of application for renewal 
of Llcenso 8NM-77a 

CUNNlNOHAMiR E Division of Fuel Cycle b Material Bafety 
79/11/19. Ip 


B002040182 Forwent* Revision 3 to BAW-321* "Demonstration b Conditions 
for License 8NM-77af " In response to NRC comments Evidence 
of insurability I insp rept by insurance company b evidence 
of bldg compliance w/applicebl* const codes presented. 

OLSEN.A F Babcock b Htlcor Co 79/12/04 56pp 


6002070001 Forwards replacement Page A-24i cons tl tutlng Revision 4 
BAM-301. "Demonstration b Conditions for License 8NM-778 * 
OLBEN 4 A F Babcock b WlUox Co 79/12/20 3pp. 


8002120446 Forward* IE Insp Rept 70-0824/79-07 on 791018. No 
noncomplianct noted. 

KENNAiU D Region 2« Atlanta* Safeguards Branch, 79/12/28, 2pp 


—8002120450 lE Insp Rept 70-0824/79-07 on 791010 No non comp I lance noted 
Major areas inspected packaging low level radwaste for 
traniport b burial 

KAMLEtJ. B Raglon 2. Atlanta. Fuel Facility b Haterials Bifaty 

Branch. CORYELL* O P Region 2. Atlanta» Office of the Director 
79/12/28 2pp 
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Q0O2270936 Revise* License SWM-770 Afli^nd flPP-l. Condi tio-n 2 I to reflBCt 
revised pegds to fundamental nucleAr mat! control plan End 
790710 application withheld (ref 10CFF12 790i 

PAfiTLOHjJ G Material Control Licensing flratich BO/02/07 3pp. 

B002270372 Forwards ‘‘fiecordod Personnel Whole Badg Count Espoturee 
for CY79 “ 

DLSENiA F Babcock Jc Hilcrnr Co 00/02/20 2pp 


DOCKET 70-0893 FLORIDA INSTITUTE OF TECHNOLOOV 


8002270077 Application for ren«jal of License 8NM~B44 author lilng 
storage 1* use of 14 21 g of Po— 239 4SB 53 g U—23S 

KEUPER.J P Florida Institute of Technology 79/i2/14 3pp 


B002250317 IE Irsp Findings & Licensee Ack dtif 0OO1OI of License 
SNK-844 Insp findings no noncontpl lanes noted 

♦ Region Sr Atlantai Office of the Director 00/01/31 Ip 


DOCKET 70-0920 RENSSELAER PaLYTECHNICAL INST 


8002040097 Discusses lE Insp 70-0920/79-02 on 791 109 No nonefomp Uance 
noted. Majar areas inspected radiation sfifety & compliance 
w/Commission rules L regulations, 

MCCLINTOCKrR O Region 1. Ph i ladelphia, afPlce of the director 
79/lS/Ob Ip 


0002140083 Forwards lE Insp Repts 90-225/79-03 ti 70-0920/79-01 an 
V^llOT-O?. No noncompl iance noted 

MARTlNfW 0 Region Phi tadelphiaj Safeguards Branch 79/12/18 

3pp 


—8002140087 lE Insp Repts 90-225/79-03 «< 70-0920/79-01 on 791107-09 No 
noncampi iance noted Major areas inspected organitatlon <i 
operationi naasuremertt ir controls# storage & internal contfoli 
inventoryr rec ords ii repts & mgt of nuclear matl control 
MARTINrH 0 Region 1# Ph i ladf Iphia# Safeguards Branch. 

79/12/10 0pp 


DOCKET 70-0925 CINMARON FACiLITVi KERR-MCOEE CORP 


6002270072 Application for amend tc License 6NH-92S to allow technology 
div to use certain section* of U plant for hench<"scale coal 
llguefactinn development project supporting documentation 
end 

SHELLEYiW J Kerr-McOee Nuclear Corp 79/09/lG i7pp 


8002210154 Forwards IE Insp Repts 70-0925/79-05 & 70-1 193/79'-05 on 
791203 No noncomp 1 iancB noted 

DAV18>A>8 Region 3# Chlcagoj fuel Facility & Haterlatc Safety 
Branch 00/01/09 2pp 


—8002210161 IE Insp Repts 70-0925/79-05 h 70-1193/79-05 on 791203 No 
npncompliance noted Major areas inspected IE Bulletin 79<-19t 
radiation protection aspects of solvent extraction *ys 
dismantlitig h solid waste disposal & shipping procedures. 

IX/BRY, N £ Region 3# Chicago# Office of the Director 

FlSHEHiN L Region 3# Chicago' fuel Facilltu & Materials Safety 

Branch 80/01/07 4pp 


DOCKET 70-0938 MASSACHUSETTS INBT OF TECHNQLOOy 


8002280146 Forwards lE tnip Repts 50-020/79-03# 70-00B9/79-02, 
70-0194/79-02 70-0938/79-02 on 791114-15 

MARTiNiH 0 Region I# Philadelphia# Safeguards Branch 80/01/14 

2pp 


-8002280153 IE Insp Repts 50-020/79-03# 70-00 09/79- 02# 70-0936/79-02 St 
70-0194/79-02 on 771114-13 No noncampl ianc e noted Major 
areas inspected matl control I# accounting 
JOYNER# J H Region 1# Ph i lad elph ia# Bafeguards Branch. 

00/01/09. Bpp 


KET 70-0943 CENTRAL STATE UNlV , EDMOND# OK 


0418 Ack receipt of 791120 Ur Informing NRC of steps taken to 
ect violations noted in 791017 insp of Llc*n**B 
806 h 33-11132-01 

Region 4# Dallas# Fuel Facility 4i Hater lal* Safety 
ch 79/12/21 ip 


—8002120425 Raspondi to NRC 791108 Itr r» notices uf violation 
791017 Insp of Licenses 8NM-8B6 8# 39-11132-01 Corrective 
actions special flic designated for all records U Mdnth* 
designated when leakage tests will be conducted. 

CAS8EN3#P Central State liniv # OK 79/11/28 ^pp 


— B00212042B Forwards notice* of violation from 791017 Insp of LJ^ 
6NM-e86 & 39-11132-01 

EVERETT, fl J Region 4# Dallas. Fuel Facility fc ffatirUli 

Branch 79/11/08 2pp 


— 0002120438 Notice of violation from Insp on 791017 Nonconp llancs 
Pu source not tested since Jan 1970 & required documents ' 
nut posted 

# Region 4# Dallas# Office of the Director 79/lJ/OB, Ip 


— 6002120443 Notice of violation from insp on 791()17. Hon comp 1 lane | ^ 
0r-9O source not tested since Jan 1966 & required documents 
not posted 

* Region 4. Dallas# Office of the Director 79/1 1/08 Ip 


DOCKET 70-0984 PACIFIC NORTHWEST LAB 


0002140181 Forwards notice of receipt of application far renewal of 
License BNH-7 

CUNNJNOHAM, B E Division of Fuel Cycle it Material Safety. 
79/1J/19 IP 


— 8002140193 Notice of receipt of application for licenses . 

for amends 8< renewal of Licenses 8NH-778# 8NH-942r BNH-33# * 

SNH-23#8NM-360»aNH-7iSNM-'112O U SHB-920 

OUNNINOHAHiR E Division of Fuel Cycle & Material Safety 
79/11/19 Spp 


8002150176 Forwards FR notice of receipt of application for reneusj 
license SNM-942 

CUNNINOHAM#R E Division of Fuel Cycle h Material Safety 
79/11/19 Ip 


0002150194 Describes 791126 trip to visit DOE facilities in 300 area if 
Hanford Reservation# si te of BNWL licensed activities fie to 
discuss pending license renewal application 

STEVENSON# R L # SOONO# A L Uranium Recovery Licentlngi Branch 

79/12/10 2pp 


8002000204 Requests response to end draft questions h coinmentt on 
application for renewal of License 8NH-942# discussed during 
NRC 791126 site visit 

CROW#W T Uranium Fuel Licensing Branch, 79/12/13 4pp 


DOCKei 70-0997 WE8TIN0H0U8E ELECTRIC CORP 


0002260014 Submits corporate info applicable to 1 ic ehset. Subinl ti 
description of technical qualification In nuclear fields 
Approx 15,100 employees engaged in nuclear activiti** 

FoUards corporation annual rept W/o and. 

D1PIAZZA#R P Westlnghouse Electric Corp, 79/09/?6 Spp 


docket 70-1027 ATOMIC ENERGY OF CANADA# CHALK RIVER NUCLEAR LAB 


8002110367 Responds to 790927 Itrs requesting approval of route* for 
shipment of spent fuel from Chalk River lab, via Ogdensburg# 

NY# to DOE Savannah River Plant Route approved Route changed 
to bypass bridge u/ueight limitation. 

MCCORKLE.O W Physical Security Development Branch. 79/12/05 

2pp 


DOCKET 70-1100 COMBUSTION ENGINEER INO, INC. 


8002250219 Advises that payment accompanying 790105 ra4«*«t For 30-da!J 
Iteuay In starting future inventories should be applied to 
related 790606 request No NRC response received to 790103 
request 

LICHTENBER0ER,H C-E Power ays terns. 79/08/07 Ip. 


8002270076 Bubmits effluent release info based on mociltorlng data for 
airborne fic liquid releases, From 790101-0630 releases of U 
totaled 16.7 g in airborne effluents & 424 6 g in liquid 
eff luents 

LICHTENBEROER# H C-E Power Bystemi 79/08/09 ip 


8002270042 Forwards revised Pages 4-4 through 4-7# 6-3 hi 6— 3 to 790730 
submittal reflecting lower action level for declaring lifce 
emergency 

LICHTENDERpER# H C-E Power Systami 79/08/15 9pp. 
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&0022700&9 Application for amvnd to License 8NM''1067 reflecting that 
reKQvabl# U uitl be survevad bg alpha detection onlg^in 
retponir ta related item of noncomp 1 iance noted in IE Insp 
Rapt 70“J 100/79-03 Revised Page S(V-6 end 
LJCH»eHBEftOER*H C-E Power Sgstems 79/09/2i 3pp 


&00222Q4S3 Faruards resume of OA Johnstone for addi-tion to Exhibit D of 
license Enplagee will perform audits of mfg facility tt 
astigrinents involving radiological safety ti emergency 
p lannl ng 

LICHTENBEROER* H C-E Power By stems 79/09/20 Spp 


BOOSSBOieO Bupplemantal info to 790423 application for amend to License 
&NH-10^7 recriticality safety calculations of touching dad 
rodlc in borliontal storage packed in hexagonal lattice to 
laai slab thickness of is-lnches 

LlCHTENBEROERi H C-E Power Systems 79/10/17 31pp 


&C>02260]5e Reviews 790423 license amend application &( suppls Controls 
for processing lJ-235 enriched to 4 IX are adequate 
KET2LACHrN t CROW, M T Uranium Fuel Licensing Branch 79/11/09 

£pp 


eOO?2SO037 Amend 22 to License SNht-t067 authoriting Increase In max 
i/-335 enrichment for fabrication of power reactor fuels to 
4 IX U-239 

CROHiW T Uranium Fuel Licensing Branch 79/11/09 Ip. 


B<X>214D0£1 Acic receipt of 791S05 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Rept 70-1100/79-07 
SMITHiC H Region 1* Ph i ladelph iaj Fuel Facility h Materials 

GTafety Branch 80/01/0? Ip 


— a&0S[400A7 Responds to MRC 791113 Itr re violations noted in IE Insp 
Ript 70-1100/79-07 Corrective actions all items released for 
unrestricted use are nou monitored for fixed as well as 
raaovabl* contamlnat iar> ^ identity of recipient documented 
LICHTCNDEROERf H Combustion Engineering. Inc 79/18/OS 4pp. 

— 0002140072 Forwards IE Insp Rept 70-1100/79-07 on 790910-81 *« notice 
of violation 

SHITHiO H Region ir Phi lade Iphia. Fuel Facility it Materials 

Safety Branch 79/11/13 2pp 


— 8042140074 Notice of violation from insp on 790918-21 

* Region 1. Phi ladelphla. Office of the Director 79/11/09 

4pp. 


— B04S140080 IE Insp Rept 70-1100/79-07 on 790918-21 Noncamp 1 lance noted 
failed to do fixed alpha survey s. fai led to train & monitorr 
did not collect DZ samples each 4-hi failed to submit 
ternination rept & failed to label container 

CLEMOWfl^P E f ROTH. J Region 1. Ph i ladelphia. Office of the 
Director. STOHRfJ. P Region 1. Ph i ladelph iar Fuel Facility & 

Itateriali Safety Branch 79/11/09. llpp 


aD0204C984 Requests payment of administrative amend fee re 800104 
anand to License 6NM-t067 extending Inventory reconciliation 
period to 800125 

klEI89. D License Fee Management Branch. 80/01/16. Ip 


8402190010 Order modifying License 8NM-1 067. Amend 23 Repts shall be 
lubaitbed If gaseous effluents exceed 3 uCi per calendar 
quarter Licensee shall comply W/40CFR190 10-11 re calculated 
dose for Individuals Hearing may be requested in 20 days. 
CUNKINOJIAM. R £ Division of Fuel Cycle L Material Safety 
84/01/20 9pp 


— 800219Q014 "Rediological Aisaiiment of Individual Dose Resulting From 
Routine Opera tlon-Demonstratlon of Compliance u/40CFRl90 '* 
a Division of Fuel Cycle L Material Safety 80/01/28. 13pp. 


ttXRET 70-1 liO GENERAL ELECTRIC CO. 


8002260025 Forwards Mod 4 to Amend 8-8. cpnstl tuting revised fundamental 
ruclaar natl (ontrol plan re handling of U oxide pellets & 
certain containers of 6NM Info withheld fref 10CFR2, 7?0>. 

KAPLAN. A U Oeneral Electric Co r Nuclear Energy Products Dlv. 
79/09/04. Ip 


8002280163 Application for amend to 8NK-1097 authorlxing change in 
warding re training programs Change will assure that 
noneomp 1 lent# w/llc«nse condition in area of training 
Ar-o-grams does not exist prapoted warding change end 
KAFLANjA. L, Oensral Electric Co,. Nuclear Energy Producte Dlv. 
79/10/03 3pp, 


— 8002280164 Application for amend to SNM-1077 authoriting change in 
wording ra training programs -Change will assure that 
none ompl lance u/llcense condition in area of training 
programs does not exist Proposed wording change enc 1 
KAPLAHrA L Cpnera 1 Eloctrlc Co . Nuclear Energy Products Dlv 
77/04/18 4pp 


— B002230170 Amend to License 8NM-1097 deleting requirement for separate 
nuclear criticality safety training program for each working 
position in fuel mfg operation 

CRON. U, T. Uranium Fuel Licensing Branch 70/10/27 Ip 


8002270071 Forwards responses to NRC questions re physical 
characteristics of facility per assessment of compliance u/ 
EPA code requireatents 

KAPLAN. A L General Electric Co . Nuclear Energy Products Div 
79/11/26 3pp 


8002280465 Amend N-2 to application for renewal of License 8NM-1097 re 
author 1 tat 1 on to expand UF6 to UF2 conversion capacity at 
facility Supporting info.addl pages 6 page revisions for 
application i fee end 

KAPLAN. A L Oensral Electric Co 79/12/21 iOOpp 


8002150170 Application for amend to License 5NM-1097. auth ori i ing 
replacement of original incinerator facility due to Jan 1978 
explosion Supporting documentation & filing fee end. 

KAPLAN. A L General Electric Co ■ Nuclear Energy Products Div 
79/12/27 2lpp 


B0020Q0111 Requests NRC definition of “lew level ra-dwaste" to clarify 
vendor understanding of IE Bulletin 79-J9, "Packaging of 
Low Level Radwaste for Transport b Burial “ 

KAPLAN.A L General Electric Co . Nuclear Energy Products Div 
80/01/04 Ip 


8002190020 Order modifying License 6NM- 1097. Amend 11 Repts shall be 
submitted if gaseous efduants exceed 1.2S0 uO i per calendar 
quarter Licensee shall comply W/40CFR190 10-11 re calculated 
dose for Individuals Hearing may be requested in 20 days 
CUNNINGHAM. R £ Division of Fuel Cycle L Material Safety 

80/01/20 6pp 


—8002190024 “Radiological Assessment of Individual Bose Resulting From 
Routine Qperation-Demonstrat ion of Compliance W/40CFR190 
a Division of Fuel Cycle & Material Safety 80/01/28 ISpp 


8002190051 PN3-n-8D-015 on 800120. d iscovered inadvertent shipment of 
three 2 5 ton U hexaf lu-or Ide cylinders containing low 
enriched U Trailer containing ihlpcnenbf though t to be empty, 
sent to Metropolis. IL Shipment en route to plant 

GILLESPIE. F * KENNA.N. D Office of Inspection b Enforcament. Office 
of the Director GO/01/29 ip 


DOCKET 70-1143 WESTlNCHOUBe ELECTRIC CORP 


8002270083 Requests author 1 xation to deviate from 30-day Inventory 
reporting requirement Delay has been caused by plant 
shutdown L strike. Prel imi nary inventory results are 
sat Isfac tory. 

DIPIAZ2A.R P. WestinghoMs* Electric Gorp 79/07/16 Ip. 


8002140656 Summary of 790920 meeting w/West Inghouse in Bllver Spring. HD 
re decommissioning of facility 

BRCHEiU 0 Advanced Fuel I- Spent Fuel Licensing Branch 79/09/25 

2pp, 


8002280014 Submits corporate info applicable to licenses 8ubmlts 
description of technical qualification in nuclear fields 
Approx 19.100 employees engaged In nuclear activities 
Foulards corporation annual rept W/o end 

DIPIAZZA.R P Westinghouse Electric Corp 79/09/26 8pp 


8002140651 Summary of 791002 meeting w/EPA Region 3 in Philadelphia, PA 
re license renewal. 8ER h analysis of effects of natural 
phenomena 

BftOUNE.H.O . AYER.JE Advanced Fuel L Spent Fuel Licensing Branch. 
79/10/16 2pp 


0002140203 Forwards IE Insp Rept 70-1143/79-18 on 791003-04 No 
noncompliance noted 

8MITH.Q H Region 1* Philadelphia. Fuel Facility L Materials 

Safety Branch 79/11/06 2pp 
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--aOO-21^0212 IE Insp Rtpfc 70'* 1 1-13/7*?- I B on 771003-04 Uo none ompl lane f 
noted Major aroav impacted outatanding 4udl tsr 

do&imetrijj t i oassa'g I tauTc 0 l«a1c tesfciair vamplesi liquid 
ua«tei iniaar survoM «■ ill's trumant ealibr & radiation surveys 
CLEMONS. P « TERC 4 I; Regiarv 1. Phi lad elphiOi 0#flc« of the 

Director STOHR. J P Region I, Philadelphia, Fudl Facility 8c 

HateriaU Safety Branch 77/11/02 d>pp 


3003140161 Forufards notice of receipt of application for reneual of 
Licthse SNM-7 

CUNNINSHAM.R E Division of Fuel Cycle & Material Safety 
79/11/19 Ip 


— S00314019D Notice of receipt of application for llcenirs & applications 
for acTiends & renewal of Licenses 5NH-77ai SNM-942i 8NM-33, 
SNM-a3,8NM-36a, SNM-7. SNM-l 120 tc SMD-720 

CUMNirNOHAMi R E Division of Feel Cycle & Material Safety 
79/11/19 Spp 


BD020&01B3 Responds to 771019 1 tr re NRC comprehensive evaluation 
rept Corrective measures acceptable 

OURNETT, R F Division of Safeguards 79/11/29 Ip 

79121BD45L Forwards NUREO-0621* "Effects of Natural Phenomena on 
tfftstinghouse Electric Corp Pu Fuels Development Lab at 
ChesuickiPA " Rapt endorsed as staff position in support af 
License 8NM-1120 renewal 

AYERixJ E Advanced Fuel & Spent Fuel Licensing Branch 79/11/30 

ip 


GDaS07035B Forwards NLiRE0-0b21i "Effects of Natural Phenomena on 
Facility " 

RQUSEjL C Advanced Fuel & Spent Fuel Licensing Branch 79/11/30 

ip 


0002200093 PNa-l~0O-O2O on 800131 . emp 1 oijee exposed to 0-7 nanocuries 
Pu when piece of contaminated gJasduare pierced left 
knuckle Employee pieced on bloassay program restricted 
from working on facility glove boxes 

RDTH. J>. GliaCiiEfl. H N . SHITH, O H Office of Inspection & 
Enforcement, Office of the Director 00/02/01. Ip 


912100459 "Effects of Natural Phenomena on Uestinghouse Electric Corp 
Pu Fuels Development Lab at ChesuicfifPA 

« Division of Fuel Cycle U Material Safety N1;RE0-0621 79/11/30 

SBp p 


DOCKET 70-1151 WEBTINOHODSE ELECTRIC CORP 


0002220443 Forwards revised sections of safeguards plant for solvent 
extractloTi Enel withheld iref 10CFR2 790> 

FOSTER, H Westinghouse Electric Carp 79/00/02 Ip 


G002270D26 Submits response to NRC 7?07i7-18 request for addl info td 
support application for amend to expand facility Outlines 
proposed natural i tation of liquid waste generated at site 
REITLERrE K Nestlnghouse Electric Corp 79/OB/lO 3pp 


002220434 Advises of change in sampling plan for U oxide strap sub 
b-lends Current plan will be changed to three samples for 
X U for blends w/min of 11 containers Isotopic sampling 
Jill remain same 

■QSTERi H Westinghouse Electric Corp 79/08/27 Ip 


>2200111 Amends Safeguards Amend MPP-4 to License SNM-llOT to 
incorporate Conditions 2 A L S 9 re scrap recovery operation 
to revise Condition 2 l.Encl to 790B02 I tr determined to 
ontain proprietary info (ref 10CFR2 790} 

'ARTL0U,>ID Material Control Licensing Branch 79/09/25 2pp 


I220OD14 0ubffllti corporate info applicable to licenses Gubmits 
escflptlon of technical qualification in nuclear fields 
ipprax 15,100 employees engaged in nuclear activities 


BOD2O4O3ib0 Ac k receipt of NRC 791221 Itr re Bafaguards Intp Ript 
70-1151/79-18 on 791206 it 07 

FOBTERjH Westinghouse Electric Corp 00/01/00 ip. 


8002120516 Act receipt of 800102 Itr Informing NRC of steps teben is 
correct violation noted IE In«p Rept 70-1151/79-17. 

KENNA,U B Region 2, Atlanta, Safeguards Branch. B0/O1/1& ]p 


—9002120519 Responds to NRC 791212 Itr re violation noted in IE Imp 
Rept 70-1151/79-17 Corrective actions correct sign re 
control limits posted for washer work station in scrap 
recovery area 

D'AHORE, H Westinghouse Electric Corp. 80/01/02 3pp, 


—8002120520 Forwards IE Insp Rept 70-1151/79-17 on 791127-30 b poUr* *f 
violation 

K£NNA,W B Region 2. Atlanta, Safeguards Branch. 79/12/18 

2 pp 


—8002120524 Notice of violation from insp on 791127-30 

e Region 2, Atlanta, Office of the Director 79/12/12 Ip 


— 0OO212O52B IE Insp Rept 70-1151/79-17 on 791127-30 Moncoeip 1 lent# nnlld 
posting Incorrect criticality control limits for washer warl 
station in scrap recovery area. 

0ILLE6PIC,F F Region 2, Atlanta, Safeguards Branch, 

CORYELL, O P Region 2, Atlanta, Office of the Director 
79/12/12- Spp 


6002110530 Ack receipt of 800108 Itr informing NRC of steps taken Ifr 
correct violations noted in IE Insp Rept 70-1 151/79’" 16 
KENNA, W B Region 2, Atlanta, Safeguards Branch 60/01/22 Ip. 


—0002)10535 Responds to NRC 791214 Itr re violations noted in IE Imp 
Rept 70-1151/79-16 Corrective actions withheld 
(ref 10CFR2 790) 

D'AHORE, H Westinghouse Electric Corp 00/01/08 Ip 


—8002110542 Fori/erds IE Insp Rept 70-1151/79-16 on 791023 i Bb-30 1, 
1102 Zt notice of violation Notice of violation withheld 
(ref 10CFR2 790). 

KENNA«W. B, Region 2, Atlanta, Safeguards Branch 79/12/14 

2pp 


— G002110548 IE Insp Rept 70-1151/79-16 on 791023 U 26-30 U 1102 
Noncomp 1 iance noted failure to follow written procedure for 
determining holdup in process equipment Details withheld 
(ref 10CFR2 790), 

GILLESPIE, F P Region 2, Atlanta, Safeguards Branch 

STEELE, P U , BATES, J W Region 2, Atlanta, Office of the 
Director 79/18/t3 Ip 


6002190028 Order modifying License 8NM-n07i Amend 4 Rafts shall be 
submitted if gaseous effluents exceed 1,500 uCi per calendar 
q.uarter Licensee shall comply W/40CFR190 10-11 re calculated 
dose for individuals Hearing may be requested In 20 days 
CUNNINGHAM, R.E Division of Fuel Cycle L Material Safety. 
80/01/28 Spp 


— 8002190032 "Radiolog ical Assessment of Indivlduel Dose RetuUlng Frca 
Routine Operation-Demonstration of Compliance W/40CFR19G. " 

« Division of Fuel Cycle L Material Safety 80/01/26 ISpp. 


8002040313 PN3-n-80-005 on 000109, cloud of mist emergad from fuel 
pellet sintering furnace in fuel fabrication f aci 11 ty. Caustif 
by water inadvertently admitted through humidtiy controlled 
hydrogen line b steaming upon metal contact 

STEELErP , KENNArW B Region 2, Atlanta, Office of the DJrtekor 
00 / 01/10 Ip 


DOCKET 70-1193 CIMARRON FACILITY, KERR-MCGEE CORP 


ouards corporation annual rept W/o end 0002050142 PNO-1 11-79-062 on 791207, otty for former Kerr-Kcgee Wiellir 

<tPlAZZA,R P Westinghouse Electric Corp, 79/09/26 3pp Corp employee requested examination to datermlne whether 

client received significant intake of Pu during 1969-1972 
at Cimarron plant. 

2250735 Forwards info re environ impact of const of proposed FIfiHER, W L j DAVIS, A B Region 3. Chicago, Office of the BirKlsr 

dvanced waste treatment bldg Const has been accelerated to 79/12/14 Ip, 

oincide w/const of waste storage bldg. Ground frea cammittad 
o existing contaminated oquipment storage 

tEITLERiE K Wes t 1 ngho use Electric Corp 79/10/09 4pp 0002210154 Forwards lE Insp Repts 70-0925/79-05 L 70-1193/79-05 en 

791203 No noncompl lance noted 

DAVI3,A B Region 3, Chicago, Fuel Facility it Materials Bafety 

)02010319 Requests exemption from requirement to dispatch Form Branch 00/01/09 2pp 

UOE/NRC-741 on same day matl is shipped Request limited to 
shipments of intentionaj discards shipped on dally basis, 
includlag 8 a bordays, Sunday s L corporate holidays 
DIPtAZZArR P Westinghouse Electric Corp 79/11/57, 2pp 
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— B(K)<22]01A| IE ln*p R*pts 70-0925/79-0S U 70-1193/79-09 on 791203 Wo 
none oflip H anc 9 noted liejor areas inspected IE Dulletln 79*-19« 
radiation, protection aspects of solvent ektraction sys 
dismantling S. solid uiaste disposal t* shipping procedures 
DUBRY^ N E Region Si Chicago. Office of the Director 
FISHER. U L Region 3r Chicagoi Fuel Facility ti Materials Safety 

Branch BO/01/07 4pp 


O&CKET 70-ia01 UF 6 CQNVERQIDN FACILITY. DABCQCK t. WILCOX CO 


8r0022S<1459 Notifies of change of mailing address for comrsercial nuclear 
fuel plant In Lynchhurgi VA 

HEFF,I1 W Dabcock U Wilto* Co 79/08/23 Ip 


eO02270S2i Advises of change in mailing address Neu address in PQ Box 
BOOf Lynchburg. VA. 24509 

ZEFF«J) U Babcock & Wilcox Co 79/08/23 Ip 


80022900^4 Forwards amend to License SWM-1 168. Amend MPP-S changing 
Chapters 1 0 « 4 0. 6 0. 7 0 L 0 0 of fundamental nuclear matl 
control plan Ends to Itrs transmitting chapters determined 
to contain proprietary info <r*f 10CFR2 790) 

PARTLOWj J O Material Control Licensing Branch 79/09/05,. Ip 


— Bfl022QOO&9 Amend to License SKM-1 liQj Amend MPP-2# superced Ing all 
previous amends Changes Chapters 1 0.4 0. 0t7 0 L B 0 of 

fundamental nuclear matl control plan 

* Hatarial Control Licensing Branch 79/09/05 Spp 


a0O2a50i»71 Amend 11 to License SNM-U68 changing div name from Pouier 
Oeneratlon X)lv to Nuclear Matls L Mfg Div 
CRQUiM T Uranium Fuel Licensing Branch 79/09/14 Ip 


— £l0'02250b77 Recommends issuance of Amend li to License 8NM-116Q re 
change of dlv name 

KGTZLACH.N , CRQWfW T Uranium Fuel Licensing Branch 79/09/14 

2pp 


a0OS2902^93 Discusses reorganl lation of CNFP Nuclear Matls Control Group 
into neurly-created Safeguards Group W Pouers ulll become 
manager of safeguards* ef festive 791001 License amend 
specifying safeguards manager ufill be made in near future. 

ZEFF.D W Babcock L Wilcox Co 79/09/25 Ip. 


Q0D207O3Q5 Requests amend to License 6NM-li6Q re minor organl xatlonal 
chenges within nuclear matls control group at commercial 
nuclear fuel plant Changes withheld (ref 10CFR2 790) 

ZEFF.D, W Babcock L Wilcox Co 79/12/17 ip 


B>0D21900B8 Order modifying License 6NK-1 169 j Amend 12 Repts shall be 
aubJhltted If gaseous effluents exceed 10 uCi per calendar 
q^uarfcer Licensee shall comply u/40CFRt90 10-li re calculated 
dose for individuals Hearing may be requested in 20 days 
CUNNINGHAM* R E Division of Fuel Cycle S* Material Safety 
&0/O1/28 Spp 


— B002190093 "Radiological Assessment of Individual Dose Resulting From 
Routine aperatlon-Demonstratl on of Compliance iir/40CFR190 '* 
a Division of Fuel Cycle & Material Safety 00/01/20 20pp 


DOCKET 70-1207 NAVY. DEPT OF 


8OO22&000S Amend 3 to License SHM-llA? amending expiration date to 
to 791031 All other license conditions will remain same 
CRDWiW T. Fuel Process t Fab Branch (Pre 790727), 79/00/07 

Ip. 


OQO22B001Q Forwards revisions to application for renewal of License 
aNM-1147 

SMITH* R.H Navy. Dept, of 79/10/04 Ip 


— 8002200028 ^’Radlolog leal Safety Manual-Part 1 lonixlng Radiation.*' 
a Navy* Dept of 79/10/04 47pp 


DOCKET 70-1220 GENERAL ELECTRIC CQ 


80(32290023 Advises that JE Van Hoomissen will assume position of 
aianager of spent fuel sves operation* Nuc If ar Fuel & 6vcs 
□ lv*on 791001 Biography end 

DAW3DN. 0 M. General Electric Co 79/09/27 3pp 


8002250300 Confirms 791017 meeting to discuss license mod re 
reinstatement of authority to possess certain licensed metis 
at other licensee facilities under limited circumstances 
DAWBONi D M General Electric Co 79/10/02 Ip 


8002270036 Application fur amend of SNM'1220 giving OE complete 
responsibility for fuel shipniputs as shipper of radioactive 
matl from NRC licensed facilities Lists requested mods to 
license Amend fee end 

DAWSON. D M General Electric Co 79/11/07 3pp 


DOCKET 70-1257 MIXED OldDE FABRICATION PLANT, EXXON NUCLEAR CO . INC 


6002260093 Amepd 9 to License SNM-ia27. re 1 n » tat i ng Amend 9, author 1 1 in j 
activities utiliiing U enriched to lOV. in 17-235 

CnOWrW T Fuel Process ft. Fab Branch (Pre 790727) 79/07/27 

Ip 


--0002260097 Rocommendi approval of licensee 790620 amend application to 
reinstate Amend 9. authorlt ing activities utllixing U 
enriched to 10/ in U-235 

STEVENSON.R L Uranium Fuel Licensing Branch 79/07/27 Ip 


0002250748 Forwards FR notice re receipt of application for renewal of 
License QMM~1227 ?< intent to prepare environ assessment 
CROW.W T Uranium Fuol Licensing Branch 79/09/17 2pp 


— 8002250753 Notice of receipt of application for renewal of License 
0NM-1227 ftt intent to prepare environ assessment 
CROW.W T Wranium Fuel Licensing Branch 79/09/14 3pp 


8002150419 Discusses IE Insp Rept 70-1357/77-00 on 790910-13 Details 
withheld (ref 10CFR2 790) 

NQRDERHAVO. L R Region 5* San Francisco* Safeguards Branch 

79/10/22 2pp 


0002190137 Discusses IE Insp of License GNM-ia27 on 790909-14 No 
noncomp 1 1 ance noted Details withheld (ref 10CFR2 790) 
NORDERHAUG.L R Region 5. San Francisco* Bafeguards Branch 

79/10/26 2pp 


8002250356 Forwards corporate organ! lat ional chart showing line of 
respotis ibi 1 1 ty for Sicensing L compliance 

NIL60N/R Exxion Nuclear Co , Inf (subs of Exxon Corp > 79/11/20 

Ip 


—0002250363 "Organ i lat i otial Chart " 

» Exxon Nuclear Co , Inc (subs of Exxon Corp > 79/11/20 Ip 


6002040004 Forwards questions U comments on 790S31 application for 
renewal of License SNM-1227 Requests responses by 800107 
CROVf.W T Uranium Fuel Licensing Branch 79/12/tO 9pp 


6002040056 Ack receipt «f 7911 IS U 20 Itrs providing updated Info on 
organiiation L facilities located on Horn Rapids plant site 
8T£V£N6QN*R L Uranium Fuel Licensing Branch 79/12/13. Ip 


8002110097 Requests that Insp Rept 70-1257/79-00 be changed to read 
70-1297/79-09 

DOOKtH E Region 5, 8an Francisco. Fuel Facility it Materials 

Safety Branch 80/01/25 Ip 


8002190004 Order modifying License SNK- 1227* Amend 22 Repts shall be 
submitted if gaseous effluents exceed 50 uCi per calendar 
quarter Licensee shall comply tJ/40CFRi90 10-11 re calculated 
dose for Individuals Hearing may be requested in 30 days 
CUNNINGHAM. R G Division of Fuel Cycle ft. Material Safety 
60/01/20 5pp 


— 0002190007 "Radiological Assessment o-f Individual Dose Resulting From 
Routine Operation-Demonstrafc ion of Compliance W/40CFRJ90 " 
a Division of Fuel Cycle ft. Material Safety BO/Ol/28 30pp 


6002290284 Forwards IE tnsp Rept 70-12S7/79-09 on 791127-30 No 
noncompliance noted 

B00)i. M E Region 5. San Francisco. Fuel Facility & Materials 

aafety Branch, 80/01/28 Epp 


—8002290293 IE Insp Rept 70-1257/79-09 on 791127-30 No noncomp 1 lance 
noted, Major areas inspected organi latl on. interna 1 audit t 
revieuif saf B ty committee act i vl tl es, cr i ti ca 1 1 ty safety ftc 
emergeficy procedures 

COOLEY* H J * 8DONG. A L Region S. San Francisco. Office of the 
Director DOOKTH E Region 5. San Francisco. Fuel Facility ft« 

Materials Safety Branch 80/01/21 9pp 


8002150013 Requests payment of minor safeguards amend fee re G00I23 
fundamental mail control plan Request contains description 
of measurement of liquid tuaste containing U In storage 
ft( accountability lagoons 

WEI 89 1 J. D License Fee Management Branch BO/Ol/31 ip 
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DOCK£T 70-1 30Q MORRIS OPERATinKS, GENERAL ELECTRIC CO 


QOD2100137 Foruards Revision Cl to NEDD-2i32&C 1 . “Conftol ld«t«d 3AR for 
{iorri -5 Opiera t ion* ” incorp-orat Ing n«w d^mographtc Info 
Population groLTth in IL has iiten ilauicr than US at uihola 
Rffvltct Table 7-3 re radiological rjonltortos progratn 
DAWSON* 0 M Oeneral Electric Co 79/12717 2pp 


— 8002130141 "'Conso 1 idated SAR For Home Operation*'* Ravitlon Ct 
* General Electric Co NEDa-21326C1 79/11/30 AApp 


8002280081 Advises that riod described In 790813 Itr it acceptable End 
to 790013 Itp deterrnined to contain proprletarg info fref 
IOCFR2 790 J 

NCCQRKLE* 0 U Phgsical Security Licensing Branch 79/09/17 tp 


8002250023 Advises that J£ Van Hoomlssen v( 1 1 assume position of 
(tanoger of spent fuel sves operat i on* Nuc Lear Fuel ic Bves 
Div, on 791001 Biography end 

DAWSON* D M General Electric Co 79/09/27 3pp. 


8002190215 Approves revised security personnel training & qualification 
plan & safeguard contingency plan Forwards revised Amend 
MPP-3* incorporating plans Plans withheld fref 10CFR3 7901 
NCCORKLEi 0 W Physical Security Licensing Branch 79/ti/0& 

2pp 1 


8002290132 Confirms 771114 telcon re reissued Amend HPP-3 Amended 
conditions were received 791109 
DAW3QN*D h General Electric Co 79/11/14 Ip 


8002030188 Notifies of changes in physical security pl«n affective 
771026 Changes do not decrease effectiveness df plan 1< 
therefore not submitted for approval Enel ulthheld 
<ref 10CFR2790) 

DAWSON, D M General Electric Co 79/12/19 2pp. 


2010142 Advises of no change in status of fuel stored at facllitg. 
wards table shouing current status 
'iDN*D » General Electric Co 80/01/08 2pp 


0275 Responds to FOIA request for info re sabotage at Horris 
at ion Documents 1''9 11 of App A end Doevnents 

12 of App A at NTIS Info in documents of App 8 
ially withheld security measures (ref FOIA Eiemptlon 41 
ON* J Ji Division of Rules and Records 80/01/30 4pp 


j 20B02?B Requests reconsideration of AEC determination that facllitg 
/uel storage basin is vital area 6 of deletion of License 
SNK- 1265, Amend HPf-2 

SMITH, CW General Electric Co 74/11/13 2pp 


— B002080357 Discusses review of NEDM-SG602, "Sabotage Analysis of Fuel 
Storage at Karris " Disagrees w/conclusjon Substantial 
quantities of fission products require protec tl on. Denies 
request for deletion of License SNH“l365i Amend hPP-2 
FAO£» R G Atomic Energy Commission* Directorate of Licensing 
73/01/13 Ip 


02270470 Forwards OE 800123 Itr to NRC S Jan 1980 revision for 
EDQ’-2 1326. Volt 1 & 2 

JONEY.H A Mayerp Brown Platt 80/01/31 2pp 


)O227O4B0 Application for amend to License 8NM-1265r author i i ing 
adoption of NeDO-21326* "Consolidated SAR for Morris 
Operati o-n*'' incorporation of provisions for facility 
changes* tests U experiments 

DAWSONi D h General Electric Co 80/01/23 4pp 


>02270495 "Con s ol 1 da ted SAR for Morris Operation*" Vols 1 I* SrRevislan 
C2 

* General Electric Co NED0-Z1326 80/01/31 LOpp. 


>210006 -Order naming Holiday Inn* Interstate 80*MorrlB»IL as site 
ir 800229 prehearing conference re ASLB B00H7 order. 

IODKONEj A C Atomic Safety and Licensing Board Panel. 80/02/06 
P* 


2200326 Forwards contention L bases to supplement petition to 
ntervene Requests to make limited appearance statement at 
rehearing conference. 

JALSH, E Affiliation Unknown 80/02/07 Ip. 


02290020 Motion to dismiss proceeding for lack of juried Ic tion Atomic 
Energy Act of 1934 does not provide for licensing h 
regulating privately owned noncommercial station by NRC tt 
other federal agencies. M/Gerti ficate of five 
8EKULER*8 N HI Inals* State of 80/02/14. 3pp 


B0022903SO Amended contentions withdrawing 790921 Contentions A-M that 
amended consolidated BAR re accidental radioactivity release 
is ques tionab le, as opposed to WASH-1400 re risk analysis 
retraction Urges arguments W/Certif Icate qf Sve 
8EHULER*fi N Illinois* State of 80/02/14 10pp. 


8002270439 Motion to stay proceeding until decision on licensing Is 
taken re actual proposed ownership 8* other related technical 
Issues ASLO w/o jurisdiction per Atomic Energy Act re 
licensing & regulating privately owned noncommercial plants 
SEitULERjS N * BCOTT* U J Illinois. State of 80/02/19 7pp, 


— 8002270444 Minutes of 791119 meeting w/NRC re spent fuel storage 
program* NRC proposed regulation iOCFR72 & regulatory aspects 
of dry storage Certificate of 8vc end 
LAWnENCE*MJ Just ice. Dept of 79/11/28 3pp 


8002270286 Responds to 800207 Itr in which no clar i f Icat Ion is made ri 
desire to participate as party or to make limited 
appearance Explains procedures pertinent to both status 
ROTHSCHILD* M 1/ Hearing Branch 1 80/02/22 2p p 


DOCKET 70-1359 IRT CORP 


B002290705 Amend 11 to License 8HN-1405 modifying U-S39 possetslon 
limit as specified in 790319 application. 

CROW.U T Uranium Fuel Licensing Branch 79/06/20. Ip 


— 8002290715 Recommends approval of 770315 amend application re mod of 
U-239 possession limits 

DELANEYi J C * CR0WN*W T Uranium Fuel Licensing Branch. 79/06/20. 

2pp 


DOCKET 70-1426 7 RANG NUCLEAR, INC 


6002220442 Responds to NRC 790723 request for analysis of elternatlvis 
of ports to be used for imports of spent test reactor fuel 
from Europe Based on available info.no viable alternative 
to Fartsmouth, </A exists Requests interim approval of route. 
MANOOSI.J Transnwelear* Inc 79/08/29 11pp. 


DOCKET 70-1432 RECYCLE FUELS PLANT* WE8TIN0H0UGE ELECTRIC CORP 


80D2260014 Submits corporate info applicable to 1 icenies. Submits 
description of technical qualification in nuclear fields 
Appr-ox 19*100 employees engaged in nuclear activltiis, 

Fowards corporation annual rapt W/o encl. 

DlPlA2?ArR P. Mestinghouse Electric Corp 79/09/26. 9pp 


DOCKET 70-1489 GOODYEAR AEROSPACE CORP 


6002270090 Forwards License 8NM-1461 L relatid lefcty ivaLuatlon. 
CROWiW T Uranium Fuel Licensing Branch 79/06/02 Ip 


—8002270093 License 8NM-1461* author! i ing receipt* t torag », poiictsionj ust 
& packaging of U & U-235 in connection w/R&D of U enrichcif 
equ Ipmen t. 

CROWiU T Uranium Fuel Licensing Branch 79/0B/02 2pp 


— 8002270096 Review recommending approval of 790318 request for rsnewal 
of License 8NM-1461 

NIXON* H A , ORONiW T Uranium Fuel Licensing Branch. 79/00/02 

2pp. 


DOCKET 70-1503 WESTlNOHaUBE R&D CENTER, WE8T1NOHOUBE ELECTRIC CORP 


8002260014 Submits corporate info applicable to llcensei Submits 
description of technical qualification in nuclear fields 
Approx 15,100 employees engaged in nuclear activities 
Fowards corporation annual rapt N/o encl 

DIPIAZZA* fl P, Hestlnghouse Electric Corp 79/09/26 Spp. 


DOCKET 70-1717 NORWALK HDBP 


B0D2L40056 Discusses IE Insp of License 8NM-1504 on 791129 No 
noncomp Liance noted Major areas inspected examination of 
procedures S< representative records & Intarviews 
w/personne I 

MCCLINTOCK^R.O Region It Ph i ledelph le. Office of the Director 

79/12/17 Ip* 
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DOCKET 70' 1 733 PACIFIC OAS h ELECTRIC CO 


SOO^9<070S Amend 7 to Licence 8NM‘‘1903 extending CP expirAtlon date to 
^006-30 or convereion to OL 

CflOil^U' T Urenlum Fuel Liceneing Branch 79/06/20 Ip 


— 8O02S&OQOO RecoAiBiends that Licenee SNli-lSOO be extended until 600630 
DELAllEVi J C 4 CROMj W T Uranium Fuel Liceniing Branch 79/06/20 
ip 


DOCKET 70-1737 Till -STATE MOTOR TRANSIT CO 


6002200127 Advisee that 790924 plan for training 6 qualification of 
tfrivart 6 guards ulll be acceptable upon receipt of responsa 
to enc 1 commenti Enel to 790724 Itr determined to contain 
proprletarg info fref 10CFR2 7901 

fiCCORKLEi 0 U Physical Security Licensing Branch 79/10/12 

2pp 


BO0229O-479 Responds to 791022 Itr re vehicle immab 1 1 1 x 1 np progrars 
Byi is being modified to function In approved sequence 
Hod's coaipltf u/NUREO-0561 

iMAY£RiC K Tri-State Motor Transit Co (subs of Oeorgi* Pacific 
Cqpp > 79/10/31 Ip 


DOCKET 70-1810 MESTINOHaUSE ELECTRIC 


6002290039 Application for amend of License GNM-1906 Item 6« author i i ing 
continuanca of shipments of spent fuel Fee end 
OlPIAZZAi R. P. Hestinghouse Electric Carp 79/OB/Ol. tp 


6002220406 Raquests official NRC Interpretation of code re DOE 
ihipnents of Pu Sufficient quantities of Containers Ft— 10« 
are not available to ship Pu pouder by 790901 ODE uiLl 
acetpt responsibility for use of different containers 
DIPIAZZAjR P. Ueitlnghouse Electric Corp 79/07/07. Ip. 


6002290dlA Subnlts corporate Info applicable to licenses Submits 
tfeseriptlan of technical qualification In nuclear fields 
Approx ISilOO employees engaged in nuclear activities 
Fouerds corporation annual rept H/o end 
DIPIAZZAiR P. Uestlnghouse Electric Corp. 79/09/26 9pp 


£X>CKET 70-1012 GENERAL ATOMIC CO 


SOOZ0SO299 Submits application for renewal of License 8NH-1S07 for 
three yri License required for transport of radioactive 
matt tt 8NM betueeti vendor sites Fee end 

HOWRYi^ R Otneral Atomic Go (subs, of Oulf Oil Carp > 79/11/20. 

Ip 


—6002050258 Requests payment of addl feet re 791120 application for 
reneval of Licenee 6MM-1907 

i/ACKEDNfO License Fee Management Branch 79/12/13 Ip. 


—6002090262 Forwards addl fee ri 791120 application for renewal of 
Licenee 8NM-1907 

HQMRVrW R. Oeneral Atomic Co (subs of Oulf Oil Corp. ) 
77/12/20 Ip 


DOCKET 70-2039 ILLINOlSr UNIV OF, HOSP. » CHICAOOr IL 


6002290336 Advises of changes to composition of Radiation Safety 
CoMslttee to broaden representation of various dlsclpiints. 
Reeuret end. 

JAYARAMANi 8, lllinolsr Unlv of. Medical Center Chicago* IL 
77/08/20 A4pp. 


DOCKET 70-2219 EXXON NUCLEAR CO , INC. 


6002290737 Approves 790227 request to withhold Paget it L P-1 thi>ough 
P-6 of 790S26 license application from public insp 
<ref 1OCFn2-7901. 

CUNNtHOHAM^R. E. Division of Fuel Cycle h Heteriai Safety. 
77/07/27. 2pp 


G002li4018t Forwards notice of receipt of application for renewal of 
License BNH-7 

CUr^lN0HAK4R E Division of Fuel Cycle 6 Heteriai Safety 
77/li/l9. Ip 


— B002I4-0193 Notice of receipt of application for licenses 6 applications 
for amends U renewal of Licenses SNM-778* SNM-94a> SNM-33, 
SNM-23.SNM-36a.SNM-7.SNH- 11 20 L aMQ~920 

CUNNINGHAM. R E Division of Fuel Cycle & Material Safety 
79/11/19 5pp 


8002190182 Forwards FR notics of receipt of application for SNM 
license authorixing const b operation of lab scale 
experimental test facility for enrichment of U using User 
beams 

CUNNINCHAn.R E Division of Fuel Cycle L Material Safety 
79/11/19 Ip 


8002070506 withdraws 760227 8NM License application Requests return of 
proprietary documents L continued conf x d ent lal Itg of NRC- 
generated documents containing proprietary data 
RAYMOND. L R Exxon Nuclear Do . Inc (subs of Exxon Carp ) 

79/12/17 2pp 


DOCKET 70-2322 EDLOW INTERNATIONAL CO 


8002260737 Requests route approval for shipments of casks Model 8B/23 
containing 12 MTR-tgpe fuel elements Shipments will 
originate in Portsmouth. VA 6 will be delivered to DOE In 
Aiken. 8C 

HARMON. D H. Edlow international Co 79/11/14 2pp 


8002110363 Responds to 791114 & 19 Itrs requesting approval of routes 
for shipment of Imported irradiated MTR fuel from 
Portsfflouth4 VA to DDE Savannah River Plant Route approved 
until 800315 

KCCORKLErO H Physical Security Devetopment Branch 79/12/19 

2PP 


DOCKET 70-2375 PACIFIC 0A9 6 ELECTRIC CO 


00022S0667 A^mend 3 to License 3NM-1667 extending CP expiration date to 
800630 or conversion to DL 

CROVI.N T Uranium Fuel Licensing Branch 79/06/20 Ip 


--60022SQ695 Recommends that License 8NH-1667 be extended until B00630 
DELANEY. J€ Uranium Fuel Licensing Branch 79/06/20 Ip 


DOCKET 70-2430 MERCER MEDICAL CENTER 


8002060241 Ack receipt of 791220 Itr informing NRC of steps taken to 
correct violation noted in IE Insp Repts 30-00341/79-01* 
30-0244t/79-01 L 70-2430/79-01 

MGCLINTOCKiR.O Region 1. Philadelphia. Office of the Director 
80/01/07 Ip 


— 80020602S4 Responds to NRC 791130 Ur re violations noted In IE Imp 
Repts 30-00341/79-01,30-02441/79-01 U 70-2430/79-01 
Corrective actions syringe shields will be used far all 
rad iopharmaceutica 1 dose preparations. 

VILLA, 0 L . INODRITSEN^K E Mercer Medical Center Trenton. HJ 
79/12/20 2pp 


— 8002060268 Forwards IE Insp Repts 30-00341/79-01,30-02441/79-01 L 
70-2430/79-01 on 791108 U notice of violation 

MCCLINTQCK.R 8 Region I, Philadelphia. Office of the Director 
79/11/30 2pp 


— 8002060278 Notice of violation from Insp on 791 108. NoncompUanc# 
noted > individual preparing rad iopharmac eut leals failed to 
use syringe shields in preparation of patient doses 
# Region 1, Philadelphia, Office of the Director 79/11/30 
ip 


DOCKET 70-2443 TENNESSEE VALLEY AUTHORITY 


80022502B3 Amend 6 to License SNM-t716r sp ec ify Ing expiration date of 
800130 or date nf conversion to OL 

CRON. U T Uranium Fuel Licensing Branch 79/08/29 Ip 


— 8002250290 Discusses TVA request for extension of 790831 license 
expiration date, due to const de lays. Extens I on does not 
affect radlologicalrnuclear safety or other license 
parameters Amend should be granted 

DELANEY, J C . CROW, H T Uranium Fuel Licensing Branch 79/08/29 

Ip 
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8002220248 Req^u^stt to Lic«nsei 8NM-l7i^ & SNK-ie63 «uthoriting 

mDV*m®-nt of spent fuel pool racks into high densitg poison 
fuel racks to be installed in spent fuel pool Forward! 
details re storage racks & drawing of cast loading area 
HILL8* L M Tennessee Valleg ^utKofitg 79/11/07 lOpp 


DOCKET 70-2609 COMMONWEALTH EDISON CO 


8002190271 Forwards IE Insp Rept 70-2609/79-01 on 79101 1. Notice of 
violation withheld <ref 10CFR2 790)* 

HINDtJ A Region 3« Chicagoi Safeguards Branch 79/10/24 ip 


8002040009 Informs that License SNM-1716 expires 800130 Rsciuects 
Bitensian of license until NRC resume* licensing new plants 
MILLSiL M Tennessee \;alleg Aufcharitg 79/11/21 Ip 


OaCKET 70-2478 TRANSNUCLEAR . IHC 


— B0021902B7 IE Insp Rept 70-2609/79-01 NoncampHance noted failure la 
follow procedure concerning portable transceiver radios 
Details withheld (ref 10CFR2 790) 

HlNDrT A . 8CHAPER.J A , MAOEDA. T J Region 3i Ghicagoi 

Safeguard* Branch GO/lO/24 Ip 


8002230244 Advise* that two Pagase Casks are scheduled to sail from Le 
Havre 79101B Two are scheduled to sail from Le Havre on 
7910-23 

9TDNEBURNER. D Tran snuc 1 ear. Inc 79/10/05 Ip 


9002230316 Updates 791024 Itr Two casks sailed from Le Havre 791019 Two 
cask* scheduled to sail from Le Havre on 791025 have been 
cancelled Cask due to sail from Le Havre 791101-02 was 
postponed until 791104 

JOSEPHSiB Transnuc iear^ Inc 79/10/26 Ip 


G002220426 Advises that onlg one loaded cask will be shipped aboard 
Atlantic Causcwag departing Le Havre 791104 Pegase Cask 
1« loaded w/DR/2 elements ha* been cancelled ic will be 
shipped on later date 

srONEQURNERi W Transnuclean Inc 79/11/02 Ip 


— G0D222O430 Advises that onlg one loaded cask will be shipped aboard 
Atlantic Causeway departing Le Havre 791104 Pcgate Cask 
loaded w/ER/2 elements has -been cancelled & will be 
shipped at later date 

8T0NEBURNER.H Tran*nuclear» Inc 79/11/02 Ip 


8002390015 Updates 791026 Itr it confirms 791106 telcon re shipment of 
Pagase Cask I Shipment planned far 791111 from Rotterdam 
STQNEBURNERj U 0 Trantnuclearj inc 79/fI/16 ip 


—8002290027 Updates 791024 Itr & confirms 791023 telcon Shipment of two 
casks on 791023 from Le Harve»France cancelled Shipment of 
one cask on 791101-02 from Le Havre will depart 79tl04 
JOSEPH. B Transnuc lear^ Inc 79/10/26 Ip 


S002230331 Discusses Pegase Casks expected to be handled through end of 
1979 Two casks w/RHF/22. RHF23 fuchone cask u/Siloe/9 h on# 
cask w/l)R/2 fuel elements expected to be received 
BTONEBURKER.H Transn u c 1 ear . Inc 79/11/26 tp 


8002080218 Discusses NRC 790783 Itr providing interim approval of 
route for transporting irradiated reactor fuel through 
Portsmouth* VA Route may not be used after 800313 if 
practical alternative can be developed 

HCGQRKLEiO V Physical Security Licensing Branch 79/12/19 ip 


8002250016 Advises that BR2/,6 shipment from Rotterdam originally 
scheduled to salt in Dec 1979 has become DR2/8 shipment -St Is 
scheduled to sail from Rotterdam aboard Atlantic Conveyor on 
^001 12 

ONEDLPRNER»W Transnuc 1 ear* Inc 80/01/02 ip 


T 70-2479 THANSNJCLEARi INC 


50344 Confirms 790921 telcon that Cask TN-1 is scheduled to sail 
m Bremerhavenf Oermany on 791003 
□NEBURNER.M Transnue I earr Inc 79/09/21 Ip. 


250322 Advises that one Cask TN-1* one Cask TN-7 & two Ooilars will 
received from Germany by end of Dec 1979 
aNEDUBNER»H 0 Transnue 1 ear* Inc. 79/11/26 ip 


50337 Update* 791109 Itr Loaded Cask TN-l scheduled to arrive at 
tsfflouth Karine Terminal on 791204 aboard Atlantic Bpan 
WEBURNERi M Transnue leari Jnc 79/11/27 ip 


30218 Discusses NRC 790723 Itr providing interim approval of 
te for transporting irradiated reactor fuel through 
ifliouthr JA Route may not be used after 000315 if 
tlcal alternative can be developed 

HKLE*0 W Physical Gecurlty Licensing Branch. 79/12/19 Ip 


DOCKET 70-2623 MCGUIRE SPENT FUEL POOLi DUKE POWER CO 


8002260122 Forwarded proposed revised page for Chapter 11 of 780309 
rept supporting amend to License SNM-1773 Revision changes 
^ual if Ications necessary for supervisory personnel 
responsible for spent fuel handling during shipping 
PARKER □ Duka Power Co 79/09/07 2pp 


8002130179 Notification of 791211 meeting u/licensee in OharUttciRC 
to discuss exchange of Info between NRC It local law 
enforcament agencies re shipments between facilities U to 
visit HcOulre facility 

KA9UN*D J Physical Security Licensing Branch 79/12/04 Ip 


8002080199 Notifies of Amend 3 to License 8NM-17734 changing ecpiritlsn 
date to 011231* per 791107 Itr 

CR0U*W r Uranium Fuel Licensing Branch, 79/12/10 Ip 


60021502B? Discusses 791107 license amend application rtRuestlnp 
extension of 811231 expiration date for License 8NM-1773 
for storage of fuel accessories Recommends license 
extension 

DELANEVi J. C t GROM* W T Uranium Recovery Li canting Branch. 

79/12/10 2pp. 


B002S20ti74 Recommends amend of util 791107 application for extantlcn 
until 811231 for license expiration 

DELANEY. J C * CROW* W T Uranium Fuel Licensing Branch 79/12/lD 
3pp 


0002210013 Forwards JN DonohewrCR Marotti.E Lantx & J Zudant af fUaviti 
in respona# to A8LD 791031 order Add! affidavit re opepatlng 
amplogaes radioactive exposure will be provided upon 
comp leti on 

KETCHEN. E 0. Hearing Branch 4 80/02/08 2pp 


— 6002210019 Affidavit containing conservative analysis enveloplnB 
realistic initial conditions that may be asiuaiad when 
analyzing spent fuel pool postulated acc Ident t. Prof 
qualifications end 

DQNOHEUr J N Environmental Evaluation Branch 60/01/1 U lifp 


— 80-02210024 Affidavit stating realistic approach re Initial condlUcni. 
that nvay be assumed when analyzing spent fuel pool 
postulated accidents 

HAROTTA* C R Office of Nuclear Material Safety Sc Safeguar-di 
80/01/31. 2pp 


'8002210020 Affidavit forwarding safety evaluation analysis of HeOolrk 
spent fuel pool containing Oconea spent fuel far cask-drop 
accident, prof qualification end 

HAHOTTAi C. R Office of Nuclear Material Safety Sc 8afoguar-di 
80/01/31 tOpp 


— 8002210032 Affidavit forwarding supplemental criticality analysis ie? 
transfer of spent fuel Prom Oconee to McOuire. 

LANTZi E Division of Operating Reactors. 80/02/08 7pp. 


— 0002210039 Affidavit attesting that actual cask drop Into pool fleet 
wlil result izi liner tear but leakage through pool would be 
min 25 gallons per day 

ZUDANS.J. Engineering Branch 80/01/28 2pp 


8002260307 Memorandum Ic order reminding parties that written 
testimonies shall be filed in question & answer form. Expert 
witness shall not present prof objectivity ezeept during 
counsel cross examination or A8LB questioning 

MILLER. M E. Atomic Safety and Licensing Board Panel 80/02/30 

2pp, 
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&OC}<ET 70-aB3B CINCINNATI OAS & ELECTRIC CO 


Llity sctiohs tp be completed before receiving reactor fuel 
-■■■eiEibllei under term of license Nater hoses in area sKould 
be valved off & safety tagged U fire resistant cover should 
be used to protect neu fuel from moderation 
CRCW.M, T Ifranlom Fuel Licensing Branch 79/0Q/07 tp 


SOO?SBOl33 Amend 3 to License SNH-iaaOi provid ing administrative change 
for authorlied handling of fuel bundles Certificate of 8vc 
end 

CRDN.tf T Uranium Fuel Licensing Branch 79/06/13 3pp 


-8002280143 Recommends issuance of Amend 3 to License 8NM’-IB23 providing 
administrative change for authorized handling of fuel 
bundles 

DELANEY. J C , CROU, U T Uranium Fuel Licensing Branch 79/OB/iS. 

ip 


DOCKET 70-2344 ENERGY, DEPT OF 


0002190211 FE8 for Savannah River Plant, "Long-Term Mgt of Defense High 
Le-vtl Radiuastei, '* re R&D program for immobilization 
Suaimarg sheet end 

» EncrggiDept of. Savannah River Qperations 79/11/30 SSOpp 


DOCKET 70-2876 VET ADMIN HQBP CENTER BROOKLYN, NY 


9<>02220ia3 Ack receipt of 791221 Itr informing NRC of steps taken to 
correct violations noted in IE Insp Repts 30-026S3/79-01, 
30-11781/79-01 «( 70-2076/79-01 

KCCLlNTOCKiR 0. Region Ir Phi lade Iph ia, Fuel FaciUty & Materials 
aefity Branch BO/Ol/lO Ip 


— BODS2201BB Responds to NRC 791204 Itr re violations noted in IE Insp 
Repts 30-02623/79-01,30-11701/79-01 b 70-2876/79-01 
Corrective actions failure to use syringe shields or wrist 
bandls corrected Application for amend submitted 
PARSONS# O.N Vet Admin Medical Center Brooklyn, NY 79/12/21 

2pp 


—8002280201 Discusses IE Insp Repts 30-08623/79-01,30-11791/79-01 b 
70-SB76/79-01 on 791106 b foruiardi notice of violation. 
MCCLlMTOCKrR 0 Region 1, Phi ladelph ia, Office of the Director 
79/ 13/04 2p p 


'—8002320214 Notice of violation from Inep on 791 106. Noncomp I lance noted 
five persons not authorized under license used licensed 
inaflt for in vitro studies b personnel preparing 
rad lopKermeceutlcal s failed to use syringe shields 
* Region 1. Philadelphia, Office of the Director 79/12/04 

8pp. 


DOCKET 70-2982 SOUTHERN CALIFORNIA EDISON CO 


BCOS070105- Forwards application for Amend 1 to License 8NM-1844, 
increasing max amount U-S3S that licensee may possess from 
SO g to 35 g. 

DRAKE, K Southern California Edison Co 79/12/10 Ip. 


—8002070108 Application for amend of License BNM-iB44 authorizing 
Increase In max amount of U-235 licensee may poseess from 
20 g to 39 g 

DRAKE, J K Southern California Edison Co. 79/18/07 4pp 


8CO219O103 Amend to SNM-ia44 Item G A to read "39 g of U-239 at any 
enrichment." All other license conditions remain same 
PAOEiR 0 Uranium Fuel Licensing Branch. 00/01/20 Ip 


'-'-0002190107 Recommends approval of util 791210 application for 
authorisation to possess 35 g of U-23S in fission detectors 
Amended application fulfills code requirements 

DELANEY# J C , CROW, W T. Uranium Fuel Licensing Branch 80/01/20 
3pp 


9002270391 Amend 1 to License 8NM-lB44i author t z ing possession of 39g 
U-335 in fission detectors 

CRON, (4 T. Uranium Fuel Licensing Branch 00/01/28 Ip. 


DOCKET 70-2892 AUXILIO MUTUO HOBP 


8002230314 IE Insp Findings b Licensee Ack dtd B00122 of License 
BNM-1846 Insp findings no noncomp I ianco noted 

DRQHN, R A Region 2, Atlanta# Office of the Director 80/01/22 
IP 


DOCKET 70-2910 TENNESSEE VALLEY AUTHORITY 


60022S0497 Application for amend to License SNM-1061 authorizing 
storage of fuel assemblies in Spent fuel pit b possession 
of 3,600 kg p# U-239 Requests amend on or about 791019 to 
coincide Ill/shipment of 63 assemblies 

MILLS. L M Tennessee Valley Authority 79/09/21 2pp 


DOCKET 70-2913 TENNESSEE VALLEY AUTHORITY 


0002290495 Documents telcon requesting amend of 8NM license application 
permitting storage up to 3 1951 for mas enrichment of initial 
core for Unit 2 fuel assemblies Fuel uill be stored In fuel 
storage vault or Unit 1 spent fuel pit. or in both 
HILLS, L M Tennessee Valley Authority 79/09/11 Ip 


0002220248 Requests amend bo Licenses aNM-17l& b eNM-ia63 authorizing 
movement of spent fuel pool racks into high density poison 
fuel rack* to be Installed In spent fuel pool Forwards 
details re storage racks b draialng of cask loading area 
HILLS, L.H Tennessee Valley Authority. 79/11/09 lOpp 


DOCKET 70-2917 TENNESSEE VALLEY AUTHORITY 


0002190824 Indemnity Agreement B-09 between NRC b TVA. excecuted by 
NRC 

8ALTZMAM, J Antitrust b Indemnity Group. 80/01/30 13pp 


DOCKET 70-0389 WEBTINOMOUSE ELECTRIC CORPORATION 


0002290014 Submits corporate info applicable to licenses Submits 
deecription of technical qualification in nuclear fields 
Approi 19*100 employees engaged in nuclear activities 
Fouards corporation annual rept N/o end 

OlPIAZZAfR P Maitinghouse Electric Carp 79/09/26 5pp 


PACKAGING OF RADIOACTIVE MATERIAL FOR TRANSPORT AND 
TRANSPORTATION OF RADIOACTIVE MATERIAL UNDER CERTAIN 
CONDITIONS 


DOCKET 71-0013 NAVY, DEPT OF 


0002220095 Notifies of error in 791017 Itr forwarding QA program 
requiraments for transport of radiographic sources Requests 
791017 Itr be disregarded OA program for Industrial 
radiography end 

WILCOX, M R Navy#Dept of 79/11/02 Ip 


--0002220098 OA program for industrial radiography 
WILCOX, H R Navy, Dept of 79/11/02 3pp 


DOCKET 71-0033 ROCKWELL INTERNATIONAL 


8002130094 Forwards request for add 1 info to complete reviaui of OA 
program 

MACDONALD, C Z Transportation Branch 80/01/23 Ip 


DOCKET 71-0042 NAVY. DEPT OF 


0002130060 Fortaierds OA program approval for radioactive matl package 
MACDONALD. C E Tr enspor tat i on Branch 00/01/23. Ip. 


— 0002130066 OA program approval for radioactive matl package 0042, 
Revision 0 

MACDONALD, C E Transportation Branch flO/Ol/23 Ip 


0002070099 Forwards addl Info for amend of 7B0619 QA program 
application Revised Pages 1, 2 b 11-13 end 
PALMIERI.J J Navy. Dept, of 80/01/14 Spp. 


— 6002070103 Revised Pages 1, 2 b 11-13 to QA program for radiography, 
e Navy, Dept of 80/01/14 5pp 
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DOCKET 71''0046 TELEDYNE ENERDV SYSTEMS 


0002130009 Forward* rvquest for addl info to complvt* rivietj of OA 
program 

VAROAi S A A**i»tant Director for Light ifater Reactors 80/01/SD 

6pp 


DOCKET 71-0002 KEftR-MCOEE NUCLEAR CGRP 


0002190175 Foruard* request for addl info to complete reviau of OA 
program 

MAC DONALD r C E Transpor tation Branch fiO/Ol/31 Ipp 


DOCKET 71-0121 NEUTRON PRODUCTS. INC 


9002140100 Request* extension unti 1 000014 to file revised OA program 
description Company has experienced difficulties in 
cotiiolf da ting rept 

SMEDIRA^C Neutron Products* Inc BO/Ol/'tB Ip, 


DOCKET 71-0170 GENERAL ELECTRIC CO 


8002130319 Forwards rpquest for addl info to complete revieu of OA 
program 

MACDONALD# C E Transportation Branch 00/02/01 tOpp 


DOCKET 71-0175 SATTELLE-PAC IFIC NORTHWEST LABS 


02200011 Forwards request for addl Info to complete review of OA 
T'ogram 

DONALD* C E Transportation Branch 80/02/07 4pp 


ET 7 1-01 as FBF. INC 


JDB0040 Forwards request for addl info to complete review of OA 
rogran 

lACDONALBi C E Transportation Branch, £10/01/23 3pp 


OCKET 71-0273 NAVVrDEPT OF 


B0D2210114 Forwards request for addl Info to complete review of OA 
program 

MACDONALD* C £ Tra risporta ti on Branch 00/02/06 2pp, 


DOCKET 71-0340 MlCHIOAN. l/MIV OF 


22204&9 Forwards request for addl info to complete review of QA 
'ogram 

\CDONALDiC E Tran *p Orta 1 1 on Branch BO/02/tl, 5pp 


lET 71-0356 NAVY* DEPT DF. USB PIEDMONT 


12220100 Forwards OA program for packaging L shipment of radiographic 
.ources 

riLCOX.H R Nav9*0ept of 79/10/17 Ip 


1002220101 OA program for pactaglng shipment of radiographic sgurcas, 
WILCOX# H R Navg,Dapt of 79/10/17 Upp 


KET 71-0397 NAVY* DEPT OF* U9B VULCAN 


S13D021 Forwards OA program approval for radioactive matl pactage, 
ACDONALDtC.e Transportation Branch 00/01/23. ip, 

00213002S QA program approval for radioactive matl packag e* 0307* 
Revision O 

MACDONALD. C E* Transportation Branch. 00/01/23, Ip, 


DOCKET 71-0359 PICK IN8TRUMENT PB0DUCT8 CD * INC. 


0002120299 Forwards OA Program 100* Revision A* in response to NRC 
791217 Itr 

PICKENBrF D Pick Instrument Product* Co .Inc 00/01/16 Lp 


— 8002120306 OA program 100* Revision A 

PICKENS.F D Pick Instrument Product* Co * Inc 00/01/31, 36p| 

600213044B Forwards request for addl info to complete review of OA 
program 

MACDONALD* C E Transportation Branch 00/02/01 3pp. 


DOCKET 71-0365 ARNOLD GREENE TEBTINO LABOR ATQR lEB. INC. 


0002350004 Forward* QA program approval for radioactive rxatl peckagi 
MACDONALD. G E Transporta tlon Branch 00/02/11, Ip 


— B0022SOD06 QA program approval for radioactive ntatl pac k age ^ 0365# 
Revision 0 

MACDONALD. C E Transportation Branch 80/02/11 Ip. 


DOCKET 71-0360 BRANCH RADIOGRAPHIC LABORATORIES 


B002L3005S Forwards raquest for addl info to complete review of OA 
program 

MACDONALD* C E Transportation Branch BD/01/23, Ip 


DOCKET 71-0370 AMER8HAM CDRP, 


8003060307 Forwards QA procedures for packaging radioactive «ekli 
QELGRAIR.D, P Amarsham Corp 80/01/16 Ip, 


— 600S060310 QA procedures for pachaglng for radioactive matl I 
e Amershem Corp 00/01/16 Ip 


DOCKET 7 1 **0371 MODEL- NNFD-IO, UNIFIED NUCLEAR CORP. 


B002060017 Forwards QA program for RADIAC repair fecilitg 
HORNEOO.MA, Navg. Dept, of * Electronics Bustem* Engineering Centir.ec 
80/01/14 Ip 


— B002060019 QA program for RADIAC rapair facilltg. 

* Navy* Dept of # Elec tronic* Systems Engineering Center# BC 
eO/01/14 Spp. 


DOCKET 71-0372 BOEINO CO 


SD0SO60323 Forwards QA program plan for industrial radtaoraphy 
MORGAN. W E. Boeing Go 80/01/14 Ip. 


— B002060327 QA program plan for industrial radiography 
e Boeing Co 80/01/14 7pp. 


0002130330 Forwards request for addl info to complete review of OA 
program. 

MACDDNALDi C £ Transporta tion Branch BO/OS/04. Spp 


DOCKET 71-00373 NAVY* DEPT, OF. NAVAL EXPLOSIVE DRDN, DIBPOBAI. FACIL 


8002200377 Forwards requast' for addl Info to complete review of <1A 
program 

MACDONALD* C E Transportation Branch. 00/02/06. 2pp. 


DOCKET 71-4949 MODEL UNC-1484. COMBUBTION ENGINEERING CO INC, 


8002220206 Forwards Revision 3 to Certificate of Compliance 4949 ler 
Model UNC-1404. 

MACDONALD. C E Transportation Branch. 00/02/12. 2pp. 

—0002220210 Certificate of Compliance 4947* Revis ion 3* for Node) 

UNG— 1484 

MACDONALD, C. E Transportation Branch. 00/02/12. 2pp. 
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OOCKET 71-4996 HODEL FA-2- EXXON NUCCEAR CO .INC 


COO2O0O2B& R*^u*»t* i'Cn«i¥«l o# C»rtiMc.ati o# Complianci 4906 
KAiPLAN.A L Ofn*r«l Electric Co . Nucl««r Energy Product! Div 
80-^01/17 Ip 


&002140^43 Farwardi Rtvision & to €«rtiftc«tv ol Coopliancc 4906 lor 
ftA-l,2-:J ii RA-J 

KACOONA£J>. C E Tramp or t« t i on Branch GO/02/04 2pp 


— &0O3I4C2M Cartlficats of CoapUance 4906. Ravlilon 5. lor Hodtl! RA-t.2 
3 FA-J 

iMCOHOHALDi C E Traniportat ion Branch 60/02/04 7pp 


— Ctrtil 1 c 0 Coftplianta 5760 Rivlilon G. lor Hq 4»1 

BB- 220-2 

C E Tran»por tat icn Branch 80 / 02/06 4 pp 

docket 7 j- 5 r 9 j> mcIEL. 101361 . PICKER CDflPOnATlON 

9W;0ICG34 FcT»tfirdt 2 to Ctrtilicat* ol CoapHanci 5796 lor 

Hcdil* 101375 6 

rUCCONALC C E Tr^Jki^tportatlon Branch 80 / 0 }/i 7 2 pp 

— 6002310133 Ctrti I a c a Ccapliancr 5796.R*vtnon 2. lor Modal! 101373 

4 101361 

MACt( 0 *lAl.C C E Tran!p or tat ion Branch 80 / 01/17 Gpp 


DOCKET 71-5026 KODEL BC-48-220. ATCDH. INC 


B002S-50039 Forward! checii for rtnawal let! for Cartllicate ol 
C^ftpliance 5026.6275 & 6601 W/o end 
EtHCHUK.vl D, Nuclear PadapinB- Inc 79/00/13 Ip 


— 8002250045 Notilia! of rantwal ftei re 790727 rtqueit for t<l;fn!lon of 
Certificate! of Comiiilanct 5026.6275 4c 6601 Fee 
d e termination end U/o end 

UEISSj D License Fee tianajeairtt Branch 79/08/06 Ip 


DOCKET 71-5320 MODEL ARTO. NAVVi DEPT OF 


8002030270 Notiflet of etpiratlon of Certificate of Conpliance 5320 
for Kodtli A L 9 To continue usinp pactage. thould eubnit 
renitial application 

HACDOKALDjC E Traneportation Branch 60/01/29 Ip 


DOCKET 71-5500 MODEL OflNt TRITIUM TARGET CONTAINER 

B002ZXij53 Requett! Approval ol tritiwa target container ai Tgpe B 1U> 
container 

PATLEriE. U E Oat Ridge National Laboratory 79/11/12 2pp 

IX5CKET 71-5926 MODEL lOO. GENERAL ELECTRIC CO 

80C20100B2 Reipondi fro 791217 requeit for technical review of CE Model 
100 package Packa'ge c«nii!ting of Model OE 100 packaging t 
content! in ipeciat forn both aeet IAEA requlreaent! for 
Type 8 <U) package 

MACDONALD C E TTrampor t at i on Branch 00/01/14 Ip 

DOCKET 71-5939 MODEL: CE-1500/ GEfCRAL ELECTRIC CO 


DOCKET 71--5450 MODEL RCC-1.-2. -3. WEfiTlNOHOUSE ELECTRIC CORP 


8002260129 "Fuel Rod Shipping Container ** Sheet 1 
a M« t tlnglieuf e Electric Corp 69/09/09 Ip 


8002010097 Forward! re 9 .Ufct for IAEA Certification to 1973 IAEA !td! 
for Hodeli RCC.RCC-lr RCC-2 A RCC-3. Certificate of Compliance 
5-450. Raitueet also forwarded to DOT 

DIPIAZZA. R.F Nestinghouie Electric Corp 00/01/07 8pp 


8002040249 Reguffts continued regi»tration ai uter of Model CE-1500 
PETERSON. U M Gnef -9 V. Dept of 80/01/11 Ip 

0002280004 Request! -r ■ 9 tstrat ion as uicr of Models CE-1500 t 
Wffstinghouse Super Tiger 

HART.E J Consumer* PoBier Co 80/01/20 Ip 

0002190260 Respond! fro 791121 request for NRC approval of sod to 
contents of Model CE — 1500 Requests info denonstrating that 
capsule! Will be le^ktight when package i! !ubjected to 
nermal t accident fr emnsport condition! 

MACDONALD. C E T r anipor tatl on Branch 00/02/01 Ip 


DOCKET 71-5917 MODEL* BB-250-1. NUCLEAR FUEL SERVICES. INC 


8002068303 Request* that Certificate of Compliance 5517 be renewed 
Current certificate expires 800331 Fee end 

NICKEL. C J Nuclear Fuel Services. Inc isubs of Oetty Oil Co » 
00/01/14 Ip. 


8002270377 Forwerd* Revision 2 to Certiflcete of CompUence 5517 for 
Model BB-250-I 

hCACDONALDjC E Transportation Branch 80/02/19 Ip 


DOCKET 71-5942 MODEL: CSe-700. GENERAL ELECTRIC CO 

8002010020 Forwards' Revision 3 to Certificate of Compliance 5942 for 
Model OE-700 

MACDONALD.C E Transportation Branch 80/01/23 2pp 

— B002010032 Certif i c .e fre of Compliance 5942, Revision 3. for Model oe-70 
MACD{»WiLD, C E Transportation Branch 80/01/23 4pp 


— 8002270383 Certificate of Compliance 5517. ftevl lion 2. for Model 
BB-25C-1 

MAC DONALD I C E Transportation Branch 80/02/19 2pp 

CXXKET 71-5753 MODEL ORNL LOOP TRANSPORT CASK. ENEROY. DEPT OF 


DOCKET 71-5957 MODEL BMl-I. Ek^ROY. DEPT OF 

0002050027 Notlf ica-fr L ort of registration as user of Model BMI-1 in 
reipontt to vendor* S'«quest 

MACDONALD.C E Tranipor tatlon Branch 00/01/23 Ip 


8002130447 Requett* Identification of ipedfic containment svs 6 
evaluation of *f f ec tlvenifs for NRC review requested in 
7B0713 Itr All other rttponsts in 791114 Itr providing eddi 
Info re ORNL loop transport cask package satisfactory 
HACOOKALDjC E Transportation Branch 80/01/25 Ip 


DOCKET 7I-59B4 MODEL 5984. J L BNEPHERD t> ASSOCIATES 


8002280025 Forwards Revision 2 to Certificate of Compilence 5984 for 
Model 5904 

MACDWALO. C E Transportation Branch 80/02/19 Ip 


DOCKET 71-5768 MODEL BB-250-2. COMBU&TIDN ENOINEERINO CO . INC 


6002130666 Requests eitension of expiration date until 800731 for 
Certificate of Compllenct 5768 to renew Model 08-250-2 
Extensive evaluation is necessary to produce 

coASolldated Application „ ^ tuxtM r 

AUSTIN. M. A Babcock 6 Wilcox Co . Nuclear HeterUl Dlv 80/01/ 


^002200088 Forwards Revision 3 to Certificate of Compliance 5760 for 
Model BB-250-2 

MACDONALD.C E. Transportation Branch 80/02/06 2pp 


—8002280033 Certificate of CoapUance 5994. Revision 2. for Model 9904 
KACDONALO-C E Tramp ortetion Branch 80/02/19 2pp 


DOCKET 71-6050 MODEL: fl3-l. NUCLEAR ENOINEERINO CD 


8003140274 Forward* Revision 6 to Certificate of Coapllance 6050 for 
Model B-3 

MACDONALD C E Transportation Branch 80/02/04 3pp 

—0002140281 CertlfJcate ol Compliance 6050, Revision 6. for Model »-3 
MACOOMALD.C E Transportation Branch 00/02/04 3|p 
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DOCKET 71-&14<4 KODEL 6144v NUCLEAR ENGINEER INO CO 


8002010006 Foru^rd? Rev’iiion A to Cier tif i c a tc of Compliance 6l44 for 
Nodal Q-2 

KAGDONALD« G E Tranaportat i an Branti) Q0/0I/S3 3pp 


— GOO301OO3? Certificate of Compliance 6l44i Revi »i.on 4f#or hfodol B“2 
HACDDNALOf C E Tranaporta tiort Branchi EO/'Ol/S^S 2pp 


8002050022 Nati f i c aticn of registration as user of NOdal 6144 in 
respcinse to request 

HACDONALD.C E. Transp a r tat 1 on firancli 80/01/23 Ip 


DOCKET 71-6206 MODEL B, 9 ADCOCK 8< WILCOX CQ 


EO02O1O244 ReciuBsts can t i nua 1 1 an of Cartlficte of Camp 1 lanca 6206 for 
Model B 

PARKER. W a Ouk« Pouer Go. 80/01/10 Ip 


8002110107 Rcq^uasts registration ae user of Model 0 
BAVNARD. P Y Florida Power Corp BO/Ol/ll tp 


DOCKET 71-6275 MODEL LL-25-4. C HEM-NUCLEAR SYSTEMa. INC 


8002250038 Farwarda check for renewal fee* for Certificate of 
Compliance 5026.6279 & 6601 W/q end 

GIMCHUK.J 0 Nuclear Packaginpi Itic 7?/0S/l3 Ip 


— 8002250043 Notifies of renewal fee* ro 790727 reque&t for extern Ion of 
Certificate* of Compliance 9 026 j 6275 It 6601 Fee 
deteraination end l4/o end 

lfEl68ji> License Fee Management Branch. 79/00/06 Ip. 


— S0022SOD53 Request* 90-daq extension of Certificate of Compliance 6275. 
Revision 4 for Model LL-28-4 Vendor i» consolidating 
existing SAR It correspondence at request of Chem-Kudear 
Sij* 

HANSEN. L J Htidcar Packaging. Inc 79/07/27 ip 


DOCKET 71-6291 MODEL* 400 


8002060178 Forwards admi nl strative fee for amend to Certificate of 
Compliance 6291 to change address per 791218 request 
DUEHREN.W.H Blotronl-c Sales. Inc 80/01/15 Ip 


—8002060103 Responds to 791216 I tr reqoe*ticig amend to Certificate of 
Compliance 6291 to change address Administrative fee 
required 

WEI8S. D License Fee Management Branch 80/01/02 Ip 


100206019^1 Requests amend to Certificate of Compliance 6291. changing 
ofe address 

DUEHRENrWH* WORZENSKl.N 8 1 0 troni c Sa I es* Inc 77/12/18 Ip 


002140227 Forwards Rsvlsion 3 to Certificate of Compliance 6291 for 
Model 400 

MACDONALD. C E Transportation Branch 80/02/04 Ip 


002140235 Certificate of Co/npliance 6291. Revi s i on 3. for Model 400 
MACDONALD. C E Transp orta t ion Branch 80/02/04 2pp 


KET 71-6294 MODEL: UNC-2901, COMDUailON ENOINECftlNO. INC 


'0704S4 Responds to NRC 791226 Itr. Request* registration a* 
er of Model UNC-2901 

iPLANfA L General Electric Co-. Nuclear Energy Products Dlv. 
/01/09- Ip 


002070461 Refunds fee which accompanied 800109 request for 
registration as user of Model UNC-2901. 

WEISS. D License Fee Management Branch 80/01/18 Ip. 

2270393 Forwards Revision 3 to Certificate of Compliance 6294 for 
)del UNC-2901 

MCDONALD. C.E Transportation Branch 00/02/19 2pp 


002270390 Certificate of Compliance 6294. Revl s i on 3. for Model 
UMC-2901 

MACDONALD. G E Transp or tation Branch 80/02/ 19 3pp 


DOCKET 71-6346 MODEL FBV-1. GENERAL ATOMIC CO 


0002050011 Notification of registration at user of Model FBV-1 in 
response to vender request 

MACDONALD; C E Transportation Branch 80/01/23 Lp 


DOCKET 71-6307 MODEL 60. BATTELLE MEMORIAL INSTITUTE 


80021306S6 Advise* that NBC is treating 800121 1 fcr fopuardlns 
2 to DOE Certificate of Compliance 6387 h related safety 
evaluation a* info only Items to be changed re NRG 
certificate should be identified. if revision required 
MCDONALD. C E Transportati on Branch 80/01/23 lp 


DOCKET 71-6400 MODEL SUPER TIGER. WE8TINGH0USE ELECTRIC CORP. 


8002060040 Requests continuation as user af Certificates of Cninphlant;# 
9035 tt 6400 

CHIN. 8 Lawrence Livermore Laboratory 80/01/09. lp 


8002040259 Requests registration at user of Model Super Tiger- 
SHELLEY. W U Kerr-McOee Nuclear Corp, 80/01/11. lp 


0002060220 Request* registration at user of Model Super Tiger 
FlTZaiMMONS.T R Energy. Dept of 80/01/17 Ip 


8002060214 Requests registration at user of Model Super Tiger 
ZEFF. D W Dabcock & Wilcox Co 80/01/18 Ip 


8002280084 Requests registration a* user of Models 0E-i500 & 
Westinghouse Super Tiger 

HARTiE J Consumers Power Go, 80/01/28 lp 


DOCKET 71-6574 MODEL* HN-200, HITTMAN NUCLEAR U DEVELOPMENT CORF 


8002140310 Notification of registration at user of Model* HN'^tOO 
Series l.HN-iOO Series 2. HN-lOOa. HN-600 6 HN-200 
MACDONALD# C E Transportation Branch. 80/02/04 lp 


DOCKET 71-6601 MODEL LL-50-100; CHEM-NUCLEAR SYSTEMS. INC. 


800225003B Forwards check for renewal fee* for Certificate of 
Compliance 3026.6273 & 6601 U/o end 
81HCHUK.J D. Nuclear Packaging. Inc 79/08/13 Ip 


— B002250045 Notifies of renewal fees re 790727 request for ax tan* ion of 
Certificates of Compliance 3026.6273 U 6601 Fee 
determination encl,N/o end 

HEIBS. D License Fee Management Branch 79/08/06. lp. 


8002030030 Notification of registration a* user of Model LL-SO-lOO in 
response to util request, 

MACDONALD. CE Transportation Branch 60/01/23 lp 


DOCKET 71-667? MODEL 1/2 SUPER TIGER. NUCLEAR ENGINEERING CO 


8002140221 Notification of registration a* user of Models 1/2 B-upar 
Tiger. 5008U 6 520 

MACDONALD. CE Transportation Drench 00/02/04 lp 


DOCKET 71-6697 MODEL 8500 PKO. GENERAL ELECTRIC CD, 


0002220217 Forwards Certificate of Compliance 6697. Revis Ion 5 for 
Modal OE-830D 

NACOONALD.CE Transportation Branch 80/02/12. 2pp. 


—8002220223 Certificate of Compliance 6697. Revision 3. for Model OH-OSOO 
MACDONALD. C. E Transportation Branch. 80/02/12 3pp 


DOCKET 71-6703 MODEL RO-1. GENERAL ATOMIC CO 


8002060166 Request* registration as user of Model RO-1 

M04fRYiN.R General Atomic Co (subs, of Gulf Oil Corp > 00/^1/17 

lp 
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■OS^OO^VO For(tf*r-d« R«vl«ion 2 to Cortlfic^te of Canipli«nce 6703 
nAC[>G^ALOiC £ Trancportatlon Dranch BO/02/06 Ip 


S>002200497 Cfl-rtificatv of Compliancs 6703* Ravi t ion 8i f or HodiL R0~1 
KA-CDOWALDi C E Transportation Branch BO/02/06 2pp 


CAST 71-6743 MODEL F8V-a* GENERAL ATOMIC CO 


^>207021-4 Riq.uoit* ragliferation at u**r of Modal FBV-2 

tCUSYiU R Oantral Atomic Co (tubs of Gulf Oil Carp ) 80/01/17 

If 


•02220164 Forwardt Cortificato of Compliance 674Si Rtviiion 2 for 
Motfel FSV-2 

flACOOHALD* C E Traniportatlon Branch 80/02/06 Ip 


6002220171 Certificate of Compliance 6745f Revition 2i for Model FSV-a 
nACDDNALOiC E Transportation Branch 80/02/06 2pp 


*CKET 71-9001 MODEL IF-SOOi GENERAL ELECTRIC CO 


022^0823 Advicei that OE Van Hoomltfen tulU attumi position of 
ainifar of spent fuel tvcs operationi Nuc Itar Fuel 6 8vcs 
S>Jv«on 791001. Giographg end 

£<AUSON. D M Oeneral Electric Co 79/09/27 3pp 


iCivET 71-9006 MODEL 500 8U. ARGONNE NATIONAL LABORATORY 


C2L40221 Notification «f registration as user of Modalt 1/2 Buper 
TJger.5O08tl 6 520 

fVtCOCNALDiC E Transportation Branch 80/02/04 ip 


CitEl 71-9007 MODEL* 520. AROONNE NATIONAL LABORATORY 


4214-0221 Notification of registration as user of Models 1/2 Super 
Tlf«r^500SU k 520 

KACDONALOiC E Transportation Branch 80/02/04 Ip 


CisET 71-^009 MODEL- FL 10-l< GENERAL ELECTRIC CO 


42220406 Requetis official NRC interpretation of code re DOE 
ihtpaantf of Pu.Gufflclant quantities of Containers FL-10. 
art rot available to ship Pu pouder by 790901. DOE uill 
accept raaponslti illtg for use of different containers 
PIPIAIZA. R P. Hestinphouse Electric Corp 79/09/07 ip 


42110109 Forwarils Revision 5 to Certificate of Compliance 9009 for 
Hofei FL lO-l 

MACDONALD. C E Transportation Branch 80/01/30. 2pp 


S042J10119 Certificate of Compliance 9009» Revision 5. for Model FL 10-1 
KAC^ClNALDtC E Transportation Branch 80/01/30 4pp. 


KKET 7 1 -*9010 MODEL NH-1/2. NL INDUaTRIES. INC 


102060209 Requests registration as user of Model NLI-1/2 
MXKALCIKi J. A Baltimore Gas t Electric Co. 00/01/22 Ip. 


KKET 71-9028 MODEL: CE“250-2r COMBUSTION ENGINEERING CO,* INC. 


{OAIIOIIS Requests registration as user of Model CE-290-2 
LICHT€NBERGER*H C-E Power 8g stems. 80/01/11. 31 pp 


JCKET 71-9024 MODEL aTL-201. ST LOUIB TESTING LABORATaRIES 


}02140&i7 Responds to NRC 791228 Ur advising that Certificate of 
Cdafli«ric« 9024 far Model 8TL-201 expires 800331. Requests 
f-inewal Fee end 

TRCNfBRCOOE* C D. Bt Louis Testing Labs. Inc. 80/01/16 Ip. 


}0<22iOlO4 Forwards Revision 3 to Certificate of Compliance 9024 for 
Pfodel STL-201. 

r^EPOMALDi G. Ek Transportation Branch 80/02/05 ip 


—8002210109 Cartiflcatle of Compliance 9024. Revis ion 3. for Model 
8TL-20I 

MACDONALD. C E Transportation Dran-ch 60/02/05 2pp 


DOCKET 71-9027 MODEL 741, TECHNICAL OPERATIONS. INC 


8002040265 Requests continuation as user of Models 741 & 741E 
GEIGER. D A 8pace Science Services. Inc 80/01/13 ip 


8002040031 DIbcussss 79112? application requesting renewal of Models 
741 it 741E Packages. author 1 led bg Certificate of Campllancs 
9027. meet IAEA requirements for Tgpe D(U> packages 
MACDONALD. C E Trans per tat ion Branch 80/01/17 Ip 


DOCKET 71-9028 MODEL 694. TECHNICAL GPERAriDNa. INC 


8002050032 Notification of registration as user of Models 684 6. 6B4E 
in response to request 

MACDONALD. C E Transportation Branch 60/01/23 ip 


DOCKET 71-9032 MODEL 650. TECHNICAL DPERATIDNB. INC 


8002010060 Notification of registration as user of Model 650 far 
Ui Imington. NC facititg 6 removal of North Canton. OH as user 
NRC code requirements for industrial radlographg and 
MACDONALD, ce Transportatloa Branch 80/01/19 14pp. 


8002120493 Forwards Revision 2 to -Certificate of Compliance 903S for 
Model 6S0. superseding Certificate of Compliance 9032. 

Ravlsion 1 N/o end 

MACDONALD. G E Transportation Branch QO/Oi/27 ip 


DOCKET 71-9033 MODEL 660 & 660E. TECHNICAL OPERATIONS. INC 


6002010532 Requests registration as user of Model Tech/QP8 660 

VENEGAS. M Venegas Industrial Tatting Laboratories* Inc B0/01/1J3 

Ip 


DOCKET 71-9034 MODEL TRIOA-l. GENERAL ATOMIC CO 


8002060202 Requests registration as user of Model TRIOA-1 

MDHRYiU R General Atomic Co isubi of Gulf Oil Corp ). 60/01/17. 

Ip 


8002210077 Forwards Revision 2 to Certificate of Compliance 9034 for 
Model TRIGA-i 

MACDDNALD.ee Transportation Branch 80/02/06 ip 


—8002210127 Certificate of Compliance 9034. Revl s ion 2. far Model TRIGA-1 
MACDONALD. C 6 Transportation Dran<h 80/02/07 2pp 


DOCKET 71-9033 MODEL 660, TECHNICAL OPERATIONS* INC 


8002060040 Requests continuatlan as user of Certiftcatei of Compliance 
9039 U 6400 

CHIN* 8 Lawrence Livermore Laboratory 80/01/09, ip 


8002060173 Requests registration as user of Models 680 St 68DE. 
BUBHKILL. F. S Babcock It Hilcos Co 80/01/13 Ip. 


8002010374 Forwards Revision 4 to Certificate of Compliance 9035 for 
Models 680 li 68GE 

MACDONALD* C.E Transportation Branch. 80/01/17 2pp 


—0002010379 Certificate of Compliance 903S. Ravi ilon 4 for Models 
680 It 680E 

MACDONALD. C E Transportation Branch 80/01/17. 2pp 


8002120396 Forwards Revision 4 to Certificate of Compliance 9033 for 
Models 680 L 680E 

MACDONALD. C E Transportation Branch 80/01/25 2pp. 


— 8002120402 Certificate of Compliance 9035* Revision 4* for Models 
680 l< 6808 

MACDONALQ. C E Transportation Branch 80/01/17. 2pp 
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DOCKET 71-9037 MODEL TR10A-2r GENERAL ATOMIC CO 


0002060161 R«<iupst-s reg i » fcrat i wn as user of Kodol TftIOA-2 

MaWRY4M R Oensral Atomic Co (<wbs of Gulf Oil Corp ) 00/01/17 

If 


8002200382 Foruards Revision 2 to Certificate of Compliancr 9037 for 
Mo(f«l TRIOA-2 

MACDONALOi C E Trati s p or 1 1 on Branch BO/02/06 Ip 


— B002200387 Cert Iff lea te of Compliance 9037. Ravi ml on 2. for Model TRiOA-a. 
MACDONALD# C. E Tran mpor tat ion Branch 00/02/06 Spp 


!>OCKET 71-9064 MODEL GE-160O. GENERAL ELECTRIC CO 


0002130663 Re<iuests extenaion of expiration <l«tB for Cartlficato of 
Coapllance 9044 for use of Model GE-i600 NetJ date coincides 
Uf/exp 1 rat i on date for remainder of certificate 
VOTHrM H Onion Carbide Corp 80/01/16 3pp 


DOCKET 71-9069 MODEL MO- I. WEfiriNCHOUSE ELECTRIC CORP 


B002260129 "Fuel Rod Shipping Container ** Sheet 1 
» Ueettnghoume Electric Corp 69/09/09 ip 


B00214009& Submits application to amend Certificate of Compliance 9069 
RBq.uestf that 79I2D4 application be discarded 
DIPIAZZA.R P Uestinghouie Electric Corp 60/01/09 2pp 


S002130639 Requests amend to Certificate of Compliance 9069 for Model 
NQ-1 autharixing changes to Pu fuel licensing parameters Fee 
anc 1 

DIPIAZZAjR P trestinghauie Electric Corp. 60/01/11 4pp. 


6002010174 Foruards Revision 2 to Certificate of Compliance 9069 for 
Model MO-1. 

MACDDNALDiC E Transpor ta tion Branch 00/01/10 ip 


—0002010177 Certificate of Compliance 9069# Rev i i ion 2. for Model MO-i 
HACDOMALDrC E Transpor tation Branch 00/01/lB, 0pp 


0002110103 Requests registration as user of Model MO-1 

HANSENrL E Exxon Nuclear Co # Inc (subs of Exxon Corp > 
00/01/16 Ip 


0002130325 Ferwards Revision 3 to Certificate of Gomplipnce 9069 for 
Modil hO-l 

MACDONALD# C E Transportation Branch. 60/02/04 ip 


— 6002130329 Certificate of Compliance 9069# Revision 3# for Model M0~£, 
MACDONALD# C E. Transp ortat i on Branch 80/02/04. 4pp 


0002200015 Notification of registration as user of Modal HO-1 in 
response to request 

MAC0QffALD«C E Transportation Branch 00/02/04 Ip 


DOCKET 71-9072 MODEL OAHC-l# GENERAL ATOMIC CO. 


6002010003 Requests reg Istre tian as user of Certificate of Co-mpl lance 
9072 for Model OAHC-l 

BLALOCK^ L Energy* Dept of 79/12/27 ip 


0002200036 Notification of regisiratipn as user of Modal OAHC-l in 
response to request. 

MACDONALD, C E, Transportation Branch 60/02/04 Ip. 


6002200030 Notification of registratlpn as user of Model GAHC-1 In 
response to request 

MACDONALD# C# El Trans porta tion Branch Q0/02/D4 Ip 


DOCKET 71-9079 MODEL HN-ICO SER1E8 S, HITTMAN Nt/CLEAft U DEVELOPMENT 


6002140310 Notif Icati an of registration as user of Models HN-lOO 
Gsries liHN-IOO Series 2. HN-IOOS# HN-600 it HN-200 
MACDONALD# C E, TranspoTtatlon Branch 00/02/04 Ip 


DOCKET 71-9080 MODEL HN-600# HITTMAN NVCLEAR it DEVELOPMENT CDRp 


8001310048 Requests registration as user of Models HN-100 Girles 
HN-100 Series 2. HN-lOO S, HN-200 t- HN-600 
UHRtO. R E Florida Pouer & Light Co 60/01/19 ip 


6002140310 Notification of registration as user of Models HN-lOO 
Series 1# HN-100 Series 2# HN-tOOS. HN-60D 6 HN-200 
MACDONALD, C E Transportation Branch 60/02/04. Ip. 


DOCKET 71-9091 MODEL CNBI-160£)r CHEM-NUCLEAR SYSTEMS, iNC 


8002130657 Requests amend to Certificate of Compliance 9061 for 
GN3-1600 authorixing shipment of matli in std company 
container Also requests amend to Condition 9 to adopt IHIT 
requ irements 

VOTH.M H Union Carbide Corp 00/01/16 4pp 


DOCKET 71-9066 MODEL HN-lOO SERIES 1# HITTMAN NUCLEAR it DEVELOPMEHI' 


80uiJl004B Requests registration as user of Models HN-100 Series !• 
HN-100 Series 2# HN-100 S. HN-200 b HN-600 
l/HRtOiR E Florida Pouer 6 Light Co 60/01/15 Ip 


8002140310 Notification of registration as user of Kodeli HN-lOO 
Series 1# HN-100 Series 2. HN-IOOS# KN-600 Sc KN-200 
MACDONALD# C E Transportation Branch 00/02/04 Ip. 


DOCKET 71-9089 MODEL NH-100 8# HITTMAN NUCLEAR & DEVELOPMENT COfiP 


8001310048 Requests registration as user of Models HN-iOO Beriit I* 
HN-100 Series 2< HN-100 S# HN-200 1# HN-600 
UHRlOiR e Florida Pouer & Light Co 60/01/15 Ip. 


0002140310 Notification of registration as user of Models HN-100 
Series 1. HN-100 Series 2# HN- 10 06# HN-600 t HN-200 
MACDONALD# C E Transportation Branch. 0O/OS/O4, ip, 


0002200020 Notification of registration ai user of Model HN-1000 In 
response to request 

MACDOANLDfC E Transpor tation Branch 00/02/04 if. 


DOCKET 71-9094 MODEL, CNSI-14-195-H# CHEM-NUCLEAR BY0TEMS, JNC, 


6002060216 Requests registration as user of Model CNBI-14-195-H 
NACE#M,U New# Dept of 80/01/21 Ip. 


B002200030 Notification of registration as user of Model CNflI-14-195-H 
In response to request, 

MACDONALD# C £ Transportation Branch 60/02/04 ip. 


DOCKET 71-9111 MODEL- CN6-aOA# CHEM-NUCLEAR# INC 


8002050016 Notification of registration as user of Model CN6-0eA 1ft 
resdonse to util request, 

MACDONALD# C E Transportation Branch 80/01/23 Ip 


DOCKET 71-9il3 MODEL 7-100# CHEM-NUCLEAR SYSTEMS# INC. 


0002200023 Notification of registration as user of Model 7-100 In 
response to rsquvst Requests identification of specific OA 
program for shipping activities 8# date of approval by NRC 
within 30 daqs 

MACDONALD# C E Transportation Branch 00/02/04 Ip. 


6002040243 Requosts registration as user of Model CN8I 7-100 
FAY#CW Wisconsin Electric Power Co 60/01/17. Ip. 


DOCKET 71-9135 MODEL CENTURY# OAMMA INDUSTRIES 


6002190020 Foruards addl info re NRC review of 790824 requeit for 
approval ra Modal Century Info requested Includes lets 
detailed engineering drawings skstchss showing package 
impact orientatiun, 

MACDONALD# C E. Transportation Branch, 80/02/04. 2pp 
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vl-9107 MODEL 020 

— 

Forward* Revision O to Certificate of Compliance 9137 for 
^^i*»MLDpC E Transportation Branch QO/02/15 Ip 

kc<^ 

-^D09l Certificate of Compliance 9ia7i Ravliion Or for Model 920 
C E Transportation Branch 00/02/15 5pp 


DOCKET 71-9139 MODEL 0E-5S9. GENERAL ELECTRIC CQ 


60(12010231 Foruardi request for addl info re 791004 application for 
approval to deliver Model 0E-5a9 to carrier for transport 
Requests info in form of revised pages to SAR to preserve 
continuity of application 

MACDOMALDiC E Transportation Branch 60/01/14 4pp 




NONDOCKETED ITEMS 


tOCFR COMHIBBION MEETING RECORDS 


7909290606 NRG de term! nation to withhold from public disclot^ure 790904 
transcript of ditcuasion of personnel matter 

CHlLKi 8 J Office of the Eecretari^ of the Commission 79/09/10 

Ip 


8001310194 Transcript of Affirmation Session 80-01 on 800119 In 
Mash ington* DC Pp 1-4 
a Commission 60/01/19 4pp 


BOOSO1O091 Forwards NRC rociolrements from 79i217''800l04 open meetings 
Requests placement in PDR 

CHlLKiS J Office of the Becretarg of the Commission 60/01/14 

Ip 


—0002010099 Summarg of 791218 open briefing in Washington* DC re NRC 
pqlicg planning li program guidance for FY82~86- 

CHlLKiS J Office of the Secretarg of the Commission 79/12/19. 

Ip 


—8002010101 Summarg of 791219 open meeting in Wash Ington* DC re action 
plan for implementing recommendations of President's 
Commission & other studies resulting from THI-a incident 
Addl discussion scheduled for 791231 

CHILKfG J Office of the Secretarg of the Commission 79/12/20. 
Ip. 


—0002010110 Bummarg of 791220 open meeting in Washtngtoni DC re Advlsorg 
Committee on Const During Adjudication final rept 
Notice of proposed rulemaking urlll incorporate three options 
presented in rapt 

CHILK<8 J. Office of the Secretarg of the Commission 79/12/21 

Ip. 


—8002010120 Summarg of 791221 open meeting In Wash Ington* DC re 
continuation of briefing on action plan Requests that Action 
Plan Steering Group studg development of sgt for feedback on 
proposed technical* procedural S< hardware changes 
CHILKiS J Office of the Secretarg of the Commission 79/12/20. 
Ip 


— 8002010129 Summarg of 791221 open meeting in Washington* DC re 
continuation of briefing on planning program guidance 
Commission approved 19 program areas to be addressed in 
planning & program guidance document 

GHiLKrG J Office of the Secretarg of the Commission 79/12/27. 
Ip 


— 0002010131 Summarg of Affirmation Session 79''4l on 791221 in 
Washington* DC re SECY-A-SS# further conii deration of response 
to UB Circuit Court of Appeals decisl on* Gainsvl lie Utils vi 
FL Power tn Light 

CHILKrS J Office of the Secretarg of the Commission 79/1S/21 
Ip 


— 6002010139 Summary of Affirmative SSession 79-42 on 791227 in 
Washington* DC re SECY 79-464 it 79“5l4i de legation of 
of authority & proposed amend to coce re adjudicatory 
proceedings 

CHILKiS. J Office of the Secretary of the Commission 79/12/28 

2pp. 


— 8002010143 Bummarg of 800102 open meeting re facllitg steam generator 
tube degradation NRC plans to issue supplemental 
confirmetorg order requiring licensee to take immediate 
action to decrease reactor coolant pressure 

CHILK*8. U Office of the Becretarg of the Commission. BO/01/03, 

Ip. 


6002010178 Transcript of 000119 public meeting in Wash Ing toni DC re 
aspectsof occupational radiation protec tion. Pp t-83 
Supporting documentation end 
e Commission 80/01/15 e4pp 


0002110213 Summary of NRC 800* o dosed meeting re discussion of Erwin 
facllitg Approved tssuance of order mo-difglng license to 
permit resumption of operation after implementation of 
safeguards requlremintt 

CHILK. 6 J Office of the 8|*crstarg of the Commiision 60/01/21 

app 


6002110637 Harksd-up transcript o# 600130 hearing in Wash ing ton* DC rt 
discussion of delegation sf authority Pp 1-64 
* Commlsslen 80/01/30 6Spp 


600213:0067 Harked’-up tra< script of 600131 hearing in Washington* DC rt 
continuation of policy, p lanning program guida Pp 1-79 

a Commission BO/Ol *1. 0Opp 


8002130547 Transcript c/ Affirmation atsiion 80-2 in Wash ington* DC 
AHEARNEiJ F f 01LIN8KY*V * BRADFORD* P A Conisisiion 80/01/22. 
4pp. 


—6002130553 Forwards revisad pagas to 8ECY-79-406 rs petition for 
rulemaking 51-4 to limit scope of preoperating license 
environ review Draft notice of denial end 

CKILK/8 J Office of the Secretary of the Commission 79/12/14 
5pp 


—8002130560 8ECY-79-406 

Recommends approving NRC denial of petition for rulemaking 
51-4* to limit scope of preoparating license environ rsvliw. 
Proposed Itr t< notice of denial it analysis of comments end 
SHAPARiH K Office of the Executive Legal Director 79/06/lB 
27pp. 


— 8002130565 Forwards petition for rulemaking 51-4 

LOWENaTElNiR Louensteln*Newman*RelsrAxclrad It Toll. 78/02/08 

Ip 


— 8002130960 Petition for rulemaking 51-4 to limit sco-pt of environ 
review conducted at OL stage 

LQWENSTEIN* R. Lowenste in* Newman* Reis* Axelred t< Toll 
LOWENSTEIN. R. Boston Edison Co LOWENBTEIff* R Florida Powir It 
Light Co. 76/02/00 27pp 


6002190629 Dadsion memorandum 6 checklist to facilitate Conmisslon 
action on *‘Revi*u of Delegations of Authority within NRC.'* 
MANREKANiE, J Material Control Licensing Branch 80/01/24 6pp 


—8002190631 ''Review of Deligations of Authority Within NRC." 

» Offic* of Policy Evaluations a Office of the Oaneral Counsel 
79/09/30 200pp. 


8002200248 Transcript of 800124 meeting In Wash ington* DC te rapt of 
NRC/TMl Special Inquiry Group, Pp 1-129. 
a Commission. BO/01/24 130pp 


8002200276 Transcript of 600129 Affirmation Session 80-3 in Washington* 
DG.Pp 1-2 Cartlficota of reporter end. 

« Commission, BO/01/29 4pp 


0002200207 Transcript of 800129 meeting In Wash Ington* DC re discussion 
vote on BEGY-BO-20* Philippine export application Pp 1-64. 

* Commission BO/Ol/29 66pp 


6002200566 Transcript of B00213 brlifing In Wash ingtom DC re turbine 
missiles Pp 1-37. VIewgraphs encl 
* Commission 60/02/13, 54pp 


600221009? Transcript of NRC 600116 public mtstlng in Washington* DC re 
policy* planning program guide. Pp 1-3 
a Commission BO/01/18 4pp 
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8003210101 Trans-cript of 800118 public mtetlng in tla«h itigton*- OC r» 
policgi plAnning It pr-agrantm gtjide Pp l-5h 
* CoBiai««iDTii SO/Ol/lQ S7pp 


0002270017 Transcript of 800207 Affirmation 8*»iion 80-9 In Mashington* 
DC Pp 1-9 a £07-79-203, 79’*2S3A* 79-203Bt 77-692 & 79-636 It 
revisad pages to fiECY-79-661 end 
a Commission 80/02/07 9pp 


0002220450 Transcript of NRC 60011B public meeting in Uasb ington* DC re 
Rogovin rept Pp 1-6 

AHCARNEtJ F I OlLINaKV.V, BRADFORD, P. A Commiifion 80/01/18 

7pp. 


— 0002290023 Forwards Oassick 000110 memo & revised pages to 8ECY-79-661 
re empiogee protection for individuals that provide info to 
NRC 

» Offlctf of the Beeretarg of the Commission 80/01/il tp 


8002SS0247 Transcript of 800213 Affirmation Bession 00-6 In Washington 
DC re CammissiDn vote on 8ECY-77-662t 8ECV-aO-9r aeCY-79-6B2 
tt SECY-79-473. 

« Coomissian 80/02/13 4pp, 


—8002250262 SECY-79-66a 

RecoiuiendB NRQ approve publishing proposed rule 10CFR70 re 

general licensing o^f carriers of Irradiated fuel 

HIMQ€Ue,R B. Office of Standards Development 77/12/21 4pp 


— G0022S0269 BECY'-7a-OOQ 

Discusses response to Commlssian {question re protection of 
SHH 

HINOOUEtfl. B Office of Standards Oevrlapment 70/01/09 37pp 


— B0O3250272 Prelininarg valua/impact assessment re proposed rule for 
general licensing ef carriers of irradiated fuel 
« Office of Standards Develapment 78/01/05 4pp. 


—0002250270 eECY-aO-009 

Requests approval of effective amends to 10CFfi4 re 
prohibition of d isct iminat Ion against the handicapped in 
federally assisted programs 

SHAPAR,H K. Office of the Executive Legal Director 80/01/04 
32pp 


*0002250286 secy-79-6ea 

Requests approval of notice of proposed rule change to 
eiplicttlg define criteria for access controls at entrances 
to power plant vital areas 

NIMHOErR B. Office of Standards Development 79/12/21 16pp. 


1002290272 Value/impact assessment re access controls to nuclear power 
plant vital areas by amend to 10CFR73 
♦ Office of Standards Development. 79/12/21 0pp 


— 8002290020 Forwards revised pages to 8ECY-79-661 re employee protection 
for individuals that provide info to NRC Reflects recent' 
issuance by Dept of Labor of effective regulations that 
implement new authority under Public Law 95-601 
MINaOUE,R D Office of Standards Development 00/01/10 Ip 


—8002290032 8ecV-79“66i 

Revised Pagas 4,9, 10, Enel 3M b 2, End 6i3, End 7 & li 
End 9 

• Office of Standards Development 60/01/10 19pp 


—8002290036 BECY-79-661 

Discusses employee protection for individuals providing info 
to NRC Racommends issuance of joint NRC/Dept of Labor 
memorandum of understanding re discrimination b procedures 
MINOOUE,R B. Office of Standards Development 79/12/07 49pp 


—0002290039 8ecY“79-293 

Recommends approval of amends to lOCFRl 10, simpl if VI ing 
Licensing requirements when matl is not significant from 
nuclear proliferation standpoint Draft notice of rulemaking 
end, 

BHEA, J R Office of International Programs 79/04/20 22pp 


—8002290046 Comments on proposed rule lOCFRltO supports chenges which 
will facilitate export of nuclear powered cardiac 
pacemakers Suggests larger exempt limit of 5-6 g b 
clarification of 3 g limit 
8CHW0EBEL,J J Cordis Corp 78/09/22 2pp 


— B002290092 Comments on proposed rule tOCFRllO, general license should be 
included fop export of Am-241 in any form up to 5 uCi per 
source or Instrument Export of 6Nti should be allowed in 
callbr tn ref sources, even when not pert of sensing element 
GEI0ER,E. L Eberllne Instrument Corp 70/06/01 Ip 


0008260163 Transcript of 000206 briefings in Washington, DC re upgrading 
NRC operations ctr. Pp 1-103 
» Commission. 80/02/06 103pp 


— B00229O056 Comments on proposed rule lOCFRllO* export of Am-24i gamma 
ray sources up tq 9 Cl per source should be permitted 
BERTTN, M C. Nucleonic Data aystems, Inc 70/09/26, 2pp, 


'8002260167 Bummarlxes status of operations ctr U of plans to improve 
accoModations & procedures for Incident response Vitugraphs 
encl. 

STEIXOrV Office of Inspection & Enforcement) Office of the 
Director 6ECV-80-03S 80/01/21 4pp 


8002260314 Transcript of 800211 continuation of briefing in Washington 
DC on effect of special inquiry group rept, Pp 1-113 Draft 2 
of NURE0-066O, "WC Action plans Developed as Result of TMl- 
2 Accident** end. 

AHEAHNE,JF. , OlLINSKViV, KEfdfEOY.RT Commlseion 80/02/11. 

104pp 


‘0002260318 NVlREO-0660 

"NRC Action Plans Developed as Result of Tlll-2 Accident,*' 
Draft 2 

e Office of Kuclear Reactor Regulation 90/01/23. 290pp, 


302260091 Transcript bf 600214 briefing in Washington! DC re licensee 
regulatory perfornance evaluation Pp 1-45 W/8*cy-0O-03 re 
systematic aesessnent of licensee performance 
* Commisiian 80/02/14 49pp. 


—6002290101 Informs Cumaiiiiidn of IE efforts re evaluation of licensee 
performance* per SECY 70-55^4 t NUREO-0660 Regional 
evaluations will begin June 1900 Details of review group 
operation will be flnaliied by June 1990. Viewgraphs encl 
STELLQiY Office of Inspiction I 4 Enforcementj Office of the 
Director. 00/02/12 20pp. 


6002270004 Transcript of Cceusislan 800215 brief It^g in Washington, DC rs 
Of risks of plant operation at low power vs full power Pp I- 
28. Relative risk assessment end 
s Commission 00/02/ L9. 40pp. 


8002270007 Transcript of CoiMsission 000219 discussion in Washing tan, DC 
re Commission decisionmaking rote in smergeneg response Pp 

a ColMlision. 80/02/17. 57pp. 


— 8002290064 Comments on proposed rule lOCFRHO generally supports 
amends Questions requirement of specific licenses for export 
of source changers b urges rewording of Bection 110.26 to 
eliminate requirement for repts on exports to free world 
CLARK, E T Technical Operatums, Inc 70/06/07 2pp. 


—8002270072 Comments on proposed rule lOCFRllO specific export license 
should not be required for Am-241 in sealed sources 
LIVIN08TON, A J Ohmart Corp. 79/06/07, Ip 


— 9002270092 Comments on proposed rule tOCFRllO, general license should 
include shipments of 0 1 Ci or less of Am-241 in measuring 
devices. 

BQ5SEN, D A Heasurex Corp 70/06/07 3pp 


— 9002290098 Comments on proposed rule lOCFRllO, urges incorporation of 
provisions to permit generally licensed exports of microgram 
quantities for RfcD, up to S gm Pu or enriched U I< op to O, 1 
mCl Am-241 as callbr or ref sources 

SCHWEBELrA Commerce, Dept of. National Bureau of Btandards 
70/06/14 S?pp. 


— 6002290099 Comments on proposed rule lOCFRllO suggests retaining 
general license to export Am-241 to other than Schedule B 
nations w/requlrement that NRC b regulatory authority of 
destination country be notified 30 days prior to transfer. 
PRATT, T.E Weston Components b Controls. 78/06/14 2pp 


—6002290102 Comments on proposed rule lOCFRl 10. limitations on exporting 
products containing depleted U or low level concentrations 
Thorium should be deleted Depleted U counterweights nfg 
under NRG license should be generally licansed for export. 

» Boeing Co. 4-1639-738-0129, 70/06/09. Ip. 


— 6002290107 Comments on proposed rule lOCFRl 10. Affl-241 should be exempt 
when contained in instruments or equipment if total activity 
per Item is less than 10 mCl b each shipment contains less 
than 9,000 Items 

8H1TH,P E. Affiliation Unknown 70/06/22, Ip. 
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*'-0OO229O12& Ccmtnentk on proposed rule tOCFRllO rocommends continuing or 
extending general licensing for export of Am-241 in se.Aled 
sources utitixlng only garsune radietlon 
PftENOEROASTi M R LFE Corp 70/06/20 Ip, 


8002S9DIM Comments on proposed rule tOCFRllO suggests reuiriting 
proposal to indicate Issuance of license required onl^ once 
for period of time consistent u/ot)>er NRC 1 icenses» such as 
five grs 

UEaTERFIELD- A E Amersham Corp. 78/06/16 Ip 


'B002290121 CaiAjnents on proposed rule iOCFRilO concurs lu/propased amend 
re general licensing of exports of nuclear metis in minor 
quanti ties 

WILSON. B 0 General Electric Co flDW-76-7a 78/05/23 ip 


*'*'8002890143 Comments on proposed rule lOCFRilO requests addition of 
Am-241 , encapsulated as low energy photon source. to proposed 
general license. 

STEPHENS. 0 C Industrial Nucleonics Corp. 78/06/23 ip 


— 8002890152 Cpnments on proposed rule lOCFRl iO* genera 1 licenses should 
include provisions for import re-eiporfc of mails 
previously licensed for export U subsequent import of minor 
quantities of byproduct & &NM 

ANDERSaN.T H Westinghause Electric Corp Na-TMA-10S4 76/06/20 
4pp 


—0002290159 Comments on proposed rule tOCFAIlO generally approves 
proposed rule Will submit comments. 

HO a AN. J P Oeneral Atomic Co isuhs of Gulf 01 1 Co I 78/06/26 

IP 


'"■8002290166 Comments on proposed rule lOCFRIlO general license should 
Include export of A(n~241 in alpha-emitting tealsd sources 
containing not more than 0 IX Am-241. in shipments of 10 Cl 
or less 

MCORAM. J. D General Atomic Co, (subs of O.ulf Oil Co » 70/07/12 

2pp. 


--*8002290170 Comments on proposed rule lOCFRllO supports proposed general 
license for export of P4j-23a General license should include 
An-841 as sealed source in measuring device Reporting 
requirement should be clarified 

HENDRIGKjW G. Texas Nuclear Div (subs of Ramsay Eng Co ) 

78/07/10 2pp 


— 8002290175 Comments on proposed rule lOCFRllO general license should 
include Am-841 up to 35 Ci per device as neutron source for 
Instruments used In detection & measurement of natural 
resource deposits Si geological testing 
8ALLANBrW J. Affiliation Unknoun 70/07/14 3pp 


— 8008290179 Comments on proposed rule lOCFRllO general license should 
Include export up to O 1 Ci per shipment of special nuclear 
& byproduct matl u/Atomic Number 64 or greeter In calihr 
stds tc sealed sources. 

AML AUER I K Isotope products Latoratopies 78/07/14 2pp 


— 6002290184 Comments on proposed rule lOCFRllO 3 g limit for export af 
8NH should be Increased to 6 g Wording should be clarlfisit 
in Subparagraph (li) of 110 48(a><2) b up to iOO g BNM 
included in general license 

LESTYKr J. A General Atomic Co. Csubs of Gulf OIL Co >, 76/07/14 

3pp 


' — 800229010? ^'Ofe of Executive Legal Director Legal Analysis of Authority 
to Permit Export of SNM Other than t/nder Terms of Agreement 
for Cooperation.” 

» Office of the Executive Legal Director 79/04/80 ISpp 


— 8002290192 "Btaff Analysis Under Sections 127 U 128 of Atomic Energy 
Act of 1954 as Amended, " 

a Office of International Frogrami 79/04/20 iOpp 


— 8002290199 Advises that Executive Branch revieui concurs u/lssuence of 
general 1 Icenie. Suggests license be issued on basis that any 
export in category to which proposed export belongs would 
not be inimical to common defenie b security 

NQSENZOrL V. State* Dept ofi Bureau of Oceans b Inlernatl Environ 
b Scientific Affairs 79/01/30. 3pp< 


— 0002290803 aECY“79-2a3A 

Recommends deletion of l/ganda from list of embargoed 
destinations. Enc 1 presidential memo certifies Uganda no 
longer committing consistent pattern of gross violations of 
human rights. 

SHEA. J R Office of International Programs. 79/06/01 ^pp- 


— BOO829O2O0 SECV-79-a03D 

Provides add! info in response to Comm s» i oner Bradford 
questions ro Implementation of proposed minor quantities 
amends for specific licenses 

SHEA. J R Office 0-f Intematiora 1 Progranns 79/11/13 3pp 


—8002290218 8ECY“79“6a2 

Summar i 2 a s info re access controls required at entrances to 
nuclear pawer plant vital areas Recommends amends eiplxcltty 
defining criteria for access b requiring procedures to 
assure only authorized access Draft of proposed rule end 
MINQGUE. R B Office of Standards Development 79/12/21 12pp 


— 800229D221 "’Criteria Dealing w/Access Controls to Vital Areas " 
* Office of Standards Development 79/12/21 3pp 


— 8002890230 Value /impact assessmsnt of proposed amend to 10CFR73 tc 
explicitly define access controls to nuclear pouxr plant 
vital areas 

« Office of Standards Development 79/12/21 flpp 


—0002290235 aECY-79-636 

Summariies comments solicited re restructuring 10CFR20 
radiation protection stda ‘RecaminDndls approval of enc I draft 
notice for issuance in FR 

M0N80UE. R 0 Office of Standards Development 79/11/20 Spp 


— S002290240 Comments on proposed rule 10CFR20 endorses effort to up 
stds Suggest' terms for expressing limits of contamination b 
addl items to be limited 

0EB8ER. T K New York* State of 79/11/14 3pp 


— 8002290247 Comments on proposed rule 10CFR20 framework of present 
20 not suitable for Incorporating present b future 
requirements Applicable radiation protection requirements 
should be reviewed b NRC implementation defined 
HAWKlHSrD G Environmental Protection Agency 79/11/05 3pp 


— 8002290252 Comments on proposed rule 10CFR20 review is desirable C 
to parlicipate 

HUNROE. R R Defense. Dept of 79/10/01 2pp 


— 80G2290258 Comments on proposed rule 10CFR20 objective regulatory 
should be clearly d if f erent lated from philosophical position 
statements Females. as susceptible group. should be changed to 
females who are pregnant 

WALKER) B Labor.Dept ofi Dccupatlonal Safety b Health Admin 
79/1 l/2t. 19pp 


—6002290864 8upp 1 emental info re changes in 10CFR8O Geeks public c( 
for purpose of modernizing radiation protection stds Plans 
to work closely u/£PA to ensure compatibility w/for thcoming 
EPA guidance 

a Office of standards Development 79/11/20 3pp 


6002290278 Transcript of 000221 meeting in Wash Ing ton. DC re ^ffBctl^ 
amends of 10CFR35 to faquirs reporting of ml ladmin 1 strations 
of byproduct matl Yieugraphs end 
* Commission 80/02/2) S3pp, 


9002290514 Transcript of 000214 dlscusislon in Wash Ington. DC re 
guidance to TMl Board re ngt competence Pp 1**? U/memo 
forwarding draft order for AELB consideration of mgt 
competence issue 

OlHN&KYrV.. HENDftJE, J M Commission DICKMIT.L Office of the 
General Counsel 00/02/14 1 Ipp 


— 8002270518 Forwards draft order for ASLB consideration of mgt 
competence Issue 

GltlNSKV.V Commission 80/01/20 5pp 


ACR8 ADVISORY COMMITTEE ON REACTOR SAFEGUARDS 


7903150146 Comments on prceentations made at 761025 subcommittee 
meeting on pEant arrangementi Discusses Sandia study on sys 
interaction. NRC program to identify ays interact! ons. DRNU 
work* Zion syi Interactloni study b LGR review program 
MICHELSDN.C ACR8 - Advisory Committee on Reactor Safeguards 
79/01/17 12pp 


0002010011 Notiflcatiqn of ACR3 791108-10 meeting in Washing ton. DC 
discuss ml seel laneoifs matters related to ACR8 activities 
KOVLE. J, G ACR8 - Advisory Committee on Reactor Safeguards 
60/01/07 6pp. 

( 
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NONDOCKETED ITEMS 


8002010170 Notification of ACRB Sub comcni ttee on Waste Wgt 791031 
meeting in Wash ington, DC to discuss high S< loin Isvel uiaste 
U mill tailing^ programs 

HOYLEi J C ACRS - Advlsorg Committee on Reactor Safeguards 
79/10/11 2pp 


8002010184 Notification of ACRS Subcommittee on ECC3 791017-18 meeting 
in Wash ington» DO to discuss Westinghousoi C-E tc B5tW info re 
spectrum of small break ECCB calculations Portions of 
meeting closed to protect proprietary Info 
KOYUE' J C ACRS - Advisory Committee on Reactor Safeguards 
79/09/25 3pp 


8002010165 Tentative schedule for Subcommittee o-n Metal Components 
791105 meeting in Wash ington* DC 

* ACRS " Advisory Committee on Reactor Safeguards 79/11/05 2pp 


8002010169 Revised schedule for Waste Kgt Subcommittee 790916-19 
meeting 

e ACR9 - Advisory Committee on Reactor Safeguards 79/09/14 2pp 


9002010191 Notification of ACRS Ad Hoc Subcommittee on tMl-2 Accident 
Implications re Nuclear Power Plant Design 791204 meeting t»i/ 
nuclear industry . uti Is U util consultants in Wash Ington* DC 
HQYLEiJ C ACR8 - Advisory Committee an Reactor Safeguards 
79/11/14 2pp 


6002010199 Tentative schedule for Subcommittee on Waste Mgt 791031 
closed meeting in Wash Ingtonj DC 

* ACRS Advisory Committee on Reactor Safeguards 79/10/31 2pp 


8002010200 Notification of ACR6 Subcommittee on Reactor Qperatlont 
791203 meeting in Wash ingtam DC to discuss Items contained 
in ACRS 790321 rept* "Status of Generic Items Re LWR Rept 
7 

HOYLEj J C ACRS - Advisory Committee on Reactor Safeguards 
79/11/13 2pp 


8002010203 Notification of ACRS Subcommittee on Advanced Reactors 
791 129''30 meeting at Sandia Labs« A1 buquerquer NM to discuss 
NRC-sponsored research on safety of advanced reactors at 
Sandia Uos Alamos labs 

HOYLE* J C ACRS - Advisory Committee on Reactor Safeguards 
79/11/07 2pp 


00201020A Tentative detailed schedule for 791026 LACfiWR Subcominlttee 
meeting In Washington! DC 

' ACRS - Advisory Committee on Reactor Safeguards 79/10/26 Ip 


2010212 Schedule (i outline for 235th ACRS meeting on 791108-10 
n Washington* DC 

ACRS - Advisory Committee on Reactor Safeguards 79/10/26 4pp 


)20l02ia Schedule & outline for 237th ACRS maetlng on 800110-12 In 
Wash ingtoni DC 

♦ ACRS - Advisory Committee on Reactor Safeguards 60/01/02 4pp 


002010226 Tentative detailed schedule of Ad Hoc Subcommittee on THl-2 
Accident Action Plan 600107 meeting in Wash ington* DC to 
review NUREO-0660 

* ACRS - Advisory Committee on Reactor Safeguards 60/01/07 3pp 


8002010230 Schedule U outline for 236th ACRS meeting on 791206-0Q in 
Washington* DC 

• ACRS - Advisory Committee on Reactor Safeguards 79/11/28 3pp 


102010236 Schedule it outline for 232nd ACRS meeting on 791004-06 
in Washington* DC 

* ACRB - Advisory Committee on Reactor Safeguards 79/09/26 3pp 


>02010240 Tentative schedule for Subcommittee on OETR 791114 meeting 
in Ban Franc 1 sco* CA 

» ACRS “ Advisory Committee on Reactor Safeguards 79/11/14 ip 


"010261 Notification of renewal of ACRS 781004 meeting procedures 
eludes general rules & special provisions for proprietary 
isions 

/LEi J, C ACRS - Advisory Committee on Reactor Safeguards 
/09/25 5pp 


''1026B Notification of proposed meeting of ACRS, ACRS subcommittees 
orking groups Preliminary schedule end 
LEi wf C ACRS - Advisory Committee on Reactor Safeguards 
09/14 4pp 


0002010273 Nntificdtion of ACRS Ad Hoc Subcommittee on TMI-2 Accident, 
Bulletins S* Orders 791002 open meeting in Wash Ington, DC to 
discuss response of vendors 6 utils to IE bulletins NRC 
orders 

HOYLE, J C ACRQ - Advisory CofiKnlttee on Reactor Safeguards 
79/09/10 2pp 


8002010277 Notification of ACRB Ad Hoc Subcommittee on TMl-2 Accident 
Implications re Nuclear Power Plant Dasign 791003 meeting u/ 
nuclear industry , uti 1 co-nsultants 8t stata & local officials, 
in Wash ington* DC 

HOYLE, J C ACRS - Advisory Cohimlttec on Reactor flafeguards 
79/09/11 3pp 


B002010304 Notification of ACRB 791004-06 meeting w/PO&E & consultants 
in Washington, DC to discuss miscel laneous matters re ACRB 
actlvi ty 

HOYLE, J C ACRS - Advisory Committee on Reactor Bafeguarde 
80/01/07 5pp 


8002010309 Revised notification of ACRB 791004-06 meeting in 
Washington, DC to discuss proposed annual rapt to Congress 
for CV79 re NRC safety research program Agenda revited 
Notification of' meeting originally published 790919 
HDYLE, J C ACRB - Advisory Committee on Reactor Bafeguarde 
BO/01/07 3pp 


B002010315 Notification of ACRB Subcommittee on Radiobiological Effects 
U Sit* Evaluation 79l016'-17 open meeting in Wash Ington, DC 
to discuss pertinent sections of ACRB annual rept to 
Congreit re NRC reactor safety research program 
HOYLE* J C ACRB - Advisory Committee on Reactor Safeguards 
79/09/25 2pp 


0002010507 Notification of ACRB Subcommittees on Waste Mgt Fuel Cycle 
791219 joint meeting in Washington* DC to discuss NRC waste 
mgt/fuet cycle research it technical assistance programs 
HOYLE* J C ACRB - Advisory Committee on Reactor Safeguards 
79/11/26 Ip 


0002010554 Notification of ACRS Subcommittee on Fluid Dynamics 
790913-14 mooting in Los Angeles, CA to discuss NRC 
acceptance criteria for BWR Mark I it II containment sys 
HOYLE, J C ACRB - Advisory Committee on Reactor Safeguards 
79/08/22 2pp 


0002010564 Notification of scheduling changes to agenda of ACRB 
790906-08 meeting in Wash ing ton, DC. Meeting will address 
Implications of TMl-2 acc Ident* sel tmlc design of nucltar 
power plants 4c proposed resolution of ATW8 for DWR 
KOYLEi J C ACRS - Advisory Committee on Reactor Safeguards. 
60/01/07 4pp 


B002040003 Notification of proposed meetings of ACRS subcommittees h 
working groups Preliminary schedule end 

HQYLEiJ C ACRB - Advisory Committee on Reactor Safeguards 
79/10/18, 6pp 


00D804O03S Notification of ACRS Ad Hoc Subcommittee on THI’-2 Accident 
Dulletins Orders & ECG8 Subcommittee 800103-04 joint 
meeting in Inglewood* CA to discuss IE bulletins I* NRC 
orders Portions may be closed to public 

HOYLE, J C ACRB - Advisory Committee on Reactor Safeguards 
74/<&/13 3pp. 


B002040D94 Responds to FOIA request for certain background documents re 
NRC policy on "'differing prof opinions " Forwards documents 
listed in app 

FELTON, ^J M Division of Rules and Records BO/Ol/09 App 


— B00QO40439 Discusses ACRB review of statements by Bridenbaugh* Hubbard, 
Minor It Pollard RecQismends that NRC utlllie SERc or topical 
repts to present technical considerations 4( views in 
development of NRC positions on safety issues 
MOELLER* D W ACRS - Advisory Committee on Reactor Safeguards 
76/05/19 47pp 


—8002040442 Discusses ACRS 761209-11 review of IS technical issues 
identified in Ruiche 761103 memo Alio rsvieued at 761203 
working group meeting W/list of documents used in review 
MOELLER, D W ACRS - Advisory Committee on Reactor Safeguards 
76/12/12 5pp 


— 0002040451 Discusses review of 12 addl technical issues at ACRS 
770210-12 it 0208-09 meetings & working group 770201 meeting. 
Forwards "'Rept of ACRB on 12 Addl Technical Issues Related 
to LWRs " 

BENDER, M ACRB - Advisory Committee on Reactor Safeguards 
77/02/23 3p p 
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— 6002040461 Foruard* ACRB antuors to follabiup quo«tions from Sonate 
Committa* on Oovt Operattona 761213 6earlng«i tn reiponse to 
761223 rtqufst 

BENDERr K ACRS - Advisory ConvnittsB on Reactor Safeguards 
77/01/10 8pp 


8002120746 Discusses Public Lau B9’'4B7 amending Section 3 of 
Administrative Procedure Actiro public info Requests Info on 
effect of amend on ACRB operation including meetings & 
discussions re civilian U militar<j application 
OKRENTiO ACRS Advisory Committee on Reactor Safeguards 
66/00/03 2pp 


—8002040446 ’’Ript of ACRB on Selected Safety Issues Related to LURb 
* ACR9 - Advisory Committee on Reactor Safeguards 76/12/12 
32pp 


— B002040456 “’Rapt of ACRS on 12 Addl Technical Issues Related to LMRa " 
* ACRS - Advisory Committee on Reactor Safeguards 77/02/23 

21pp 


8002130394 Comments on President's Commission recommended condition* 
far CP or OL issuance Supports need for neu safety 
improvement *« rev i ou) of licensee competency !< conditioning 
licensing upon approval of state local emergency plan* 

CARBDNi H M ACRS - Advisory Committee on Reactor Safeguards 
79/12/11 3pp 


8002040112 Notification of ACRS 791004^06 meeting in tiashinptonr DC to 
discuss proposed annual rept to Congress for CY79 re NRC 
safety research program Agenda revised Notification of 
meeting originally published 790919 

HOVLEi J C ACRS ^ Advisory Committee on Reactor Safeguards 
BO/01/07 3pp 


8002040256 Transcript of ACRB Subcommitte on ATN8 600125 meeting in 
Uashlngton.DC Pp 1-167 

«■ ACRS - Advisory Committee on Reactor Safeguards 60/01/29 

168pp 


8002040267 Transcript of ACRS Subcommittee on Metal Compounds 800123 
meeting in Uashlngtt>n» DC Pp 1-196 

a ACRS - Advisory Committee on Reactor Safeguards 80/01/23 99pp 


8002040337 Notification of ACRS Bubcommlttee on Pouier & Electrical 
8yt 791213 meeting in hlashirigton* DC to dlBCUis Items re 
electrical pouer instrumentation! control &i protection sys 
in nuclear power plants 

HOYLEf J C ACRS - Advisory Committee on Reactor Safeguards 
79/11/21 2pp 


6002040436 Notification of preliminary schedule qf proposed ACRSi 
subcommittee St working group meetings 

HOVLEr J C ACRS - Advisory Committee on Reactor Safeguards 
79/11/16 9pp 


8002D4Q4BO Notification of ACRS SubcommittBe on Bite Evaluation 791220 
meeting In Washington! DC to discuss siting & emergency 
planning research Si NRC siting policies Portions may be 
c lostd 

KOYLEt J C ACRS - Advisory Committee on Reactor Safeguards 
79/11/20 2pp 


600214008B SubiriLt* draft rept an siting of power reactors in 
metropolitan ctr* Considerable safety improvements required 
prior to siting of large reactor* near population ctr* 

# ACRB - Advisory Committee on Reactor Safeguards. 65/03/27 6pp 


6002140110 "Hydrogen Generation L Pressure Suppression Containments " 
KASTENOEROr W £ ACRS - Advisory Committee on Reactor Safeguard* 
79/12/20 7pp 


8002140620 Summary of 791107 meeting of ACRS Procedure* Subcommittee 
in Washington! DC re participation in consideration of 
dissenting prof opinion* b-y NRC 

* ACRB - Advisory Committee on Reactor Safeguards 79/12/05 26pp 


8002140628 Summary of 790911-12 meeting of ACRS Subcomml ttee on 
Reliability Probabilistic Assessment in Los AngelespCA re 
quantitative safety goals for nuclear power plants 
« ACRS - Advisory Committee on Reactor Safeguards 79/11/26 44pp 


8002140636 Summary of 233rtf ACRS meeting on 790906-08 in Washington! DC 
re impHcation of TMI incident & review of ACRS ropfcs U 
I trs 

a ACRS - Advisory Committee on Reactor Bafeguards 79/09/08 
425pp 


8002140693 Summary of 790627 meeting of ACRS Radiological Effects & 
Site Evaluation Subcommittee in Washington! DC re resoarch 
budget it other matters. 

a ACRB - Advisory Committee on Reactor Safeguards 79/10/30 

210pp 


8002150008 Oiscusses presentation by flernreuter re LLL seismic safety 
research program Forwards article & maps by L Sykes re 
weaknesses in old tetanic rock lagers 
MAXWELL, J C Affiliation Unknautn 79/12/01 6pp 


8002090274 Notification of preliminary schedule of propoaed ACRS 
tubcommiitee working group meetings 

HOYLE, J C ACRS - Advisory Committee on Reactor Safeguards 

79/08/20 Bpp 


e0021SO0i2 Summary of 791105-09 seventh water reactor safety research 
info meeting in Oa i thersbur 9' 

PEN3E!AW Lehigh Univ 79/11/29 7pp 


8DQ2DS02B6 Notification of ACdS 800110-12 meeting in Mash ing ton, DC to 
discuss repts re proposed NRC action plans to Implement 
recommendations of President's Commission St other studies of 
TMI-2 accident 

HQYLEi J C ACRS - Advisory Committee on Reactor Safeguards 
80/01/07 Spp 


6002110651 Forwards response to JCAE 670421 questions re testimony at 
committee hearing on nuclear reactor licensing 6 regulation 
ACRB members serve for modlan length of 6 9 months 
PALLADiNOiN J ACRS - Advisory Committee an Reactor Safeguard* 
67/Q5/19 lOpp 


8002120734 Discusses W Flnan 600929 trip to Boston re AEG need for 
independent review group for examining aerospace nuclear 
program health St safety aspects. Respons Ibi 1 ity for safety 
review accepted 

8ILVERMAN1L ACRS - Advisory Committee on Reactor Safeguards 
60/10/14 Ip 

8002120741 Comments on President's Commission recommendations re ACRS 
ac ti vi ties, In response to 0J Chllk 791210 Itr 
Recommendatione urlll not be endorsed until alternatives are 
stud led 

CARBON, M M ACRS - Advisory Committee on Reactor Safeguards 
79/12/10 Ip 


8002190039 Responds to request for comments it recommendation* re 
future role ^ scope of ACRS in providing advice to NRC Area* 
of contribution include safeguarding special nuclear matli 
fuel fabrication plant* ii storage of radwaste 

KERRiM ACRS - Advisory Committee on Reactor Safeguards 75/04/08 
3pp 


8002150050 Submits comment* & *ugge*tlons on Reg Ouldes 1 141,1 97 b 
snubber qual 1 f icat ion for discussion at ACRB 791107 meeting 
ZUOANS, Z Franklin In*tituto/Frankl In Research Center 79/10/30 
Spp 


8002190066 Discusses review of draft NUREO-0660 during 800110-12 
meeting Compr ehens Ivonoss dilutes item* important to safety 
<( subsequent termination of licensing moratorium Safety 
improvement* should be developed 

PLESSETi H B ACRS - Advisory Committee on Reactor Safeguard* 
80/01/19 2pp 


8002150071 Responds to 8J Chilk request for comments on President's 
Commission on TMI recommendation* re ACRS role Requests 
author i lation of ten addl senior member* per Commiasion 
recommendation for increased capacity 

PLESSETi M B ACRS - Advisory Committee on Reactor Safeguards 
aO/01/15 4pp 


8002150080 Responds to NRC 791018 Itr re contention* contained in 
790629 Itr concerning site Earthquake should be considered 
as Intensity VII Supporting documentation end. 
paHEROY, P W Rond out Associates 79/10/29 19pp 
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90021 500B6 Conclusion from ACHS lJast« Subcommittee 791031 meeting re 
need for contmurticat i an u/Congress 

STEIKBLER. M J Argonne Nat Iona k Laboratory 77/11/01 3pp 


9002150114 Qub/nit» addl comments to 791001 Itr re Wolf Creek project 
U Bykee article re nort^eaet America earthquakes end 
rtAJCWELLrJ C Aff 11 lation Unknown 79/11/26 8pp 


BD02150119 Discusees findings of 771114 Subcommittee on 0£TR meeting in 
San FranciscOiCA 

MAXWELL, J C Affiliation Unknown 79/12/01 5pp 


8002150136 Submits review of Reg Guide 1 77<Reviaian 2 Ouide has not 
considered recommendations of TMI Lessons Learned Task Force 
re vent valves in primary sgs high paints & PWR pressure 
veftfifll level 

LlPIhtSKI«U C Argatine Natianoi Laboratory 79/10/29 2pp 


B002150187 Comments on NU9EO-0&00, "Investigation Into 79032Q TMI 
Accident by Office of Insp h. Enforcement! *' Aug 1979 IE 
should establish uho tripped diesels L why fuel racks not 
reset 

LIPIMSKI!^ C Argonne National Laboratory 79/11/06 2pp 


6002150190 Reaffirms usefulness of NSF-typa panel to parent committee 
Endorses Recommendation 7 of critique of siting policy task 
force rept 

PARKER, F L Vanderbilt Univ 79/10/22 2pp 


6002150511 Discusses 761207-11 meeting re 15 technical issues 
identified in NRC 761103 memo Twelve addl safety issues 
recently identified ACRS rept forthcoming Forwards list of 
documents used in review 

MOELLER* D W ACRS ~ Advisory Committee on Reactor Safeguards 
76/12/12 5pp 


— 0002190527 Summary repts from past ACftS meetings Provides Info re 19 
technical issues 

* ACRS - Advisory Committee on Reactor Safeguards 75/06/12 
15pp. 


-"8002150533 Reconmends fault-tree methodology for Investigation of areas 
re sgs design for RHR & ECC6 

MOELLER, D W ACR6 - Advisory Committee on Reactor Safeguards. 
76/07/14 3pp 


■"6002150940 Forwards list of suestions routinely asked re ACRS review 
of nuclear reactor projects 

PALLAOINOjW J ACRS - Advisory Committee on Reactor Safeguards. 
67/03/24 3pp 


)2190040 Comments on adequacy of procedures for transmitting ACRS 
■ecommendations % questions to NRC, in response to 791003 
Itr Steps being taken to correct deficiency 

CARBONth W ACRS ~ Advisory Committee on Reactor Safeguards 
79/12/11 Ip 


J0021900S4 Discusses safety-related areas affecting NRC regulatory 
requirement adequacy' in response to 790926 request Should 
direct resources toward (nod recommendations previously 
submitted List of specific supportive refs end 
CARBON; K ACR3 - Advisory Committee on Reactor Safeguards 
79/12/13 6pp 


8002190064 Comments on NtiREO-05 05, Lessons Learned Task Force final 
rept NRC Operator Licensing Branch staffing adequacy should 
be re-evaluated Supports control room staffing 
Tcconumendation 

CARBON, H ACRS - Advisory Committee on Reactor Safeguards 
79/12/13 6pp 


102I90606 Summary of 790913-14 Subcommittee on Fluid Dynamics meeting 
tj/ut 1 1 s; vendors, eng Ineer ing L consulting L research Insts in 
Lob Angeles, CA re review of Mark I & II Sc BUR containment 
load definitions. 

* ACRS - Advisory Committee on Reactor Safeguards 79/tl/09 
190pp. 


’190627 Requests that porported studies re waste deposition be 
nsoiidated into one study & results be available for all 
II not attend upcoming meeting to review research program 
waste mgt 

RKER, K K Battolle Memorial Institute, Paclfix Northwest 
boratory. 79/09/13 2pp 


190634 Bummary of 771022-24 meeting w/geologicel geotechnical 
perts In Keystone, CD to discuss waste mgt Participants 
lied to reach consensus that deep geologic depositorlas 
e feasible 

ILDRtCK, S 6 ACRS - Advisory Committee on Reactor Safeguards. 

/ 10/31 2pp 


8002200009 Discueses proposed application of Sunshine Act to ACRS 
activities Sessions open to public constrain discussion h 
effectiveness Requests Commisaion consideration 
BENDER. M ACRS - Advisory Committee on Reactor Safeguards 
77/03/ia 2pp 

B002200013 Comments on snubber guide problems primarily in degradation 
during operation regime rather than in qualification 
testing 

BU5H, a H Battel le Memorial Institute. Pacific Northwest Laboratory 
79/10/30 ip 


0002200042 Summary of 790524-25 meeting w/Mcgraw-Hi U, Kanial Power, 
consultants ti NRC in Nash ington. DC re ACRS LER Subcommittee 
continuing review of LERs NRC role in analysis of LERi L 
means for using info to improve plants 

* ACRS - Advisory Committee on Reactor Safeguards 79/09/13 43pp 


— 6002200049 Forwards evaluation of LERs re leakage through valves L 
pumps End computer programs facilitate analysis by use of 
one-liners containing Info on lniportant issues 

ZUDAN9. Z. Franklin Institute/Franklin Research Center 79/05/23 
2Dpp 

— 6002200056 Discusses draft review of LERs re relationship between LERs 
& operator awareness JH Arnold rept, "LER Reporting Sys" 
end 

CATTON. IVAN California, Unlv of, LOS Angelos 79/05/22 9pp 


—0002200066 Discusses review of LERs re instrumentation L control sys 
role in establishment & malnt of safe, orderly plant 
operation 8 Cromer, NL Lipinaki,R Seale & A Orendon reviews 
of LERs end 

DITTOfJ Oak Ridge National Laboratory 79/05/22 22pp 


— 8002200072 Discusses LER review re problem of residual heat removal. 
Recommends that steps be taken to outline dedicated heat 
removal sys for LURs Supporting papers end 
EPLER,e P Institute for Energy Analysis. 79/05/07 72pp 


B00220Q051 Discusses proposed program to study DNBR under realistic 
conditions using 201 fuel rod assembly w/length of three ft 
Program lacks front end analysis L hat many aspects that 
need strengthening 

CATTON. 1, ACRS “ Advisory Committee on Reactor Safeguards 
79/10/29 Gpp 


0002200058 Summary of ACRS Advanced Code Review Group 790906 meeting in 
Silver Spring, MD to discuss TRAC code Code it still 
evolving Latest addition is droplett field to accommodate 
arbitrary initial drop-slie distribution 

CATTON, I ACRS - Advisory Committee on Reactor Bafeguirds 
79/10/24 3pp. 


600220022B Transcript of 800124 ACRS Subcommittee on Metel Components 
meeting in Washington, DC Pp 179-404 

» ACRS - Advisory Committee on Reactor Safeguards 00/01/24 

206pp 


8002200242 Summary of 790B27 S< 28 meeting of ACRS Subcommittee on EGC8 
in tdelio Palls, ID re review of ECGB-relatcd research 
programs 

* ACRS - Advisory Committee on Reactor Safeguards 79/10/19 
lOtpp 


8002210048 Transcript of 23Bth ACRB general meeting on 800208 in 
Washington, DC. Pp 129-286 

e ACRB - Advisory Committee on Reactor Safeguards 60/02/00 
i59pp 


8002210119 Transcript of ACRS Subcommittee on Reliability 8, 
Probablistic Assessment 800206 meeting in Washington, DC 
Pp 170-290 

e ACRS - Advisory Committee on Reactor Safeguards BO/02/06 
ISOpp 


6002210132 Summary of ACRS Subcommittee on TNl-2 Accident Bulletins 8< 
Orders 791022 meeting in Wash Ingtgn, DC to review responses 
of vendors it utils 

a ACRB - Advisory Committee on Reactor Safeguards. 79/11/0&. 40pp. 


0002210141 Summary of ACRS Waite Mgt Bubcommittee 7909i8-l7 meeting 
in Washington, DC to acquire info on ob jectives, goals it 
priorities of NRC waste mgt ti fuel cycle programs for annual 
ACRS rept to Congress 

« ACRB - Advisory Committee on Reactor Bafaguards. 79/10/26. 23pp. 


6002210267 Transcript of 23Bth ACRS general meeting on 600207 in 
Washington, DC Pp 1-209 

e ACRS - Advisory Cemmlttee on Reactor Safeguards 0O/<)2/O7. 

210pp. 
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0002210271 Tranfcript of aaath ACR3 gstieral masting on 800206 in 
Washington. DC Pp l-lsa 

* " Advisory Committed on Rose tor Sofaguardi 60/02/08 

ia9pp 


7906270173 MUREG-0170 VI 

FES on trans-portation of radiooctivs matl by air h othsr 
mDdss< Vol 1 

» Office of Standards Development 77/12/31 ISOpp 


0002210273 Transcript of ACRS Subcommittee on Reliability (c 
Probabi liitic Assessment 800206 meeting in Washington* DC 
Pp 1-170 

* ACRB - Advisory Committee on Reactor Safeguards 60/02/06 
17ipp 


—7906270177 NUREO’-0170 Va 

FES on transportation of radioactive matl by air & other 
modes, vol 2 

* Office of Standards Development 77/12/31 225pp 


8002220044 Comments on THI-2 ImpHcatinns Subcommittee 791003 meatinir 
Recommends ND8 & NA8A as sourcei of info on hydrogen 
haiards P0J,E rept on seismic impllcatians of TMI-2 accident 
re control room instrumentation inadequate 

CATTON. 1 California. Univ of* Los Angelos 79/10/31 Ip 


8002220048 Comments on Floating Nuclear Plant Subcommi ttes 791117 
fleeting in Los Angeles* CA Tuio days to penetration 
conservative estimate Model of molten core ladle 
oversimp I if led 

CATTON. I California. Unlv of» Los Angeles 79/11/28 ip 


8002220059 Comments on Thermal Hydraulics Subcommittee meeting re 
nark I containment Demand for more full-scale DBA tests not 
justified Sufficient info available to develop conservative 
designs as flies for known problems 
QUBH*e H Battolle Memorial Institute. Pacific Northwest Laboratory 
79/11/19 Ip 


8002220062 Notifies that during 760907-09 meeting. ACRB concurred ui/ 
Rep Guide 1 72* Revision 2. “Spray Pond Piping Made From 
Fiberglass-Reinforced Thermosetting Resin " 

LAWROSKi.a ACRS - Advisory Committee on Reactor Safeouards 
70/09/12 Ip 


8002250065 Comments on ACRS Fluid Dynamics Subcommitteo 79lil6 meeting 
Approach taken by NRC Ic Mark I owners group reasonable Mare 
tests may be required to determine upper bound for 
condensation loads Approves of vent header deflectors 
8CHR0CK. V e California. Unlv of. Uos Angeles 79/12/03 Ip 


8002220151 Summary of Ad Hoc Bubcommittee on TMI-2 Accident 
Impllcbtlons 790726 meeting re nuclear power plant design 
» ACRS - Advisory Committee on Reactor Safeguards 79/10/16 19pp 


7907230509 Submits statement on NRC actions being taken re OAO rept. 
“Com/nents on NRC Use of DOE Labs & of Outside Contractors i( 
Consultants " Forwards response to OAO rept W/o end 
HENDRIE.J H Commission 79/07/05 Ip 


7910260431 Forwards June 1979 inde* of mail sent to congress 

COOK/ J Office of Management and Program Analysis 79/10/05 Ip 


— 7910260437 Index of mail sent to Congress 

■» Office of Management and Program Analysis 79/06/30 6pp 


7911010557 Index of mail sent to Congress fronf NRC for May 1979 
a Commission 79/05/31 6pp 


8002040208 Responds to 791108 Itr expressing concern re shutdauns or 
power cuts far nuclear plants NRC considering cutbacks 
for plants located in densely populated areas Few plants 
located in populous areas 

OENTQN.H R Office of Nuclear Reactor riegulation 79/12/20 Ip 


— 8002040213 Expresses concern re shutdowns or power cuts for existing 
nuclear plants Such actions would constitute giant step 
backiuard Urges perfection of nuclear technology 
DAILGV, J W Affiliation Unknown 79/11/08. ip 


8002070044 Weekly info rept for wk ending 600118 

REHM. T A Office of the Executive Director for Operations 
aO/Ol/23 29pp 


8002120265 Weekly info rept for wk ending 600125 

REHM* T A Office of the Executive Director for Operations 
80/01/31 23pp 


8002220252 Provides Joint Committae on Atomic Energy u/support for 
H. R. 9285 St 8 2l5i. discretionary ACRB review legislation 
SJEBB.C P ACR8 - Advisory Committee on Reactor Safeguards. 
72/04/14 2pp 


8002130023 Forwards eight key policy questions re NRC 791220 draft 
“Policy Planning St Program Guidance “ Suitable statoment 
on siting policy may bo Incorporated In final guidance 
if action taken before FY82-B6 budget cycle begins 
HANRAHAN.E. J Office of Policy Evaluations BO/Ol/tO 34pp 


8002220259 Supports amend for supplemental appropriations to NRC FYBO 
author izatlon for research to Improve reactor saf ety. Funds 
should bo roprograramed from other areas if addl funds cannot 
be odded to budget, 

CARBON. M, W ACR8 - Advisory Committee on Reactor Safeguards 
79/12/10 ip 


8002200070 Transcript of ACRS Plant Arrangements Subcommittee 8005^20 
meeting In Wash ingtom DC Pp 1-210 

» ACRS - Advisory Committee on Reactor Safeguards 80/02/20 
2ilpp 


8002290094 Transcript of ACRB Plant Arrangaments Subcommittee 800221 
meeting in Wash Ington. DC Pp 211-393 

* ACRS “ Advisory Committee on Reactor Safeguards 80/02/21 
I84pp 


8002290117 Transcript of ECCB/Reactor Fuels Subcommittee 800214 meeting 
in Washington. DC Pp 1-164 Technical reviews it comments on 
draft NUREO-0630# “Cladding Swelling it Rupture Models for 
LOCA Analysis." it various Itrs St memos end 
*■ ACRB - Advisory Committee on Reactor Safeguards 80/02/14 
4l0pp 


0002290362 Transcript of ECCB/Reactor Fuels aubcommlttee 000214 maeting 
in Wash ing ton. OC. Pp 165-265 

* ACR8 - Advisory Commlttea on Reactor Safeguards 80/02/14 

100pp. 


COMM 1081 ON NRC C0MM1BB1ONERB 


7906220159 Discusses ACRS review of proposed rules on shipment of spent 
fuel.ACRS will not rovtsw proposed rule change In 
BECY-79-27B unless specifically requested by NRC 
CARBON/ M W, ACRB - Advisory Committee on Reactor Safeguards 
79/05/15 3pp 


—8002130027 Draft “Fy82-R6 Pol icy. Planning b Program Guidance “ 
* Commission BO/Ol/09 i4pp 


8002130381 Responds to NROC 790302 comments urging repeal of amends to 
10CFR21. “Reporting of Defects t Noncompliance “ Commission 
has determined no further amends necessary Clarifies scope 
of Implementing regulation re manufacturers /lupp 1 iers 
AKEARHE, J F Commission 80/01/23 2pp 


8002130385 Extends appreciation for acceptance of position on Screening 
Committee far Technical Vacancies on ASLD 
AHEARNErJ F Commission BO/Ol/OB Ip 


8002140737 Responds to 791015 request for comments re ACRS proposal to 
change SEP Proposed TMI Action Plan. Task II D 5 to provide 
for development of improved program ACRS proposals would be 
incorporated In improved 8EP 

DENTOM, H R Office of Nuclear Reactor Regulation 80/01/30 Ip 


— 6002140744 Responds to ACRS 791011 Itr re SEP NRC plans to examine all 
rttasonabla alternatives for implementing improved plan to 
re— evaluate all operating plants Approach will address TMI 
Investigation concerns 

DENTON. H R Office of Nuclear Reactor Regulation 80/01/30 2pp- 


8002180077 Expresses gratitude for transcripts L tape of embassy 
lecture, Forwards edited transcript Requests copy of final 
edition 

HENDRIE.J. M, Commission 79/12/04 3pp 


— 8002150081 Edited transcripts of speech presented at Atomic Energy 
Authority of United Kingdom 
HENDRIE.J M Commission 79/12/04 42pp 


8002t500BB Discusses SEP for reviewing older reactors. Development of 
improved SEP for all operating reactors underway, per Task 
IV D 5 of draft NUREG-C660 Task will encompass ACRB. TMl-2 b 
congressional concerns. 

DENTQN.H R Office of Nuclear Reactor Regulation 80/01/2? 2pp 
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NONDOCKETED ITEMS 


SOOZISOUa M>eIi1ij ln«i> raiit for ut tnding B0D201 

REKMjA Office Qf thfi Executive Director for Operatione €0/02/06. 

28pp 


9002190093 Submite cotTimente on end Toxic Substancei StrateSM Committee 
790831 draft "Rept to Preeident " Tone of recammendati one 
too negative uhen cautioning againet ve e of riili aeseisment 
methodologies Large uncertalnt i»« are involved 
AKEARNEf J F Commission 79/12/19 8pp 


—8002190099 CEQ-EHTS-03 

Draft "Rept to Pretidenti " prepared bg Toxic Substances 
Strategy Committee 

SPETHiO Council on Environmental Oualitg 79/08/31 lOOpp 


S002200S31 Provides Subcommittee on Energg & Environ u/info re 
Commission position on Section I04<a)(6} of NRC 
authorization bill Position stated in NRC 791217 response to 
791211 Ur 

AHEARNErJ F Commission 80/01/23 2pp 


— B0022QO2A0 Discusaes NRC 791210 telcon to B Lae of Duke Poiaeri seetj Ing 
coordinated util estimate of THI action plan implications on 
technical manpaiuer Remarls not intended to represent 
Commission position on Section 104<aM6} 

DENTON^H R Qpfice of Nuclear Reactor Regulation 00/01/02 2pp 


— 80D220O24S Requests reasons for NRC failure to notify Congress of 
position on Section 104(a><61 of amend to NRC FYGO 
author i lation 

UDAlLiK House of Rep j Interior it Insular Affairs 79/12/14 

ip 


8002200365 Informs Subcommittee on Nuclear Regulation of agreement 
state regulatory program status All programs adequately 
protected public health li safety for CV7B NRC is revising 
criteria for program evaluation 
AHEARNEiJF Commission BO/01/10 3pp 


-'*8002200268 Informs Subcommittee on Environ^ Energy 6 Natural Resources 
of agreement state regulatory program status All programs 
adequately protected public health & safety for CY70 NRC is 
revising criteria for radiation control program evaluation 
ANEARNErJ F Cotnnission 90/01/10 3pp 


002200273 Informs Subcommittee on Energy (t Pouer of agreement state 
regulatory progrma status All programs adequately protected 
public health it safety for CY70 NRC is revising criteria for 
agreement state radiation control program evaluation 
AHEARNE.J F Commission 00/01/10 3pp 


003200284 Informs Subcommittee on Energy & Environ of agreement state 
regulatory program status All programs adequately protected 
public health li safety for CY78 NRC is revising criteria for 
agreement state radiation control program evaluation 
AHEARNEiJ F Commission. 90/01/10 3pp 


102200266 Comments on H R 5867 authorising Secretary of Commerce to 
charter Savannah nuclear ship to Patriots Point Development 
Author ity» GCr in response to 791115 request No objection to 
proposed bill 

AHEARNG*U F Commission 80/01/09 Ip 


2200299 Responds to 790723 Itr re use of potassium iodine as 
rophylactic agent in potential facility radioiodine 
elease Use of potassium iodine as thyroid-bloct ing agent 
ppropriate for complete radiological emergency plan- 
HEARNEiJ F Commission BO/Oi/04 ip 


00220030S Requests info re use of potassium iodine as thy roid-b loct Ing 
agent in potential facility radioiadlne release 
T80NQA8. P E Senate 79/07/23 Spp 


'200316 Responds to Subcommittee on Energy Research -ie Production 
1025 Itr requesting Commission study regulatory aspects 
legislation re loui level raduaste disposal Supports 
ate control of lou level raduaste disposal capacity Issue 
lEARNErJ F Commission 80/01/16 Spp 


OQ220D321 Requests Commission study regulatory aspects of legislation 
re lou level raduaste disposal 

MCCORMACKrM House of Rep t Science & Technology 79/10/85 2pp 


2200325 Comments on S 2147, "Regulatory Flexibility Administrative 
eform Act of 1979i " in response to request Supports 
roposal Sufficiency of regulatory analysis i* net issue for 
udicial revieui 

KEARNEi J F Commission BO/ 01/83 Spp 


6002200330 Foruiards response to 791120 questions re OAO rept, 
"Placing Resident Inspectors at Nuclear Pouer Plant Sites Is 
It Working " NRC code of conduct teaches resident 
inspectors to function objectively 
AHEARNEr J F Commission 00/01/03 iBpp 


— 8002200335 Requests response to questions re OAO rept, ’'Placing 
Resident Inspectors at Nuclear Power Plant Sites ts It 
Working " Forwards related committee press release 
RANDOLPH, J , STAFFORD, R T , HART, 0 Senate, Environment & Public 
Works 79/11/20 Spp 


8002200332 Responds to 791221 Itr to President Carter re Westlnghouse 
application for license to export nuclear reactor to 
Philippines Executive Branch review of application extended 
for three yrs FR notice end 
AHEARNE. J F Commission 00/01/23 4pp 


"^0002200339 Forwards 791221 Itr to President Carter urging prompt action 
on Westinghouse application to export nuclear reactor to 
Ph i I Ipp Ines 

CHURCH, F Senate, Foreign Relations Cammittee 79/12/21 4pp. 


0002200363 Responds to 791207 Itr re proposed licensing procedures for 
high level radwaste disposal & impact of DOE plans for 
waste isolation pilot plant near Carlsbad, NM DOE rsquired 
to submit rept to NRC prior to development 
AKEARNEiJ F Commission 00/01/22 2pp 


""0008200367 Requests info re proposed licensing procedures for high 
level radwaste disposal & Impact on DOE plant for wasta 
isolation pilot plant near Carlsbad, NH 

UDALLrK K House of Rep , Interior 8i Insular Affairs 80/01/82 

2pp 


3002200371 Provides Subcommittee on Nuclear Regulation w/comments on 
draft rept, "Some Long-Term Consequences of Hypothetical 
Major Releases of Rad loactivity to Atmosphere from THI, “ in 
response to 791102 request 
AHEARNE, J F Commission 80/01/21. 4pp 


— 9002200379 Notifies of Subcommittee on Nuclear Regulation requeet for 
comments on end draft rept, "Some Long-Term Consequences of 
Hypothetical Major Releases of Radioactivity to Atmotphere 
from TMI. " W/o end 

KARTrO Senate, Environment Public Works 79/11/02 Ip. 


8002200390 Responds to 800109 Itr requesting info on end C McKim Itr 
re central training ctrs for nuclear plant operators 
Operators train at both vendor-operated training ctre 
facility NRG administers OL exemlnation 

OQBSICKrL V Office of the Executive Director for Operations. 
00/01/29 4pp 


8002200339 Responds to Subcommittee on Energy Environ 791203 Itr 
requesting clarification of previous NRC statements re use 
of algebraic summation technique in nuclear power plant 
seismic design Method it incorrect 
AHEARNE. JF Commission 80/01/16. Ip 


— B002200393 Clarifies use of term «error‘' In NRC 790319 testimony Use of 
algebraic tummatlon technique is incorrect, independent of 
whether term "error*' is appropriate 

EISENHUTiD 0 Division of Operating Reactors 79/12/12 Ip. 


— 8002200399 Requests clarification of previous NRC statements re use of 
algebraic summation technique in nuclear power plant seismic 
design 

UDALL,M K House of Rep , Interior it Insular Affairs 79/12/03. 

3pp 


6002210226 Provides info ro NRG communications w/Enorgy 8t Water 
Development Appropriations Subcommittee, in reeponse to 
eooilO Itr, NRC inserts & answers to appropr lation hearing 
transcript iifill be provided to any member upon request. 
AHEARNE, J F Commission 80/01/29 ip. 


— 8003210220 Requests new procedure for transmittal of NRC info to 
minority members of Energy In Water Development 
Appropriations Subcommittee Also requests specific info re 
FVei budget 

HATFIELD, M 0 Senate, Appropriations 80/01/10 2pp 


0002210302 Rasponds to Subcommittee on Energy Research h Production 
791220 Itr recommending withdrawal of propossd rule on 
emergency planning Withdrawal inappropriate due to combined 
responsibility for public health tt safety around reactors 
AHEARNE, J F Commission 60/01/30. 2pp 



NONDOCKETED ITEMS 


0002220403 ProvU** 8 ubcomfflitt &9 on Enfrrgiji Nuclfiar Proliferation & 
Fadcral Svci u/ ‘'Interim Rept to Congress on Feasibility of 
Conducting Epidemiologic Research on Health Effects of Lou 
Level Ionizing Radiation " W/o end 

AHEARNEi J F Commission. COSTLEi D M Environmental Protection 
Agency 80/01/16 2 pp 


*-”0002220407 Provides Gubcommit tee on Oversight Si Investigations wJ 
"Interirn Rept to Congress on Feasibilitg of Conducting 
Epidemiologic Research on Health Effects of Lou Level 
Ionizing Radiation " U/o end 

AHEARNEt J F Commission COSTLEi D M Environmental Protection 
Agency 00/01/10 Ip 


”0002220412 Provides Subcommittee on Nuclear Regulation w/ "Interim Rept 
to Congress on Feasibility of Conducting Epidemiologic 
Reiiarch on Health Effects of Lou Level Ionizing Radiation " 

M/o end 

AHEARNEr J F Commission CQSTLEi D M Environmental Protection 
Agency 80/01/18 Ip. 


0002220413 Provides Subcommittee on Energy ti Pouer w/ "Interim Rept to 
Congrosf on Feasibility of Conducting Epidemiologic Research 
on Health Effects of Lou Level Ionizing Radiation " W/o 
enc 1 

AHEARNEj J F Commission CQSTLEj I> M Environmental Protection 
Agency 80/01/18 ip. 


””8002220424 Provides Subcommittee on Energy fc Environ w/ "Interim Rept 
to Congress an Feasibility of Conducting Epidemiologic 
Research on Health Effects of Lou Level Ionizing Radiation •' 

W/Q end 

AHEARNEi J F Commission COSTLEi D M Environmental Protection 
Agency 80/01/18 Ip. 


””8002220429 Provides Subcamwit tee on Environ* Energy tc Natural Resources 
w/ "Interim Rept to Congrats on Feasibility of Conducting 
Epidemiologic Research on Wealth Effects of Lou Level 
Ionizing Radiation " H/o end 

AHEARNE* J F Commission C09TLE« D M Environmental Protection 
Agency 80/01/18 Ip, 


””8002220431 Forwards "Interim Rept to Congress on Feasibility of 
Conducting Epidemiologic Research on Health Effects of Low 
Level Ionizing Radiation " W/o end 

AHEARNEi J F Commission COSTLEr D H Environmental Protection 
Agency 80/01/18 Ip. 


—8002220437 Forwards "Interim Rept to Congress on Feasibility of 
Conducting Epidemiologic Research on Health Effects of Low 
Level Ionizing Radiation " W/o end 

AHEARNEr J F Commission CQSTLEiD.N Environmental Protection 
Agency 80/01/16 Ip. 


””8002220438 Advises that mods to "Rept to Congress on Feasibility of 
Conducting Epidemiologic Research on Radiation 
Ep idemlologyr " have been made In response to 791106 request 
Rept end 

NINOOUEr R D Office of Standards Development. 79/12/20 Ip 


— 8002220441 "Interim Rept to Congress on Feasibility of Conducting 
Epidemiologic Research on Health Effects of Low Level 
Ionizing Radiation " 

# Commission * Environmental Protection Agency 80/01/18 
22Spp 


6002220474 Provides Subcommittee on Adminl stratlve Practice & Procedure 
w/vleus on 0. 2i47i "Regulatory Flexibility & Administrative 
Reform Act of 1979 " Sufficiency of regulatory analysis 
should not be issue for judicial review 
AHEARNEr J.F Commisiion 80/01/23 Spp 


8002220S04 Provides Subcommittee on Energy Si Environ u/comments on HR 
2A0ar Section i04<a>C6) re program for re-evaluating plant 
safety . Supports goalr but methodt of accomplishing goal are 
ineffective 

AHEARNEr J F. Commission 79/12/17 4pp 


800226022? Discusses Presidential authority to implement Kemeny 
recommendations by reorganization plan President has broad 
powers re structural changes r ec ommended* Includ Ing reduction 
of commissioners Plan must be approved by Congress 
BICKWITjL Office of the General Counsel. 79/11/21 2pp 


8002260386 Forwards description of Exective Director for Dperationi 
responi lb 1 1 Itlesi author 1 1 les it role uf/resp#ct to major NRC 
ofcs Description approved unanimously by Commissioners 
AHEARNEi J Comm i si ion 80/01/24 4pp 


8002260389 Responds to SOOill Itr re Commission procedures for deciding 
FOIA appeals Describes procedures for ruling on FQIA 
appeals Commission has delegated decisions re FOIA appeals 
to Executive Director for Operations 
AHEARNE*J F Commlssioti 80/01/31 2pp 


— 8002260395 Requests review of NRC procedures re FOIA appeals FOIA 
appeals concerning NRG documents should not be decided by 
addressee or addrossor of documents 

COCHRAN,! D Natural Resources Defense Council BD/Ol/ll Ip 


8002260403 Submits abstract of NRC presentation, “Impact of TMI on 
NRC*" for 80040'8 AN 8 /ENS Thermal Raactor Safety meeting 
HENDRIE, JM Commission 80/01/28 Ip 


— 8002260408 Requests abstract of NRC presentation, "Impact of THI on 
NRC," for 000400 ANS/ENS Thermal Reactor Safety meeting 
Forwards final meeting programi Instruc tions for authorspSi 
preliminary program u/registration forms W/o end 
COTTRELL, U D American Nuclear Society BO/Oi/04 ip 


8002260423 Expresses appreciation for newspaper article Sc tape 
recording of NRC 60D12& media session Firsthand experience 
provided invaluable tnouledge Compliments should be relayed 
to D HoltiN Elliott & expert instructors 
HENDRIE. J. M Commission 80/02/04 ip 


”-8002260429 Foruards Lynchburg newspaper article Si tape recording of 
NRC 800125 media session Expresses appreciation of NRC 
decision to visit facility to get firsthand exposure to 
simulator tc training organization W/o enc 1 
HACHILLAN, J H Rabcoctc & Wilcox Co 00/01/29 Ip. 


8002260437 Submits atfdl recommedatlons to Commission 000107 Itr re NRC 
reorgani zation plan Plan should clarify roles of NRC & FEHA 
in review fc approval of State U local emergency plans ACR5 
should not review every CP Si OL 
AHEARNE, JF Commission 80/02/06 5pp 


””8002260440 Respo-nds to NRC 791109 request for views & analysis of ACR 
role contained in recommendations of President's Commission 
rept on Till incident Submits comments on each individual 
recommendation 

PLEBSETiN 8 ACR 8 ” Advisory Committee on Reactor Safeguards 
00/01/15 app 


6002260446 Responds to 791126 appraisal of exchange of technical info & 
cooperation in nuclear safety matters NRC is willing to 
exchange taf ety-related Info on informal basis Knowledge may 
reduce likelihood of reactor accidents 
AHEARNEr J F Commission 80/01/31 2 pp 


””8002260454 Requests that NRC prolong term of arrangement for exchange 
of technical info it cooperation in nuclear safety matters^ 
pending resolution of document access restrictions in neu 
arrangement 

COURVOiaiER*P Switzerland 79/11/26 2pp 


B00226052B Expresses thanks for invitation to speak at 1980 seminars 
on American realities or 800302 in McLeanrVA Will be unable 
to attend due to prior commitment 
HENORIEiJ. M Commission 80/02/01 Ip 


— 8002260532 Invites Commissioner to participate as speaker in 1980 
seminars on American realities on 800502 in HcLean* VA NRC 
participation would be valuable contribution to program 
HENDRlXrC Affiliation Unknown BO/Ot/16 Ip 


8002260362 Responds to 800121 Ur it memo re evacua tion, Heilia repts 8 c 
discussions w/Congreis have focused on evacuation to 
exclusion of other measUTas Sheltering will be preferred 
course beyond limited distance 
HENDRIE* J H Commission 80/01/30 Ip 


— 8002260567 Forwards memo, "Is Evacuation Safest Policy " Plan needs 
expansion 8 < is not completely neu 

LEVENSDNi H Electric Power Research Institute. 80/01/21 6 pp 


B002260570 Responds to 791221 offer of EPRI it Nuclear Safety Analysis 
Ctr assistance in handling actiohs facing NRC as result of 
TNI—2 accident Suggests meeting to discuss assistance in 
technical resolution of safety issues 
AHEARNE* J F Commission 0D/O1/3D Ip 


— 8002260573 Offer* EPRI it Nuclear Safety Analysis Ctr assistance In 
handling actians facing NRC as result of TtlI-2 accident 
Requests meeting to discuss assistance in technical 
resolution of broad safety Issues 

CULLERiFL Electric Power Research Institute 79/12/21 app 
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8002260576 Re&panl^& io 791106 -^or NRC vieiUJ<s on propo^^d 

Executive Order# "State Planrving Council on Radxi^aste Hgt " 
CoinmisslGn supports estab 1 1 shcnent of council Lists comments 
amending proposed order 

AHEARNE, J F Commission 80/01/29 3pp 


-“0002260579 Forwards proposed Elective Order# **Sfcate Planning Council 
on Raduaste Mgt " neq.uests comments DOE 791031 Itr follouing 
Executive Order end 

NICHQL 61 H M Office of Matiagement le Budget 79711/08 7pp 


j0O226OS89 Responds to 000124 request for comrrants on proposed 
Executive Order# ’Oversight Conimittee on fl'tjclear Safety " 

NRC has tuo concerns re com-mittae including Commission 
i ndependefice cDm[>iittee role in research for LWRi 
AHEARME#J F Commission 80/02/07. Ip 


—8002260592 Forwards proposed Executive Qrdert "Ovorilght Committee on 
Nuclear Safety " Requests comments by 800201 
NICh 6 l 8 i M N Office of Management Budget 80/01/24 4pp 


8002260599 Agrees u/EPA fcnbenfelPTi to take prelimlnarg steps to meet 
completion dates in draft Elective Order establishing 
Radiation Policy Council RB hinogue dieeignaterf as council 
representative 

AHERANE, J F Commission BO/02/04 Ip 


— B0022&0606 Suggests that preliminary actions be taken to meet 
completion dates in draft Executive Order eitabllshing 
Radiation Policy Council Requests that NRC designate 
council tnemter First meeting will be scheduled in Dec 1979 
CASTLE* D M Environmental Protection Agency 79/11/30 tp 


8002260620 Responds to 791210 request for info required by Equal 
Employment Opportunity Commission EEGC has delayed 
submission date for’info re requirements for federal EEO 
programs Foruards Info developed to- meet new requirements. 
AHEARNE. J F Commission 80/01/31 Ip 


— 8002260632 Gubmits NRC Equal Employment Opportunity Policy Statements 
NRC must comply u/US Oovt policy to promote meaningful 
affirmative action program to promote equal employment 
opportunities Lists policy implementation requirements 
HENDRIE.J M Commission 79/11/26 Ip. 


—8002260634 Discusses equal employment opportunity program It procedures 
Affirmative action mill be applied to all NRC employment 
practices All mgt levels will be held accountable for 
affirmative action goal advancement Requests cooperation 
HENDRIE#JH Commission 79/11/26. a7p p 


— 8002260636 Requests info re Equal Employment Opportunity Commission 
group attempting to ensure agency compliance u/executiv« 
ord ers 

CHENlNOrJ 8 Federally Employed Momen# Inc 79/12/10 2pp. 


8002280124 Discusses basis for time fact-ars associated u/aierting 
requirement before radioactive release as result of reactor 
incident in NUREO-0396 in response to 791204 Itr State of 
OH did not respond uhen comments were requested 

DENTON# H R Office of Nuclear Reactor Regulation 80/02/08 2pp 


-8002200131 Requests that raqu irement for notification of population 
by siren uithin GO minutes of emergency be reconsidered 
Stats plan giving positive notice to 1007, of population 
uithin 90 minutes is superior 
CLEM.J C Ohio# Stats of 79/12/04. 2p p 


'29-0013 Responds to request for views an end H ft 5934# '’Consumer- 
tlent Radiation Health 6 t Safety Act of 1979 " Bill alters 
gulatory responsibilities re public health safety, 
mmlsslon does not support bill as drafted. Draft ifcr end 
lEARNE. J F Commission 80/02/07 20pp 


0002290043 Responds to 790803 Itr re NURE0/CR-0a95. "Solidification of 
High Level Radwasie " Commission recognizes rept 
con troversyj but considers condutioni &t recammsndatl ons 
sound 

AHEARNE* J F Commission BO/02/06 2pp 


— 8002290050 Responds to 790903 Itr re NUReO/CR“Oa99# "Sol id if ication of 
High Level ftaduaste " Cammisslon recognixes rept 
controversy r but considers conclusions & recommendations 
sound 

AHEARNE. J F Cummlssion 80/02/06 2pp 


— 8002290050 Responds to 790914 Itr r» NURE0/CR-0B93. "Solidification of 
High Level Radwaste " Commission recognizes rept 
c ontr oversy # but considers conclusions recommendations 
sound 

AHEARNE. J F Commission 80/02/06 3pp 

— 0002290063 Discusses conclusions of study on sclentlfU it technological 
problems re liquid S< semlllquid high level radwaste 
conversion into stable form far transport h disposition 
Some solid forms satisfactory for use in sys 
HANDLER#? Notional Academy of Sciences 78/07/26 ip 


— B00229006Q Discusses acadoiay actions re Contract 02-77-003 Does not 
condone independently solicited comments from DOE NRC has 
not received interim rept re draft proposed performance 
criteria for high level uraste solid matl 
DOUGHERTY j D J Technical Assistance Contracte Branch 

NRC-02-77-003 79/02/05 Ip 


— 8002290-073 Advises NRC of reservations re original study rept on 
scientific St technological problems concerning conversion 
of liquid St semiliquid high level raduaste into stable form 
for transport St disposition Note to rept recipients end 
HANDLER. P National Academy of Bclences 79/04/10 2pp 


— 8002290077 Requests Info concerning NRC corrective actions re 
NUREO/CR-0d99# "Solidification of High Level Radwestes " 
Rapt recipients should have been Informed of controversy re 
findings S. relevant critlclsmi 

UYDLER.J U I LUJAN# M House of Rep.* Science St Technology 
79/08/03 2pp 


—8002290080 Requests views on NURE0/CR-0a99. "Solidification of High 
Level Radwaste#" due to controversies surrounding 
publ Ication 

UOALLi M K House of Rep • Interior St Insular Affairs 79/09/14 
IP 


0002290103 Responds to 791130 Itr requesting explanation of actloni 
t* Intentions re public tntsrvenor funding Commission voted 
to request funds from Congress for pilot intervenor funding 
Forwards Comptroller Oenoral 60012S decision N/o encl 
AHEARNE# J.F Commission 60/02/04 Ip 


— 8002290108 Responds to 791130 Itr requesting explanation of actions it 
intentions re public intervenor funding Commission voted to 
request funds from Congress for pilot Intsrvenor funding 
Forwards Comptroller Ooneral B00125 funding decision 
AHEARNE# J F Commission 80/02/04 7pp 


— 0002290112 Requests explanation of actions is intentions re public 
Intervenor funding. 

MCCORMACK# M # MYERB# J House of Rep 79/11/30 Ip 


0002290129 Requests that temporary moratorium on federal ofc bldg const 
be lifted#due to Till Special Inquiry Group recommendation re 
single NRC location Current operational mode hampers ability 
to assure public heelth l< safety 
AHEARMEf J F Commission 00/02/01 2 pp 


CONTRACT NRC CONTRACTS AND MODIFICATIONS 


0001300342 Notlf ication of contract execution "Bubicr tptloh to 
'Nucleunics Neek# ' " awarded to Macgraui-Hll 1# Inc 
FLVNN. M Administrative Contracts Branch, NRC-lO-aO-669. 

79/12/18 ip 


'2290024 Comments on H R 5934# '’Conauflier-Pa tient Radiation Health & 

fafety Act of 1979," Should include requirement that stds 

eveloped per Sections 131 or 132 shall be promulgated only 

ifter prior consultation Sc coord inat i o-n ui/NRC. 

iIRQKSrU J Office of Nuclear Material Safety Ic Bafeguards 

9/12/31 2pp 


'E290206 Comments on H R. 5934# "Consunter-Fa tlent Radiation Health U 
lafaty Act of 1979 " Flaw erlsts on Page 6 # Lines 0# 9 6 10# 
ransferring authority to -develop all federal radiation 
uidancerre ionizing radiation oKposure# to HEW 
HNOOUEjR B Office of Standards Development. 80/01/07 Ip 


— 0001300548 Contract "Subscr Iption to ^Nucleonics Week# * " awarded to 
McOrau-Hlll# Inc. 

MATTlAi M J. Administrative Contracts Branch. CQLLIN 6 # P. 
Nucleonics Weeks# pub of McGraw Hill# Inc NRC- 10-00-663 
79/12/18 14pp. 


8002010054 Notification of contract execution# Mod 2 to "Hot-Pressing# 
SwoUlng It Gas Release of U Dioxide During ateady-Btate It 
transloTit Conditions," Contractor’ Purdue Untv. 

HA0Ey#H Research Contracts Branch. FIN B-63ia. NRC-04-7B-231 

aO/01/09 ip. 



NOMDOCKETED ITEMS 


sag 


-8002010060 Hod 2j sttending period of 
Pre« « Ingi Suel 1 ing U Oas Releat« of 
8tat;o ^ Traniienl: Condltioni ” 
HORTQHj K V Reiearch Contracts 

linlv FIN D-6313 NRC-04-78-a31 


performance to 8102281 to "Hot*' 
U Dioxide During Steadg** 

Branch ANDREUSi F N Purdue 
80 /q 1/09 2pp 


6002060210 Notification of contract execution "NRC Capitol Hill 
Uorkshop« " auardod to Federal Executive Intt Alunni 
Aoeociation 

PERLMAN* J Administrative Contracts Branch NRC- lO-BO-367 

80/01/21 Ip 


8002010069 Notification of contract oxecut ion> Hod 5 to "Environ 
Surveillance for Measuring Concentrations of Rad loac tlvi tg & 
Radiation Levels in Environ of Commission Licensed 
Activities " Contractor State of NV 
OAlSDENiL Research Contracts Branch FIN B~5109 

Nnc-05-76-383 79/10/01 Ip 


“-8002010074 Mod 5, extending period of performance it increasing funds* 
to "Environ Surveillance far Measuring Concentrations of 
Radioactivity U Radiation Levels in Environ of Commiasion 
Licensed Activities Located ui/in State of NY " 

MORTON, K V Research Contracts Branch. LANAHAM, H P Neui York. 

State of FIN D-5109 NRC-05-76-3S3 79/10/01 Ip 


8002010509 Notification of contract execut ion, Mod 8 to "Technical 
Assistance to Support NRC IE Technical Personnel in 
Investigations Evaluation of I-nc idanls , A1 legations 
Reported Discrepancies ” Contractor Parameter# Inc 
DAI8DEN# L Research Contracts Branch FIN A-4019 

NRC-09-77-186 80/01/16 Ip 


— 8002010511 Mod 8rextendlng period of performance through 600328# to 
"Technical Assistance to Support NRC IE Technical Personnal 
in Investigations h Evaluation of Inc 1 dents# A1 Legations & 
Reported Discrepancies " 

MORTON* K V Research Contracts Branch. UOFY.R A Parameter* 

Inc FIN A-401S NRC“09-77-te6 80/01/iB Ip 


8002040103 Notification of contract execut ion# Hod 7 to "Study of 
Pattern Ages of Pos t-Metamorph ism Faults in Part of 
Morthern Piedmont of VA tt NC " Contraction VA Tech 
JACOHBfA Research Contracts Branch FIN A-9027 NRC 04“75“2a7 

79/12/28 2pp 


““0002040106 Mod 7# providing App A to supersede Mod 6* to "Study of 
Pattern Si Ages of Post^Metamor ph ism Faults In Part of 
Northern Piedmont of VA ee NC " 

HORTON* K V Research Contracts Branch. KREB8*A H Virginia 

Tech FIN A-9087 NRC-04-75-237 79/12/28 4pp. 


0002060104 Notification of contract execution# Mod 9 to "Performance 
Testing for Personnel Dosimetry " Contractor Univ of MI 
0UaTAVE*R P Research Contracts Branch FIN B-10499 

NRC-0l“77“ia0 00/01/07. Ip 


— 9002060114 Mod 9* extending contract from 27 to 28 months w/no 
cost increase# to "Performance Testing for Personnel 
Dosimetry '• 

MORTON* K. V. Research Contracts Branch, BTEMPLE* P J Michigan# 
Univ. of FIN B-'i0499 NRC-Ol-77-iaO 79/12/3i Ip 


8002060171 Notification of contract execution# Hod 2 to "TK! Special 
Inquiry Team " Contractor BC Doyle. 

MORTON# K V Research Contracts Branch NRC-17“79“493 79/12/21 

Ip 


““8002060176 Mod 2rextendlng period of performance to 8001 14* to "TMl 
Opeclal Inquiry Team " 

HORTON* K V. Research Contracts Branch DOYLE* B. C. Barnard C 

Doyle NRC“17“79“4S3 BO/Ol/01 IP. 


8002060182 Notification, of contract execution "Sys Reliability it 
Safety Analysis#" awarded to Inst of 8ys Sciences* Inc 
JACOBOrA Research Contracts Branch FIN B-6264 NRC“04“80“2J3 

60/01/02 ip 


— B002060217 Contract "NBC Capitol Hill Uorkshop," awarded to Federal 
Executive Inst Alumni Association 

HARGETT* D J Admi nistrati ve Contracts Branch BAUNIrB J 

Civil Service Commission# Federal Executive Jmtitute Alumni Asso 
NRC“1O“0O“367 80/01/21 6PP 


8002060359 Notif i cat ion uP contract execution# Mod 2 to *’Alcohol Drug 
Abuse Awareness Training Par Managers " Contractor Atlantic 
Counseling* Inc 

PERLMAN. J Administrative Contracts Branch NRC-lO-79-394 

00/01/24 Ip 


— 8002060370 Mod 2, providing courses to be conducted for all NRC 
regional employees t increasing funds# to "Alcohol Drug 
Abuse Awareness Training for Managers " 

MATTIA) H J Administrative Contracts Branch NILLISiR J 

Atlantic Counseling# Inc NRC-lO-79-394 BO/Oi/24 Ip 


B002070009 Notification of contract execut ion, Mod 2 to "Conduct Special 
Inquiry into Incident at TMI-2 " Contractor Rogovin# Stern U 
Huge 

MORTON. R V Research Contracts Branch KRC-10“79-639 80/01/04 

Ip 


— 6002070014 Mod 2*- changing reporting requirements# extending period of 
performance to 800131 £< increasing funds* to "Conduct Special 
Inquiry into Incident at TMI-2 ” 

DICKUIT.L Office of the General Counsel RQQOYIN# M Rogovin, 
Stern U Huge NRC-tO-79-6S9 80/01/04 Ip 


6002070218 Notification of contract execution* Mod 1 to "Btds for 
Psychological Assessment of Security Personnel " Contractor 
Assessment Designs# Inc 

GUSTAVE# R P Research Contracts Branch NRC-01“79“002 

00/01/07 Ip 


— 8002070221 hod 1# issuing change order to statement of wort* to "Btds far 
Psycholog ica 1 Assessment of Security Personnel " 

MORTON* R V Research Contracts Branch FRANK# F D AssesamoTit 

Designs# Inc NflC“Ot**79“002 00/01/07 2pp 


6002080184 Notification of contract execution "Energetic Thermal 
Interactions Reel, i tl ca 1 ity 6 Coolant Flow Phenomena 
Associated w/Advanced Nuclear Reactor Concepts* " awarded to 
Purdue Research Foundation 

MENCZERrU Q Technical Assistance Contracts Branch FIN B-6636 

NRC-03-B0-1O2 60/01/21 Ip 


— 8002080187 Contract* "Energetic Thermal interactions Recr itiea 1 ity Ic 
Coolant Flow Phenomena Associated w/Advanced Nuclear Reactor 
Concepts#" awarded to Purdue Research Foundation 
DDVOHERTYi D J Technical Assistance Contracts B-ranch 

HENTSCHELrH F Purdue Research Foundation FIN E“6B36 

NRC-O3“e0-I02 80/01/33 11 pp 


0002080231 Notification of contract execution "Computer Output 
Microfilming It Production of 39 mm Aperture Cards*" 
awarded to Microtech Industries# Inc 

HAGAN# T F Administrative Contracts Branch NRC-lO-eo-361 

80/01/21 Ip 


— 8002080237 Contract "Computer Output Microfilming Production of 39 
mm Aperture Cards#" awarded to Microtech Industr i es# Inc 
MATTIA, M J Administrative Contracts Branch NRC“10-e0-36l 

GO/01/21 30pp 


— 0002060100 Contract "Bys ReUability Safety Analysis,*' awarded tb 
Inst of 8ys Sciences, Inc 

MORTON# K V Research Contracts Branch HAND, D F Institute of 

System Sciences# Inc . FIN 0-6264 NRC-04-BO-213 80/01/02 5pp. 


0002060196 Notification of contract execution# Mod 2 to "TMI Special 
Inquiry Team " Contractor. 8ys Safety# Inc. 

MORTON# K V Research Contracts Branch NRC-17-79-452. 80/01/13 

Ip. 


— 8002060203 Mod 2# extending period of performance to 800107# to "TMI 
Special Inquiry Team " 

MORTON# R V Research Contracts Branch. MILLER, C. 0. System 

Safety# Inc NRC“t7“79“492 80/01/01. Ip 


8002110132 Notification of contract execut ion# Mod 1 to "Rapid Reading 
Course " Contractor Montgomery County <MD> Public Schools 
HOYLE# A E Administrative Contracts Branch NRC-10-79-379 

80/01/25 Ip 


— 6002110144 Hod 1# increasing total amount of contract* to "Rapid Reading 
Course " 

PERLMAN# J. ■ Division of Contracts NRC-lO-79-379 00/01/23. 

IP 


□002110161 Notification of contract execut 1 on* Mod 2 to "Production o-f 
Source Document Microfiche S, Duplicates " Contractor. 

Microtech Industries 

HAGAN# T.F. Administrative Contracts Branch FIN 0-4397 

NRC- 10-79-651 60/01/25. ip 
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- €00211016^^ Mod ^rrevttins sc6edulei Sec tions E fc J supplieitSc »vc« tt 
pric^ti to •‘Production of Source Docunient Microfiche & 

Duplicates *• 

MATTIA. M J Divis ton of Contracts RUOCCHiai J P Microtecb 
Industries, Inc Pin B-6357 NRC-10-79-6S1 80/01/10 3pp 


Q002110174 Notification off contract execution. Mod 2 to “Survey of 
Current State Radiological Emergency Response Capabilities 
for Transportation Related Incidents “ Contractor IN Univ 
OUSTAVEiR P Administrative Contracts Branch FIN B-1070D 

NRC-01'70-013 79/IS/07 Ip 


””6002110188 Mod S, extending time allowed for submittal of draft final 
rept & final rept to 1& months 19 months, respectively# to 
■Survey of Current State Radiological Emergency Response 
Capabilities for Transportation Related Incidents " 

MORTON, K V Research Contracts Branch RYAN, J U Indiana 

Unlv FIN B-10700 NRC”OI”70-O13 00/01/29 2pp 


B002120259 Notification of contract execution "Evaluation of 
Efficiency Effectiveness g# tl Mgt I# Program Analysis 

Products#" awarded to TRW Energy 6ys Planning Div 
WI001Na,E Administrative Contracts Branch FIN B-1A97 
NRC-25-00-312 BO/Ot/31 Ip 


e002120264> Contract "Evaluation of Efficiency (i Effectiveness of 
11 Mgt it Program Analysis Mgt Info Products," awarded to 
TRW Energy Syi Planning Div NRC manuals end 

Administrative Contracts Branch FIN 8-1697 
NRC-a5-B0-31S 80/02/04 183pp 


8002120456 Notification of contract execution# Nod 8 to "Evaluation of 
Retention 4«. Higration Data from Natural it Inadvertent 
Repositories " Contractor Stanford Univ 

Research Contracts Branch FIN B-6341 NRC”04-78-a66 

79/12/20 Ip 


— 0002140654 Mod 1, adding addl funds to "Revleui Qroup on Man-Machine 
Consideration* “ 

HAROETTiD Adninlstrative Contracts Branch CULVER. C M 

Aeroepace Corp NRC-lO-79-667 80/02/03 Ip 


6002200037 Notificatian of contract execution’ "Evaluation of Response 
of Neutron Dosimeters & Survey Instruments to Moderated 
Cf-252 8ource#" awarded to N88 Ctr for Radiation Research 
OUSTAVE. R P Research Contracts Branch FIN P-106S0 

NRC-Ol-aO-OlS 80/01/28 Ip 


— 0002200041 Submits contract "Evaluation of Response of Dosimeters t# 
Survey Instruments to Moderated Cf-252 Source#" awarded to 
NB8 Ctr for Radiation Research 

MORTON, K V Research Contracts Branch FIN B-10650 

NRC-01 -00-0 15 79/11/14 3p p 


—0002200057 Submits proposal for continuation of one yr contract, 
"Evaluation of Response of Neutron Dosimeters & Survey 
Instruments to Moderated Cf-252 Source " 

KUYATT.C E , SCHWARTZ i R D , BOWMAN# C D Commerce, Dept, of, National 
Bureau of Standards FIN B-10650 NRC-Ol-BO-013. 79/10/23, 3pp 


6002200053 Notification of contract execution# Mod 3 to "Environ 
Surveillance for measuring Concentrations of Radi oactlvity 
t( Radiation Levels in, VA " Contractor Commonuealth of VA 
BAIBDEN,L Research Contracts Branch FIN 0-5116. 

NRC-05-76-3a6 QO/01/29 Ip 


— 8002200060 Mod 5, extending period of performance through 791231 8< 
incroailng funds# to "Environ Surveillance for Measuring 
Concentrations of Rad loactlvity I# Radiation Level* in 
VA " 

MORTON, K V Research Contracts Branch, FIN B-5n6 

NRC -05-76-306 79/10/01 Ip. 


0002120463 Mod 2, extending contract three months w/no cost increase, 
to 'EvalMatlon of Retention it Migration Data from Natural 
it Inadvertent Repositories " 

MORTON, H V Research Contracts Branch DOWNEY, 0 B Stanford 

Univ FIN 0-6341 NRC-04-70-266 79/12/29 2pp 

8002J30070 Notification of contract execution# Mod 10 to "Study of 
Control 4c Communications to Support Incident Kgt *' 

Contrac tor. h 1 tre Corp 

Research Contracts Branch FIN B-i222 
NRC-05-79-044 79/09/2B Ip 

9002130072 Mod 10, extend ing period of performance to 791130 w/no 
cost increase, to "Study of Control 4# Cammunications to 
Support Incident Mgt " 

MORTON, K V, Research Contracts Branch ZRACKETiC A Mitre 
Corp FJN B -1222 NRC-05-77-044 79/09/28 ip 

8002130163 Notification of contract execution "Btudy 4. Review of 
Re Employment Opportunity of NRC," awarded to 

CftC Ed It Human Oeve lopmcnt, Inc 


4 no 4 v 


MEDRQW,L A 
NRC-23-80-302 


Adminietratlv* Contracts Branch 
00/01/31 ip 


-8 002130170 Contract: "Study it Review of Issues Re Equal Employment 
awarded to CRC Ed & Human DeyelopmeSt, ^ 

Inc NRC manual included 

00/02/04 Contracts FIN 8-1325 NRC-23-80-502 

3002130208 "Performenca Testing of Personnel Dosimetry Svcs, 

2-Yr Pilot Study. Oct 1977 ThrJugh 
Sept 1979, u/Ext«nsion to 791231 " ^ 

PLATO# P , HUDSON,© Michigan# Univ of BO/Ol/iO 200pp 

contract execution# Mod I to "Career 
Counseling Contractor Binder, Eliter# Mendelson 6 Wh. tier, 

30?ol/lB^ '^Ip <''!"*"< ContfKt. 8r,nch NRC-iO-79-387 

for dovelopmcnt of oltornotfvo nttho#< of 
providing career counseling for NRC employees at five 

fmttittnut ^ ft#’ r\ .. ^ ' ,»y» 


regional ofcsf to ■^Career Counseling 

Administrative Contracts Branch 

00/01/18 2pp 


NRC” 10-79-307 


of contract execution, Mod I to "Review ©roup 
Considerations " Contractor Aerospace Corp ^ 

lANf J Administrative Contracts Branch NRC-lO-79-667 


wuuifiioouoir Nocificatlon of contract execution, "NRC Operasiona 
During Emergency Sltuatloni#" awarded to MITRE Corp 
BAiaDENfL, Research Contract* Branch. FIN fl-1012 
NRC-O3-0O-a52 80 / 01/21 Ip 

B002200064 Contract "NRC Oparational Role During Emergency 
Bltuatlon*#" awarded to MITRE Corp 

MORTON, K V Research Contract* Branch. ZRAKET# C. A Mitre 

Corp FIN D-1012 NRC“05“ao-252 80 / 01/21 Spp 

Mo# 3 U "Iii,pUn#nt>tlan 

Of Modi to NRC Contract Info By* " Contractor Small Business 
Administration, Subcontractor Social Research Applications 
Corp 

Administrative Contracts Branch NRC-10-79-3B1 

o0/0l/29 Ip 

—0002200083 Mod 3# extending performence to 800131 & revising delivery 
increase, to "Implementation of Mods to 
NRC Contract Info 8y* " 

MATTIAiM J Division of Contracts. TUNSTALL, J. E, Bmall 
Business Administration NRC-10-79-3B1. 80/01/01, 4pp 

6002200266 Notification of contract execution# Mod I to "Util Hot 4 ( 
H?wr 7 Po“i «*»ourc§s. ^ Contractor- Teknekron Reiearch# Inc 
M-eo-Jos ‘“"‘’•..t. Dr.nch 


Research# Inc 
DOUGHERTY# D. J 
NRC-03-80-105 


Contrac tor . Teknakron 

Technical Assistance Contract* Branch. 
80/01/25 Ip 


execution. Hod 6 to ■•Dynamic Studies 
oi Breeder Reactors it Nuclear Power 

Plants " Contractor Univ of AZ 

80 %i/a 9 Contracts Branch. FIN A-4063 NRC -04 -7 5-2 50, 

—0002200354 Mod 6# extending contract through 800930 u/addl funds. to 
"Dynamic Studies of Liquid Metal Fast B^eedar RaactSr* <, 
f’lanfcs " Contractor. Univ of A2 

wyON.K.V Research Contract* Branch. CARR, 8. E Arliona# 

Univ of NRC-04-75-250 80/01/29 6pp, ftriiona, 

8002200359 Notification of contract axacutlon, Mod 2 to "Evaluation of 
Entrainment Effect* Using Power Plant Condansor Tub* ^ 

Simulator " Contractor NY ERDA 

79/12/01 Contract* Branch FIN 0-6298. NRC-04-78-2n 
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— 6008S0036S Mad 2* er tftitdinp explratian date from 791130 to 801231 w/o 
cost increate, to "Evaluation of Entrainmoiit Effect® Uiing 
Power Plant Condfn»or Tube Simulator " Contractor MV ERDA 
MQRTQNj K V Research Contracts Qranch PRIMEjM J New Yorlti 

State of FIN B“6a'?0 NRC~04“78-2U 79/lS/Ol Ip 


80022^0363 Notification of contract eiecution "Development of State 
Repulatarg Programs in Support of U Mill Tailings Radiation 
Control Act of 1970#" awarded to MIT 

FLYNNtM J Administrative Contracts Branch FIN D-I6S2 

NRC-06-aO~307 80/02/06 Ip 


8002200366 Notification of contract execut ion# Mod 3 to "Environ 
Problems Associated u/U Ore Processing Mill Tailings " 

Contractor Univ of Pittsburgh 

HAOEYiH Research Contracts Branch FIN 0-6257 NRC-04-77-135 

00/01/29 Ip 


—0002260372 Contract "Development of State Regulatory Programs in 
Support oP U Mill Tailings Radiation Control Act of 197B< " 
awarded to hIT 

MATTIAiM V Administrative Contracts Branch FIN D-16S2 

NRC-06-00-307 00/02/06 9p p 


8002200368 Mod 3j extending expiration date from 790930 to 800630 u/o 
cost increase! to "Environ Problems Associated u/U Ore 
Processing Mill Tailings " Contractor Untv of Pittsburgh 
MORTON# K V Research Contracts Dranch THOMPSON! J- H 

Pittsburgh# Unlv of FIN D-62S7 NRC-04-77-13S 80/01/29 2pp 


8002200473 Notification of contract execution- "Stenographic Reporting 
8vcs " Contractor Inti Verbatim Ropor ter Si Inc 
MEDROWi L A K Administrative Contracts Branch FIN B-1311 

NRC- 17-00-448 00/01/10 Ip 


—8002200482 Acceptance of bid for Lot l#to “0tenograph ic Reporting 
Bvc s •' 

MATTIAiM J Division of Contracts FIN B-1311 
NRC- 17-80-448-0 00/01/19 5pp 


8002270094 Notification of contract execution# Mad 7 to "Document 
Control Sys " Contractor Tera Advanced SvcsiCorp 
LEDOi C D Administrative Contracts Branch NRC-I0-7B-980 

80/02/13 Ip 


— 8002270105 Mod 7i funding cost growthi reso Ivlng administration issues & 
defining change order# to "Document Control 8ys " 

MATTIAiM J Division of Contracts NRC-IO-70-5BO 79/12/05 
5pp 


8002270247 Notification of contract eiecuti oni Mod 1 to "Indirect Rock 
Hass Investigations for Qptimliing Borehole Drilling 
Programs " Contractor Univ of A7 

HAOEY, H Research Contracts Branch FIND-6337 NRC-O4-70-2&9 

80/02/1 i if 


•8002200489 Responds to NRC 790912 itr Inti Verbatim Reparters. Inc 
verifies bid for Lot 1 submitted under Invitation for Bid 
rb-SEC- 79-390! "Stenographic Reporting 8vcs Forwards 
af f idavit 

LUDWICiJ N Ludwlci J N 79/09/13 2pp 


•8002200499 Ack receipt of NRC 791203 Itr requeetlng extension of bid to 
790131 for Lots 1 !< 2 under NRC Invitation for Bid 
R8-8EC-79-390 Responds affirmatively 

WINTER# N T International Verbatim Reporters# Inc 79/12/06 Ip 


—8002200905 Amend {o Bollcitation n8“0EC-79-35O< revis 1 ng Bubsection C 29 
re security clearance 

MATTIAiM J Division of Contracts 79/08/24, 2pp 


—0002200510 SoHcltation n8"BEC-79-390- 

b Division of Contracts 79/09/07 96pp 


8002200743 Notification of contract execution! Mod 6 to "Steam Water 
Interfacial Transport," Contractor Nothwestern Univ 
HAOEY# H Research Contracts Dranch FIN B-6180 NRC-04-77-052 

80/02/08 Ip 


—8002200749 Submits Mod 6# increasing funds to "Steam Water Intcrfacial 
Transport " 

MORTON# K V Research Contracts Branch. FIN D-6168 80/01/08 

ip 


8002210092 Notification of contract execution! Mod 1 to "Development of 
NRC Managerial Gampetencies " Contrac tor : Graduate School# 

USDA 

WIOOINBi E Admlni etratl ve Contracts Branch. MRC-iO-00-398 

80/01/29 ip 


— 8002210110 Mod 1# increasing amount of funds obllgateduto "Development 
of NRC Managerlel Competencies " Contractor Graduate School# 

UaDA 

MATTIA#M j Division of Contracts NRC- 1 0-80 -39B. 80/01/25 

Ip. 


8002250355 Notification of contract execution# Mod 4 to *'Recent 
Vertical Crustal Movements. Eastern US." Contractor ' Cornel 1 
Univ 

HAOEY# H Research Contracts Branch FIN D-5999 NBC-04-76-367 

80/02/08 tp 


— 8002290361 Mod 4# providing B-month na-cost extonslonrto '^Recent 
Vertical Crustal Movements. Eastern U8 " 

KELLOOi V M Research Contracts Branch ROOERSiT. R. Cornell 

Univ. FIN B-9999 NRC-04-76-367 80/02/08 2pp 


— 8002270250 Mod 1# providing incremental funding for FY79# to "Indirect 
Rock Mass Investigations for Optimiiing Borehole Drilling 
Programs " 

MQRTDMiK V Rosearch Contracts Dranch PEYTONi C H Arliona# 

Univ of FIN D-6337 NRC-04-78-269 80/01/15 Ip 


0002290074 Notification o-f contract exec utionr deob 1 igating funds for 
closed out contract# "Development of Two Dimensional Fluid 
Element Model for ADINA Computer Code " Contractor MIT 
HAOEY. H Research Contracts Branch FINB-113i NRC-04- 76-366 

79/12/14 Ip 


FOIA FREEDOM OF INFORMATION ACT REOUESTS AND RELEASES 


8002010013 FOJA request for proposals submitted by Science Application. 
Inc U NU8AC. ITSC in response to RFP R9-NM3 -79-043# "Bulk Matl 
Control " 

WODD.R.E Teknakron Research# Inc 79/11/20 Ip 


60D20100I9 Responds to FOIA request for proposals submitted by Science 
Applications# INC NUSAC, Inc response to nFP-Ra-NM8-79-043 
Foruards nanpr opr ietary versions of requested Info 
Proprietary version of info withheld (ref 10CFR2 790) 

FELTQN#J H Division of Rules and Records 90/01/10 2pp. 


—8002010031 Foruards nonpropr ietary version of "Proposal to NRC for 
Development of Improved Techniques for Sulk Matl Control# 

Vol l*Revision 1# Technical Proposal#" in response to RFP RB- 
NMS-79-043 Proprietary version withhold (ref 10CFR2 790) 
PEVEN8TEIN. U. E NU8AC, Inc P9-33 79/08/15 6pp 


— 80020L0045 Nonprop r I eta ry version of "Proposal to NRC for Development 
of Improved Techniques for Bulk Matl Control# Vol Ir Revision 
1# Technical Proposal " 

e NUSAC, Inc. R3“NMa-79-043 79/08/15 44pp 


—8002010090 "Bulk Matl Control. Vol 1 Technical Proposal " 

e Science Applications# Inc RS-Nrt3-79-043 79/05/25 22pp 


—8002010098 "Bulk Matl Control. Vol 2 Business Proposal " 

e Science Applications# Inc RS-NM8-79-043 79/05/25 13pp 


— 8002010069 "Bulk Matl ControlrVal 2 Business Proposal " 

FELDMAN. 8 A. Science Applications# Inc 79/00/14 15pp 


8002040089 FOIA request for certain background documents re NRC policy 
on "differing prof opinions " 

ARMIJQiR Affiliation Unknown 79/11/30 2pp 


8002260362 Notification of contract execution# Mod 2 to "Btate 
Transportation Survsillance Program " Contractor. State of 
WA. 

FLYNN, M J. Administrative Contracts Dranch NRC-06-79-305 
80/02/07 Ip, 


—8002260366 Mod 2# increasing funds# to "State Transportation Surveillance 
Progrem. " 

MATTIA.M J Administrative Contracts Branch, 5ANTMAN# L. O 

Transportation# Dept of, BEARE, J A, Washington# Btate of 
NRC-06-79-305. 00/02/07 3pp. 


0002040094 Responds to FOIA request for certain background documents re 
NRC policy on '"differing prof opinions " Forwards document® 
listed In app 

FELTON, J M Division of Rule® and Records 90/01/09 5pp 


— B002G40102 pDTuiards "Wh xstleb loueri Rept on Federal Employees Whc> 
Disclose Acts of Oovernmontal Waste. Abuse h Corruption. " 
prepared by Senate ofc to review problemi associated 
w/vh Is tleb lowing 

LEAHY* P.J Senate 77/12/09, 403pp , 
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— QO0SO4O40O Requests revletj of end NRC 771006 memo re dissenting vleu 
on effects of lightning on nuclear pocjer plants 
SMITH, R 0 Division of Sltingi Health & Safeguards Standards 
77/10/12 Ip 


— B002040111 Re-emphasi las importance of free flou of internal Info ft 
viettJs Requests that all ofc directors commit to 
communication uithin Commissi on, me lud i ng regular meetings 
u/staff at all levels 

ANDER81 A Commission 76/02/10 l(i 


— 6005040120 Discusses NRC mission to protect public in uses of nuclear 
facilities tt mafrls Encourages staff to use best prof 
judgment in all cases lu/assurance that no recrimination or 
retribution uill occur 

RDWDEN.MA Commission 76/11/05 Spp 


— 8005040129 Discusses ofc policg 6 practices for resolving tochnlcal 
issues arising during development of NRC positions on 
safety safeguards* environ or antitrust aspects of operator Ic 
reactor licensing 

RUSCHE* B C Office of Nuclear Reactor Regulation 11 76/11/03 

2pp 


— 6002040136 Endorses principles of Choirman 761102 statement re NRC 
regulatory mission AH NRC employees should understand that 
any situation not resolved through normal process may be 
brought to mgt attention u/o fear of retribution 
OOSSlCKr U V Office of the Eiecutive Director for Operations 
76/12/07 2pp 


-“0002040139 Requests revioui of effectiveness of procedures for 
addressing dissentlrig NRC vieus 

OOBSICKi L V Office of the Executive Director for Operations 
77/09/13 Spp 


—6002040150 Forwards marked~up copy of ''Ft Btdom of Prof Judgment Within 
NRC Proposed Procedures " Requests decision on Basdekas 
grievance by 771230 

RAVEN-HANSENr P Hogan it Hartson 77/12/29 33pp 


— 0002040160 Tdstimony of JM Hendrie at 7G0206 budget author 1 xation 
hearing of Committee on Interior $1 Insular Affairs* to 
present NRC FV79 budget & FV70 supplemental proposals 
HENDRIE*J H Commission 76/02/06 3pp 


—6002040169 Foruards info gathered from EPA*D0£ & Equal Employment 
Opportunity Commission (EEOCl internal sipressions re 
differing prof opinions EPA* DPE b EEQC have no formal 
guidelines or procedures for issue 

WE6T0N*M Office of Management and Program Analysis. 78/01/12 
4pp 


!002040174 "Policies b Procedures Applicable to Expression of Differing 
Prof Opinions " 

* Office of Management and Program Analysis 78/02/03 66pp 


1002040178 Requests perusal of end NRC 760227 memo re mission of NRC 
to protect public health b safety b duty of employees to 
express related views Discusses Fluegge resignation b 
handling of technical dissent 

RI0RDAN*6 J Office of Management and Program Analysis 76/11/05 

ip 


102040181 Discusses responsibilities of NRC employees re public health 
b safety Unresolved concerns should be first presented to 
NRC officials b then to Congress 

RI{]RDAN*6 J Office of Management and Program Analysis 76/02/27 

2pp 


02040 187 SECY-*7a-20a 

Requests comments b concurrence on end draft "Policies b 
Procedures Applicable to Expression of Differing Prof 
□pinions " 

BASBETTi H 8 Office of Management and Program Analysis 70/04/1^ 
3pp 


2040197 Draft "Survey of Policies b Procedures Applicable to 
xpression of Differing Prof Opinions ** W/draft Chairman 
andrie memo to various external organiiation requesting 
omments on survey b draft FR notice 
Office of Management and Program Analysis 79/03/29 lODpp 


2040210 Requests assistance improving communications between NRC 
eveli More comprehensive agency policy being prepared 
roruards NUREG-OBOO* "Survey of Policies it Procedures 
Applicable to Expression of Differing Prof Dpinloits *' 

HeWDRlEtJ M Commission 78/07/20. 2pp 


— B002040216 Comments on Hendrie 780720 memo re differing prof opinions 
<NURE0-050O) Coflimiss ion policy should state responsibilities 
of individual employees b levels of mgt Duilt-in safeguards 
must be provided to prevent retaliation 

HULMANiL 0 Hydrology Meteorology Branch 78/03/04 2pp 


— 8002040166 Comments on NRC policy b procedures for differing prof 
opinions Too much emphasis on responsibilities of 
organiiation b not enough detail on individual 
responsibilities ^ 

MINOOUE. R 8 Office of Standards Devslopinent 79/03/14 2pp 


— 8002040172 Comments on draft policy re differing prof opinions Needs 
clarification re "managar" definition Guidelines needed for 
manager to submit info re personnel concerns 
BARRY, L W Office of the Controller 79/03/12 2pp 


— 8002040103 Comments on proposed NRC policy b procedures fop differing 
prof opinions Policy should be separated from procedures 
Forwards marked-up "NRC Policy on Differing Prof Opinions " 
ENOELHAROT, T F Office of the Executive Legal Director 79/03/13, 

18pp 


— 8002040191 Comments on NRC policy b procedures for differing prof 
opinions Level of mgt raspanslble for final agency response 
requires clarification Should not be manager responfllb 1 1 ity 
to summarize emplcgeo concarn 

DIflCKS*U yf Office of Nuclear Material Safety b Safeguards 
79/03/15 2pp. 


— 0002040194 Comments on NRC policy b procedure for differing prof 
opinions Submits grammar b syntax changes 

CUMMINGS, J J Office of Inspacbor b Auditor. 79/03/09 2pp 


— 0002040201 Comments on NRC policy b procedures for differing prof 
opinions Definition of "^retaliation" requires further 
review Final policy it procedure statement should have time 
lapse from occurrence date for filing of other opinions, 

TUCKER, E E Office af Equal Employment Opportunity. 79/03/12 

2pp 


—0002040223 Comments on NUREO-0900, "Survey of Policies b Procedures 
Applicable to Expressions of Differing Prof Opinions " State 
Dept model meets NRC needs effectively Review group process 
is effective way of examining divergent views 
KELBERfC N Assistant Director for Advanced Reactor Safety 
Research. 78/00/06, 2pp 


— 0002040231 Comments on "Survey of Policies Applicable to Expression of 
Differing Prof Opinions " Procedural recommendations are 
vague 

WELKIN, D Cornell Unlv 70/07/31. Ip. 


— 8002040235 Ack receipt of correspondence b "For Comment" issue of 
*’8urveg of Policies b Procedures Applicable to Expression of 
Differing Prof Opinions *' Copies being sent to various NRC 
personnel 

FANNING/L C Institute of Electrical b Electronic Engineers 
78/08/04 Lp 


— 8002040248 Comments on NUREG-0500 not wlsn for Commission to establish 
policies b procedures described In app w/o clarification 
of expected benefits Comniission should ensure that 
meaningful dissent Is vented to decision levels 
CHAPMAN* K R Vought Corp 70/00/04 2pp 


—8002040255 Comments on paper re need to avoid retaliatory action 
against employees offering different prof views. Dissenting 
employees contributing to NRC missions should be eligible 
for awards oTrly through norirtal channels 
BENGELSDORF, U Commission 78/08/14 Ip 


“•'8002040260 Comments on "Survey b Procedures Applicable to Expression 
of Differing Prof □pinions,'* Needs clarlf ication that policy 
would include differences in prof opinion during conduct of 
duties under NEPA 

REMICKiF J, Atomic Safety and Licensing Board Panel. 78/08/02. 

ip 


— 8002040263 Responds to NRC 700720 Itr requesting comments on "Survey 
of Policies it Procedures Applicable to Expression of 
Differing Prof Opinions," Most of matl will be useful to 
develop procedure for handling NRC prof differences 
ME8SNER/H M Office of Management b Budget 70/08/18 Ip 


— B002040269 Responds to NRC request for comments on NUREO-OSOO, "Survey 
of Policies 81 Procedures Applicable to Expression of 
Differing Prof Opinions " Discussion slanted toward dissent. 

Not enough emphasis on retpotislb 1 1 ity. 

ANDERS, H. A General Electric Co * Nuclear Energy Products Dlv. 
70/08/25 2pp. r 
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•“800S040274 Ack recaipt of rosponfs lo survey re differing prof 
opinions Other side of differing vieus issue will be 
developed as draft provl&ions Of policy progress 
HENDRIE. JM Commission 78/09/11 Ip 


— B002040277 Responds to NRC 7a&720 invitation to comment on "Survoy of 
policies Procedures Applicable to Expression of Differing 
Prof Opinions " Rept requires indication of personnel 
obligations Mutual obligatlonf should be outlined 
9TRAU89 .pl Columbia Unlv 70/09/03 3pp 

— 0002040202 Ac k receipt of comments re dissent policy efforts Effort 
(Jill be made to use more humane i* straightforward language 
MENDRlEiJH Commission 70/08/19 Ip 


— 9002040298 Comments on NUREO-OSOO Objective should be to ensure that 
differing points of view are invi ted < encouraged Si uelcomed 
in decisionmaking process 

GREEN. H P George Washington Univ 7B/O0/3t 2pp 


— 8002040294 Comments on NUREO-OSOO. "Survey of Policies & Procedures 
Applicable to Expression of Differing Prof Oplnions« " in 
response to NRC 780720 mamo. OA program of prof & 
administrative personnel should be considered. 

BABDEKASrD L Office of Muc l««r Regulatory Research 78/09/12 
4pp 


— B002040297 Comments on NUREG-OSOO Needs to emphaslte that personnel on 
peer revleu committees must not have conflict of interest 
MORGAN. K Z Georgia Institute of Technology 79/00/31 2 pp 


*•-9002040312 Forwards comments on NURE0-050Oi ''Survey of Policies & 
Procedures Applicable to Expression of Differing Pro# 

Dplniontj'' in response to NRC 760720 request. More formalixed 
dissent policy required to ensure effective resolution 
PETERSON. H T Office of Standards Development 78/09/07 2lpp 


— 0002040318 Responds to 700003 Itr forwarding draft proposal of "Borvey 
of Policies t< Procedures Applicable to Expression of 
Differing Prof Opinions" for review No comments or 
recommendations 

OLEASQNf J D American Federation of Government Employees 
1 2A /NCR/ <37-39 > 78/09/05 Ip 


— 8002040323 Comments on NUREO-0900 endorses suggestion that originator 
of differing opinion which becomes prevailing vleui should be 
considered for public recognition U monetary award 
Procedures should reiterate rights to go outside NRG 
RAVEN-HANSEN. P Hogan Ic Hartson 78/09/11 9pp 


“•“8002040349 Comments on "Survey of Policies %t Procedures AppUcehle to 
Expression of Differing Prof Opinions " Burvey Is admirably 
comprehensive 

knight. J Atnerlcein Association of University Professors 
78/09/13. ip 


— 8002040354 Responds to NRC 780720 Itr & survey of policies & procedures 
applicable to expression of differing prof opinions Endorses 
proposal that NRC Issuo written It publiclied procedures 
Procedures should be formally issued 

VON HIPPEL. F I RAVEN-HAN9EN. P. American Association for the 
Advancemant of Bcience 70/09/14 2pp 


— 8002040363 Comments on NUREO-0900, should be assumed that NRC employee 
expressing differing judgment is acting in good faith Needs 
discussion of historic St current cases illustrating abuse 
of differing NRC opinions 

CLARYrR Office of Nuclear Material Safety tt Safeguards 
79/09/15 0 pp 


— 0002040367 Comments on NUREO-OSOO. "Burvey of Policies St Procedures 
Applicable to Expression of^ifferlnst Prof Opinions " 

Potential for misuse of formal dissent procedure is 
minimi led 

WAL 8 KE.C Atomic Industrial Forum 78/09/15 2pp 


— 8002040371 Comments on NUREO“0300i “Survey of Policies St Procedures 
Applicable to Expression of Differing Prof Opinions '* NRC 
should set 90-day deadline to implement comprehensive 
program for expression of differing prof opinions 
ROIBMAN. A Z Natural Resaurces Defense Council. 78/09/07 2pp 


—0002040375 Comments on NUREO-0500. "Burvey of Policies S< Procedures 
Applicable to Expression of Differing Prof Opinions." NRC 
should establish means of monitoring adopted procedoree, 

WOLFE. D Washington. Untv of 70/09/20 Ip 


—0002040379 Forwards comments on NUREO-0500 re differing prof opinions 
Primary emphasis should be on eliminating basic causes for 
nonreiolution of prof opinions 

BRIOHT 6 EN 1 R. A, Division of Safeguards 78/09/26 lOpp 


— 6002040385 Submits marked'“Up cotmnents on 790216 draft "NRC Policy ii 
Procedures for Differing Prof Opinions " Does not support 
parts of policy encouraging NRC to submit anonymously 
differences of prof opinions W/teJephone log* 70O72B-79O5OJ 
BURNETT. B F Division of Safeguards 79/03/08 I9pp 


-“8002040396 Submits markod-up comments on paper re differing prof 
opinions, in response to NRC 790430 note ft request Problems 
exist w/ln troduct ion 

OOOLY.if Office of Management and Program Analysis 79/05/07 
30p p 


— 8002040231 Comments on "Survey of Policies Applicable to Expression o 
Differing Prof Opinions " Procedural recommendations are 
vague 

NELKIN. D Cornell Univ 7B/D7/3I Ip 

—8002040209 Forwards comments from three dxvs on draft NRC policy ft 
procedures for differing prof op Inions. in response to 790216 
memo 

DONOGHUE. D J Office of Administration 79/03/12 Ip 


— 8002040207 Forwards comments on draft NRC policy ft procedures for 
differing prof opinions Draft should be revised to comply 
toi/NRC Mgt Div format 

DE 8 AW.U J Division of Technical Information ft Document Control 

79/03/02 4pp 


— 0002040211 Comments on draft NRC policy ft procedures for differing pn 
opinions Draft sheuld be part of NRC manual directives sys 
Contractors should be Included in policy via appropriate 
changes te procurement regulations 

BlRDiP E Division of Organl latlon and Personnel 79/03/03 
3pp- 


—8002040214 Comments on NRC policy ft procedures for differing prof 
opinions Submits grammatical ft syntax revisions 
GOLDMAN) P J Training ft Development Branch 79/02/28 Ip 


— 8002040404 Comments on NR<; policy ft procedures for handling differing 
prof opinions Endorses umbrella concept Policy offers no 
threshhold for NRC action on dissenting views Forwards 
marJeed-up "NRC Policy on Differing Prof Opinions " 

BUNCH. D r Program Support Branch 79/04/17 I7pp 

— 8002040220 Responds to draft policy ft procedures for differing prof 
opinions No comments 

8 HEA 1 J R Office of International Pro-grams 79/03/12 Ip 


—0002040227 "Ofc of Mgt ft Program Analysis of OPc Comments on Proposed 
Policy ft Procedures for Differing Prof Opinions " Provides 
comments of a f c. acc ep lance status ft response. 

* Office of Management and Program Analysis. 80/01/09 20pp 


—80020401 S3 SCCY-79-404 

Requests Commission approval to distribute end proposed 
NRC policy ft procedures for differing prof opinions Commentis 
will be solicited from NRC personnel ft public Supporting 
documentation end. 

HALLER. N M Office of Management and Program Analysis 79/06/18, 
24pp 


—8002040157 Discusses review of NRC policy on differing prof opinions, 
forwarded In NRG 790227 memo Has no comment Statement is 
adequate expression of policy 

GRIER. D H Region li Philadelphia. Office of the Director 

79/03/06 Ip. 


—0002040163 Comments on NRC policy ft procedures for differing prof 
opinions Policy ft procedure well done Addl Info should be 
provided that anticipates ft resolves possible concerns of 
middle mgt 

□ ''REILLY. J P Region 2. Atlanta. Office of the Director 

79/03/06 2pp 


— 0002040230 Requeshi comments on end FR notice by 791210 

CONVER. 3 K Office of Management and Program Analysis 79/10/09 
Ip 


— 8002040241 FR notice of request for comments on proposed NRC policy ft 
procedures for differing prof op Inions. H/draf fc Hendrie Itr 
requesting comments on NOnEO-0567. "Pr-opostd NRC Policy ft 
Procedures for Differing Prof Dpinlons. *' 

GQ03ICK. L. V Office of the Executive Dlrsctor for Operations 
79/10/09. 3pp 


— 0002040247 Requests comments from all NUREO-0567 recipients on 
supplemental statement re NUREG-0567 discussion of NRC open 
door poi ic y. Comment deadline is 600114 Draft Chairman 
AHearne memo to all NRC employees end 

BICKMIT. L Office of the General Counsel 79/12/12 4pp. 
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00020^0252 Formard* MS Nardlinger 760428 m»mo commtnting on 6ECY*-7a-20a 

Tf^ differing pro# opinion! 

KELLEY, J L Office of the Oenaril Countel 78/04/24 Ip 


— 0002040257 Comment* on SeCY-7B-20a. "Differing Prof Opinion! '* 
“Re4!Dn»ble" require* clarification re provision of 
resources Legal frameufort for handling retaliation should be 
iri p leme nted Related vieugraph* end 

NORDLINOER. H S Office of the General Counsel 78/04/24 25pp 


— 8002040285 NMSS Policg t Procedures Ltr 1-8 Submits listing of 
guidelines ^ procedures established to encourage free flay 
of info t* vieitfpoints ulthin NhSS Personnel encouraged to 
engage In open, dialogue 

SMITHpC y/ Office of Nuclear Material Safety & Safeguards 
78/09/21 4pp 


--8002040291 Reaffirms ofc policy re free flou of info concerning 
individual viewpoints Establishes procedures to assure free 
flow of info 

MlWDOUErft B Office of Standards Development 78/09/15 4pp 


— 8002040299 Forwards NRC 761207 mefflo 6 NRC 761103 Announcement 33 
arnphasiiing NRC open door policy Requests notification if 
IE has not given proper consideration to safety or 
safeguards matters U/o encl 

VOLGENAUj E Office of Inspection L Enforcement! Office of the 
Director 76/12/21 Ip 


— -60D2040’305 Region 3 Manual Chapter 0905 establishing Region 3 procedure 
by which employees can identify items of concern re 
significant safety or inip matters Sr be assured that 
personnel view* are elevated to top regional mgt 
a Region 3. Chicago< Office of the Director 76/12/09 4pp 


— 8002040326 Cowiments on NUREO-OSOO# "Differing Prof Opinions "public 
employees" Sr "employee loyalty to employer" require 
c lar i f 1 cation Differing opinions should be encouraged re 
Commission responsibility under legislation 
CRILLfft P Office of Standards Development 78/09/12 3pp 


— 8002040352 Forwards info in response to NRC 700428 memo re mod of 
Congressman Dingell request Includes Ofc of Stds Development 
procedures currently used for submitting differing personnel 
view! to NRC 

HINOGUE.R 8 Office of Standards Development 78/04/26 32pp 


”•-8002040359 Requests addl info for Congressman Dingell re div 
activities Info should be prepared by div mgt & circulated 
to other personnel Rept should include alternate site 
problem te meteorological guide 

RlVENDARKiO Program Support Branch 70/04/05 Ip 


002040377 Discusses personnel dissent it proposed guide on lightning 
protection No restraints placed by Ofc of Stds Development 
to limit guide format to endorsement of Industry stds 
SULLlVANrD F Reactor Systems Standards Branch 77/10/10 

2pp. 


8003040381 Requests review fay 771007 of effectiveness of procedures for 
handling dissenting personnel views 

QQSBICKiL. V Office of the Eiecutive Director for Operations 
77/09/ IS Spp 


8002040393 Subscribes to principles of NRC 761102 statement re NRC 
regulatory mission Personnel should be made aware of open 
door policy to bring concern* to Ofc of Inspector 6 Auditor 
or Commissi 0 It H/NRC 770926 memo 

OQSSlCKi L W Office of the Executive Director for Operations 
76/13/17 3pp 


8002040398 Submits draft procedures to assure free flow of info within 
ofe concerning individual personnel viewpoints 
MINOOUEjR B Office of Standards Development 78/05/04 5pp 


3002040406 Returns draft NRC 761110 memo which was submitted in 
response to NRC 761103 memo re resolution of safety 
concerns 

OfPlC* of the Executive Director for Operations 

'O/ 12/OS Ip 


5002040407 Comments on NRC 770915 ltr re procedures for handling 
personnel dissent NRC policy should be detailed in NRC 
pulley manual chapter Disciplinary measures required for 
supervisors who suppress dissent 
FETERaON!H T Commission 77/09/26 3pp 


—8002040415 Comments on draft Ofc of 8td* Development policy for 
considering differing personnel view* Draft require* 
specific policy guidance «c procedures Forward* 780510 
alternate version of draft policy 

PETERS0N!H T Office of Standards Development 78/05/11 Ip 

—8002040421 Reaffirms div policy re free flow of info B< individual 
personnel viewpoint* t< concerns 

ARLOTTO» 0 A Division of Engineering Standards 76/10/39 2pp 

— 8003040429 Discusses excessive editing l< info manipulation of NRC repts 
by middle mgt levels between prof technical personnel 6 NRC 
decisionmaking levels, Also discusses rept re NRC review of 
current siting policy associated problem* 

ANDERSON* F 0 Office of Standard* Development 76/04/16 4pp 


— 8002040434 Discusses ACRB review of 87 technical issues raised by NRC 
Requests to bo advised of technical matters involved in 
reviews it bases for judgments reached 

BENDERtM, ACRB - Advisory Committee on Reactor Safeguards 
77/02/24 rp 


— 8003040439 Discusses ACR8 review of statements by Dridenbaugh* Hubbardi 
Minor & Pollard Recommends that NRC utiliie 8ERt or topical 
rept* to present technical considerations views in 
development of NRC positions on safety Issues, 

MOELLER* 0 U ACRB •” Advisory Committee on Reactor Safeguards 
76/05/19 47pp 


— 8002040442 Discusses ACR8 761209-11 review of 15 technical issues 
identified in Ruscho 761103 memo Also reviewed at 761303 
working group meeting N/list of documents used in review 
flOELLER* D N ACR6 - Advisory Committee on Reactor Safeguards 
76/12/12 5pp 


>8002040451 Discusses review of 12 addl technical issues at ACRB 
770210-12 l< 0208-09 meeting* & working group 770201 meeting 
Forwards "Ropt of ACRB on 12 Addl Technical Issues Related 
to LWR* " 

BENDER* H ACRS - Advisory Committee on Reactor Safeguards. 
77/02/23 3pp 


— 8002040461 Forward* ACRB answers to followup questions from Senate 
Committee on Oovt Operations 761213 hearings* in response to 
761223 request 

BENDER* (1 ACRS - Advisory Committee on Reactor Safeguardi. 
77/01/10 epp 


— 6002040467 Responds to 761103 ltr re NRC policy to open Up nominating 
procedure for ACRS membersh ip, Forward* NRC 761014 new* 
release inviting public to submit nominees for ACRS 
HOYLE* J C ACRB - Advisory Committee on Reactor Gafaguard* 

76/12/03 Spp. 


— 8002040474 Discusses ACRB activities Activities include review of 
applications for CPs it OLs* review of larga number of 
generic items re nuclear plant safety stds & guides to NRC 
regulations it proposed site investigations 

MOELLER* D. N ACRS - Advisory Committee on Reactor Bafeguards, 
76/05/20 12pp 


8002040486 Submits info re ACRB activities* in response to Commission 
request for assistance In selecting new ACRB member* 

Activities Include review of corrective measures for design 
operational repairs of procedures 6 review of generic items 
MOELLER* 0 M ACRS - Advisory Committee on Reactor Safeguards 
76/01/13 13pp 


8002040506 Recommend* that draft 761111 memo include responsibility of 
personnel to personally pursue resolution of issues 
OQSSICKi L V Office of the Executive Director for Operations 
76/11/19 ip 

—8002040390 Responds to NRC 770915 request. Discusses procedure 
effectiveness for handling dissenting personnel view* 
within Ofc of Stds Development Lists suggestions for 
procedures W/llst of dissenting views since Dec 1976, 

SMITH* R 0. Office of Btandards Development. 77/10/13, 3pp> 


—8002040397 Support* petition noted in NRC 751207 memo re resolution of 
safety concerns 

ARL0TT0*0 A Division of Engineering Standards. 77/09/27. Ip 


—8002040403 Comments on NRC 770915 ltr re effectiveness of procedure* 
for treating dissenting personnel view* Submits description 
dissent Formal procedures should be implemented 
in NRC Manual to identify minority views, 

ORILL,R, Office of Standards Development 77/10/06 Spp 
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'--G0020404 1 ? Submits dra-Pt prQceduros to ensurs adsquAts consideration 
dlffarlng porionnal vioupoints on haal tihr lafatg 4i environ 
Issues Forwards Hogan & Hartson 771227 rept re #r«fidom of 
prof judgment uithin KRC 

MlNOOUEi R 0 Office of Standards Development 76/05/10 ^Ipp 


— 6002040446 ’'Rapt of ACR8 on Selected Safety Issues Related to LURs " 
e ACR8 - Advisorg Committee on Reactor Safeguards 76/12/12 
32PP 


--6002040456 '^Rept of ACRS on 12 Addl Technical Issues Related to LURs *' 
» ACRS - Advisorg Committee on Reactor Safeguards 77/02/23 
2lpp 


8002070051 Submits partial response to FOIA request for NRC itifo re 
preparation of valua/innpact analysis U/ov rule for physical 
protection of mat] Documents 1 & 2 of App B Document 1 of 
App G withheld (ref FQEA Exemptions li3 Ic 5) 

FELTON, J H Division of Rules and Records 0O/OI/I& 3pp 


—6002070056 Responds to NRC 790130 memo re 8ECY-79-36 concerning 
physical protection of Category 11 6 HI matl Proposed Pinal 
rule should be approved in light of inti nonproliferation 
cons iderations 

KENNEKErA Office of Policy Evaluations 79/03/12 3pp 


— 6002070060 Requests comparison to proposed regulations of requirements 
of INFCIRC*'225 Category II it til matls In use ti storage t( in 
transit. Also requests discussion of usefulness of lesser 
amounts of U to be consldared Category I matl 
BRADFORD, P A Commission. 79/01/30 37pp 


— 8002070066 Discusses provision to foreign countries of assurances re 
Gatogory II b III mail Assurances should be provided on 
case-by-case bails to countries requesting assurances 
Proposed regulations woulcf fulfill inti obligations 
KENNEKE, A Office of Policy Evaluations 79/03/16 4pp 


—8002070072 Unclasslfad version of NRC memo re SECy-79-213 on revision 
to operating assumption co-ncerning relative risk of 
fatricating clandestine fissionable explosives Info 
partially withheld, 

KENNEKE, A Office of Policy Evaluations. 79/04/17 Gpp 


— 8002070075 Forwards classified info re 8ECV-79-3B concerning physical 
protection of Category It & 111 matl U/o end 
KENNEKErA, Office of Policy Evaluations. 79/03/12 ip 


6002070063 "Dow 8ys for Solidification of Lou Level Radwastes from 
Nuclear Power Plants 

FlLTER«H,Ei ROBEHEONi K Dow Chemical Co, 77/03/31. 32pp 


— 0002070067 "Men-Rem Estimate for Dresden 1 Chemical Cleaning " 
a Catalytic, Jnc (subs of Air Products & Chemicals^ Inc > 
77/06/14 2Spp 


—8002070078 "Fracture Hechanics Tests of Gimulated Clad Cracks in ABTH 
333-Pl, A302-Q U AI05 Exposed to Dow NS-1 Cleaning Solvent,*’ 
interim rept 

I WALKER, W L General Electric Co 70-509-002 78/01/05 2app 


— 0002070080 "Evaluatiun of Stress Corrosion Cracking Effects of Dow 
_ Copper Rinse Solution on Type 304 Stainlase Steel & ASTN 
A336-FI, A302-Q h Al06-fl Steels," interim rept 

WALKER, W L General Electric Co 70-309-42 7B/03/t0 600pp 


— 0002070064 "Fracture Mechanics Tests of Simulated Clad Cracks in Addl 
Heats of ASTH A335-Pli A302-D. A106-D U AlOS Exposed to Dow 
NB-1 Gleaning Solvont, " interim rept 

WALKER, W L General Electric Co 70-309-66 70/04/20 4lpp 


— 8002070087 "Final Rept on Suppl Metallurgical Studies for Chemical 
Cleaning of Dresden 1 " 

# Dow Chemical Co B-600-024-79 79/01/24 7Spp 


— 8002070101 Lists May 1979 activities for assessment of impact of 
decontamination on LNR raduaste sys> Activities include 
discussion of revision of draft final rept to reflect NRC 
Apr 1979 input, 

PERRlOOtL D. Battelle Memorial Institute, Pacific Northwest 
Laboratory 79/03/31 Ip 


— 8002070133 Discusses need for confirmatory analyses of properties of 
simulated decontamination waste solidified in Daw polymer 
SMITH, R D, Division of Safeguards 79/08/10 Ip 


— 8002070145 Forwards initial results from technical assistance work 
performed for sol jd I f ica tlon of N6-1 d e contami na t i on w/vinyl 
ester-styrene 

NEIL80N, R M Drookhaven National Laboratory 79/09/18 lOpp 


— 8002070132 Request comments on end mamo describing results of 
corrosion teats on commercial grade mild steel drum matl in 
Dow Chemical NS-1 solution 

MANAKTALA, H K Brookhavert National Laboratory 79/10/31 0pp 


0002070070 Supplement# response to FQIA request for dcjcumonts re use of 
paper clip to hold open auitsch at VEPCO North Anna riuclear 
power plant Requested info in NRC Noshing ton, DC PDR 
FELTGN, J M Division of Rules and Records 80/01/18 Ip 


6003070081 Supplements response to FQlA request for documents produced 
bg NRC task group formulating imp lementat i on procedures for 
TMI Lessons Learned & Kemeny CommlsBlon re c ommendat 1 ons 
Documents lt«ted in App A available in Nash ington, DC PDR 
FELTON, J M Division af Rules and Records 60/01/16 2pp 


— 6002G70063 Forwards NRC comp-arison of NRC plans for responding to- 
Kejneny Commission recommendations w/Preslrient Carter 7912D7 
ac ti ons 

HANHAHANiE J Office of Policy Evaluations 79/12/18 3lpp 


— 0OO2O7OOB5 Responds to 8 Chi Ik 791109 1 tr requesting that ACRB provide 
Commission u/vleus analysis of ACRS role delineated in 
President's Commission recommendation Will not endorse 
recommendations until alternatives examined 

CARBON, M W ACRS - Advisory Committee on Reactor Safeguards 
79/12/10 ip 


— 8002070094 Responds to 79092B request for view* re lack of specific 
procedure for identifying rules & regulations requiring 
revision ACR8 inhibited in formulating recommendations re 
specific technical issues 

CARBON, M W ACRS - Advisory Committee on Reector Safeguards 
79/12/13 6pp 


— 8002070100 Comments on NURE0-C576 recommendations U related «ubjs 
Supports recormmendat ions re personnel qualifications it 
training, s taff 1 ng of control room, ver if icat 1 on of correct 
performance of operating activities I, man-mechlno Interface 
CARBON, M N ACRB Advisory Committee on Reactor Safeguards 
79/12/13 6pp 


— 8002070104 Forwards Dfc of Policy Evaluation analysis of NRC draft 
action plan for implementins recommendations of Kecneny 
Commission it other studies re TMI Incident 

HANRAHAN, E. J Office of Policy Evaluations 79/IS/17 lOpp 


— 8002070107 Forwards marked-up copy of Commissioner's comments/ 
commiitments made during appearance before congress ional 
committees subsequent to 79032B 

KAMMERER, G Office of Congressional Affairs 79/12/03 46pp 


— 800207010? Forwards preliminary schedule for completion or 
implementation of each action in TMI Action Plan 
MINNER8, W TMr-2 Operat ions/Support 79/12/19 2lpp 


8002070166 FOl A request for info re regulat i ens, d irect Ives, rul Ings U 
forms used In affirmative action plon* 

MCCAFFERY, JM Affiliation Unknown 79/12/26 Ip. 


800207018? Responds to FOIA request for Info re NRC authority on equal 
employment opportunity (EEO) internally & in nuclear 
industry Forwards NRC internal EEO plan 8, delegations of 
authority 

FELTON, J M Division of Rules and Records BO/01/21 2pp 


— 8002070196 "Equal E^mployment Opportunity Plan for FY79 " Code 
requirements end 

GOSSlCKiL V Office of the Executive Director for Operations 
TUCKER.E E Unknown Affiliation 78/10/13 91pp 


800207020? FQIA request for documents & NRC rules & regulations re 
trl t 1 um 

RI8NER, WJ RlsnerrW 79/12/13 Ip 


9002070211 Responds to FOIA request for documents NRC rules U 
regulations re tritium Forwards requested regulations W/o 
end Remaining Info requested located in Nuclear Science 
Abstracts Energy Research Abstracts 

FELTON, JM Division of Rules and Records 80/01/17 Ip 


8002070404 FOIA request for all Internal S«/or Commission documents re 
preparation of value/impact analysis t(/or statement 
concerning transient shipment rule 

LEVY, M Regulatory Improvements Branch 79/12/13 Ip 
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— 80020402S2 Forward* MS Nordlingar 780420 tnefflo comtfvvntlng on SECY-'70“2O8 
r* differing prof opinion* 

KELLEYrJ L Offic* of tho General Counsel 70/04/24 Ip 


_Q002040257 ConiRtents on SECY-70''2O0. "Differing Fro# Opinion# 
''Reasonable' rBq,uires clarification re provision of 
resource# Legal framevort for handling retaliation should he 
implemented Related vieugraph* end 

NORDLINGERrM 5 Office of the General Counsel 78/04/24 25pp 


— 6002040285 NMSS Policg L Procedures Ltr 1-8 Submits listing of 
guidelines li procedures established to encourage free floiii 
of info U viewpoints within NMSS Personnel encouraged to 
engage in open dialogue 

SMITH. C V Office of Nuclear Material Safety it Safeguard# 
79/09/21 4pp 


— 8002040291 Reaffirms ofc policy re free flow of info concerning 
individual viewpoints Establishes procedures to assure free 
flow of info 

MINOGUErP B Office of Standard* Development 78/09/13 4pp 


— 8002040299 Forwards NRC 7&1207 memo |< NRC 7iil03 Announcement 33 
emphaeixing NRC open door policy Reguefts notification if 
IE has not given proper consideration to safety or 
safeguards matters U/o end 

VOLGENAU.E Office of Inspection ti Enforcement. Office of the 
Director 76/12/21 Ip 


—9002040305 Region 3 Manual Chapter 0985 establishing Region 3 procedure 
by which employees can Identify items of concern re 
significant safety or insp matters it be assured that 
personnel views are elevated to top regional mgt 
* Region 3. Chicago. Office of the Director 76/12/09 4pp 


—6002040326 Comments on NUREO-0500. "Differing Prof Opinions " "public 
employees" 6 "employee loyalty to employer" require 
c lari f i ca tion Differing opinions should be encouraged re 
Commission responsibility under legislation 
GRILLrR P Office of Standards Development 76/09/12 3pp 


—9002040352 Forwards info in response to NRC 700420 memo re mod of 
Congressman Dingell request Includes Ofc of Stds Development 
procedures currently used for submitting differing personnel 
views to NRC 

MINOGUE.R, 8 Office of Standards Development 76/04/28 32pp 


—8002040359 Requests addl info for Congressman Dingell re dlv 
activities Info should be prepared by dlv ngt it circulated 
to other personnel Rept should include alternate site 
problem t meteorological guide 

RIVENBARKiG Program Support Branch. 70/04/05 Ip 


1002040377 Discusses personnel dissent & proposed guide on lightning 
protection No restraints placed by Ofc of Stds Development 
to limit guide format to endorsement of industry ‘ stds 
SULLIVAN. D F Reactor Systems Standards Branch 77/10/10 

2pp 


-9002040301 Requests review by 771007 of ef f ectivenesf of procedures for 
handling dissenting personnel views 

OGSStCK.L V Office of the Eiecutlve Director for Operation# 

77/09/1 S 2pp 


—8002040393 Subscribes to principles of NRC 761102 statement re NRC 
regulatory mission Personnel should be made aware of open 
door policy to bring concerns to Dfc of Inspector it Auditor 
or Commission W/NRC 770926 memo 

GOSSICK.L V Office of the Eiecutive Director for Operations 
76/12/17 2pp 


3002040399 Submits draft procedures to assure free flow of info within 
ofc concerning individual personnel viewpoints 
MINOGUE.R B Office of Standards Development 7B/OS/04 5pp 


1002040406 Returns draft NRC 761110 memo which was submitted in 
response to NRC 761103 memo re resolution of safety 
concern* 

GOSSICK.L V Office of the Executive Director for Operations 
76/12/00 Ip 


0002040407 Comments on NRC 770915 Ur re procedures for handling 
personnel dissent NRC policy should be detailed in NRC 
policy manual chapter Disciplinary measures required for 
supervisors who suppress dissent 
PETERSON. H T Commission 77/09/26 3pp 


—8002040415 Comment# on draft Ofc of Stds Development policy for 
considering differing personntl view# Draft requires 
specific policy guidance 8( procedures Forwards 700910 
alternate version of draft policy 

PETERSON. H T Office of Standard* Development, 78/09/11 Ip 

—8002040421 Reaffirms div policy re free flow of Info it Individual 
psrsonnel viewpoints it concerns 

ARLOTTO/O A Division of Enginaering Standards 76/10/29 2pp 

—8002040429 Dlscusse# excessive editing & info manipulation of NRC repta 
by middle mgt levels between prof technical pertonnel fc NRC 
decisionmaking levels Also dlscusse# rept re NRC review of 
current siting policy associated problems 

ANDERSON/ F D Office of Standards Development, 76/04/16 4pp, 


—8002040434 Discusses ACRS review of 27 technical issue* raised by NRC. 
Requests to be advised of technical matter* involved in 
reviews & base* for judgments rsached 

BENDER. M ACRS - Advisory Gommittei on Reactor Safeguards 
77/02/24 rp 


— 8002040439 Discusses ACRS review of statement# by Dridenbaugh. Hubbard. 
Minor it Pollard Recommends that NRG utilize 8ER« or topical 
repts to present technical considerations it views in 
development of NRC position# on safety isiuot, 

MOELLER/ D M ACRS - Advisory Committee on Reactor Safeguards 
76/09/19 47pp 


— 0002040442 DUcusse# ACRS 761209-11 review of ID technical issue* 
identified in Rusche 761103 memo Also reviewed at 761203 
working group meeting. N/1 i*t of documents used in review 
MOELLER. D N ACR0 - Advieory Committee on Roactor Safeguards 
76/12/12 5pp 


— 6002040451 Dlscusse# review of 12 addl technical issues at ACRE 
770210-12 it 0208-09 meeting# & working group 770201 meeting 
Forwards "Ropt of ACR8 on 12 Addl Technical Issues Related 
to LURs " 

BENDER/ K ACRS - Advisory Committee on Reactor Safeguards 
77/02/23 3pp 


— 8002040461 Forwards ACRS answers to followup questions from Senate 
Committee on Oovt Operations 761213 hearings* In response to 
761223 request 

SENDER/ M ACRS - Advisory Committee on Roactor Safeguards, 
77/01/10 8pp 


— 0002040467 Responds to 761103 ltr re NRC policy to open up nominating 
procedure for ACRS membarshlp Forward# NRG 761014 naws 
release inviting public to submit nominee# for ACRS. 

HOYLE. J C ACR8 - Advisory Committee on Reactor Safeguards 
76/12/03 5pp 


— 8002040474 Discusses ACRB activities Activities include review of 
applications for CP# it OLs.ravlew of large number of 
generic items re nuclear plant safety stds li guides to NRC 
regulations S< proposed site investigation# 

MOELLER/ 0 H ACR6 - Advisory Committee on Reactor Sefeguardt, 
76/05/2S 12pp 


— 6002040486 Submits info re ACRS actlvitlei. in response to Commission 
request for assistance In selecting new ACRS members 
Activities Include review of corrective measures for design 
operational repair* of procedure* s* review of generic item* 
MOELLER. D M ACRS - Advisory Committee on Reactor Safeguard* 
76/01/13 i3pp 


— 8002040906 Recommend* that draft 761111 memo include responsibility of 
personnel to parionally pursue resolution of issues 
0038 1 CK. L V Office of the Executive Director for Operations. 

76/11/15 Ip 


6002040390 Responds to NRC 770919 request. Otscusfei procedure 
effectiveness for handling dissenting personnel view* 
within Ofc of Stds Development Lists suggestions for 
procedures W/llst of dissenting views since Dec 1976, 

SMITH/ R 0 Office of Standards Development. 77/10/13 3pp, 

—8002040397 Support* petition noted in NRC 791207 memo re resolution of 
safety concerns 

ARLDTTOiO A Division of Engineering Standards 77/09/27. Ip 

3002040403 Comments on NRC 770915 ltr re effectiveness of procedure# 
for treating dissenting personnel views aubmlti description 
of personal dissent Formal procedure* should be Implemented 
in NRC Manual to identify minority views, 

ORiLLrR Office of Standard# Development 77/10/06 3pp. 
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— 600S040419 Subfflit* dra^‘t procedures to ensure adettuate co«isid«rat ion o# 
differing personnel vioupointe on heal th> laf ety environ 
£ctue« Foruarde Hogan It Hartion 7712S7 rept re freedom of 
prof judgment within NRC 

MINOOUE.R B Office of Standard* Development 7S/05/t0 41pp 


— 800*^040446 "ficpt of ACR8 on Selected Safety Iteuet Related to LURa " 
* ACR8 - Advisory Committee on Reactor Safeguard* 76/12/12 
32pp 


— 80020404S6 "Rept of ACRS on 12 Addl Technical Iseues Related to LNR* ** 
» ACR8 " Advleory Committee on Reactor Safeguard* 77/02/23 
Kipp 


6002070051 Submit* partial response to FOIA request for NRC info re 
preparation of valua/impact analyii* ^t/or rule for physical 
protection of matl Documents 1 S( 2 of App B Si Document 1 of 
App C withheld <ref FOIA Exemptions li3 fii 5} 

FELTONjJ M Division of Role* and Record* 80/01/16 5pp 


— 9002070056 Respond* to NRC 790130 memo re 0ECY-79-3B concerninji 
phgelcal protection of Category II it 111 matl Proposed final 
rule should be approved in light of inti nonproliferation 
c on«iderationB 

KIcNNEKEiA Office of Policy Evaluations 79/03/12 3pp 


’'-*8002070060 Requests comparison to proposed regulations of requi remants 
of INFCIRC'“22S Category II 1< til matl* in use & »torage it in 
transit. Also requests discussion of usefplness of lesser 
amounts of U to be eansidered Category I matl 
BRADFORD, P A Commission 79/01/30 37pp 


— B002070066 Discusses provision to foreign countrle* of aasorances re 
Category It ti III matl A««uranccs should be provided on 
case-by-'casa basis to countries roquesting assurances 
Proposed regulations mould fulfill inti obligations 
KEMNEKE, A Office of Policy Evaluations ^79/03/16, 4pp 


—9002070072 l/nclassifsd version of NRC memo re 8ECY''79-213 on revision 
to operating assumption concerninp relative risk of 
fabricating clandestine fissionable explosives Info 
partially ut/ittiheld 

KENNEKE.A Office of Policy Evaluation* 79/04/17 Spp 


— 8002070075 Forward* classlflad info re 8ECY’’79“3B concerning physical 
protection of Category It & III matl U/o end 
KENNEKErA Office of Policy Evaluations 79/03/12 Ip. 


8002070063 "Dou Sys for Solidification of Lou Level Raduastes from 
Nuclear Power Plants,*' 

FILTERiH E , ROBERSON/ K. Dow Chemical Co. 77/05/31 32pp 


—8002070067 ''Man-Rem Estimate for Dresden 1 Chemical Cleaning " 
* Catalytic, Inc (subs of Air Products it Chemlcalst Inc ) 
77/06/14 aSpp 


—8002070078 "Fracture Mechanic* Test* of Simulated Clad Crack* In A3TM 
335-P 1 , A302-B it A105 Exposed to Dou NS-l Cleaning Solvent,'* 
interim rept 

4 WALKER, W L OeneraJ Electric Co 78-509-002 7B/01/05 22pp 


— 8002070080 "Evaluation of Stress Corrosion Cracking Effects of Dow 
. Copper Rinse aolution on Type 304 Stainless Steel & A9TM 
A336-FI, A30a-B «i A106-D Steels," interim rept 

WALKER, W L Ooneral Electric Co 78-509-42 78/03/10 600pp 


■ — 8002070084 "Frectore Mechanics Test* of Simulated Clad Cracks in Addl 
Heats of ASTM A335-P1 . A302-D, A106’'B it AlOS Exposed to Dow 
N8-i Cleaning Solvent, " interim rept 

WALKER, W L Oeneral Electric Co 78-309-66 7B/04/S8 41pp 


—8002070087 "Final Rept on Suppl Metallurgical Studies for Chemical 
Cleaning of Dresden i *' 

# Dow Chemical Co &-600-024-79 79/01/24. 73pp 


—0002070101 Lists Hay 1979 activities for aseessment of impact of 
decontamination on LWR radwaste sys Activities include 
discussion of revision of draft final rept to reflect NRC 
Apr 1979 input 

PERRIOO,L D, Battelle Memorial Institute, Pacific Northweet 
Laboratory 79/05/31 Ip 


—8002070133 Discusses need for confirmatory analyses of properties of 
simulated decontamination waste solidified in Dow polymer. 

SMITH, R D. Division of Safeguards. 79/08/10 Ip. 


— 8002070145 Forwards initial results from technical assistance work 
performed for s ol i d i f icatisn of N3-1 decontaminat i on u/vinyl 
ester-styrene 

NEJLSaNrft M Drookhaven National Laboratory 79/09/18 lOpp 


— 6002070152 Request dommonts on enc 1 memo describing results of 
corrosion tests on commercial grade mild steel drum matl in 
Dow Chemical NS-I solution 

MANAKTAUA.H K Brookhaven National Laboratory 79/t0/31 8pp 


8002070070 Buppleraent* response to FOIA request for documents re use af 
paper clip to hold open switch at VEPCO North Anna nuclear 
power plant. Roques ted info in NRC Uashingtoni DC POR. 

FELTON, JM Division of Rules and Records 80/01/18 Ip 


6002070081 Supplements response to FDIA request for documents produced 
by NRC task group formulating implementation procedures for 
THI Lessons Learned S< Kemeny Commission recommendations 
Documents listed in App A available in Wash Ington, DC PDR 
FELTON, J M Division af Rules and Records BO/Ol/16 2pp 


— 8002070003 Forwards NRC comparison of NRC plans for responding to 
Kemeny Commission recommandati ons u/President Carter 791S07 
ac tions 

HANRAHAN,e. 0 Office of Policy Evaluation* 79/12/lB 3lpp 


— B002070085 Respond* to B Chi Ik 791109 Ifcr requesting that ACRB provide 
Commission u/views it analysis of ACRS role delineated in 
President's Coirmission reconunendatio-n Will not endorse 
recommendations until alternatives examined 
CARBaN,H W ACRS - Advisory Committee on Reactor Safeguards 
79/12/10 Ip 


— 8002070094 Responds to 790920 request fpr views re lack of specific 
procedure for identifying rule* it regulations requiring 
revision ACRB inhibited in formulating recommendat ions re 
specific technical issues 

CARSON, M W ACRS - Advisory Committee on Reactor Safeguards 
79/12/13 App 


— 8002070100 Comments on NURE0-O57B recofflinendatieiris it related subjs 
Supports recommendation* re personnel qualifications it 
tra 1 ning, s taf f 1 ng of control ronn, ver i f leat Ion of correct 
performance of operating activities & man-machine Interface 
CAROON, M W ACR8 - Advisory Committee on Reactor Safeguard* 
79/12/13 6pp 


— 8002070104 Forwards Ofc of Policy Evaluation analy»i* of NRC draft 
action plan for implementing recomtnendationt of Kemeny 
Commission it other studies re TMI incident 

HANRAHANfE J Office of Policy Evaluations 79/12/17 lOpp 


— 8002070107 Forwards marked-up copy of Commissioner's comments/ 
commitments made during appearance before congressional 
committees subsequent to 790320 

HAMMERER, C Office of Congressional Affairs 79/12/05 46pp 


—0002070109 Forwards preliminary schedule for completion or 
implementation of each action in TMI Action Plan 
MINNERB,W TMr'-2 Qp erat i ons/Support 79/12/19 21pp 


8002070186 FOIA request for info re regulat i ons, d 1 rect ivce, rul ings te 
form* used in affirmative action plans 
MCCAFFERY, J M Affiliation Unknown 79/12/26 Ip 


BOO2O7OI09 Respond* to FOIA reque*t for Info re NRC authority on equal 
employment opportunity (EEO) internally & in nuclear 
Industry Forwards NRC Internal EEO plan ft delegation* of 
authority 

FELTDN, J M Division of Rules and Records 80/01/21 2pp 


— 8002070196 "Equal Employment Opportunity Plan for FY79 '* Code 
requirement* enc 1 

GOaSICKiUV. Office of the Executive Director for Operations 
TUCKER, E E Unknown Affiliation 78/10/13 9lpp 


Q002070209 FOIA request for documents It NRC rule* it regulations re 
tr i t i um 

R18NeH,W,J Risner,W J 79/12/13 Ip 


8002070211 Responds to FQIA request for documents it NRC rules 
regulation* re tritium Forward* requested regulations W/o 
enc 1. Remaining info requested located in Nuclear Science 
Abstracts St Energy -Research Abstracts 

FELTON, J M Division of Rules and Record* 90/01/17 ip 


B002070404 FOIA request for all Internal 1,/or Commission documents re 
preparation of value/impact analysis 4</ar statement 
concerning transient shipment rule 

LEVVtfl Regulatory Improveinent* Branch 79/12/13 Ip 
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D00207040& Sgbmits partial response to FOIA request for documents re 
prepartton of va 1 ue/itopac t analysis h/ar statement 
concerning transient shipment rule Foruards tlRC 790916 memo 
Renainmg requested info addressed in 600106 memo 
FELTON. J M Division of Rules and Records 80/01/18 3pp 


— 8002070411 Discusses proposed rule fgr public comment re issuance 0# 
general license by NRC to carriers making intermediate stops 
in US w/SSNM uhich originates U terminates in other 
countries 

KENNEKE, A Office of Policy Evaluations 79/09/16 3pp 


80D2070446 Responds to FQIA request for list of current contracts 
issued for R&D mg t & engineering svcs by NRC Foruards list 
of contracts funded by NRC 

FELTON/ J M Division of Rules and Records 60/01/16 7pp 


6002070446 FOIA request for list of current contracts issued for RfcO 
mgt ti engineering eves by NRC 

OAOEiM J Advanced Technology, Inc 79/12/31 Ip 


60020704SA FQIA request for NURE0-O57Si Vol I, "Eiecutlve Summary Teit* 
Final Generic E15 on Handling & Storage of Spent LkR Fuel#” 

Aug 1979 

RICKER, S Rochester Univ of 60/01/02 Ip 


600S070460 Responds to FOIA request for NUREO-0575, Vol 1# “Eiecutive 
Summary Teit#Final Generic EIS on Handling Storage of 
Spent LMR Fuel." Aug 1979 Forwards NUREC-0575 W/o end 
FELTON. J H Division of Rules and Records 60/01/16 ip 


6002060261 FOIA request for all records re sabotage analyses for spent 
fuel storage at Morris operation in Morris# IL from 1966 to 
present 

QUIOO.C Pollution Environmental Problems 79/11/26 ip 


6002060307 Requests comment by 741220 on GE analysis re sabotage of 
fuel storage pool at Morris# IL facility & protection of 
pool as vital area 

PAOE/R 0 Atomic Energy Commission, Directorate of Licensing 
74/11/27 Ip 


— 8002080315 Forwards errata k addenda sheet for NEDM-206a2# "Sabotage 
Analysis for Fuel Storage at Morris " 

SMITH, C M General Electric Co 74/12/17 Ip 


—6002060323 NEDM-a0682 

Errata tc addenda sheet for "Sabotage Analysis for Fuel 
Storage at Morris " 

* Oeneral Electric Co 74/11/25 Ip 


—8002080339 Comments on rept re sabotage analysis for fuel storage at 
Morris Spent fuel should continue to be protected as vital 
area until further classification of analysis & 
substantietion of assumptions 

JONEBiR ^} Atomic Energy Committlon 74/12/19 2pp 


—3002080345 Discusses review of OE rept NEDM-20682, "Sabotage Analysis - 
Fuel Storage at Morris " Substantial quantities of fission 
products should be located wUbln vital area k protected as 
required by regulations 

Energy Commission# Directorate of Licensing 

74/ 1 S/SO 1 p 


6002110130 FOIA request for corr espondonca between ER Uelsv NRC Ofc 
of Admlnistratl on re 790827 insp records concerning THI 
Incident 

DRINKHALL.J The Wall Streot Journal 00/01/09 Ip 


6002110157 Responds to FOIA request for correspondence betuiaen ER Weiss 
JM Felton re ThI incident Forwards documents listed In App 
A W/o end 

FELTON# J M Division of Rules and Records 60/01/21 2pp 


6002110163 FOIA request for AEC/NRC insp records U contracts re NL 
Industries o-f W1 Imlngton# DE 
FERRELL# R M Ferrell. R M 79/05/31 Ip 


6002110166 Responds to FQIA request far AEC/NRC insp records & 
contracts re NL Industries of Wi imingtont DE Forwards 
documents Llstod In App A Documents listed in App D withheld 
<re# FOIA Exemption 4) 

FELTON# J M Division of Rules and Records 60/01/24 3pp 


— 8002110282 Notice of violation from insp on 760325-26 
« NRC Regional Offices 76/04/06 Ip 


— 8002110171 Marked-up radiography insp flald notes from 730506 Insp of 
Natl Lead Co in Wi Iming ton# DE None ompl lance noted sources 
not returned to Automation Industries as required, 

* Atomic Energy Commission 73/OS/08 51pp 


—8002110175 Discusses AEG 730506 insp Noncompliance noted Xr-192 sealed 
sources not leak tested since race ipt. Forwards description 
of violation 

NELSON# P R, Atomic Energy Commission 73/03/28, 3pp. 


—8002110162 Submits info in response to NRC Itr re NRC 73OSO0 insp 
rr-i92 sources have been leak tested & 'Tickler sys" util be 
initiated by QA dept by 730516 

0USH#P J NL Industries# NL Nuclear Div 73/06/19 Ip 


’6002110191 IE Insp Findings It Licensee Ack dtd 740725 of License 
07-03860-04 Insp findings no Items of noncomp 1 lance or 
unsafe conditions found. 

8T6ARN, C F Atomic Energy Commission 74/07/25 Ip 


’8002110219 IE Insp Rept 30-03066/77-01 on 770329 k 0401 NoncompUance 
noted radiographer assistant dtd not take required 
examination 

MCCLINTOCK# R 0 Atomic Energy Commiiilon 77/04/01 Spp 


— 80021!02a3 IE Insp Findings 8# Licensee Ack dtd 770401 of License 
07-03860-04 Insp findings no items of noncompllance or 
unsafe conditions found 

COSTELLO# F Atomic Energy Commission 77/04/01 Ip, 


— 8002110229 IE Insp Findings k Licensee Aeje dtd 770401 of License 
8NH-1459 Insp findings no items of noncompllance or unsafe 
conditions found 

COSTELLO# F Atomic Energy Commission. 77/04/01. Ip 


0002110234 Discusses IE imp of License 07-03860-02 on 770329 I# 0401 8# 
forwards notice of vloiatian 

NEL8DN»P R Region 1# Philadelphia# Office of the Director, 
77/04/12 2pp 


—8002060364 Discusses sabotage analysis of Morris facility Rept may 
require aore extensive exam to provide background for issues 
re Fuel storage Rept canclusions apply to expansion of 
Morris operation 

* General Electric Co 77/07/14. Ip 


—8002110239 Notice of vloUtlon from Insp on 770329 8# 0401 Noncomp 1 iatice 
noted*essistant radiographer had not successfully completed 
required written axamlnati ons, 

» Region. 1# Philadelphia# Office of the Director. 77/04/12 


0002000372 Submits interim response to 770714 Itr Discussei 
re-ei.m of -Sabotage Analysis for Fuel Storage at Morris 
Kept does not justify recommendation to Commission that 
protection requirements for facility be amended 
70/01/12'^ P^fice of Nuclear Material Safety k Safeguart 


— BO0aUO246 Discusses violation from Insp 30-03666/77-01. Corrective 
implamented* personnel passed written examination on 
770400 Instructions issued delineating persons authorised as 
radiographers k assistant radiographers 

MAXWELL# D 0 NL Industries# NL Nuclear Diy 77/05/03 Ip 


fuel/wjite storage facilities 
dLrMhl; West Valley facilities Requests that memo 

evaluations be submitted by 790910 
MCCORMICK# R Commission 79/09/04 ip 

'<•‘•<1. r. propc.d 

physical protection plan k comments on Morris facility 
("/’lOCFRa 790)'’'”*''“' ‘•'■“‘9S# Info portion, ulthLld 
VAN HOOM IBSEN. J General Electric Co 72/09/07 7pp 


-6002110254 Ack receipt of NRC 770503 Ur re corrective k preventive 
action* concerning Insp 30-03066/77-01 Actions will be 
examined at next insp, 

Philadelphia# Office of the Director 

/V/u^/i3 Ip, 

-0002110256 IE Insp Rept 75-01 on 750725 No noncomplianc# noted. Major 
radiography Insp field notes end. 

MCCLINTOCK# R Atomic Energy Commission 75/07/25 App 
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-'-8002110261 IE In»ti Fltidings Liq^nsBa Acfc dtd 790725 of Licen&e» 
SUB~972 & SNM-IAS? Imp findingi no Itenii of noncanipl iancc 
or unftafv cotidltionn found 

8TEARN81 C F Rrglan Ir Phi lad elp h Office of tho Oiroctor 

73/07/25 Ip 


— 0002110269 Forward* IE Ih«p Rapt 79-01 on 75'0-725 No noncothpl i anca 
noted 

NELSQNj P R Atomic Energy Commission 79/0B/O6 2pp 


— 6002110270 IE Ititp Rept 76*-01 on 760329'’S6 No noncomp 1 Lane e noted. Major 
area* inspected mgt contra 1, training * Insp h 1st orij*- turveg 
etuipminti tNi pping procedures & inspector observations 
8TEARNS1G F NRC Regional Offices 76/03/26 6pp 


— 6002110279 Forwards IE Insp Rept 76-01 on 760325-26 & notice of 
Violation 

NEL80NrP R Region 1^ Ph 1 ladelpft iar Fuel Facility & Haterlais 

Safetg Branch, 07-03860-02 76/04/08 5pp 


— 600211028? Ack receipt of 730619 I tr informing NRC of steps taken to 
correct violations noted in lE insp rapt 

NELBONi P R Atomic Energy Commission 07-03060-02 73/06/26 

Ip 


— 6002110299 Responds to NRC insp conducted on 760329 t< 26 Eaccessive 
radiation level caused by area waste mat! Oate installed to 
prevent personnel access to area. Quar tar ly Insp covers 
components Important to safety Records available for insp 
SAVAOEiR D, NL Industries. Inc 76/OA/l? Ip 


— 8002110299 Ack receipt of 760419 Itr Informing NRC of steps taken to 
correct violations noted in IE Insp rept. Insp it malnt 
procedures should be submitted to NRC 

NEL6DN.P.R. Region 1. PhlladclphUr Office of the Director 

07-03860-02 78/04/28 Ip 


—6002110309 Reciuest for procurement NMSS 78-038 to award sole source 
contract. "Pressurized Nator Research Reactor Package Specs 
(( Drawings." to NL Industries Statement of work end. 

SMITHtC \f Office of Nuclear Material Safety tc Safeguards FIN 
8-6384. 78/01/03 llpp 


--8002110310 R«q.uest for procurement NHSB-78-070 to award sole source 
contract. "Pat Drawings." to NL Industries Statement of work 
enc 1 

SMITHfC V. Office of Nuclear Material Safety it Safeguards FIN 
B-6416-8. 78/04/14. lOpp 


— 0002110314 Request for procurement RE8~70-2O'3 to issue purchase order 1 
"QA 8AR> " W/C kfllllams of NL Industries 
ARSENAULT. F J Division of Safeguards 77/12/09 4pp 


8002110286 Responds to FOIA re<iuest for info re Abalone Alliance & info 
potfested by Nuclear Emergency Search Team concerning 
Alliance Does not maintain filet on organ! lations DDE should 
be contacted for Info of Nuclear Emergency Search Team 
FELTON.J M Division of Rules and Records 80/01/31. ip 


6002110296 FOIA request for info re Abalone Alliance & metis generated 
or possessed by Nuclear Emergency Search Team concerning 
Alliance ti members 

VARDNiC. Affiliation Unknown 80/01/16 Ip 


6002110300 FOIA request for technical submittals by Dames & Moore Cp re 
RFPi R8-NM8-79-029 L RS-NNa-79-026 

REARDON. C. Law Engineering Testing Co 79/12/28 tp. 


8002110307 Responds to F-OIA request for technical submittals by Dames It 
Moor* Co ra RFPs R8-HM8-79-029 U R8-NMB-79-026 Forwards 
documents listed In App A. 

FELTON. J M Division of Rules and Records. 80/01/lB 2pp 


— 8002110312 RFP R 8 -MMB- 79-025. "Radwaste Disposal Classification 8ys 
Application. Reg Guide h EI6 " 

DOUOHERTVi D. O Technical Assistance Contracts Branch 

78/11/14. 44pp 


— 8002110320 RFP RB-NMa-79-026. "Preparation of EIB to Guide & Support 
Development of Regulation for Mgt Zt Disposal of Low Level 
Waste " 

DAUGHERTY. D yJ, Technical Assistance Gontracte Branch 

78/10/31. 48pp 


— 8002110322 "NRC Low Level Radwaste Mgt Program " 

* Division of Fuel Cycle fc Material Safety 77/09/30. 23pp. 


—8002110328 Response to RFF RS-NMB-79-02S. "Radwaste Disposal 
Classification 8ys Application Regulatory Guide L EI8 " 

« Dames it Moore 76/12/14 ll8pp 


“0002110339 Best 6 final offer in response to RFP RS-NMS-79-oa5, 
"Raduaste Disposal Classification Sys Application Regulatory 
Guide U EIS ” 

s Dames h Moore 79/03/23 20pp 


— 0002110343 Forwards response to RFP RS-NM 3-79-026. "EIS to Guide 
Support Development of Regulatlen for Mgt & Disposal of Low 
Level Uaste '* 

BERLIN. R E Datios Moore 78/11/2? Ip 


—0002110346 Response to RFP R8-NrtS-79-026. "EIS to Guide i Support 
Development of Regulation for Mgt L Disposal of Low Level 
Uaste " 

* Dame* ?. Moore 78/11/30 102pp 


— B002U03SD Forwards best it final offer under RFP na-NMS-79-026. " 
Guide & Support Development of Regulation for Mgt U Disposal 
of Low Level Waste." in response to NRC 790309 request W/o 
enc I 

BERLIN. R E Dames $c Moore 79/03/19 5pp 


B002110340 Forwards IE Insp Repts 70-903 /74-(H. 50-101/74-02 L 
90-2 9 0/74-02 on 740409-11 & 13-16 No noncomp 1 lance noted 
PC Jarman memo to files encl 

NELSON. P fl Atomic Enorgy Cammlssion R 49 74/04/24 4pp 


—8002110344 IE Insp Repts 70-903/74-01.50-101/74-02 it 30-290/74-02 
740409-11 U 19-16 Na n one orrp I lane e noted Major areas 
inspected proc edure*. representative records. Interviews w/ 
personnel i. intpector measurements & observations 
JERHAN. P C r KNAPPiP J Atomic Energy Commission 60-101/74-01 
74/04/24. 6pp 


—8002110352 Reg Guide 4 5. "Heasurements of Rad 1 pnuc I ides in Envin 
Sampling & Analyii* of Pu in Boil *' 
e Atomic Energy Commission. 74/09/3J 9pp 


— 8002110360 Forward* IE Insp Rept 70-903/74-17 oh 740905 No 
noncompliance noted. 

NELSON. P R Atomic Energy Commission 74/09/26 2pp 


— 8002110369 IE Insp Rept 70-903/74-17 on 740905 No noncompUance nc 
Major areas inspected representative record*. interviews 
w/per*onnel L inspector measurements Ic observations 
GALLINA, C I STOMR.J P HMAPP.P Atomic Energy Commission 
74/09/19 0pp 


—6002110366 Forwards results of soil sample analyses obtained durir 
740926 Insp No vlolatlans of safety items observed 
NELBONi P R Atomic Energy Commission 74/11/01 3pp 


— 80G211036B Discusses 740311 req^uest for deletion of PawllngrNY fat 
as authorlied place of use under License SNM''871 Considers 
measurements for sell sampling it analysis te 6e reasonable 
it acceptable Regulatory requirements met 
FARNEY. D T. General Atonic Co (subs, of Gulf Oil Carp > 
74/10/09. 2pp 


6002110359 Responds to FOIA request for info re NBC advLeiment of EF 
Squibb it Sons. Inc that Squibb representative may have 
violated NRC regulations Has no docunents subj to request 
not previously forwarded Forwards 77G921 memo. 

FELTONtJ M Division of Rules and Records 80/02/07 2pp 


8003110356 FOIA request for info re NRC advisement of ER Squibb & So 
Inc that Squibb representative may have violated NRC 
regulations 

FIBHltlNtD DlBella tt Flshkln 60/01/26 Ip 


8002110362 FOIA request for Info re proposal for implementatl on 
operation of NRC document control sys 

REDNDNDi-J, M Nuclear Associates International 625-46 79/12/16 

Ip 


8002110364 Responds to FOIA request for nonproprietary version of in 
re proposal for implementation St operation of NRC document 
control sys Forwards requested documents 

FELTDNrJM. Division of Rules and Records 60/02/05 Ip 


— 8002110349 Response to RFP-RS-77-24i "Proposal for Imp 1 ementatlon 
Operation of NRC Document Control 6ys. includes proposal, 
correspondence between NRC L selected bidder it NRC contract 
w/TERA Corp. 

# TERA Corp. RS-77-'26 60/02/05 llOOpp 
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6002110430 FOI^ r«quest far N^C invssfcigai 10 ns of impropor pracCicos bg 
NRC intpBCtors during insps of commertial nucltar pocuer 
plant? over U«t 10 yrs 

EilSHWILLER, J R The Wall Street Journal 79/09/37 Ip 


8002110437 Responds to FOIA request for tnfo re inve«ti-getlons Portions 
of App D & C documenbi re individual identification 
partially withheld (ref FOIA Eiemptions 5# 6 & 7) 

FELTQNi J M Division of Rules and Records 80/01/07 &pp 


— 0002110456 Discusses allegations of R Flynt & WL Mi J lard* f orme-r 
employees of Drown U Rooti re const inefficiencies No 
specific allegation can form basis of enforcement 
proceeding Summaries of 740701 It 02 interviews end 
WARDjJ J Carolina Power «* Light Co '7Af07/\^ A-pp 


— 0002110521 Submits comments re changes to regulatory requirements Div 
of Compliance cannot authoriie change in regulatory 
requirement Requests shall be handled by written licensee 
request 

O'REILLYrJ P Atomic Energy Commission 69/11/03 9pp 


— 8002110533 Nonproprietary version of memo re OA Power Co delegating or 
buying OC Util has ho experience in field const Util places 
total reliance on expertise & honesty of manufacturer 
VARELA< J M Atomic Energy Commission 60/01/07 Ip 


— 8002110469 Forwards supplemental evaluation re safety significance of 
alleged defective welding of surry neutron shield tank Also 
forwards NRC 761S16 evaluation re shielding it cooling 
functions W/o end 

ORIERfD M Office of Inspection ^ Enforcement* Office of the 
Director 77/01/U Ip 


—8002110359 Responds to NRC 770429 request for partic Ipatlon in 
re-examination of const insp program All nonconformances 
were resolved Offers slide presentation of const Insp & role 
of NRC site inspector 

VARELA* J M J M Varela 77/03/09 Spp 


— 6002110573 Recommends that "open door'* concerns be explored as general 
audit function 

8TRICKLER.J Office of Inspector ti Auditor 78/10/31 Ip 


—0002110580 Agrees that NRC file re "open door" source should be closed 
Forwards nonproprietary version of two interviews u/ 

JM Varela re incidents of changed insp repts 

F0RTUNA*R A Office of Inspector 4c Auditor 78/10/31 6pp 


— 6002110SB3 Discusses 761102-03 interview ui/JM Varela re unresolved insp 
areas Rept of interview end W/o encl 

CUMMIN03. J J Office of Inspector Auditor 79/03/15 Ip 


—6002110569 Nonproprietary version of memo forwarding two repts of 
Interviews w/JM Varela Action on unresolved insp areas will 
be complete when referred to IE Allegations involve three 
current employees hf/a encl 

CAHfiLE*D H Office of Inspector & Auditor 79/03/19 Ip 


— 6002110592 Discusses preliminary inquiry into JM Varela allegations 
No immediate safety problems identified Unresolved issues 
being forwarded to NRC regional ofes 

DAVIS*J O OfficB of Inspection Enforcement* Office of the 
Director 79/05/30 Ip 


-8002110566 Requests participation in re-exaffiina tion of const ln*p 
program Past comments have concerned manner of conducting 
reactor const insps instead of unresolved safety items 
Requests list of specific unresolved safety items 
VOLOENAUr E Office of Inspection & Enforcement* Office of the 
Director 77/04/29 Ip 


3002110612 Forwards nonpropri ctary version of NRC 750007 memo re 
passible employee misconduct Concurs u/rscommendation to 
close files 

MCTIERNANiT J Office of Inspector 6 Auditor 75/03/07 Ip 


I0O2HO618 Nonproprietary version of memo re possible employee 
misconduct NRC inspectors 8t NFS executives lunched together 
U were overheard discussing NF3 security pr^igram Recommends 
that matter be dosed 

F0RTUNA*R Office of Inspector ^ Auditor 75/08/07 4pp 


2110626 Nonpropr ietary version of memo prseenting results of 
ivestlgation into conflict of Interest of NRC employees 
>de requirements encl 

iRNEViT F Office of Inspector & Auditor 77/0S/03 51pp 


— 8002110622 Nonproprietary version of memo requesting notification of 
any outside consultant activity involving NRC regional 
emp 1 oyee* 1 icensees or vendors 

* Office of Inspection fc Enforcement* Office of the Director 
76/06/ U Ip 


— 8002110631 Nanproprletary version of memo forwarding Ofc of Inspector 
<c Auditor 770503 memo re conflict of interest Submits 
summary of problems Issues NRC employees should be barred 
from outside employment Procedures should be continued 
HCTIERNAN* T J Office of Inspector U Auditor 77/05/11^ 3pp 


— 8002110621 Nonproprletary version of memo re Cd- 60 toletherapy units 
NRC employee participation in followup measurements 
associated w/IE Dullotin 76-00 will not create conflict of 
interest 

« Commission 76/09/16 Ip 


—8002110633 Nonproprletary version of memo re discussion of outside 
employment of NRC employee Employee contractual arrangements 
had no direct tie w/regulatory responsib Hites Determined 
no prohibition against outside employement activities 
P Office of Inspection 6 Enforcement* Office of the Director, 
77/03/04 Ip 


— 6002110636 Nonproprletary version of memo re NRC employee participation 
in preparation of repts filed w/NRC NRC employcet may not 
accept outside employment which create appearance of 
conflict of Interest Orders termination of employment u/NRC. 
VOLOENAlf*£, Office of Inspection 6 Enforcement* Office of the 
Director 77/03/04 Ip 


— 8002110639 Notiproprietary version of memo re employee outside 
employment at NRC-llcensed hosp Functions performed for hosp 
are not regulated by NRG Outside employement may be 
continued during employment review 

STRAUSS* P L. Office of the General Counsel 77/03/11 Ip 


— 8002110642 Nonproprletary version of memo re NRC 770311 memo concerning 
outside employment Authorlies resumption by NRC employee of 
outside employment calibrating X-ray machines U linear 
accelerators 

* Commission 77/03/23 Ip 


--6002110646 Nonproprietary version of response to NRC 770118 Itr 
re Co-60 teletherapy source Includes Info rs transfer* 
certification* insp* servicing & calibr 
« Affiliation Unknown 77/01/24. llpp, 


— 8002110571 Nonproprletary version of NRC Itr returning 761221 Itr u/ 
encl survey rept Requests that rept be revised to include 
info requested in survey rept App A Rept due in 30 days 
VACCA*P C Radioisotopes Licensing Branch <Pre 790501) 

77/01/18 Ip 


— 6002110566 Responds to 700720 Itr re Thomas Jefferson Univ Hosp advance 
notice for compliance insps & possibility of payoffs of 
Inspectors No indication found of advance notices or 
payoffs 

Aa6T0N*O 0 Office of Inspector U Auditor 70/11/06, Ip 


— 0002110591 Nonproprletary version of NRC memo summarizing 770513 
meeting w/Rsgion 4 Inspector re employee concerns* Inc luding 
insp repts* defec tlve welding i IE manual Insp procedures 
flOULDEN*H Office of Inspector Si Auditor 77/06/09 Spp 


— 6002110593 Nonproprletary version of NRC memo re interview w/Region 4 
inspector to discuss employee concerns. 

YANEZ.C 0 Office of Inspector Sc Auditor 77-39. 77/10/07. Spp 


■ — 8003110602 Nonproprletary version of NRC memo summarizing NRC 771007 
telcon u/NRC employee re deficiencies in regional safety St 
Insp program, 

YANEZiC 0. Office of Inspector S< Auditor 77-39 77/10/13 Ip, 


— 8002110607 Nonproprletary version of memo re NRC 771013 interview 
w/NRC employee In Dethesda*MO concerning special 
investigation Into allegations about region 

8TRrCKLER*L J Office of Inspector St Auditor, 77-39. 77/10/19. 

3PP 


— 8002110617 Nonproprietary version of memo ri NRC 771013 Interview u/NRC 
employee concerning AEC employee allegations about personnel 
8( program problems 

8 TRrCKLER*L J * YANEZ* C 0 Office of Inspector 81 Auditor 
77/10/27 4pp 


— 8002(10620 Nonproprletary version of NRC memo providing chronology of 
NRC investigation of employee concerns 

BTRICKLER*L J Office of Inspector Si Auditor, 77/10/28 6pp 
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— 00021 106 S3 Nonp roprifftary varsion of NRC me<no ra invee tigatiDn into IE 
amplogaa allagationt No docum»ntat ion axitts ra AEG 1973 
Invcttlgation Into illegal ih«p activities Facte tend to 
support concerns 

HCTIERNANiT J Office of Inspector & Auditor 77/11/11 6pp 


— 0OOS11O625 Nonpropr ietary version of NRC memo re NR€ employee concernsr 
Including proposed rapt to Cominisslan on unresolved *'open 
door" matters 

MCTIERNAN<T J Office of Inspector 8< Auditor 77/ll/ldi Spp 


— 6002110632 Foruards nonproprietary versiodi '*Rept of Investigatlorii 
Collection of Feet by IE Inspector " 

CUMMINGS, J J Office of Inspector 4. Auditor 79/03/02 lOpp 


— 6002110374 Nonpropri dtary version of Itr forwarding rept re physicist 
Insp following replacement of source in teletherapy unit 
a Affiliation Untnoun 76/12/Sl 6pp 


**-6002110362 Nonproprietary version of mat l/byproduct license for 
facility is amended in entirety per 760205 application 
Amend 10 authorites use of CO“60 in teUtherapy unit for 
traatment of humans 

a ticeniing Management Branch 76/12/21 I2pp 


— 6002110643 Nonpropr ietary version of NRC memo re possible allegations 
against facility resident inspector Allegations not 
substantiated. 

CUMMINGS, T J Office of Inspector Auditor 79/03/31 2pp 


*—6002110633 Nonpropr ietary confirmation of 790113 tdcon re 790110 
matting u/Nondestruct ive Testing Ngt Association to discuss 
NRC llcensa fee program NRC inspectors do not collect fees 
folloulng site visit 

HILLER, U 0 License Fee Management Branch 79/01/16 Spp 


— 6002110640 Nonpropri etary version of ma tl/byproduct license awthoritlng 
use of Am-241, Ci“ia7, J-131 r lr-192, 8C-46 & Zr'95 In 
oil (i gas well logging tt for tracer applications In oil & 
gas urells 

BROUN, J M Licensing Management Branch 7B/li/l7 4pp 


600S110340 Responds to FQIA request for info re NRC requirements or 
criteria for employment as onsite const worker at Farley 
power plant t( NRC requirements imposed on Daniel Const Co 
Forwards 10CFR73 No other documents sub j to request 
FELTON, J M Division of Rules and Records 60/02/04 ip 


6002110544 FOIA request for info re NRC requirements or criteria fop 
employment as onsite const worker at Farley power plant & 

NRC requirements Impaaed on Daniel Const Co 
AN0AR0LA,F 0. Affiliation Unknown 80/01/11 Ip 


6002110551 Rafpondi to FOIA request for Rogovin rept Document can be 
purchased from Superintendent of Documents, NRC, Uashl ngton, 

DC 

FELTON, J,M, Division of Rules and Records 80/02/04. tp 


6002110334 FOIA request for Rogovin rept 

RUeSO, D Affiliation Unknown 80/01/20 Ip 


8002120024 FDlA 

request for 26 

documents 

re safety 

aspects 

of 

nuclear 

plants, 
DOHERTY, J F 

Intervener J F 

Doherty 

79/12/27 

3pp 



8002120029 FOIA 

requiit fo-r 11 

documents 

re safety 

aspec tfi 

of 

nuclear 

p lantf . 






DOHERTY, J F 

Intervenor J F 

Doherty 

00/01/03 




0002120033 FOIA 

request for 12 

documents 

re safety 

aspects 

of 

nuc kear 

plants 

DOHERTY, J, F 

Intervenor J F 

Doherty 

60/01/06 

2pp 




8002120044 Responds to FOIA requests for 49 documents Documents 
available in Washington PDR U NRC ofcs in Bethe 4 da,MD. 

FELTON, J M, Division of Rules and Records 80/01/23 2pp 


6002120078 FOIA request for documents Identified in NUR£0*-0368, 
Revision 1 

POWER.D,F. Affiliation Unknown 80/01/13 Ip 


6002120064 Responds to FOIA request for documents identified in NlfREO- 
0568, Revision 1 re TMI Documents available at Washington. DC 
PDR 

FELTON, vIM Division of Rules and Records 80/01/22 Ip 


6002120182 Responds to FOIA request for "Chlorine Minimi lat ion 6tudy " 
Forwards Philadelphia Electric Co 790706 Itr transmitting 
requested info 

FELTON, J M Division of Rules and Records 00/02/04 ip 


6002120107 FOIA request for "Chlorine Minimliation Study " 

JOHNSON, C Texas Public Interest Research Group 60/01/26 Ip 


6002120249 Responds to FOIA request for info re Commission finding 
discussed in 791126 notice of opportunity for hearing on 
CP extension Documents of App A in PDR Draft notice dtd 
791210 subj to request Document withheld (ref 10CFR2 790) 
FELTON# J M Division of Rules and Records 60/02/05 3pp 


6002120251 FOIA request for info re Commission finding characterized in 
791126 notice of opportunity for hearing on CP extension 
08ANN. EW Osann, E U 79/12/04 2pp 


G002120341 FOIA request for "Survey Compi lation of Mod to Regional 
Enforcement Recommendations," & NUREO-Oi70 
AnP,D Affiliation Unknown BO/Ol/13 Ip 


600212.0353 Responds to FOIA request for NUREQ-Ol/O 4 "Survey 
Compilation of Mod to Regional Enforcement Recommendations " 
Forwards NUREO-0170 Forwards t lists add 1 info re request 
FELTON. J M Division of Rules and Records B0/0i/3t 2pp 


— 6002120356 Requests listing of all civil penalty actions proposed by 
NRC 4' any other enforcement evaluations or compilations 
prepared by NRC for GAO reviewers 

TYE, L 8 Union of Concerned Scientists 76/02/14 {p 


*--6002120362 Forwards updated info prepared for GAO r« changes made by 
NRC in enforcement actions suggested by regional of cs, in 
response to 700214 Itr 

JORDAN, E L Executive Officer for Operations Support 70/02/22 

Spp 


— 600212^0363 Ack receipt of civil penalty matt s, Deques ts clarification 
re forwarded matl Also requests addl NRC evaluations of 
handling of civil penalty actions 

TYE, a Union of Concerned Scientist* 7Q/03/03 Ip 


— 6002120369 Responds to 780303 info request re civil penalty actions 
Forwarded 700222 list is survey compilation of NRC mods to 
regional enforcement recommendations Enforcement action 
cases are forwarded to IE for technical It policy review 
JORDAN, E L Executive Officer for Operations Support 70/03/10 
IP 


0002120359 FOIA request for all info re cooperation by outside agencies 
in Pakistani efforts to construct gas centrifuge enrichment 
plant U govt negotiations to enforce sanctions against 
Pakistan due to efforts to acquire nuclear weapons 
COCHRAN, T 0 Natural Resources Defense Council 79/12/07 Ip 


a002L2O3B3 Responds to FOIA request for info re Pakistani efforts to 
construct gas centrifuge enrichment plant Remaining portion 
of request referred to State Dept Info partially withheld 
(ref FOIA Exemption 1) 

FELTGN#JM Division of Rules and Records BO/01/24 Ip 


6002120390 Supplement* response to FOIA request for docuaents re use of 
higher fuel burnups in commercial LNR8 Foruards pM Nood 
760526 testimony excerpt# "Fuel Performance Data Collected 
by NRC for ASLD " 

FELTONrJ M Division of Rules and Records 60/01/24 Ip 


600212.0396 Responds to FOIA request for info re FOIA Forwards documents 
listed in App A M/o end Requests FOIA thesis upon 
comp Letlon 

FELTONr J M Division of Rules and Records 00/01/26 2pp 


0OO21SO4O4 FOIA request for info re FOIA 

HARRIS, D Aff 11 lation Unknown 60/01/21 Spp, 


9002120515 Eummarize* 770429-0501 weekend demonstration event* Qutllnes 
plants where demonstrations occured, estimates of arrests 
number of demonstrators 

MCCORMICK, R Office of Inspection h Enforcement, Office of the 
Director 77/05/02 2pp 


— 6002120517 Comments on proposed rules lOCFRll, 50 Ic 70 requests public 
hearing on NRC proposed clearance program for all people 
handling nuclear metis Group should be notified of hearing 
time it date 8< sent any matl re regulations 
* Clamihell Alliance 77/04/12 Ip 
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■~B00212O521 Re-Bponds to 7704t3 rectueat for reg u-lot iona tt info re NRC 
prapo&od clearance program for all people handling nuclear 
matla Faruards 770317 pre 9 « re lease, proposed rule 
(lOCFHlljSO 9c 70) 9( code of r egulationi, U/o enc 1 
SQLEMi L C Office of Standards Development 77/05/05 Ip 


— 8002120527 Responds to 770412 Itr urging public hearing an WRC 
prapdsed clearance program for people u/access to SNIi Ansurer 
to question re full-field background & matl agencg check 
found in 42FR7703t7 

MINCOUEi n 0 Office of Standards Developnent 77/05/09 Ip 


— S002I20532 Informs NRC emplogees that Clamshell Alliance It other groups 
Intend to demonstrate In l^ashingtun me tropo I itan area on 
7B0627 &< 20 Employees should treat demonstrators in 
courteous it prof manner Demonstrator pamphlet end 
GQaSlCKi L V Office of tha Eiecutiva Director for Operations 
70/06/23 13pp 


S0021S0490 FOIA request For info re annual throughput of Pu for each yr 
of operation for Kerr-McOoe* Meet i nghouse. Ei con Nuclear Co, 

NFS, QE «. D&W 

DRUM, C M Nuclear Assurance Corp 79/11/29 Ip 


0002120492 Responds to FOIA request for info re annual throughput of 
Pu for each yr of operation for lierr-JIcGee, Wes tlnghoose, 

Eicon Nuclear CorNFS. OE ti D&W Forwards four NRC responses to 
similar FOIA requests W/o end 

FELTON. 0 M Division of Rules and Records 80/01/33 Ip 


8002120533 FQIA request for info re Clamshell Alliance 
READ/R P Affiliation Unknown 79/12/17 Ip. 


3002130039 FOIA request for 1959 Ft Pierce, FL proposal to participate 
in AEC power reactor demonstration program tc documents 
showing disposition of Ft Pierce proposal 
GUTTMANiD Spiegel L McDlarmid aO/Ot/19 6pp 


8002130043 Responds to FOIA request for 19S9 Ft Pierce* FL proposal to 
participate in AEC power reactor demonstration program ^ 
documents showing disposition of Ft Pierce propoial Has no 
documents subj to request Forwards press releasei, 

FELTON, J N Division of Rules and Records GO/02/03 Ipp 


8002130052 Responds to FOIA request for info re Drown Univ nuclear 
research activities Foruardi documents in files listed In 
App A & 630305 notes on RI W/o end Region 1 records 
transferred to Rl No grants of contract issued to Unlv 
FELTON, J M Division of Rules and Records 00/02/05 3pp 


0002130056 FOIA request far Infe re Brown Univ activities 
KOHN,S M Brown Univ 79/12/05 2pp 


8002130059 FOIA request for info ra Matl License 24-16S19-0IMD 
MCDONALD, D Nuclear Pharmacy. Inc 00/01/04 Ip 


0002130271 Forwards Ofc of Inspector 6 Auditor 790130 memo re attempts 
to interview contract consulting personnel affiliated w/ 

Emerson Contu 1 tants. Inc 

CUMMINGS, J J Office of Inspector & Auditor 79/01/31 Ip 


— 9002130309 Forwards rept re Investigation into Emerson Consul tants, Inc 
allegations re irregularities in IE procedures at Crystal 
Fiver 3 Investigation is dosed W/supporting documentation 
CUMMINGS* J J Office pf Inspector it Auditor 79/03/00 2lpp 


— 8002130316 Requests results of IE review of NRC 790308 rept on 
‘'Consultant Rept on Crystal River 3 
AHEARNE, J Commission 79/06/14 Ip 


— 8002130333 Discusses review of NRC 790300 rept on "Consultant Rept on 
Crystal River 3 '* Eiplanatian provided by author of rept is 
plausible Basis does not exist for further pursuit of 
Implied irregularities 

STELLO, V. Office of the Exocutive Director for Operations 
79/07/06 Ip 


— 0002130320 Requests briefing by IE U Ofc of Inspector U Auditor on 
“Consultant Rept on Crystal River 3" & util response to base 
plates bulletin 

AHEARNE, J Commission 79/07/12 Ip 


0002130392 Responds to FDIA requests for documents re intervenors' 
contentions In ASLB hearings, identified in App A Requested 
info in Washington, DC FDR t( LPDRs listed in App A 
FELTON, J H. Division of Rules and Records 80/01/14 3pp 


0002150110 Supplements response to FQIA request for transcripts & 
minutes of ddted Commission meetings re Executive Director 
of Operations Forwards documents listed in App A U/o end 
Transcripts withheld (ref FOIA Exemption 6) 

FELTON, J H Division of Rules and Records 90/02/12 Ip 


8002150315 FQIA request for Contract NRC- 10-80-400. "Continued 
Development of NPRDS, " awarded to Southwest Research Inst 
DANNER, L K Boeing Computer Services, Inc (subs of Boeing Co } 
0-75a0-LKD-79-9 79/11/29. Ip 


8002150321 Responds to FQIA requost for Contract NRC- 10-00-400, 
"Continued Development it Operation of NPRDB, " awarded to 
Southwest Research Inst Forwards reqoestsd Info 
FELTON, J M Division of Rules and Records 80/02/07 ip 


0002190902 FOIA request for copies of 13 indicated Commission meetings. 
QUI8T,N Univ Pub 1 Ications of America, Inc 79/12/06 2pp 


8002190009 Responds to FOIA request for copies of 13 indicated 
Commission meetings Request Document i undergoing review 
Documents 2, 3, 4, 5-9 it portions of Documents lO-'lS withheld 
(ref Oovt in Sunshine Act Exemptions 1 6) 

FELTON, JM Division of Rules and Records 00/02/13 2pp 


)02130065 Responils to FOIA request for Matl License 24-165I9-01MD 
Forwards license Requests check in amount of 414.30 for 
reproduction costs N/o enc I 

FELTON, J M Division of Rules and Records 00/01/21 Ip 


0002200014 Bupplements response to FOIA request for Reed rept, list of 
27 safety-rela ted considerations it any records on which NRC 
rolled In determining that safety issues were previously 
known Forwards documents listed In App A N/o end 
FELTON, J.M Division of Rules and Records 00/02/00 2pp 


>02130114 Responds to FOIA request for records re meeting between NRC 
Safeguards or Field Operations it Support Branch personnel it 
Private Security Advisory Council Forwards excerpt from 
760324 weekly highlights 

-ELTCN. J M Division of Rules and Records. BO/Ot/29 2pp 


8002200103 Responds to FOIA request for documents re Ofc of Nuclear 
Reactor Regulation ATUB position re NUREO-0460 Alternative 
3 4 Fixes No documents responsive to request exist 

Position it basis will be contained In NLrREO-0460, Vo 1 4 
FELTON, vl M Division of Rules and Records 80/02/22 Ip 


>2130116 FOIA request for Reed rept*27 safety-related issues 
ztracted from rept 8c records used to determine that issues 
ere previously known 

ilAUN*M Affiliation Unknown 80/01/16 3pp 


2130124 Responds to FOIA request for Reed rept L 27 safety-r elated 
isues extracted from rept Forwards ASLB 790105 protective 
'der making rept proprietary Reed rept 24 safety issues 
Ithheld (ref FOIA Exemption 4> 

.FE*B J Atomic Sofety and Licensing Board Panel 00/01/29 4pp. 

30127 FOIA request for list of firms using ionization in mfg smoke 
ectors ^ 

y. J Massac huse t tsr State of. 00/01/04 ip 

0131 Responds to FOIA request by forwarding list of all firms 

g lonizatlan in mfg of smoke detectors M/o end 

DNiJ-M Division of Rules and Records flO/01/29. 7pp. 


BOO220O1O6 Responds to FOIA request for info re decommissioning or 
dismantling of D&W facility in Apollo, PA Forwards documents 
listed in Apps A, B L C Documents 13 14 L portions of 1-12 

6 15-17 in App C partially withheld <ref FOIA Exemption 4) 
FELTON, J M Division of Rules and Records. 00/02/21 6pp 


8002200107 FOIA request for technical analyses It decision papers re Ofc 
of Huclear Reactor Research ATW3 position re NUREO-0460 
Alternative 3 *« 4 Fixes 

B0R8UM. R a Babcock L Ullcox Co. 80/02/01 Ip 


BOO220O114 Addl response to FOIA request for NRG paper, "Proposod 
License to Export Low-Enriched U to Braxll ](8NM-909 j " It 
documents ra U0 involvement In Brazilian nuclear energy 
programs Documents In App A withheld <ref FOIA Exemption 1>. 
FELTON, J,M Division of Rules and Records 00/02/20 3pp 


8002200116 FOIA request for records, documents It mails re 

decummifs lonlngi dismantl Ing* dl saisemb ly or cessation of B&N 
facility in ApdilotPA 

BARRETT, J 0. Washington Bervlce Bureau, Inc. 00/01/14 Ip. 



NON DOCKETED ITEMS 


Q0022Q03S3 FOIA roqueit for info re TX Nuclear InciOhmart Inc St 
Kav'^Ray Inc 

MClNTYREtC Koy-Ray, Inc 80/03/07 Ip 


8003280329 Responds to FQIA request for info re TX Nuc lfiar< Inci Ohttiart 
Inc St Hay-Ray Inc Forwards two TX Nuclear< Inc quarterly 
repts Listing of agreement states end Agreement states 
should be contacted directly for more detailed Info 
FELTQNi J K Division of Rules and Records 00/03/32 4pp 


— 8002280335 Submits quarterly rept for 770701-700630 constituting 
radioacLive mat! distribution under license Reports that 
1100 uCl of C-I4 Sc O 05 uCi Cs-137 were distributed 
HENDRICK* W O Ramsey Engineering Company 78/07/13 ip 


— 8002280341 Submits quarterly rept for 770701-700630 constituting 
radioactive matl distribution under license Reports that 
1800 uCl of €-14 Si O OIB uCl Cs-137 were distributed 
HENDRICKfW O Ramsey Engineering Company 79/07/27 Ip 


G0022804D3 FQIA request for mem.DSi meeti ng summarleSi transc rlpts 6 
telcon records re Commission declslocn not to review appeal 
concerning Byproduct Matl License 29-13613-02 
WELTiM A Radiation Technology 00/01/14 2pp 


8002200419 Responds to FOIA request far memosj meeting sumcnariesi 
transcripts Sc telcon records re Commission decision not to 
review appeal Forwards documents listed in App A Info 
partially withheld Documents 1 Si 5-9 (ref FQIA Exemption 9) 
FELTON* J M Division of Rules and Records 80/02/15 3pp 


8002290217 Responds to FOIA request for documents used in reaching NRC 
decision re primary financial protection of public Forwards 
documents listed on App A Documents 1 Sc 2-5 of App D 
partially withheld <ref FOIA Exemption 9) 

FELTON* J M Division of Rules and Records 00/02/20 4pp 


9002290297 Appeals denial of FOIA request for T Gibbon 790314 St H 
Thompson 79031S memos to PA Bradford NRC failed to provide 
basis for claimed exeaiptlchn 

PRATT* C M Power Authority of the State of New York 79/06/19 
4pp 


8002290309 Responds to appeal of FOIA request for T Gibbon 790314 Si H 
Thompson 790319 memos to PA Bradford. Forwards 790314 memo 
Info partially withheld <ref FGIA Exemption S) H Thompson 
memo withheld (ref FQIA Exemption 91 

CHILKiB J Office af the Secretary of the Commission 80/03/20 

Ip 


OEN TEC 18 GENERIC TECHNICAL IBSUE8 


8002070141 Advises that NEDE-21821-02* *'DWR Feedwater Nozile/Sparger 
Final Rept**' 0uppl 2* Aug 1979« is acceptable Report 
supersedes NEDE-21821 it NEDE-2 18281 -01 Forwards 8ER 
EI5ENHUT*D 0 Division of Operating Reactors NEDE-21621-02 
00/01/14 Spp 


B0021S0329 Notification of 800208 meeting w/GF in Dothesda* MD to 
discuss low level set control logic for Mark III safety 
relief valve 

SU« T M Containment Systems Branch BO/02/06 Ip 


8002230343 Forwards proprietary & nonpr oprle tary interim ropti 
"Asymmetric LOCA Loads Evaluation - Phase C* Reactor Noiile 
Postulated Breaks *' Application for withholding proprietary 
info end Rept withheld (ref 10CFR2 790> 

ANDERODN*- T M Neatlngbouss Electric Oorp * P17R Systems Div 
N5-TMA-3300 80/02/14 I2pn 


—8002220347 "Asymmetric LOCA Loads Evaluation - Phase C* Reactor Noxile 
Postulated Dreaks*" nonprnpr ietary version 
* Westinghouse Electric Corp 80/03/29 27pp 


8002290136 Discusses review of GE-proposed solutions t-o problem re 
cracking In DWR contrnl rod drive return line noxdes 
discovered In 1977 Provides NRC evaluative commeriits Addl 
guidance will be contained in NUREO-0619 

EISENHOT. D 0 Division of Operating Reactors 80/01/20 Spp 


0003290367 Forwards NRC review comments on draft final reptj "Phase I. 
8ys Interaction Methodology Application Program " Comments 
should provide guidance in making rept more useful 
ANGELO* J Light Nater Reactors Branch i BO/Oi/30 Ip 


—8002290378 Comments on draft final rept* "Phase I*9ys Interaction 
Methodology Application Program " Rept has made considerable 
contribution to understanding sys interaction operation 
Submits detailed views on Chapters I 8c 7 

HANAUER^S H TMI-2 Unresolved Safety Issues BO/01/31 Spp 


—0002290400 Forwards comments on draft rept* "Phase liSys Interaction 
Methodology Application Program " Outlines potential 
areas for mod in final rep t* inc 1 udlng sabotage* water hammer 
U model criteria 

ISRAEL* 8 L Reactor Systems Branch BO/01/23 7pp 


—0003250400 Submits comments on rept re sys interactions Draft was wel 
done Precise definition of sys interactions is necessary 
Tree used in atmospheric relief model may not bo completo 
FISCHER. D C Auxiliary Systems Drancb 00/01/26 Ip 


— 0002250417 Comments on ''Phase I* Sys Interaction Methodology 
Application Program " Includes outline of addl info needed* 
views on final set af fault trees & suggested areas far 
considerat ion in followup sys Interaction studies 
NORQERO*. J A Engineering Metholology Standards Branch 

80/01/29 llpp 


ItiE INSPECTION AND ENFORCEMENT 


7910250504 IE Bulletin 00-04. "Analysis of PNR Main Bteam Line Dreak 
Vl/Contlnued Feedwater Addition 

e Office of Inspection L Enforcement* Office of the Director 
80/02/08 0 


-v-8002070142 Safety evaluation re NEDE-2 102 1-02* "SNR Feedwater Noxxle/ 
Sparger Final Rept* " Suppl 2 

* Office of Nuclear Reactor Regulation 80/01/14 27pp 


8002070465 Reviews Task Action Plan A-ll No action required Approves 
Revision 2 for use & distribution 

CA8E*E 0 Office of Nuclear Reactor Regulation 00/01/10 Ip 


7912190653 IE Bulletin 00-02* "Inadequate QA far Nuclear Supplied 
Equipment " 

a Office of Inspection Ik Enforcements Office of the Director. 

00/01/21 2pp. 


7912190654 IE Info Notice 80-02* "8x8R Water Rod Lower End Plug Wear " 
a Office of Inspection t< Enforcement* Office of the Director 
60/01/25 2pp 


0002130952 Forwards nonpr opr is tary repts MCAP-9570 h MCAP-9662 C< 
proprietary repts WCAP-959B & WCAP-9628 Info withheld 
(ref 10CFR2 790) Application for withholding proprietary 
Info end 

ANDERSON* T M Westinghouse Electric Corp N3-TMA-2200 80/02/06 

lOpp 


7912190655 IE Info Notice 80-04* "DWR Fuel Exposure In Excess 0# 
Limits " 

» Office of Inspection b Enforcement* Office of the Director 
00/02/04 2pp 


—3002130972 WCAP-9662 

"Westinghouse Class 3* Westinghouse Owners Group Asymmetric 

LGCA Loads Evaluation*" nonproprietary version 

CAMPBELL* T E Westinghouse Electric Corp 80/01/31 t7Spp 


8002140399 Notification of 800220 meeting w/ACRB in Washington* DC to 
review Task A— 17 potential future work in other areas of 
tyi interaction. 

ANGELO* J Light Water Reactors Branch 1 00/02/06 Ip 


0002190279 Requests completion of TAC form In response to 790B08 
generic Itr re adequacy of station electric distribution sys 
voltages. Advises that Task Number B-45 has been assigned to 
request Requests completion of TAC form fiample end) 

GAMMILLjW P Division of Operating Reactors VOLLMER* R H 
Systematic Evaluation Program Branch. 80/01/17 3pp. 


791S190657 IE Circular BO-02* "Nuclear Power Plant Staff Work Hours " 
* Office of Inspection U Enforcement* Office of the Director 

80/02/01, 2pp 


7912190666 lE Info Notice 00-03* "Main Turbine Elec troh ydraul ic 
Control 6ys " 

a Office of Inspection & Enforcement* Office of the Director. 
80/01/31 Rpp 


7912190669 IE Bulletin a0”03p "Loss of Charcoal From Std Type 1 1 * Two- 
Inch* Tray Adsorber Cells " 

a Office of Inspection b Enforcement* Office of the Director 
00/02/06 Spp 
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NOWDOCKETED ITEMS 


791S190673 IE Info Notice G0-05i "ChioTide Gontu i nmvnt of Safety- 
Related Piping U Conponents “ 

* Office of Inspection U Enforcementr Office of the Director 
80/02/08 Ip 


8005040038 PND- 1 1 1^80-03 on 800 1 04« r ad i oi^rapA i c camera containing 33 Ci 
iridiufl) source was stolen Prom Hages Testing Laib radiographu 
vehicle Ananyrr^ous tip to Indianapolis Police Dept resulted 
tn camera recovery 

PAGLIARO. ^ A . DAV13.A B Region 3* Chlcaga. GfPlCE of the 

Director 80/01/07 2pp 


fi00a040339 PNQ-I-ao-OOa on 0OO1O4» 1 i e ensee reported personnel film 
badge read 60 1 rem for 791113-1212 Possibly caused bg 
temporary failure to reconnect source guide tube during 
radiography setup change Consultant will investigate 
KINNERMAN/J' i 8HITH«0 Region I. Ph i 1 adelph ia. Office of the 

Director 80/01/04 Ip 


8002040343 PNa-I“aO-02A on 800107 U 06, Inspec tors investigated 
personnel film badge reading of 601 rem Evidence indicated 
eiposure uias due to film badge mishandling Licensee medical 
consultant uili provide add 1 info 

KINNEMAN. vJ . SMITH, Q Region I, Philadelphia. Office of the 
Director 80/01/09 Jp 


8002040414 PNO- 1 1 l-BO-0 16 on 800122, truck carrying shipment of 
yellawcake in barrels jack-](nif ed , invol vins another truck in 
accident ten miles west of 5t Louis, hO All barrels remained 
on truck id/one barrel punctured No cause given 
PAOLIARO, J A Region 3, Chicago, Office of the Director 
ao/Ol/Sa Ip 


8002040426 £N-80<'0i on 800107, notice of violation it notice of proposed 
Imposttion of civil penalties uill be issued Action based 
on six Alleged noncomp 1 iances re lose of 35 ci lr-192 source 
personnel exposure 

flROCKETTrT , GOWER, 0 Office of Inspection t Enforcement, Office of 
the Director 80/01/03 ip 


8002040433 EN-79-nA on BOOllO, addl notice of violation & notice of 
proposed imposition of civil penalty to be issued for 
Licenses 29-13989-01 i 29-I39a5-04M0 Action based on 
inadeduate response to 791015 notices 

DRQCHETT. T . GOWER, <5 Office of Inspection €c Enforcement, Office of 
the Director 60/01/10 2pp 


8002040465 PN0-H/-79-019 on 79l2i3, Conso 1 Idated Froigh tways truck 
carrying ten drums of ash containing C-14, 1-125 l« other 
natls collided w/another vehicle near 8t R«g£s«(iT No 
damage to drums or leakage occurred No cause given 
EVERETT. J Region 4, Pallas, Office of the Director 79/12/14 
lf> 


8002040484 PND-l I l-BO-002- on B00103, representatives of NRC Region 3. 
NKSS b Ofc of Executive Legal Director will meet hi/State of 
lU to discuss concern re fire protection insp in Nov 1979 
PAPERIELLO, C J , DAVIS, A 5 Region 3, Chicago, Office of the 

Director BO/D 1/03 Ip 


02050023 PNO-V-60-004 on 8001 17, ten Ir^l92 seeds, approx 0 3 inCi each, 
could not he accounted for during inventory Licensee 
attempting to establish present dispasltlon of sources. 

“ormal rept taiil be submitted per 10CFR20 402 

rHOMAE, P D Office of Inspection & Enf or cement. Office of the 
Director 80/01/17 Ip 


)02030031 PNO-1 1 1-79-064 on 791217, licensee notified that finger badge 
uorn Jan-Apr by employee working u/P-32 shouied 70 rad 
exposure Probably caused by contaminated badge No 
significant exposure to employee hand observed 

PAPERIELLO, C ^ , DAVIS. A D Region 3, Chicago, Office of the 

Director 79/l2/i7 fp 


002050033 PNO-I-024 on 791 129, rad iography device containing 55 Cl 
Jt~192 found missing from delivery truck in Camden, Ni/ 

Licensee believes device was lost, not stolen Region 1 aiding 
In search for recovery 

OLENN, J E . MCCLINTOCK.R 0 , SMITK, 0 H Office of Inspection S. 
Enforcement, Office of the Director 79/11/30. ip 


8002050036 PNO-0-79-046 on 79122B, U censes technician working on 
mal f unc tiong Picker teletherapg unit possibly received 
dose of several hundred rads Caused by unit source position 
wheel being halfway between open t, close position 
KINNEHAN. J D . SMITH, 0 Region 1, Philadelphia, Office of the 
Director 79/12/28 Ip 


800305003? PNO-1 11-79-058' on 791210,12 Ir-192 seeds containing total of 
4 3 mCl found to be missing after surgery removing s«eds 
from, chest cavity of pa tient- Licensee searching hosp u/ 
survey instruments Hill alert public if seeds not found 
PAPERIELLO, C J , DAVIS, A D Region 3, Chicago, Office of the 
Director 79/12/10 3pp 


8002050045 PND-I n-79^O50A on 791213,15 lr-192 seeds found 
ulthin hosp Measurements show seeds are not those reported 
missing 791210 Mill issue immediate action Hr to stop use 
of Ir-192 seeds until supply since Jan 1976 accounted for 
PAPERIELLO, C J . DAVIS, A D Region 3, Chicago, Office of the 
Director 79/12/13 2pp 


B002050052 PNQ-1 11-79-069: on 791227. veh Ic H carrying licensed matls 
involved in single car accident Burvky showed no leakage hot 
container u/lmpropsr labelling left unsecured w/no 
surveillance Metis removed by licensee in another vehicle 
ODERO, C T , PAOILIARO, J A , DAVIS, A B Region 3, Chicogo, Office 
of the Director 79/12/20 2pp 


8002050077 PNO-V-79-OiS on 791221 , sh ipment of Uu level radwaste 
shipped by Union Carbide Corp located in NY was received 
u/leaking shipping container at Nuclear Engineering Co 
disposal site in Beatty, NV No cause given, 

THOMAS I R D Office of Inspection 8« Enforcement, Office of the 

Director 77/12/21 Ip 


8002090087 PNO-II 1-79-099 on 791210, package containing 0 0229 Ci 
Am-241 in form of 22,500 one mci smoke detector foils was 
crushed 4, spilled at PIE truck terminal in Aurora, IL No 
cause given Spilled sources swept up 

PAPERIELLO, C J , 0AV18,A B Region 3, Chicago, Office of the 
Director 79/12/10 Ip. 


8002050109 PNO-I-80-012 on 8001 18, 1 Icensoe radiation safety officer 
reported that TLO badges worn by employee during fourth 
quarter 1979 read between 21 9 & 24 9 rems Possibly caused 
by badges left w/shlrt in irradiator cell 

GLENNtJ , SMITH, 0 Region 1, Philadelphia, Office of the Director. 
00/01/18 ip 


8002050136 PNO-1 11-79-055 on 790016, Am-241 static eliminator bar 
containing 0 3/9 mci Am-241 per effective inch for 32 
inches found missing at Thermark Div of Avery tntl Probably 
caused by disposal of bar in trash 

PAOLIARO, J A I FISHER, W L Region 3, Chicago, Office of the 
Director 79/12/04 Ip 


800205014S PNO-IlI-eo-OlS on B00124, Cessna 421 crashed on take-off 
south of Port of Columbus,OH w/cargo of 2 mCl nonhuman use 
Cr-51 Sc 6 mCl human use Oa-67 State of OH disaster sves 
agency will perform radiation surveys of crash site 
PAOLIARO, J A . DAVI8,A D. Region 3, Chicago, Office of the 
Director 60/01/24 Ip 


8002080127 PNS-1 1 1-79-005 on 791204, resident inspector notified of 
telephone bomb threat on 791203 No detonation occurred S< no 
device was found Local FBI, NRC St State of MO were notified 
CREED, J R Office of Inspection St Enforcement, Office of the 
Director 79/12/04 Ip 


6002190058 PNO-l-80-006 on 8001 14, Gateway Transport truck containing 
radioactive cobalt was involved in accident on Interstate 
80 Insp of container revealed no radioactive leakage 
KINNEMAN.J , SMITH, 0 Office of Inspection S, Enforcement, Office of 
the Director 80/01/14 Ip 


8002190067 PNO-I-80-006A. on 800114, radioactive matl damaged in truck 
accident was Inipected by Commonwealth of PA representative 
St found to be intact 

KINNEMAN, J . 6MITM. O Office of Inspection S< Enfarcement, Office of 
the Director 80/01/14 Ip 


8002190075 PNO- 1-00-005 on 800111, truck carrying two 5-gaIlon 
containers S< seven 55-gal Ion drums of radwaste was Involved 
in accident on Route 9 in Mentrose.NV No leakage occurred 
COSTELLO, F , SMITH, O Office of Inspection St Enforcement. Office of 
the Director 80/01/11 Ip 



NON DOCKETED ITEMS 


8002200021 PNO-1 I 1-SO-OBO on 0OO13O( not » f i ed that gaug? containing 
4 OmCl C4-137 sourca uas lost in bldg baing damolifthed 
Llcaniaa unable to locate gauge In an«its rubble Nou) 
searching salvage gard in Day City. MI 

PAPERIELLOiC J « DA0I8. A fi Region 3. Chicago* Office of the 
Director 80/01/30 Ip 


8002200076 PND-V-BO-003A on 800 t 17, p enc 1 1 dosimeter* of four employee* 
iiient off scale during radiography operations Film badge 
results confirmed that no overoipoaure occured 
THOMAS* R D Office of Inspection Enforcement, Office of the 
Director 80/01/29 Ip 


0002200103 PNO-V-GO-007 on 800125# trai I er carrying 14 uqoden boxes 
of lou level raduaste became contaminated Mar con tami nat ion 
IGOr 000 d/m alpha ti 73# 000 d/m beta per 100 centimeters No 
significant contaminat i on to area & truct und<>rbed 
FONOiF T r THOMAS# R D , DOOK# H E Office of Inspection «. 
Enforcement# Office of the Director 80/01/28 Ip 


8002200123 PNO- 1 1 1-00-027 on 800206# pac tag* containing 219 mCi Tc-99 in 
four vials found in Olen Ellyn# IL telephone booth Mo 
radiation reading above background level* detected 

PAOLIARO, J A # DA</I6# A D Office of Inspection t( Enforcements Office 
Of the Director 80/02/07 Ip 


Q002200129 PND-I 1-00-018 on 800131# truck carrying solid raduaste was 
Involved in traffic accident neaer Roanoke Rapids# NC No 
Injuries or leakage of containers reported 

JACKSON# L L f 0ID8QN#A F Office of inspection t< Enforcement* Office 
of the Director 00/01/31. Ip 


7908240150 Reports on 790709-13 info exchange meetings in West Germar 
re LWR cote melt research Relieves meetings are extremely 
useful 

SKERRV#fl R Fuel Behavior Branch 79/08/13 73pp 


7910160220 Responds to 790714 1 tr re nuclear ueapon attack Forwards 
info re possible sabotage to facility t# emergency plans 
QOSSICK, L V Office of the Executive Director for Operations 
79/09/06 7pp 


7911140004 "Comparison of N8SFC tc Dapple Tornado Data Tapes# "present 
at Ittb Conference on Severe Local Storms# 791003-05 Pp 235- 
240 

MACDONALD# J « Texas Toch Univ ADDEY# R F Office of Nuclear 
Regulatory Research 79/10/03 iDpp 


8001160306 Responds to 790913 request for comment* on proposal that 
future nuclear pouer plants be limited to one design 
developed Ik approved by govt Discusses advantage* ^ 
d isadvantages 

AHEARNE#J F Commission 79/12/26 3pp 


8001160391 Foward* response to GAO rept EMD-00-01, "Nuclear Const Tim 
for Second it Subsequent Plants at flultiplanft Site Are 
Ovaratated " 

AHEARNE#JF Commisiion 79/12/20 3pp 


8002070192 Summary of Fuel Cycle Facility Accident Research Revieiu 
Group 791120-29 meeting u/Pacific Morthuest Labs#0RNL & LABL 
In Silver SpringiMO re revieu of accident compilation* 
aOLBERO, D E Systems Performance Research Branch 00/01/22 3pi 


0002210021 PNO-V-SO-GOa on B0D204, tractor trailer arrived ui/137 
95-gallon drums from Todd 6h ipyard s# Oa 1 voston# TX u/rad latlon 
level in excas-i of DOT regulations Shipment* fx-om Todd 
barred until further notice 

THOMAS# R 0 Region S# Sen Francisco# Office of the Director 
00/02/05 ip 


0002220154 PNa-V-R0-D03 on SOOl 17# possib le exposure to radiation 
occured when 26 Cl Ir-i92 source became disconnected from 
source holder Processing of film badges it blood tests being 
eonduc ted 

THOMAS# R Office of Inspection 8# Enforcement, Office of the 
Director 80/01/17 Ip 


G0022S0229 PNO-I 1-60-009 on 0001 16# dr Ivor of truck carry Ihg radwaste 
fuspoctod cask uas leaking Chattanooga Fire Dept survey 
indicated driver contaminated TN State Div of Radiological 
Health surveys revealed no contamination 

eWALDrS C I GIBSON# A F Region S# Atlanta# Office of the Director 
80/01/16 Ip 


0002260054 PNO-* 1 11-80-008# during investigation of American X-Ray Insp 
Co# Inc per allegations by former emp loyee# found radiographic 
operations had been conducted in garage adjacent to ofc 
Immediate action Itr being sent 

PAOLIARO, J A # DAVIS# A B Region 3# Chicago# Office of the 
Director 00 / 01 / 11 . 2pp 


8002110371 Farurards response to 791001 question* re decontaml nat 1 on o 
Latty Avenue s i te» -Haxe luood# MO 

CROWrW T Uranium Fuel Licensing Branch 79/11/21 6pp 


— 8002110372 Notifies of acceptance of 620409 bid under 
AT-t23-2)-46 re purchase & removal of govt property 
enc 1 

BELCHER# F H Atomic Energy Commission 62/04/12 


Itivl tat Ion 
Did 

12pp 


8002110634 Feriifards comments on Inti Electrotechnical Commission 
Document 43A<C0l58f "Definition of Single Failure 
Criterion Multiple failures from single cause are not 
addressed 

TONDIfD Plant Systems Drench 00/01/14 4pp 


8002120012 Expresses thank* for meeting ui/Nuclear Pharmacy# Inc 
representatives Wishes to confirm NRG decision to drop Count 
II of notice of violation Urges NRC to notify OOJ of 
decision 

VAKERICa, T V O'Cannor «. Hannan G0/OI/S9 Ip. 


0002120022 Notification of 0000206 maeting of PWR Pipe Crack Study 
Group to discuss progress schedule of investigation 
BHAQiLC Assistant Director for Engineering & Projects B0/0'l/2i 
5pp. 


HiaC PUBLIC DOCUMENT ROOM MISCELLANEOUS 


7904170532 Summary of 790316 meeting of staff of Inhalation Toxicology 
Raiiarch Init in Silver Spring, MD to discuss status of 
"Early Morbidity Mortality Estimates for Different Nucloar 
Accidents" project Attendee list end 

FOULKEr J Environmental Effects Research Branch (Pre 791030) 
79/03/23 4pp* 


7905290461 Discusses error in NRC Itr re Johnson study on 
epidemlologlca 1 evaluation of cancer incidence rates for 
1969-1971 from Rocky Flat* plant Johnson is not 
associated u/CO Dept of Health 

FEROUaONiS W Colorado# State of 79/04/23 Ip 


7908090471 Foru/ards "Rep t on Operational Safety Data Analysis 
Evaluation" prepared by Task Force on Operational Data 
Analysis ii Evaluation 

DAVIS# D K Systematic Evaluation Programs Branch CPre 790625) 

79/05/15 Ip 


— 7908090477 "Rept on Operational Safety Data Analysis U Evaluation" 
prepared by Task Force on Operotional Data Analysis t# 

Evaluation 

DAVIS# D Systematic Evaluatiun Program* Branch (Pre 790625) 

BUDNITZ#R Office of Nuclear Regulatory Research CRUTCHFIELD# D 
Technical it Administrative Support Branch 79/05/15 90pp 


8002120371 Notification of 600211 meeting u/Air Product* & Chemicals 
in Dethesda*MD to discus* hydrogen recomblner technology 
t* «elsmlc qual 1 f ica t i on. 

BAER«R L Light Water Reactors Branch 2 80/01/2R Ip 


8002130260 Notifies of exemption from code requirement* re conflict 
of interest as former employee of J Ray McDermott Co 
Intarest In company pension fund ulll not affect integrity 
of sves to NRC 

DENTON#H n Office of Nuclear Reactor Regulation BO/Oi/10 Ip 


8002130526 Notification of 000205 meeting u/pipe crack study group in 
Dathe«datMP to disc-uss progress tt schedule of pipe crack 
study group investigation Meeting rescheduled from 000203 
EHAO# L C Assistant Director for Engineering Programs 80/01/28 
Rpp 


8002130627 Responds te 791226 request for project ciorkscope endorsemer 
re research request on LWR heat transfer Propose* minor mod* 
to reflect need for bundle rather than tube data Revised 
uiorkscope $i 791226 endur* emont encl 

DENT0N#H B Office of Nuclear Reactor Regulation R-NRR-79-20 
00/01/18 3pp 


— 0002130629 Request* project workscope ondorjement re research requo' 
an development of past-critical heat flux heat transfer 
model, tnc I ude* Denton 600118 Itr endorsement Horkscope encl 
LEVINE# 8 Office of Nuclear Regulatory Research RR-NRR-79-20 
79/12/26 4pp, 
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80&S140075 Operating Eiperi^nce tiemorandum 24 re bgpaseing & resetting 
of engineeretf safety feature signals Recommends assessment 
applying criteria in End A to facilities under licensing 
revieu 

ErGENHUr, D 0 Division of Qperati-ng Reactors fiO/Ot/22 4pp. 


a002l40l&6 Notifies that DOJ has postponed Barnes b Taylor deposition 
DOJ representative ul 1 1 retrieve dccumonts responsive to 
800128 subpoena on 80020B 

LUOUE. N JusticerOept of. 60-419-105 eo/02/OB Ip 


8002140133 Notifies that Hllberg b Knowles 800207-08 depositions have 
teen postponed until further notice DQJ representative will 
retrieve documents responsive to Q0O118 subpoena on B00204 
LOaUE^N Justice. Dept of 60-419-105 80/02/09 Ip, 


9002140360 Responds to Item 3 of 800107 1 tr to participants irt 600103 
daift safety mee ting. Forwards HRC proposals for establishment 
of permanent interagency committee on dam safety Consistency 
re dam design b const needs to be achieved 

MUI.ILER.C R Division of Site Safety b Envl ronmontaJ Analysis 
80/01/30. 9pp 


80021405Q4 ^'Entropy Minimal Analysis of Simulated LOCA Burst Data. " 
prepared for AEC 

CHR 1 BTEMSEN. R Af f 1 1 i a ti on Un k noun 74/12/31 64pp 


8002190003 Ack receipt of 791210 postcard re nuclear power p lant 
safety 

CRIMES/ B K Emergency Preparedness Taali Force 80/01/09 ip 


— 8002J900D& Supports closing of nuclear power plants near mayor 
population ctrs 

KASDEM/C Affiliation Unknaun 79/13/10 Ip 


002210098 Notification of 791107 meeting in Bethesda.MD to discuss 
ongoing pipe break research program 

lOlPi 8 Mechanical Engineering Branch 79/10/10. 3pp 


I2210S35 Comments on draft rept^ "Character 1 ration b Class 1 f Ication 
if Geologic Faults in Appalachian Foldbelt. *’ Lack of 
oc umentatton b building from factual basis is serious 
horfccoming of rept 

AROSHtP J Ooston College NRC-DI -78-004 79/12/28 4pp 


02220537 Requests copy of draft rept* "Charac teri ration b 
Class! I icatlon af Geologic Faults In Appalachian Foldbelt " 

DE CAPRARIIS/ P. IndianaUnIv. NRC-01 “79-004 79/10/19 Ip 


3002260627 Eipresses distrust of NRC proposals re programmatic EI 6 
Citizens review b ovenight panel nacassary as a check b 
balance on machinations of util b NRC 

UHEELER. D R Chesapeake Energy Alliance. 80/02/19. Ip 


')2260743 Responds to 800103 request for updated estimate of radwasfct 
ccumuiatiofii short-half life radioisotopes excluding 
trontlum & cesium b toziclty data for radioisotopes 
forwards rept re state assessment of loui level radwasti 
IV'QUNO/ R C Division of Site Safety b Environmental Analysis 
J/02/04 2 pp 


102260747 Niy8-3440 

"Prel i.minary State-by-State Asseisment of Lou Level 
Radioactive pastes Shipped to Commercial Burial Grounds. *' 
■» NU 8 Corp. 79/09/31. Il 6 pp 


REG NUREO REPORTS AND RELATED CORRESPONDENCE 


fl02600l9 Forwards comments on IEEE 8 td 384-1977 Rocammends negative 
ballot until end Items are corrected 

O-RIME 81 8 K Assistant Director for Systems Engineering <Frt 
791030) 79/10/01 3pp 


>02010136 Submits comments on draft N11RE0-0994 j "Assuring Availability 
of Funds for Decommissioning Nuclear Facilities " Urfles 
NRC to adhere to policy of flexibility In decommissioning 
ru lemat I ng 

RENDEROERfD L, Washington Public Power Supply Qyitem. 80/01/04, 

4pp 


02010364 NllREO/CR-0994 

“Radiative Heat Transfer Model for TRAC Code " 

HANDEUL/ D A Los Alamos Scientific Laboratory F1N“7016/ 
LA-7965-MS 79/11/30 85 p p 


8002010556 Discusses request for meeting to discuss cladding swelling << 
rupture models for LOCA analysis Forwards fuel vendor & util 
comments on draft NUREO-0630i "Cladding Swelling b Rupture 
Models for LQCA Analysis " 

DENlSEi R P Assistant Director for Reactor Safety 80/01/17 Ip 


--800201055B Forwards comments on draft NURE0-0630» "Gladding Swelling b 
Rupture Models for LOCA Analysis " Statement that new data 
indicate larger burst strains & blockage Is at variance u/ 
Westinghouse data base , 

ANDERSONiTM Westinghouse Electric Corp NS-TMA-2175 79/12/10 

23pp. 


8002040094 Responds to FOIA request for certain background documents re 
NRC policy on "differing prof opinions '* Forwards documents 
listed in app 

FELTON/ J M Division of Rules and Records. 80/01/09 5pp 


— 8002040223 Comments on NUREO-OSOOj "Survay of Policies b Procedures 
Applicable to Expressions of Differing Prof Opinions *' State 
Dept aiodel meets NRC needs effectively Review group process 
Is effective way of examining divergent views 
KELQER/ C N Assistant Director for Advanced Reactor Safety 
Research 78/08/08 2 pp 


— 8002040248 Comments on NUREO-OSOO not wise for Commission to establish 
policies b procedures described in app u/o clarification 
of expected honeflts Commission should ensure that 
meaningful dissent 1 « vented to decision levels 
CHAPMAN/ K R Vowght Corp 78/00/04 2pp 


—6002040269 Responds to NRC request for comments on NUREO-OSOO/ "Survey 
of Policies b Procedures Applicable to Expression of 
Differing Prof Opinions " Discussion slanted toward distent 
Not enough emphasis on responsibility, 

ANDERS/ H A General Electric Co / Nuclear Energy Products Div, 
78/08/25 2pp , 


—8002040277 Responds to NRC 700720 Invitation to comment on "Survey of 
Policies b Procedures Applicable to Expression of Differing 
prof Opinions " Rept requires Indication of personnel 
obligations Mutual obligations should be outlined 
BTRAUSB/P L Columbia Unlv 78/00/00 3pp 


— 6002040288 Comments on NUREO-OSOO Objective should be to pnsura that 
differing points of view are invited/ encouraged b welcomed 
in decisionmaking process 

GREEN/ H P George Washington Univ 70/08/31 8 pp, 


—8002040294 Comments on NUREO-OSOO/ "Survey of Policies b Procedures 
Applicable to Expression of Differing Prof Opinions/" in 
response to NRC 780720 memo QA program of prof b 
administrative personnel should be considered 

DASDEKASiO L Office of Nuclear Regulatory Research 78/09/12 
4pp 


—9002040297 Comments on NUREO-050D Needs to emphasize that personnel on 
peer review committees must not have conflict of interest 
HORGAN/K 2 Georgia Institute of Technology 78/08/31 2pp, 


—8002040312 Forwards comments on NUREO-OSOOr "Burvey of Pol ic lei b 
Procedures Applicable to Expression of Differing Prof 
QpinionS/" in response to NRC 76072D request More formalized 
dissent policy required to ensure effective reeolution. 
PETER 6 QN/H T Office of Standards Development 78/09/07, 2 lpp 


— 8002040323 Comments on NUREO-OSOO endorses suggestion that originator 
of differing opinion which becomes prevailing view should ba 
considered for public recognition b monetary award. 

Procedures should reiterate rights to go outside NRC 
RAVEN-HANSEN. P Kogan b Harts on, 78/09/11, 9pp, 


— 8002040363 Comments on NUREO-OSOO should be assumed that NRC employee 
expressing differing judgment Is acting in good faith. Needs 
discussion of historic b current cases Illustrating abuse 
of differing NRC opinion* 

CLARY/R Office of Nuclear Material Safety b Safeguards. 

78/09/15 Bpp 


—0002040367 Comments on NUREG-D500i "Burvey of Policies b Procedures 
Applicable to Expression of Differing Prof Opinions " 

Potential for misuse of formal dissent procedure is 
ninlml zed 

MALBKE/C Atomic Industrial Forum 70/09/15 2pp 



NONDOCKETED ITEMS 


355 


— 6002040371 Comments on NUfiEO-OSOO# "Survey of Policies 8c Procedures 
Applicable to Eipression of Differing Prof Opinions NPC 
should set 90-day deadline to implement comprehensive 
program for expression of differing prof opinions 
ROISMANc A Z Natural Resources Defense Council 7B/09/07 2pp 


— B002040375 Comments on NUBEO-OSOO* "Survey of Policies 8< Procedures 
Applicable to Expression of Differing Prof Opinions " NRC 
should establish means of monitoring adopted procedures 
WOLFEiD Washington, Oniv of 78/09/20 ip 


— 8002040379 Forwards comments on NUREO^OSOO re differing prof opinions 
Primary emphasis should be on eliminating basic causes for 
nonr esolution of prof opinions 

QRiQHTSENiR A Division of Safeguards 76/09/26 lOpp 


—8002040230 Requests comments on end FR notice by 791210 

CQNVER/8 K Office of Nanagement and Program Analysis 79/10/09 

Ip 


— B002040247 Requests comments from oil NUREQ~0367 recipients on 
supplemental statement re NUReo-0567 discussion of NRC open 
door policy Comment deadline is 900114 Draft Chairman 
Ahearna memo to all NRC employees encl 

DICKWIT^L Office of the General Counsel 79/12/12 4pp 


— 9002040326 Comments on NUREG-OSOOi ’’^Differing Prof Opinions '* "public 
employees" & "employee loyalty to employer" require 
clarification Differing opinions should he encouraged re 
Commission responsibility under legislation 
oniLLiR P Office of Standards Development 79/09/12 3pp 


9002030172 Forwards four Itrs 1 three NRC memos commenting on 
NUREO-0567 

WATTERS* H J Office of Kanagament and Program Analysis 90/01/23 
ip 


—0002050189 Comments on NUflE0-O567j "Proposed Policy 8{ Procedures for 
Differing Prof Opinions " Final sys should have strict 
guarantees of conf idential Ity w/option for employee to 
withdraw or modify differing opinion to teep anonymity 
CLARK* U « ELLIS* R, Oovernmen t Accountability Project 80/01/14. 
7pp 


—0002030198 Comments on NUfiEO-OS67< "Proposed Policy & Procedures 
for Differing Prof Opinions " Integrity of open-door policy 
which permits disclosure of confidential source identity 
lacks credibility 

H0ULDEN*H Office of Inspector «< Auditor 90/01/17 Ip 


— 8002050207 Forwards addl comments on NUREO-0567, "Proposed Policy 8< 
Procedures for Dlfforing Prof Opinions " Provision should 
be made to Inform dissenter of other relevont differing 
prof opinions 

UNDER. 9 H Columbia Univ 80/01/09 Ip. 


—8002050210 "Ensuring Right of Prof Dl ssent' Review of Proposed New 
NRC Policy " 

UNGER. 9 H Columbia Univ 90/01/02 9pp 


— 8002030214 Comments on NUREO-0367. "Proposed Policy & Procedures for 
Differing Prof Opinions " Procedures will load to bettor 
Interchange of prof views & more complete basis for 
dec 1 sionmak Ing 

PETERSdNrH T Radiological Health Standards Dranch 80/0I/0D 

ip 


—8002030220 Comments on NUftEG-0S67. "Proposed Policy 8< Procedures for 
Differing Prof Dpinlons " Ombudsman should bo used to pursue 
resolution of differing prof opinions to assure anonymity 
ANDERBONrT H Westlnghouse Electric Corp . PWR Systems Div. 
NS-TMA-2192. 90/01/10 Ip 


—8002090223 Comments on NURE0-0S67* "Proposed Policy U Procedures for 
Differing Prof Opinions " Proposed changes appear required 
if NRC it to function within Imposed limits 
WOODrD 0 Air ForcoiDept of 80/01/09 Ip 


9002050203 Forwards comments on NUREO-OS67. "Proposed Policy h 
Procedures for Differing pro# Opinions *' Verbal expression 
of differing opinion should be Incorporated into any policy 
statement on prof opinion* 

REED. P R Environmental Effects Re-search Branch. 80/01/14 5pp 


B002060043 NUREG/CR-12B1 

Draft "Safety Training for Industrial Rad lographers " 

PHELPS* J . MARTIN. J . DROWN* 0 Lowell. Univ of 90/01/19 147pp 


B0020A0225 NURE0-03e0 V4 N1 

"Program Summary Rept. " Vol 4. Number 1 

a Office of Management and Program Analysis BO/01/25 90pp 
Available at NTIS 


9002060231 HUREG/CR-10h2 

"LMFBR Aerosol Roieas* & Transport Program Quarterly 
Progress Rept for Apr-June 1979 " 

KREBS. T B . WRIGHT. A L Oak Ridge National Laboratory FIN D-0i21 
aRNL/NUREO/TH-3 BO/01/31 51 pp Available at NT 1 9 


9002060236 NURE0/CR-1012 

"Procedure for Qualitative Interpretation of Fuel Centerline 
Thermocouple Response to Step-Pouier Decreases " 

CUNNINGHAM.M E * LANNINO* D D , MONTODMERY* B D Battelle Memorial 
Institute. Pacific Northwest Laboratory FIN D-2043 PNL-3096 

79/10/31 114pp Available at NTIS 


8002060529 Submits comments on draft Nl/REO-0313* Rcvla i on I re matl 
selection guidelines for BWR coolant pressure boundary 
piping. in response to 90011B Itr 

DALTROFF. 8 L Philadelphia Electric Co 80/02/01 4pp 


8002070020 NURE0/CR-I2ie 

"Gravity Dominated Two-Phaso Flow in Vertical Rod Bundles " 

SINQH* B * GRIFFITH*? Massachusetts Institute of Technolngy FIN 
A-4060 00/01/31 I74pp 


9002070023 NUREO/CR-1031 

"Stress L Dure** Monitoring at NRC Licensed Facilities " 
FA1ND6RY/A Orookhaven National Laboratory FIN A-a217-9 
DNL-NUREG-31009 79/09/11 30pp Available at NT 1 3 44 00 


6002070026 NUREO /CR- 1 032 

"Stress h Duress Detection for NRC Licensed Facilities 
Constitutional Regulatory Analysis " 

O'DRIENiJ N Qrookhaven National Laboratory FIN A-3217-9 
ONL-NUREG-S1090 79/09/17 Blpp Ava I lab U a t NT 1 3 


9002070029 NUREO/CR-l 220 V2 

"Further Results on Subj of Tearing Ins tabil lly * " Vol 2 
PARIS. PC. TADA.H Washington Univ NRC-03-78-139 BO/01/31 

1630pp Available at NTIS 


9002070034 NUREG/CR-1 220 VI 

"Further Rcsdlts on 8obj of Tearing Instability." Vol 1 
PARIS. P C . TADAiH Washington Univ NRC-03-70-135 90/01/31 

t47pp Available at NTIQ 


B002070036 NUREO-0540 VI Mil 

"Title List of Documents Made Publicly Available. " Vol 1. 

Number 11 

* Office of Administration 79/11/30 49lpp Available at NTIS 


6002070081 aupploments response to FOIA request for documents produced 
by NRC task group formulating impUmenta tion procedures for 
TMI Lessons Learned it Kemeny Commission recommendations 
Documents Listed In App A available In Wash ing ton* DC PDR 
FELTOM. JM Division of Rules and Records 00/01/16 Bpp 


— 6002070100 Comments on NUflEG-057a rocommendati on* & related subjs 
Supports recommandat ions re personnel qualifications L 
tra inlng. staff Ing of control r oom* veri f icati on of correct 
performance of opuratlng activities mon-machine interface 
CARBON* M W AGRB - Advisory Committee on Reactor Safeguards 
79/12/13 App 


9002070106 NUREO-0648 

"Study of NRC Appellate Sys." for comment 

0ICKMIT. L * MALacH*M 0 . 08 TR ACH. 8 8 Office of the General Counsel 
00/01/31 59pp. Available at NTIS 


8002060033 Comments on proposed HVRE0-O6IO example Initiating 
conditions for unusual attempt* may occur more frequently 
than NUREO Indicate* Document ehauld be more selective in 
defining unusual events 

SHIELDS* 8 M Public Barvlce Co of Indiana. Inc 00/01/13 2pp 
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3002080327 Re<iu»»ts thJt cotnmstit* on NUREG-Q567 b* placsil in PDR for 
advanc«d filing Gbjtctive is to assure comments will be 
readUi^ available for public insp 

COMVERjS K Office of Management and Program Anal<|sis eo/01/«iH 

Ip 

—0002080333 Requests comments on NUREO-0567 be placed in PDR 

HATTERS. K J Office of Management and Program Analysis 00/01/16 

Ip 

—8002080349 Comments on NUREO-0567 policy appears to distinguish between 
employees tc mgt implying only nonmanagers can take advantage 
of policy Statement eiplicitly including or excluding 
managers should be added 
* Commission 79/10/12 Ip 


—9002080363 Comments on NUREO-OS67 proposal considered consistent w/ 
other govt efforts to encourage employees to express 
differing opinions & to point out perceived problems 
MESSNER. H H Office of Management S< Budget 79/12/22 Ip 


— 0OO2OBO365 Comments on NUREO-OS67 reprisals will be taken for differing 
prof opinions primarily through not promoting personnel 
Proposed policy is biased toward conservative opinions 
e Region 2. Atlanta. Office of the Director 80/01/28 Ip 


—8002080369 Comments on NUREO-0567 rules are vague re disagreements 
voiced directly to KRC Commiss loners Policy nuclear re final 
approving Authority when resolving issues 

CHAPMAN. K R Affiliation Unknown 2-1 1000/9L-07 79/10/22 2pp 


—8002080447 Comments on NUReG-0567 proposed policy is laudable effort to 
provide individuals w/avenue of oxpressing differing prof 
opinions to mgt w/a fear of reprisal Procedures appear 
conciptually to be logical << well-defined 
HQODiOO Air ForcciDept of 79/11/01 Ip 


— BO020S04S2 Coflunents on NUREO-0567 procedures need to address cases 
where differing opinions exist on info availability status 
UNOER.S H Columbia Univ 79/11/07 2pp 


-8002080453 Comments on NUREO-0567 policy should require identification 
of people or mgt positions responsible for each mgt or 
policy decision ti for individuals expressing differing prof 
op inions 

FERGUSON. R L Plant Systems Branch 80/01/07 2pp 


-8002080456 Forwards draft JH Hendrie memo 6 supplemental statement to 
NUREO-0567 to be used in lieu of paragraph proposed for 
addition to NUREO-0567 by Ofc of General Counsel Document 
should be circulated to same extent as NUREG-0567 
BICKHIT.L Office of the General Counsel 7?/il/30 Ip 


-0002060458 Comments on NUREG-0567 NRC employoss should be encouraged to 
express opinions Policy will enhance overall NRC program 
w/open communication 

NELSON. H D Aff il iation Unknown 79/10/27 Ip 


8002080461 Memo to all NRC employees forwarding supplemental statement 
re collegial responsibilities of Commissioners 
KENDRIE. JM Commission 80/01/28 3pp 


6002080463 Comments on NUnEG-0567 Energy Resources Conservation 6 
Development Commission contends that policy of allowing 
individual NRC ofes to develop pracadures to meet specific 
needs may weaken policy & implementing syi 
RAUHiT N California. State of 79/11/15 2pp 


—9002080464 Comments on NUREG-0567 proposal soems satisfactory Special 
review panel can be very useful Expresses hope that members 
of panel consider task seriously & look for opportunities to 
simplify 6 not extend present set of proposals 
WOLFLE. D Haihington. Univ of 79/11/05 Ip 


8002000469 Comments on NURE0-0S67 proposed policy is overly complex 
raises differing prof opinions too high in NRC organization 
Each differing opinion should be referred to cogniiant 
managers for consideration 

ANDERSaWi T M Hestlnghouse Electric Corp 79/12/06 3pp 


--9002080471 Comments on MUREO-0567 document establishes well-defined 
procedure that strives to cover all aspects of Individual 
potential concerns Procedure attempts to ensure all concerns 
are followed through to resolution 
DOUGHTY. G R Northeast Utilities 79/12/06 Ip 


— 80020B0475 Comment* on NUREO-0567 provisions for submitting anonymoua, 
statements defeat any attempt to resolve prof differences 
Such provisions should be deleted fti real commitments be made 
to protect dissenters from retaliation 

HARD. J C Sargent & Lundy. Inc L-547 79/11/20 Ip 


— 8002080476 Ac k receipt of JM Hendrie 791011 Itr U NURE0-0S67 Copy tent 
to members of American Chemical Society Bobcommltteo on 
Civil Sve Liaison for comments Comments will be forwarded 
to NRC Ofc of Mgt l< Program Analysis 

KLINEFELTER. E American Chemical Boclaty 79/10/22 Ip 

— 0002000480 Requasts copy of final policy 6 procedures when formally 
adopted by NRC 

HARD. J E Sargent L Lundy. Inc 79/12/10 Ip 

— 0002080483 Commanti on NUREO-0567 means of Implementing proposed policy 
appear to be missing Mandatory orientation/training should 
be provided to prof NRC employoei it supervisory personnel 
KECK.R F Affiliation Unknown 79/10/19 Ip 


—8002080464 Forwards marked-up draft of Ahearne memo supplemental 
statement re NUREO-OS67 Requests comments on supplemental 
statement to be submitted w/comments on NUREO-0567 by 
800114 

BICKWIT. L Office of the General Counial. 79/12/12 4pp 


— 8003080491 Comments on NUREG-0567 4-member special ravlew panel should 
have two members appointed by Nail Treasury Employees Union 
Employees should be allowed to request it receive written 
committment to NRC policy from managers 

THOMAS. U Nationel Treasury Employee Union 79/12/05, 2pp, 


— 0OO2OBO497 Comments on NUREO-0567 editorial changes to Procedure 6 A 
should be made to insure Ofc of Inspectors 6 Auditor is 
notified of issues only when appropriate 

CUMMING8.J J Office of Inspector 6 Auditor 79/12/12. 2pp. 


— 8002080499 Comments on NUREO-0567 policy procedures should be changed 
to prevent retaliatory actions to employees before differing 
prof opinion can be submitted In writing 

LEB8LER»L J Regulatory Improvements Branch 80/01/30, 2pp, 


— 8002000503 Comments on NUREO-0367 portion of supplemental statement to 
NUREG-0567 Should be deleted re exceptions to provision for 
maintaining anonymity of employee identity 

* Region 3. Chicago. Office of the Director 00/01/07 Ip 


•8002080509 Comments on NUREO-0567 development of procedures should 
start w/simplest rules which can be revised after trial 
period as experience d ictates. General policy endortod fay 
American Chemical Society Qubcommittee on Civil Liaison 
KLINEFELTER. E American Chemical Boclety 79/12/06. Ip 


— 8002080515 Comments on NUREO-0567 supplemental statement to NUREG-0567 
falls to mention special respont ibl itles it authority of 
chairman of Commission Statement It repudiation of strong or 
ffloderato chairmanship 

STRAUSSfF L Columbia Univ 79/12/26 2pp 


— 8002000521 Comments on NUREO-0567 maintaining anonymity of people using 
open door policy is supported, Lack of assuring anonymity 
may discourage full use of policy 
DOUGHTY. G.R, Northeast Utilities 80/01/03. Ip 


--8002080524 Comments on NUREO-0567 policy should be included as formal 
chapter in NRC manual & should not be issued as Itr to 
NRC personnel or as NUREO 

RAVEN-HAN8EN.P, M INC DERG, E.M, Hogan & Hartson 00/01/03, 8pp. 


--8002060527 Comments on NUREG-0567 implications in Bections 10 6 il re 
employee 6 supervisor Integri ty. personnel commitment it 
professionalism should be eliminated from policy 
ROSENTHAL. A 8 Atomic 8af|0ty and Licensing Appeal Panel 
79/10/12 2pp 


--60D2080531 Comments an NUREP-0567 recommends Paragraph 6. b read that 
employee may communicate anonymously w/AGRB member. 

FRALEY. . R F ACR8 - Advisory Committee on Reactor Safeguards. 
79/11/09. Ip. 


■ — 8002000534 Comments on NUREG-0567 supplement is necessary for 
clar if icatlon 6 should be issued Appeal process Is not 
explicit in NUREO-0567. 

CHAPMAN. KR Affiliation Unknown 80/01/02 Ip. 



NONDOCKETED ITEMS 


— 8002000537 CotnruBnt* on NUREO-0567 imp 1 Afiie-nting proceduTBi tb differing 
prof opinlonfl should bo included In NRC {n^nuel Ritolutlon of 
differinfl opinion should be 4ppe*lBd to ACRS U then to 
Commission 

fiA8DEKA8^ D L Eiperlmont^l Fast Reactor Safety Research Branch 

77/11/28 Ip 


— 8002050539 Comments on NURE0-05i7 editeral change to second paragraph 
of Sictlon C 2 suggested to cnaintaln consistency 
OOLLERi D R Division of Siting^ Health 1 Safeguards Standards 
79/12/06 Ip 


— 8002080543 Comments on NURE0’’0567 ofc d IrectorSi sup ervlsors or 
dissenting employees should not have highly pivotal role 
QENOELSDDRF. W Office of Administration 79/12/10 3pp 


— 8002080348 Comments on NURE0'’0567 format of final procedures should be 
written as chapter in NRC personnel manual uhich would carry 
more authority than NUREO or oft Itr Flnaliiation of 
procedures should be given high prloritg by NRC 
EDS ALL 1 J T American Association for the Advancement of Science 
VQN HIPPELjF Princeton Univ WATSONj F New York Univ 
79/12/06 2pp 


^-8002080532 Comments on NURE0-0S67 Section C 1 should be ei pended to 
included negotiated grievance procedures between NRC & 

Natl Treasury Employees Union as qualifying as differing 
prof opinions 

BiRDiP E Office of Adminlstrat Inn 79/12/12 Ip 


'"-8002080S97 Comments on NUREO-0567 in casee where NRC Commissioners are 
provided info on matters requiring dec lsions« source of info 
should not be divulged 

BRADY* R.C Office of Nuclear Reactor Regulation 79/12/20 Ip 


— 80020BOS61 Comments on NUREO*'0967 supplemental statement to NURE0''0567 
inconsistent w/legal opinion exprateed 1 n'8ECY-78-30a NRC 
must adopt policy that no official can promise 
confidentiality to employees who provide info 
KIDD*0 0 Office of Administration 79/12/21. 3pp 


-»-aOO2O0O565 Comments on NUREO-0567 refinement of open door policy to 
allow employees to express views beyond level of ofc 
director should not delay adoption of NURE0’'O567 

BA8DEKA6* D L Experimental Fast Reactor Safety Research Branch 

79/12/27 Ip 


— 80020BOS70 Comments on NUREO-0367 provision for submitting anonymous 
opinions suggests employees are unwilling to be held v 

accountable for opinions Objective 6 contrary to public 
interest. 

RUaCKErB C Affiliation Unknown 80/01/03 2pp 


— 8002080574 Comments on NUREO-0567 procedure should be adopted 
throughout NRC to that personnel can submit informal memos 
to any NRC employee on any matter of interest w/o fear of 
reprisal 

OUlNNrP R Licensing Management Branch 79/12/05 lOpp 


8002080505 Comments on draft MURE 0-031 3* Revi si on 1 re motl selection & 
processing guidelines for BUR coolant pressure boundary 
piping Concludes revision unnecessary re reduction in plant 
availability & increase in Insp personnel exposure 
UTLEY* E E Carolina Power it Light Co ND-0O~l9i 00/02/05 3pp 


Q002110307 Responds to FQlA request far technical submittals by Dames & 
Moore Co r« RFPs R8-NMB-77-025 it RS-NM8-79-026 Forwards 
documents listed in App A 

FELTON* J N Division of Rules and Records 00/01/18 2pp 


— 8002110322 '‘NRC Low Level Radwaste Mgt Program ♦' 

» Division of Fuel Cycle U Material Safety 77/09/30 23pp 


8002120223 NUREO/CR-1215 

"Social Economic Effects of Accident at TKI* " findings 
to date 

FLYNNiC fi I CHALMERS* J A Mountain West Research* Inc 
NRC-04-78-192 BO/Ol/31. 1 13pp 


80021 20240 NUREO/CR- 1 1 36 

*'HTOR Safsty Studies for Div of Reactor Safety Researcht " 
quarterly progress rept« Uul-8ep t 1979 

BALL*S J, * CLEVELAND* J. C * CONKLIN, U C Oak Ridge National 
Laboratory FIN 0-0122 ORNL/NUREO/TM-3 80/01/31 17pp 


8002120565 Submits comments on NUREO-0625^ “Rept of Siting Policy Task 
Force," NRG developed criteria for site suitability w/q 
regard to cost considerations. Separation of plant site from 
safety design features not justifiable 
DAILrL C, Duke Power Co 80/01/31. 7pp. 


0002130237 Corrunents on NUREO/CR-09S4 70X battery point should be 
assessed after few minutes running time to unmask partial 
roc every 

DRACKEBUSCH. L L Af f 1 1 iat 1 on Unknown 00/01/16 lOpp 


0002140020 NUREO/CR-1216 

"Radioisotopic Composition of Ye 1 lowcake. Es tlnatlon of 
Stack Release Rates " 

HOHENliM H * KISlELESKtrW E * HAYND. D R Argonne National 
Laboratory FIN A-2046 ANL/E3-84 79/12/31 32pp Available at 

NTIB 


8002140090 NUREO/CR -0962 

"Reactor Bafety Research Programs*" quarterly rept*Apr-Jun 
1979 

HODPER>JL Qattelle Memorial Institute* Pacific Northwest 
Laboratory FIN B-20ai-8 PNL-3040-2 79/09/30 134pp AvailabK 

at NTIS 47 25 


8002140205 Comments on proposed NUREO-OS53 recommends that when addl 
sites are estab 1 ished* f ees must reflect only incremental 
costs of planning for that site 

REYNOLDSiN 8 Debevoise tt Liberman 80/01/14 Bpp 


8002140210 Comments on proposed NUREO-0533 agrees that prior to any 
major expansion of scope of depth of emergency planning 
beyond that required ■ in-d epth study is essential to 
ascertain necessary economic manpower equipment resources 
CaUNSiLiU 0 Northeast Utilities 80/01/11 5pp 


0002140220 Comments on proposed NUREO-0553 new funding sources must be 
found to meet new NRC emergency planning requirements 
Study recommendations would be good solution to funding of 
state & local govti but would require new federal law 
HAYbJARD. N Delaware* Stats of 00/01/16 ip 


0002140292 Comments on proposed ruled l0CFR30i 40* 50 & 70 
deconmiissioning insurance should be treated like whole life 
insurance & tie premiums to performance records Jurisdiction 
could be handled by states 

8HWAB*J Iowa Public Interest Research Group B0/OI/S6 Bpp 


B0021 40677 NUREO/CR- 1207 

"Microbial Aerosals from Cooling Towers it Cooling Sprays 
Pilot Study '■ 

ADAMS* A P * LEUtS. D 0 Argonne National Laboratory FIN A-2098 
ANL/ES-83 79/11/30 102pp Available at NTIS 


0002140681 NUREO/CR- 1221 

"Tearing Instability Analysis Handb ookr Formulas & Gurvot " 
TADA*H . PARIS, P C Mashlngton Univ NRC-03-70-135 00/01/31 

iOlpp. Available at NTJS 


0OO21SOO4O NUREO/CR- 1106 

"Study of New England Seismicity w/Emphasis on MA U NH '' 
TOKSOZiM N * AKI.K Massachusetts Institute of Technology FIN 
A-4050. NRC-04-76>-209 00/01/31 I60pp 


0002150066 Discusses review of draft NUREO-0660 during BOOilO-12 
meeting Comprehensiveness dilutes Items important to safety 
V subsequent termination of licensing moratorium Safety 
improvements should be developed 

PLE8SET.M Q ACRB - Advisory Committee on Reactor Safeguards 
00/01/15 2pp 


0002150142 Comments on petition for rulemaking PRM51-5 no regulatory 
need far interim action pending completion of decomi sslonlng 
proceeding 

REYNOLDS* N 8 Oebevoise «t Liberman. 00/01/31 Ipp 


B002150187 Comments an NUREO-O6OO1 "Investigation Into 790328 TMI 
Accident fay Office of Insp L Enfox-cement* " Aug 1979 IE 
should establish who tripped diesels & why fuel racks not 
reset 

LiprNSli<I*W C Argonne National Laboratory 79/H/06 Zpp 


800219004G Comments on NUREO/CR-0130 rt NRC/BNL d ecommissiong study in 
response to 791128 request No provisions for cost of project 
mgt team concept for nuclear facility dismantlement Team 
concept it cost estimates end 

COUNSlUiU 0 Northeast Utilities 80/01/03, 5pp 


8002190064 Comments on NUREO-OSBS* Lessons Learned Task Force final 
rept NRC Dperator Licensing Branch staffing adequacy should 
be r e-«valuated Supports control room stafHng 
r ec ommo nd a t i o n 

CARBONi M ACRB - Advisory Committee on Reactor Safeguards 
79/12/13 6pp, 
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NONDOCKETED ITEMS 


fl£>0ai9O0Qt MJRE0-/CR-1036 

‘'Advanced Reacior Safety Rssearch Divi“ (tuartarly progrefts 
rept Apr-June I"??*? 

ROHA^a« A J Brookhaven National Labonatory FIN A“-3015 
BNL-NUREO- 51082 79/09/30 99pp Ava 1 1 ab 1 e at NTlS 


8003190101 NUREOyCR''lO0& 

“Preliminary Design Study of Large Scale Graphite Oxidation 
Loop “ 

EPEL.L 0 . MAJEBKI.S V ^ SCHk/E I TZER i 0 O Brookhaven National 
Laboratory FIN A-3016 aNL“NURE0-3I0S4 79/OB/Sl 36pp 
Available at NT IS 


8002190115 NUHEO/CR-1033 

“Uatur Reactor Safety Research Div# “ quartarly progress rapt 
Apr'-June 1979 

ROMANO. A J , DtAhiaND.D J , JONES. 0 C Brookhaven National 
Laboratory FIN A-3014 flNL-NURE0-51QBl 79/09/30, SBpp. 
Available at NTIS 


8002190131 NURE0/CR'1003 

“Generali 2 ed Sensitivity Tbeory for Sys of Coupled Nonlinear 
Equa frions, “• 

CACUCriDO . NEBER.C.F i ODLOU. E. N Oak Ridge National Laboratory 
FIN D-0125 GPNL/NLIREG/TH'3 00/01/31 I07pp Available at NTIS 


B002190142 NUREO/CR-1010 

"Evaluation of Docket Filet for Terminated Source Hatl 
Llcentes " 

HOLOWAYrC F I LANTZ*P M . DICKBON. H U Gftk Ridge National 
Laboratory FIN A-9005-7 aRNL/NUREO/TM-3 GO/01/31 61pp 
Available at NTIS 


G002190190 NOREO-0020 V3 

"Operating Unltt Statue Reptr^' monthly status rept.Dec 1979f 
Vol 3 " 

t Ccmnieaion 80/01/29 l£iOpp Available at OPO «12 SO 


02190800 Nl/nEO/CR-1222 

"Techniques of Analysit of Load^Dlep lacemsnt Records by 
J-Inteyral Hethoda " 

ZRN3T,HAi PARIS, PC Wathington Univ FIN B-62Ba 80/01/31, 
223pp Available at NTIS 


32190810 NUREO/CR-0709 

"KENO-lV/COi Cortb Inator ial Oeometry Vertlon of KENQ NQNTE 
SARLO Criticality Safety Proyrain “ 

rlESTiJ T < PETRIEjL M . FRAI^EY^ G K Oak Ridge National Laboratory 
’IN B“0009-a QRNL/Nl/REO/CSD- 79/09/30. llOpp Available at 
'iTia 


72190022 NUREO-0634 

"Criteria for Preparation & Evaluation of Radiological 
inergency Rfl«pon-«e Plans tc Preparedneei in Gupport of 
'luclear Power Plante 

7 RIMEG 1 B K Emergency Preparedness Task Force BYANi R 0 Federal 
Itnergency Management Agency FGMA-REP-l BO/01/31 119pp 

' vailah le at NTIG 


2200203 NUREO/CR-lOll 

Jteady-stattt Axial Pressure Losses Along Exterior of 
aformed Fuel Cladding Multirod Burst Test <MRBT) Bundles 
-I & D''2 

INCEY. vJ F Oak Ridge National Laboratory FIN S''Oi2D 
RNL/NUREO-TH-O 00/01/31 216pp Available at NTIS 


>02200211 NUREO/CR-1214 Vi 

"Controllable Unit Approach to Mail Contr ol’ App 1 Ication to 
High Through'^put MiYed Oxide Process “ 

BEADAUGH, P N . HDOERB, D R 1 WOL TER MANN r H A Monsanto Co f1LM“2a32 
BO/01/10 217pp Available at NTIS 


<02200217 MUREO/CR-1214 V2 

"Con troll able Unit Approach to Natl Control Application to 
High. Through-put Hired Oxide Procoss " 

SEADAUOHiP W i ROGERS. D R, , WaLTERMANN. H- A Monsanto Co, MLM-2332 
00/01/10 220pp Available at NTIS 


3002200223 NUSEO/CR-0575 

"PrN9IM-MaDt Nuclear Fuel Pin/Elecfcric Fuel Pin Blmulator 
Transient Analysis Code," 

HAOARiR C . HENDRICK. fl A Oak Ridge National Uaboratory, FIN 
B-0125 ORNL/NUREO/TM-2 80/01/31, 341 pp Available at NTIS 


1002200233 NUffEO/CP-OOlO 

Procedings ef ''CGNI Specialists Nefttlng on Plastic Tearing 
Instability.*’ held on 790925-27 at Washington Univ.St Louis. 

Ho 

PARIS. P C Division of Reactor Bafety Research 79/10/01 700pp 


8002200257 NUREQ-OAO& V2 Nl 

Aqua book "Unresolved Safety Issues. ’’ Vol 2. Number 1. 
summary 

a Officb of Management and Program Analysis 80/01/11 46pp 
Available at NTIS 


8002200316 Responds to Subcommittee on Energy Research k Production 
791025 Hr requesting Commission study regulatory aspects 
of legislation re low level radwaste disposal Supports 
state control of toiu level radwaste disposal capacity issue 
AHEARNE.J F Commission BO/Ol/10 2pp 


B002220259 Supports amend for supplemental appropriati oni to NRC FVBO 
author! xatlon for research to improve reactor safety Funds 
should bo reprogrammed from other areas if addl funds cannot 
be added to budget 

CARBON. M w ACRB - Advisory Committee on Reactor Safeguards 
79/12/10 Ip 


8002220275 Forwards comments on NUREO-05&7 

WATTERS, H J Office of Hanagement and Program Analysis 60/02/12 

If 

— 8002220284 Comments on NUREO-0567 supplemental section proposing 
anonymity of employees w/differing opinions is unwarranted 
Disagreement should occur in open prof atmosphere 
RAUH. T N, California. State of 80/01/11 ip 


0002250080 Responds to 791205 Itr re health effects from burning coal 
for power production Problemt are involved u/estlmatlng 
health Impacts NRC is reviewing Natl Academy of Sciences 
nuclear t« alternative energy sys comparison impacts 
DEYOUNG.R C Division of Site Safety k Environmental Analysis 

60/02/01 2pp 


— G002250092 Discusses NUREO-0332. "Health Effects Attributable to Coal tc 
Nuclear Fuel Cycle Alternatives *' Requests Info re health 
effects of PA8NY proposal to construct three coal facilities 
on Staten Island.NY 

MOLINARIfO V New York. State of 79/12/05 ip 


8002260314 Transcript of 800211 continuation of briefing in Washington 
DC on effect of special Inquiry group rept Pp 1-113 Draft 2 
of NUREO-0660. "NRC Action Plans Developed as Result of TMl- 
2 Accident" end, 

AHEARNE.J F . OILINSKY. V . KENNEDY. R T Commission 80/02/11 
I04p p. 


—8002260310 NUREO-0660 

"NRC Action Plans Developed as Result of TMI-2 Accident. '* 
Draft 2 

e Office of Nuclear Reactor Regulation 80/01/23 290pp, 


B002270010 NUREO/CR-1235 

"Evaluation 6 Performance of Open Circuit Breathing 
Apparotusi Retplrator Studies for NRC." Oct 1977-Bept L97B 
HACK. A I TRUJILLO. A . DRADLEV.O, D Los Alamos Bcientlfic Laboratory 
FIN A- 7039. LA-BIBB-PR BD/01/31 25pp Available at NT18 


0002270013 NVREO/Cn-ia32 

"Physics of Reactor Safety.” quarterly rept. Jul-Bept 1979, 

» Argonne National Laboratory. FIN A'-2015 ANL-79-90, 79/11/30 

GBPP Available at NTIS 


0002270021 NUREO/CR-1200 

"Accident Delineation k Evaluation of High-Temp Oas-Cooled 
Reactor Sys Concepts " 

WASHBURN. B. W, Los Alamos Scientific Laboratory FIN A-7014 
LA-9170-ria. 79/12/31 263pp Available at NTIS 


S002270028 NUREO-0540 Vi N12 

"Title Lilt of Documents Mads Publicly Available." Dec 1979 
# Division of Technical Information Document Control, 79/12/3L 
496pp, Available at NTI8 


8002200051 NUREO/GR-1037 

"Evaluation of Isotope Migration* Land Burial. Water Chemistry 
at Commercially Operated Low Level Raduaste Disposal Sites." 
Progress Rept 10. Jul-Sept 1978 

COLUfIBD.P • WEISS. A J Brookhaven National Laboratory FIN A-3042, 
BNL-NURE0-310B3 79/09/30. 43pp, 


8002280083 NUREQ/CR-1294 

"Multiple Zono Aerosol Behavior Modal ” 

JORDAN.H r SCHUMACHER. P M, . LEE. K W Battalia Mamorlal Institute. 
Columbus Laboratories FIN A-4063 BMI-2042, 00/01/31 40pp. 

Available at NTIB 



NONDOCKETED ITEMS 


3SS 


8002280091 Transcript of 800214 briofing in Wash 1 ngton* DC re licensee 
regulator*^ performance evaluation Pp 1''45 W/Bec g-BO*-03 re 
systematic assessment of licensee performance 
* Commission 80/02/14 49pp 


->-8002280101 Informs Commission of IE efforts re evaluation of licensee 
performance, per SECY 7Q~5S4 &c NUREO-0660 Regional 
evaluations uill begin June 1980 Details of review group 
operation will bo finalized by Juno 1900 t/lougraphs end 
STECtOi V Office of Inspection t< Emforcement, Office of the 
Director 80/02/12 20pp 


800228042^ Responds to 791210 Itr re protective gear for Natl -Ouard & 
police In event of emergency Ho special anti-contamination 
clothing is recommended for police & Natl Guard Ralngear 
could be worn for protection Nun£0'^0396 and W/o end 
DENTON. H R Office of Nuclear Reactor Regulation 80/02/07 ip 


—8002280428 Requests info re protective clothing that should be worn by 
state police & Natl Guard in event of nuclear incident 
BELL. C D Pennsylvania. State of 77/12/18 Ip 


8002280502 Summary of 800213 meeting w/NRC. Westlnghouse ourners group tt 
Westinghouse re clarification of procedure for resolution of 
WCAP 9600 8ER requirements in NUREO-0611 

MUENCH. R A Westinghouse Electric Corp 8E-8A/I-3086 00/02/18 

13pp 


8002260536 Indicates concern that NRC schedule for developing nuclear 
power plant control room review criteria does not allow 
time for meaningful industry input before document released 
for action Suggests extension until 800501 
HOWELL. 8 H Atomic Industrial Foruin 80/02/25 Ip 


8002290043 Responds to 790003 Itr re NUREO/CR-Oa95. ’'Solidification of 
High Level Radwaita “ Commission recognizes rept 
eontroveriy. but considers conclusions I* recommendations 
sound 

AHEARNE. J F Commission 80/02/06 2pp, 


—8002390050 Responds to 790803 Itr re NUREO/C 8-0895. ''Solidification of 
High Level Radwaste. " Commission recognizes rapt 
controversy, but considers conclusions t* recommendations 
sound 

AHEARNE. J F Commission 60/02/06 2pp 


—8002290098 Responds to 790914 Ur re NURE0/CR-0S95. ‘*8oH dif teat 1 on of 
High Level Radwaste ” Commission recognizes rept 
controversy r but considers conclusions i* recommendations 
sound 

AHEARNE. J F Commission 00/02/06 3pp 


—8002290063 Discusses conclusions of study on scientific & technological 
problems re liquid U semiliquid high level radwaste 
conversion into stable form for transport it disposition 
Some solid forms satisfactory for use in syt 
HANDLER, P National Academy of Sciences 70/07/26 Ip 


— 8002290068 Discusses academy actions re Contract 02-77-003 Does not 
condone independently solicited comments from DOE NRC has 
not rsceived Interim rept re draft proposed performance 
criteria for high level waste solid matl 
DOUOHERTYi 0 J Technical Assistance Contracts Branch 

NRC-02-77-003 79/02/05 Lp 


— 8002290073 Advises NRC of reservations re original study rapt on 
scientific ii technological problems concerning conversion 
of liquid it semiliquid high level radwaste into stable form 
for transport it dldposition Note to rept recipients end 
HANDLER. P National Academy of Sciences 79/04/10 2pp 


— 8002290077 Requests info concerning NRC corrective actions re 
NUREO/CR-0899. "6ol Idlf icatlon of High Level Radwastes " 
Rept recipients should have been Informed of controversy re 
findings relevant criticisms. 

WYDLER.J W r LUJAN. H House of Rep . Scletica & Technology. 
79/08/03 2pp 


—8002290080 Requests views on NUREO/CR-0899. "8ol id if Ication of High 
Level Radwaste." due to controversies surrounding 
publication 

UDALL. H K House of Rep . Interior l< Insular Affairs 79/09/14 
Ip. 


8002290117 Transcript of ECCS/Reactor Fuels Bubcommittee 800214 meeting 
in Wash ing ton. DC Pp 1-164 Technical reviews b comments on 
draft NUREO-0630. "Gladding Ewell Ing U Rupture Models for 
LOCA Analysis. " U various Itrs it memos end, 
a ACR8 - Advisory Committee on Reactor Safeguards 60/02/14 
410pp 


ORO CORRESPONDENCE WITH OTHER ORGANIZATIONS 


79062907//6 Forwards 790510 Itr from 0 Entire re high radiation levels 
in passenger aircraft Insp arranged for 790525 Cause may be 
transprotation of molybdenum generators 

TSE. A N Transportation i. Product Standards Branch 79/05/30 

Ip 


—7906290802 Forwards Itr to Swiss Air re high radiation levels detected 
on 790420 pafisenger flight 

ENTINE. 0 Radiation Monitoring Devices. Inc 79/05/iB 2pp 


6002010026 Order granting eitension until 800200 for Commission to 
elect whether to review director's decision per 10CFR2 2D6 
denying UCS petition for seismic reanalysis Certificate of 
8vc end 

CHILKi 8 ol Office of the Secretary of the Commission BO/01/20 

2pp 


8002060140 Advises that IE Bulletin 80-02. "Inadequate QA Assurance for 
Nuclear Supplied Equipment." was sent to listed utils on 
800121 Action required 

CARROLL. D E Region 3. Chlcago-i Office of the Director 80/01/23 

2pp 


8002070139 Summary of 791210 meeling u/ANL to discuss progress on 
OEHPAi^ code it scheduling of products to be delivered to NRC 
FOULKEf J D Environmienta 1 Effects Research Branch FIN A-2059 
00/01/11 3pp 


8002080016 Advises that IE Info Notice 00-01. "Fuel Handling Events." 
was sent to listed utlts on 600104 

CARROLL, 0 E Region 3. Chicago. Office of the Director 80/01/08 

2pp 


8002080021 Advises that IE Circular 79-32. "Beperation of Electrical 
Cables for HPCt it Automatic Depressurization 8ys. " was sent 
to listed utils on 791221 

CARROLL. D E Region 3. Chicago. Office of the Director 79/12/26 

2pp 


8002140285 Draft "Inti Safeguards, " for presentation at DOE uortshop 
on nuclaar fuel cycle L technical aspects of nuclear 
weapons proliferation 

BANDERS. K E Safeguards Standards Branch 80/02/07 49pp 


8002140338 Forwards minutes of 791119-16 meeting u/NRC In Columb ia. QM, 
re matl >waste terminal storage organization Matl may bo 
placed in PDR Oieugraphs end 
HEATH. C A Energy, Dept of 00/01/21 20pp 


8002150257 Forwards "Rept Review Integrated Control Sys Reliability 
Analysis. " for BAW-IS64 

ANDERSON. JL Oak Ridge National Laboratory FIN B-0731 80/01/21 

Ip 


— 6002L50259 "Rept Review Integrated Control Sys Reliability Anetysls." 
for DAW- I 96 4 

ANDERSON. J,L . DITTO, S J . 8T0NE. R. 8 Oak Ridge National 
Laboratory FIN 11-0731 00/01/21, 30pp 


B002200324 Forwards 300103 Delient Labs Itr requesting info re roduaste 
accumulation, Telcon revealed specific Interest in radwaste 
from warfare devices. Reques ts addl Info re matters outside 
NRC responsibility 

DEYaUNO.R C Division of Site Safety & Environmental Analysis 
00/02/04 Ip 


— 0002200327 Requests specific info re radwaste accumulation in order to 
update working files 

DEMENT, J DoMcnt Laboratories 80/01/03 Ip 


0002210214 Comments on draft rept. "Cbaracteriiation it Class If icatian 
of Geologic Faults In Appalachian Foldfaeltj'* noted on rept 
pages Each detailed fault class should follow ierminoLogy in 
outl ine, except In special cases 

a Maryland. State of. NRC-Ol-7a-004 79/11/26 lOOpp 


800221021'9 Comments on draft rept, "Charac terlzation it Class if Ication 
of Geologic Faults in Appalachian Foldbeit, noted on rept 
pages Manuscript should be edited for consistency, 
specifically Chapters 11 it 12 

Q'DDNNELL. E Bite Safety Standards Branch NRC-01-7B-004 

79/10/03 2oopp. 


8002210224 Notification of 800229 meeting w/AlF In Dethesda.MD bo 
discuss Reg Guide 1, 97 

8ENARDYA. V Aunillary Systems Branch 80/02/01 2pp 
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NONDOCKETED ITEMS 


8002210441 Adviiei that KV Oaoloaical Survdy h«» no commantm on draft 
rapt, '‘Charactaniation 4 Classification of O.ologlc Fault* 

«S8E5"S'r'’'Jin^S“Jr'5niv 0 , NfiC-01-7a-004 7 9/11/19 Ip 


8002220106 Comment* on draft rept, *’Char«ctor 1 zatl on & Claitif Icatlon 
of Oflologlc Faults In Appalachian Foldbelt '* Rept It 
significant contribution to understanding of structure 
of folded Appalachians St to fault c lassif Icatlon, 

HENDRY, C M Florida, State of NRC-01-7a-004 79/10/29 Ip 


8002210534 Comments on draft rept, "Characteri xation St Classification 
of Geologic Faults in Appalachian FoldbaU, Placing of 
faults into 12 cattgoriss appear* to be inconsistent St 
redundant Annotated pages of rept end 

MCMULLEN. R Dtvieion pP Site Safetg St Environmental Analysis 
NRC-0l'7a-004 79/1 i/2<? 44pp 


0802220109 Forward* comments on draft rept# "Character 1 xatlon St 
Classlf icatlon of Oeologic Fault* in Appalachian Foldbelt ** 

Rept should have complete standard iiatlon of tcrminologg 
N/o end 

WEAVER, KN Johns Hopkins Univ NR C~0 1-78 -00 4 79/11/20 2pp 


B002220004 Comments on draft rept, "Characteriistion S, CJassif lea t Ion 
of Qealogic Faults in Appalachian Foldbelt " Diffferenc-e of 
fault* in Classes 1-3, SSt 6 i* not clear Faults mau be 
interrelated u/Sasal Thrust 

BRDCOUM. B J Commissiori NRC -01 '78-004 79/12/17 4p p 


B002220110 Acic receipt of draft rept, "Charactarl zatlon It 
Classification of Oeologic Fault* in Appalachian Foldbelt 
Requests 8-wk extension for comment 

RAVENR£RO,N M Woodward-Cly de Consultants 79/11/21 ip 


8002220021 Comments on draft rept, "Charac feeriiat I on & Cla* slf ication 
np Oeologic Faults in Appalacchlan Foldbslt, " noted on pages 
oP rept Differences in nature of faults in Appalachian & 
faults in uest not as major as rapt suggests 
BARQSH,P Boston College NRC-Ol -78-004 79/12/38 36pp 


8002220112 Comments on draft rapt, "Character i zatlon Cla«*if icatlon 

of Oeologic Faults in Appalachian Foldbelt," noted on pages 
of rept Requests explanation of Inclusion of Towallga fit Ooat 
Roci faults .in Classes 6 & 7 

WABTLER, 8 Division of Site Safety !< Environmental Analysis 
NRC-Oi-70“OO4. 79/10/03 31pp 


B002220077 Comments on draft rept “Characterization it Classification 
of Oeologic Faults in Appalachian Foldbelt " Borne of 12 
classes of faults are not signi f icantly different Some fault 
claisdi are ancient breaks 

KINO, P fl Interior, Dept of, Geological Survey NRC“0l~7e-O04 
79/11/09 Ip 


80022200B2 Comment* on draft rept, "Characterl latlon St Classification 
of Geologic Faults in Appalachian Foldbelt " Rept is 
thorough treatment of terminology, distribution, posslb le mode 
□f origin & seismic importance of Appalachian faults 
HILTSCHKO.O V Michigan, Univ of NRC-Ol-70-004 79/11/13 3pp 


>2220087 Comments on App 6 of draft rept, "Characterization S, 
Hassi f icatlon of Geologic Faults in Appalachian Foldbelt *' 
.ack of structure comprofiises utility of section Section 
nay belong in different vol 

3CHMITT,T Sit* Safety Standards Branch NRC-01 -78-004. 

79/12/06 Ip 


JD22200B9 Comments on draft rept, "Character 1 xat 1 on & Classification 
of Geologic Faults in Appalachian Foldbelt " Rept should 
be published as NUREG b used as ref in conjunction w/rag 
guide 

HARBOUR. J Sit* Safety Research Branch NftC-01"7e-004 

79/12/04 Ip 


8002220092 Comment* on draft rept, "Characterl lati on it Classification 
of Geologic Faults in Appalachian Foldbelt " Rept should 
prove useful for geologist working in AL valley it ridge & 
will promote better understanding of area fault syis 
JOJNER.TJ Alabama, State of NRC-Ol-7e-004 79/11/16. 2pp 


3002220094 Submits review of draft rept, "Character 1 rat ion 
Class i f ica tion of Geologic Faults in Appalachian Foldbelt " 

Report is sound thorough review of faulting achieves 
stated goals Annotated pages of rept end 

WHEELER, R L In terior, D«p t of. Geological Survey NRC-OI-70-004 
79/11/23 20pp 


}0022S0096 Comment* on in situ measurements section of draft rept, 
"Characterization it Classif icatlon of Geologic Faults in 
Appalachian Foldbelt " Problems associated w/residual 
topographic k tharmal stresses should be addressed. 

SCHMITT, T Site Safety Standards Branch NttC-01“7a-004 
79/11/29 2pp 


102220099 Comments on drafb rept, "Charac tefl zatl on 4 Classification 
of Geologic Faults in Appalachian Foldbelt " Ref section i* 
incomplete 6 list of term* in glossary should be espandad, 

THOMAS, W A Alabama, Univ of, NRC-Ol-70-004 79/11/30, 2pp 


02220102 Comments on draft rept, "Characterization it Classification 
of Geologic Fault* in Appalachian Foldbelt " Extending 
faults into Vr may be correct but premature 

f?ATTE,C A Vermont, etate of. NRC-01-78-004 79/11/16. Ip. 


2220103 Advises that draft rept, "Characterl zation & Classification 
f Geologic Fault* In Appalachian Foldbelt," has not yet 
-en reviewed Rept uUl faa circulated among geologists U 
y comments developed will be forwarded 

SHER,P R Army, Dept of, Corps of Engineers NR C-0 1-78-0 04 


8002220115 Forwards comments on draft rept, "Character i zation S, 
Classi f icatlon of Geotoglc Faults in Appalachian Foldbelt " 

No taxonomic basis for c lass If Icatlont of faults Annotated 
pages of rept end 

ALTERMAN, I Oeosclances Branch NRC“01-7a-004 79/11/20. lOOpp 


8002220207 Comments on draft rept, "Characterization be Claii If Icatlon 
of Oeologic Faults In Appalachian Foldbelt," noted on rept 
pages Thirty-eighth parallel lineament not good example of 
inferred fault 

KULANDER,Q Hrlght State Univ. NRC-01-70-004 79/12/05. 63pp 


6002220239 Forwards comments on draft rept, "Character i zation bt 
Clas s If Icatlon of Oeologic Faults in Appalachian Foldbelt " 

Class descriptions which depart from std format should be 
written In mare consistent manner 

FI8CK£R»J A Geosciences Services, Inc « Div of Fischer Environ 
eng Bve , Inc NRC-OI-70-004 79/11/15 3pp 


8002280536 Indicate* concern that NRC schedule for developing nuclear 
power plant control room review criteria does not allow 
time for meaningful Industry Input before document released 
for action Suggests extension until 800501. 

HOWELL, 8 H Atomic Industrial Forum 60/02/25 Ip 


PR PROPOSED RULE 


7906270173 NUREO-0170 VI 

FES on transportation of radioactive matl by air bi other 
modes, Vol 1 

« Office of Standards Development 77/12/31 ISOpp 


—7906270177 NUREO-0170 V2 

FES on transportation of radioactive matl by air k other 
modes, vol 2 

« Office of Standards Development 77/12/31. 225pp, 


791 1 180524 NUftEG-0404 VI 

Draft OEtB on handling bt storage of spent LHR fuel Executive 
summary & text 

e Office of Nuclear Material Safety k Safeguards 76/03/31. ISOpp 


3002010053 Order providing procedural assistance to full participants 
in proposed rulemaking proceeding re storage it disposal of 
radwaste Certificate of 8vc end 

CHfLK,6 J Office of the Secretary of the' Comml ssion 60/01/28, 

7pg 


6002010063 Order ruling on proposed rulemaking discovery procedures re 
storage & disposal of radwaste Formal discovery will not be 
permitted prior to second prehearing order fc will be limited 
in later stages N/Commisiioner Bradford dissenting views. 

CHILK« B J Office of the Secretary of the Commission 60/01/29 

4pp 


8002010519 Notifies that DOE is sending bibliography of documents re 
proposed rulemaking on storage It disposal of nuclear 
waste, Bibliography draws on DDE energy data base & nuclear 
science abstracts 

BROUN, 0 F Energy, Dept, of 80/01/16. 7pp. 
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9002040389 Notice of 800129 prehearing conference on rulemaking 
proceeding re storage U disposal of raduaste interageneg 
Revieiii Group on Waste Mgt Mar 1979 rep tt TID-29442i ui i I be 
included in present legislative proceeding 

HILLEfti H E Atomic Safety and Licensing Doard Panel 80/01/09 
I 2 pp 


8002040427 Notifies that Comm Ed is participating in proceeding as 
member of Util Waste Mgt Group & supports 800124 motion 
DOWNS# C E Ishami Lincoln & Qeale OOWNS# C E Commonwealth Edison 
Co eo/01/24 ip 


8002050104 Discusses 79112& notice of intent to participate in proposed 
rulemaking on behalf of Util Naste Mgt Group S< EEI Los 
Angeles Dept' of Water U Power has joined Util Waste Mflt 
Group Certificate of Sve end 

AXELRAD.M Lowenstein. Nouman# Rel s< Axulrad To 11 80/01/25 6pp 


8002050308 Responds to 800109 notice of prehearing conference re 
rulemaking proceeding on storage disposal of raduaste 
Proceeding should cover all potential waste streams & 
disposal mechanisms including onsite disposal 
SERICKrD< Environmental Policy Institute B0/O1/S3 3fp 


8002050316 Written prehearing statement in response to 8001^9 notice 
re rulemaking proceeding an storage Si disposal of radwast* 

Urges Commission to extend scope to all forms of unstes 
Notice of appearance end 

JDHNSRUDi J H Environmental Coalition on Nuclear Power 80/01/22 
Qpp 


8002030321 Response to 800109 notice of prehearing conference re 
rulemaking proceeding on storage -Ic disposal of radwaste 
Haaring should be confined to scientific technical questions 
rather that political issues Certificate of 8 vc end 
KOMSOISSE^R M , ZUM5RUN# R A American Nuclear Society 
MOMBOlsaEi R M Pacific Legal Foundation BO/01/09 lipp 


8002050337 Response to 000109 notice of prehearing conference re 
rulemaking on storage & disposal of radwaste# 4SFR3057 
Urges Commission not to consider dispostion of reprocessing 
waste Certificate of Sve end 

DI 8 TEFANO 1 J # DRQWNiO F » HCGOVERNrK 8 Energy^ Dep t, of 80/01/21 
14pp 


8002070292 Comments on proposed rule change to lOCFR&O state supports 
upgrading NRC emergency planning regulations Addl review of 
state U local govt emergency response plans tiecestary for 
public health & safety 

KINDER# E T New Hampshire# State of 80/02/01. 4pp 


8002070416 Ack receipt of D Hosiler BOOiOB Itr re proposed rule 
10CFR32 Comments will be Included w/group of comments for 
consideration in determining content of effective labeling 
rule. Copy of proposed rule li value/impact analysis end. 

BHiTHrD A Transportation & Product 8 tandardf Dranch 8O/0i/23 

2pp 


— 8002070421 Comments on proposed rule 10CFR32> lab el ing requirements 
necessary for smoke detectors Labels should inform users 
that detectors contain radioactive matls U should Identify 
radioactive matlrmatl quantity in mat! effect on people 
HOSBLERiD Affiliation Unknown. 80/01/08 Ip 


6002070498 Comments on proposed rules 10CFR30i 40# SO# 70 It ISO' use of 
Internal fund accumulated by base annual charge 
w/supplemental charge to adjust fov* inflation preferred 
NB McLeod testimony In util rate proceeding end 
PAQUETTE* J F Philadelphia Electric Co 80/01/09 26pp 


8002080014 Advises of Comm Ed participation in rulemaking proceeding as 
member of Util Waste Mgt Group Supports end CPC 800124 
motion to phase proceeding 

DOWNSiC.E. Isham# Lincoln Si Beale 80/01/24. Ip 


— 8002080020 Motion to phase radwaste storage Ii disposal rulemaking 
proceeding by deferring onsite storage Issues. Urges 
certification to Commission if deferral rejected Qnslti 
storage subordinate to primary issues W/Certlf icats of Sve. 

GALLO# J # DOWNS# C E Consomari Power Co GALLO# J Isham# Lincoln 
l( Beale 80/01/24 Bpp 


8002080022 Forwards comments on proposed rule lOCFRSO* emergency 
procedure planning should be linked to siting policy to 
Insure procedures can be Implemented at optimal levels at 
alternative sites Radii of 40'-S0 miles should be considered 
JOHNSON# C L. Texas Public Interest Research Group, 80/01 /2S App 


8002080029 Comments on proposed rule lOCFRSO acceptance of proposed 
rule would necessitate need for county govt to view all 
possible ramifications of rule & county responsibilities & 
evaluate considerations in maintaining yearly concurrence 
JEWELL. F L • THOMPSON# M R Berrien County. MI 80/01/11 2pp> 


8002080128 Transcript of 800129 prehearing in Wash ington. DC re 
proposed rulemaking on storage of nuclear waste Pp 1-162 
M1LLER#.N e Atomic Safety and Linens ing Board Panel TRUBACH# 8 
Office of the General Counsel CYRiK Office of the Executive Legal 
Director 80/01/29 163pp 


Q00211O217 Comments on proposed rule lOCFRSO concerns associated w/J 
fuel fabrication plant accidents are significantly less than 
for nuclear pou/er plants in Pu fuel fabrication plants 
KiRKiM F United Nuclear Carp # Naval Products Div 80/01/21 Ip 


8002110220 prehearing conference statement by CA Energy Commisiion in 
response to 800109 notice of proposed rulemaking on radwaste 
storage & disposal Urges presentation of witnesses from 
broad spectrum of disciplines It interests 
ELLISON# C California. State of 80/01/25 2pp 


— B0021 10227 Motion by CA Energy Commission for reconsideration of 
hearing schedule to defer commencement of ^O-day period for 
filing position until resolution of procedtiral questions 
Urges certification of iseues Certificate of Sve end 
ELLISON# C California, State of BO/01 /2S 6 pp 


9002110230 Comments on proposed rule lOCFRSD 0 Allen will represent 
interests & concerns of Citrus Sc Marion Counties# FL at 
8G0124 irseting in Atlanta.GA 

DARBER#r R Afflllatiiin Unknown BG/Ol/lS Ip 


aO02iiO244 Comments on proposed rule 10CFR32 boar labeling requiremonts 
should be deleted S< compliance period should be lengthened 
to at least one yr Comments made by consensus vote of 
manufacturers of lonliation detectors 
HARRIS# K DRK Electronics SO/Ol/lB 2pp 


6002110250 Comments on proposed rule 10CFR32 external markings would 
tend to reduce impulse buying Point~of-sa 1 e packaging 
would limit sales position of ionisation chamber smoke 
detector manufacturer 

SCHNEIDERiQL Fires Corp 80/01/11 Ip 


8002110253 Comments on proposed rule lOCFRSO supports NRC approach to 
assure that util companies cooperate u/local govt in 
emergency planning Durden of planning foi' area should be 
shared by Detroit Edison 

weSTQVER.A T Affiliation Unknown 80/01/17 2pp 


8002110263 Comments on proposed rule lOCFRSO NRC should carefully 
consider consequences of rulemaking re reactor sites In 
which adjoining states are within reactor emergency planning 
ions 

HACK# T A Minnesota. State of 80/01/17. 2pp 


8002120317 Comments on proposed rules lOCFRli.SO & 70 requests public 
hearing on NRC proposed clearance program for all people 
handling nuclear metis Group should be notified of hearing 
time If date It sent any matl re regulations 
* Clamshell Alliance. 77/04/12, Ip 


8002130041 Notice of appearance in proceeding on behalf of CA Energy 
Commission Certificate of 8 vc l< info sheet re NRC databook 
on waste disposal encl 

LANPHEH.L. C California, State of LANPHERiL C. Hill Christopher & 
Phillips 80/01/31 app 


8002130266 Comments oh proposed rule 10CFR50 urges addition of everting 
session to Q0O115 emergency preparedness workshop In 
NViNV to allow daytime workers I# students to attend I, 
present viewpoints 

hESSrWOER.R W New York# NY 00/01/09 2pp 


— 0002130274 Comments on proposed rule 10CFR50 requests addition of 
evening session at BOGUS emergency prepardneis workshop in 
NYiNY to allow daytime workers 81 students to attend b 
part 1 clpate 

HOLTfJ Public Interest Research Group# New York SAL Z MAN# L 

Friends of the Earth LIEBDLD. M Sierra Club 80/01/05 2pp 


— 0002130204 Forwards comments from director of Dfc of Disaster 
Preparedness ti Fire Bves# Ban Diego, CA re proposed rule 
lOCFRSO# emergency preparedness at nuclear plants 
KEARNS, J J California# State of 60/01/16 Ip 
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— B002130393 Comments on proposed rule lOCFRSO basic objective of 
emergencij planning should be to exped 1 tlouslg evacuate 
public from endangered areas Medical treatment for 
radiation exposure must be promptli^ provided 
HE0GECQCK.8 R Sensible Maine Pouer QO/OS/07 Spp 


6002130347 First prebearing conference order granting participants 
opportunitg to file vleuis & counter vieus re ufaste mgt*u/ 
exception of NRC uiba uiill not be subjected to adversarial 
conduct Denies State of WI motion for clarification 
MILLERiME Atonic Safety and Licensing Board Panel 00/02/01 

12pp 


e0O2l303ai Responds to NRDC 790302 comments urging repeal of amends to 
10CFn2i< "Reporting of Defects t Noncompliance " Cpmmission 
has determined no further amends necessary Clarifies scope 
of implementing regulation re manufac turers/supp I ler s 
AHEARNE. J r Commission 80/01/23 2pp 


S002130391 Comments on proposed rul® 10CFR71 imposing specific 
radionuclide limits & permissible leakage requirements 
should be postponed until convenient methods developed 8t 
sensitivity- established 

STWKENBROEKER. 0 NL Industries. ML Nuclear Dlv 79/10/12 2pp 


8002130486 Comments on proposed rules lOCFn70 ^ 73 lost of oniv 
reactors uill have serious impact on ability to produce 
safei rel iab le domestic energy Proposed regulations could 
hurt public uelfare 

GRAMM. P House of Rep 80/01/16 Ip 


B002130871 Agrees u/ACRS suggestion to extend comment period until 60 
days after crass-'statements are filed re NRC rulemaking on 
storage ft disposal of raduaite from nuclear facilities 
AHEARNE.J F Commission aO/Ot/29 Ip 

0002130593 Comments on proposed rule 10CFR140 util it/or insurance 
companies should be responsible for liability claims Public 
should be fully represented uhen tax dollars are involved 
OARTMER.R Affiliation Unknaun 80/01/14 2pp 


'2140292 Comments on proposed rules 10CFR30i 40. 5^0 (t 70 
ecomrpi ssioning insurance should be treated like whole life 
nsurance b tie premiums to per f oririance records Jurisdiction 
ould be handled by states 

iMlfABi J loua Public Interest Research Group B0/01/S6 3pp 


12150065 Responds to B00103 comments on 10CFR7i re added costs for 
rel l^logging operators industrial radiographers Concerns 
ocused on proposed revision to regu 1 atloas. rather than 0 A 
aquirementt FR notice of proposed 10CFR71 revision end. 
tlNaOUE^R 6 -Office of Standards Development 80/01/20. 26pp 


12190002 DOE/ET-OO01 

'Environ U Other Evaluations of Alternatives for Long-Term 
Igt of Stored INHL Transuranic tfaste “ 

^ Energy. Dept of 79/02/20 637pp Available at NTIB «19 00 


12190008 DOE/EV-0046 

IS DDE Environ Control Symp os lum, 701 128-30 in Washing ton# DC. 
Nuclear Energy It Transportation '* 

Energy, Dept of 79/09/30 6l9pp Available at NTI8 *19 OO 


2190015 Proceedings of Inti Symposium in C Inctnnatl# OH, 790430--0320, 
Ceramics in Nuclear Waste ffgt " 

^ Energy, Dept, of 79/05/31 306pp Available at NTI0 ♦13 00 


^02 1 9 002t DOE/BR-WM-79- I 

"Alternatives for Long-Term Mgfr of Defenso Transuranic Waste 
at Oavannah River Plant, Aik en, SC. 

a Energy. Dept of 79/07/31 3l2pp Available at NTIS ♦!! 00 


100219 0033 ERDA-1S36 
FEB for waste mg t operations at site. 

* Idaho National Engineering Laboratory 77/09/30 734pp 

Available at NT18 ♦!& 00 


0002190-044 LBL-7047 

"Appraisal of Underground Raduaste Disposal in Argillaceous 
U Crystalline Rocks Some Geoch emical# Oeomechanica 1 It 
Hydrogeological Questions '' 

APPSiJ A , CDOKrN 0 W . W1TH£R8PDDM, P. Laurence Berkeley Laboratory 
70/06/30 S6pp. Available at NTia 


0002190048 Comments on NUREO/CR-0130 re NRC/DNL decummissianlng study 
in response to 791128 request No provisions for cost of 
project fligt team concept for nuclear facility d ismantlement. 

Team concept Ss cost estimates end 

C0UN8IL,WG Northeast Utilities. 80/01/03 5pp. 


0002190052 LflL-7Q09 

"Very Deep Hole Concept Evaluation of Alternative for 
Nuclear Waste Disposal " 

0''BRIEN. M T , COHEN. L H # NARASIMHAN, T N Laurence Berkeley 
Laboratory 79/07/31 S6pp 


8002190066 LBL-7096 

"Geotechnical Assessment !< Instrumentation Needs for Nuclear 
Waste Isolation in Crystalline I. Argillaceous Rocks." 
symposium proceed ings. 780716-20 

e California. Unlv of. Berkeley 79/01/31 227pp 


0002190113 LBL-705i 

"Sweodish-American Cooperative Program on Radwaste Btorage 
in Mined Caverns in Crystalline Rock," Technical Info Rept 
19 re fracture detection in crystalline rock using 
ultrasonic shear waves 

HATERS, K H . PALMER, S P # FARRELL. W E Laurence Berkeley Laboratory 
BAC-19 70/12/31 54pp Available at NTIB 


0002190120 LDL-7063 

"Sweed ish-Amer lean Cooperative Program on Radwaste Storage 
in Mined Caverns in Crystalline Rock," Technical Info Rept 
13 re electrical heaters for thermo-mechanical teets at 
strip mine 

BURLEIGH# R H . BINNALL, E P . DUBDia, A 0 Laurence Berkeley 
Laboratory QAC-13 79/01/31 59pp Available at NTI8 


8002190135 LBL-70B3 

"Sued ish-Amer lean Cooperative Program on Radwaste Storage 
In Mined Caverns in Crystalline Rock," Technical Info Rept 
20 re characterization of discontinuities in stripa granite 
time-scale heater experiment 

THORPE, R Laurence Berkeley Laboratory SAC-20 79/07/31 116pp 

Available at NTIS 


0002190163 LA-74S6-HS 

"Sarption-Oasorption Studies on Granite, Initial Studies of 
Strontiunt, Technetium, Cesium. Barium, Cerium, Europ ium, U, Pu U 
Am " 

ERDAL.B R , AGUILAR, R 0 . BAYKWR8T. B P Los Alamos Scientific 
Laboratory 79/02/20 65pp Available at NTIS 45.25 


8002200005 LBL-7096 

"Oeotechnical Assessment L Instrumentation Needs for 
Nuclear Waste Isolation in Crystalline it Argillaceous 
Rocks," 780716-20 symposium proceedings 

s Laurence Berkeley Laboratory UC-70 79/01/31 231pp 


8002200007 "Large Seale Permeability Test of Granite in Stripa Mine 
Thermal Conductivity Test." Technical Project Rept 2 
LtiNOSTROM, L , STILLE. H Lawrence Berkeley Laboratory 8AL-02 
78/07/31 40pp Available at NTIS 44 50 


8002200253 T ID-3555 B1 

‘'Radwaste Processing Ic Disposal , Literature Search." 

DAVIB#T F Division of Technical Information fc Document Control 
62/08/31 LSSpp Available at NTIS 42.75. 


8002210133 Responds to 790SD8 Itr re NRC proposali for addl regulations 
in emergency planning States that Itr was misaddressed It 
will be forwarded to appropriate address 

ABRAHAH.K Region 1, Ph lladelphia. Office of the Director 
79/09/07 I p 


— S00221013Q Comments on proposed rule lOCFRSO' basic objective of 
emergency planning must be to prevent public radiation 
exposure 1< to insure capability to evacuate if preventive 
measures prove Inadequate 

DOUGHTY. J F Affiliation Unknown. 79/08/08 Spp 


8002210175 Comments an proposed rule 10CFR140 panel rept erred in 
not using upper-bound dosage figures, contradicting 
precedent. FI ndi ngs of Heidelberg Rept should be given due 
recognition 

BERGER, 0 Berger, D 00/02/01. 23pp 


8002210186 T I 0-35 55 

"Radwaste Processing U Dispoial, Literature Search " 

DAVIBrT F. Atomic Energy Commission 60/06/30. 99pp Available at 
NTIS 42 25, 


8002210192 "Proceedings of Symposium on Waste tigt, " held In Tucson, AR, 
761003-06 

MACKSfM e r POBT.R, 0 Arizona, Univ of 76/10/20, 379pp. 


8002210235 Notice of TX Energy Advisory Council Advisory Committee on 
Nuclear Energy 790907-11 public meetings in Lubbock, Austin. 

Houston lx DallasrTX to discuss policy statements on selected 
nuclear issues 

HOLLOWAY, M L Texas, State of 79/07/23 13pp 
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8002310266 Comments on propose<l rules 10CFR30» 40. 50 & 70 NRC ehould 
estetlish rules requiring specific financial plans to meat 
decommissioning costs of planned & premature ihutdauJn of 
nuclear facilities 

CASGIftTOiP A I OARLOM. C Public Interest Research Group 
POtLOCK.R P Critical Mass Energy Project 7*?/ll/2l itpp 


8003210379 Motion for directed certi f icatian of NRC role re developing 
record on proposed rulemating concerning storage & disposal 
of radwaste Vieus of independent technical experts should be 
solicited 

WlLSON.R . LASHi T R Natural Resoui cos Defense Council 60/03/14 
lOpp 


8003360067 "Financial Protection Requirements tt Indemnitg Agreements." 
10CFR140, 83 Grants extension until 800314 to determine 
whether THI accident constitutes extraordinary nuclear 
occurrence 

CHlLKfS J Office of tha Secretary of the Commission BO/02/12 

ip 


8003360191 Comments on proposed rules 50 tc 91 NRDC opposes NRC ruling 
tua sponte re applicability of NEPA Issue was not before NRC 
In any meaningful way Protests preemptory treatment of 
significant legal issue 
tJILaON.R.J l4iItoni RJ 80/02/14 ip 

8002360168 Confirms representation for AIF In proceedings Requests 
copies of all filed papers to be sent to company 
representative 

KNQTTSi J B. Oebevoise l-iberman 00/02/09 Jp 


8002360180 Comments on proposed rules lOCFRSO It 91’ transcri pt of 
prehearing conference in error. Three->paragraph statement 
hae wrong speaker name l< incorrect individual \pecififfd for 
addition to sve list 

AKELRAOrH Louienstelnt Newman. Reis. Axelrad te Toll 80/02/09. 2pp 


8002360190 Notice of amend to iOCFR73f correcting 791128 final physical 
protection upgrade rule Uord ^'violent'* was omitted from 
first sentence, after "determined" !< before "external " 

DiRCKBtU ^ Office of the Executive Director for Operations. 
80/02/00 2pp. 


8003260206 Notifies of issuance of amend to 10CFR9. 8ubpart A "Procedure 
for Resubmitting Requests for Waiver or Reduction of Fees 
under FOIA " 

CHILK. 8 J Office of the Oecretary of the Commission 80/02/06 
3pp. 


0002360313 Notice of new sys of records identified as IE Household Move 
Survey. 

QD60IGK.I. y. Office of the Executive Director for Operations 
00/01/31. 3pp 


0002370171 Comments on proposed rule 10CFR90’ emergency evacuation plan 
must include contlngancies for worst case scenario. pecuniary 
compensation to displaced persons, shutdown of all plants Sc 
moratorium on new licenses until adequate plan approved 
JAMPOLE. M Affiliation Unknown 00/01/17 3pp 


B0D837O1B1 Comments on proposed rule 10CFR90. heavy-handed NRC approach 
to proposed rulemaking hinders state planning efforts 
Preferred procedure would have federal govt strengthening 
state li local planning efforts as cooperative venture 
JONES. E.E. nil no is. State of 80/02/06 Spp 


— 8002270107 Comments on proposed rule iOCFRSO. confus Ion 6 counter- 
productive planning climate results from sustained NRC 
bombardment of proposed regulations It draft proposal Urges 
NRC'to coordinate policy 

JONES. E E Illinois/ State of 80/02/06 3pp 


8002270203 Comments on proposed rule 10CFR90: plant licensing 8i 
continued operation should not be besed on adequacy of state 
l( locel emergency plans Emergency planning xones should be 
flexible re power level, topography. environ & population 
POWELL. 8. G Affiliation Unknown 80/02/07. 3pp 


8002270276 FBDU-247-00? 

"Radwaste Disposal Glassification Sys " 

ROGERS/ V.C. Ford Bacon Ic Davis Utah. Inc 79/03/31 62pp 


8002270200 NP-44-8R 

"Status of Commercial Nuclear High Level Neste Dlsposelr" 
special rept. 

DAUi 0, J, Electric Power Research Institute 76/07/30 B4pp. 


8002270285 0nNL/eiS~162 VI 

"CdllBction of Literature Rslevant to High Level &< 
Intermediate Level Radwastes. " Vo 1 liuorkirg draft 
FORE. C S Oak Ridge National Laboratory 80/01/31 990pp 


0002270287 onNL/EIS-162 V2 

''Collection of Literature Rclevank to High Level Ic 
Itibermsd i ate Level Raduastos. *’ Vol 2. working draft 
FORE. C B Oak Ridge National Laboratory ao/Oi/31 9B9pp 


8002260202 Comments on proposed rule 10CFR50 NRC should attend 000119 
workshop sponsored by Coalition for Public Participation to 
hear views of public 

* Public Interest Research Orflup. New York 80/01/09 2pp 


8002200214 Comments on proposed rule lOCFRSO NRC should systematically 
shut down all reactors to examine capability to withstatitf 
Class 9 accident Evacuations in cities like Chicago w/six 
nillllon people are next to impossible 

CURT 1 8. A Pollution Environmental Problems 00/01/22 3pp 


Q0G2290017 Transcript o-f B00207 Affirmation Session 80-5 in Washington. 
DC Pp 1-5, 6ECV-79-2B3. 79"2a3A/ 79-2838. 79-682 t 79-636 8. 
revised pages to aECY-79-661 end 
e CommisBion BO/02/07 Spp 


— 8003290046 Comments on proposed rule lOCPRlIO supports changes which 
will facilitate export of nuclear powered cardiac 
pacemakers Suggests larger exempt limit of 5-6 g Ic 
clarification of 3 g limit 

SCHWOEDELiJ J Cordis Corp 76/05/22 2pp 


— 8002290052 Comments on proposed rule lOCFR 1 10* general license should be 
included for export of Ani-S4l in any form up to 5 uCi per 
source or instrument Export of SNh should be allowed in 
callbr It ref sources. even when not part of sensing element 
OEIOER, EL Eberline Instrument Corp 78/06/01 Ip 


—8002290056 Comments on proposed rule lOCFRllO export of Ain-241 gamma 
ray sources up to 9 Ci per source should be permitted 
BERTIN.HC Nucleonic Data Bystems. Inc 78/09/36 2pp 


—8002290064 Comments on proposed rule iOCFRllO generally supports 
amends Questions requirement of specific licenses for export 
of source changers ii urges rewording of Section 110 26 to 
eliminate requirement for repts on exports to free world 
CLARK. E T Technical Oparatums. Inc 76/06/07 2pp 


—8002290072 Comments on proposed rule IDCFRllO specific export license 
should not be required for Am-24i In sealed sources 
LIVINGSTON. A J Ohmart Corp 78/06/07 Ip 


— BOO229OD02 Comments on proposed role lOCFRllO general license should 
Include shipments of O 1 Cl or less of Atn-241 in measuring 
devices 

BpgSEff, DA Measwrex Corp 78/06/07, 3pp 


—6V0229DO98 Comments on proposed rule lOCFRl 10. urges incorporation of 
provisions to permit generally licensed exports of mlcrogram 
quantities for RliD. up to 9 gm Pu or enriched U It up to 0 I 
mCi Am-24l as callbr or ref sources 

SCHWEDEL.A Commerce. Dop t of* National Bureau of Standards 
78/06/14 2pp 


— 8003290095 Comments on proposed rule lOCFRllO suggests retaining 
general license to export Ain-341 to other than Schedule B 
nations w/r equiremen t that NRC Ic regulatory authority of 
destination country be notified 30 days prior to transfer 
PRATT* T E Weston Components & Controls^ 78/06/14 2pp 


—8002290102 Comments on proposed rule lOCFRllO limitations on exporting 
products containing depleted U or low level cone entrations 
Thorium should be deleted Depleted IT counterweights mPg 
under NRC license should be generally licensed for export 
« Boeing Co 4-1635-730-0125 7B/06/OB Ip 


—8002290107 Comments on proposed rule lOCFRliO Am'-241 should he exempt 
uhsn contained in instruments or equipment If total activity 
per item is less than 10 mCi It each shipment contains Jess 
than 5*000 items 

flMiTH/P. E Affiliation Unknown 70/06/22 Ip 


-BO0229Q135 Comments on proposed rule lOCFRllO recommends continuing or 
extending general licensing for export of Am-241 in sealed 
sourcee utiJlilng only gamma radiation 
PRENDEBOABT* W R LFE Corp 76/06/20 ip 


8002270283 NP’‘t067 

"Nuclear Waste Hgt Status |i Recent Accomplishmenti 

MCELROY. J. L. r BURNSrR E. Bettelle Memorial Institute* Pacific 

Northwest Leboratory BIA 70-414 79/09/31. lOOpp 
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NONDOCKETED ITEMS 


— B002a901J4 Cofnmentft on propof^d rule lOCFRlJO suggests rewriting 
proposal to indicate issuance of license required only once 
for period o-f time consistent w/other NRC 1 1 censes* such as 
five yrs 

WESTERF EELDi A E Atnershain Corp 7H/D&/1& Ip 


— ’B0D229O121 Comments on proposed rule lOCFRllO concurs u/proposed amend 
re general licensing of exports of nuclear mails in minor 
quant i ties 

WjLfiPM, B D General Electric Co DDW-7&-7B 73/05/23 Ip 


— B002S90143 Comments an proposed rule lOCFRllO- requests addition of 
Ain‘'24i« encapsulated as low energg photon source* to proposed 
general license 

STEPKEIJS.D C Industrial Nucleonics Carp 73/06/23 Ip 


— 8002290152 Comments on proposed rule lOCFRllO general licenses should 
Include previsions for Import & re-export of matls 
previously licensed for export & subsequent import of minor 
quantities of byproduct 6 SNM 

ANDERSON. T II Westinghouse Electric Corp NS-TMA-1954 70/06/39 

4pp 


—8002290159 Comments on proposed rule lOCFRllO generally approves 
proposed rule NJ 1 1 submit comments 

HDOANi J P General Atomic Co (subs of Gulf Oil Co 1 70/06/26 

Ip 


—6002290166 Comments on proposed rule lOCFRllO general license should 
include export of Am-241 in atpha-emi tt ing sealed sources 
containing not more than O 17. Am-241. In shipments of 10 Ci 
or less 

hCORAU, J D General Atomic Co (subs of Gulf Oil Co > 7B/07/12 

2pp. 


— 6002290170 Comments on proposed rule lOCFRllO supports proposed general 
license for export of Pu-S3a General license should Include 
Am-241 as sealed source in measuring device Reporting 
requirement should be clarified 

HENDRICKiM G Texas Nuclear DW (subs of Ramsay Eng Co ) 

70/07/10 Spp 


JG02290I75 Comments on proposed rule lOCFRllO general license should 
include Am-24I up to 3S Ci per device as neutron source for 
instruments used in detection ^ measurement of natural 
resource deposits 6 geological testing 
SAUUANSi M J Affiliation 1/nkn.own. 78/07/14 3pp 


’”’8002290179 Comments on. proposed rule lOCFR 1 10. genera 1 license should 
Include export up to 0 I Cl per shipment of special nuclear 
tt byproduct metl w/Atomic Number 04 or greater In calibr 
stds it sealed sources 

ANLAUER.K Isotope Products Laboratories 73/07/14 Spp 


—8002290164 Comments on proposed rule lOCFRllO 3 g limit for export of 
SNN should be increased to 6 g Mordlng should be clarified 
in Subparagraph (ii> of 110 42(a)(2) & up to 100 g BNM 
included in general License 

LESTVKrJ A General Atomic Co (subs of Gulf Oil Co ) 78/07/14 

3pp 


B002270612 Forwards CA Dept of Conservation 900122 filing re generic 
proceeding on confidence In storage :& disposal of nuclear 

wastes 

GREW, P C Cali formal State of 80/02/05 ip 


'800-2290616 Response to 800109 notice of prehearing conference re 
praposed rulemaking on storage &< disposal of nuclear waste 
Recommends status as full participant for CA Dept of 
Conservation due to expertise in geotechnical issues 
GREUrP C Californiai State of 80/01/22 8pp 


PRM PETITION FOR RULEMAKING 


9002110237 Comments on petition for rulemaking 140—1 questions 
substantial offsite radiation it how qualified decision can 
be made if radiation monitoring was not Initiated until 
5-h after accident 

OARTWERiR Affiliation Unknown 80/01/14 2pp 


8002130547 Transcript of Affirmation Session 80-2 in Washing ton* DC, 
AHEARNEi ^ p Commission 80/01/22 4pp. 


— 8002130553 Torwards revised pages to SECY-79-406 re petition for 
rulemaking 91-4 to limit scope of preoperating license 
environ review Draft notice of denial end 

CHILKiS J Office of the Secretary of the Commission 79/12/14 
Spp 


—8002130560 BECV-79-406 

Recommends approving NRC denial of petition for rulemaking 
91-4tto limit scope of preoperating license environ review 
Proposed Itr 8< notice of denial & analysis of comments end 
SHAPARi H K Office of the Executive Legal Director 79/06/18 
27pp 


■’-8002130565 Forwards petition for rulemaking 51-4 

LOWENSTEIN.R Lowenstein* Neuman. Re Isi Axe Irad h Toll 70/02/08 
IP 


— 8002130568 Petition for rulomaking 51-4 to limit scope of environ 
review conducted at OL stage 

LOWENSTEINiR Louensteln. Newman. Reis. Axelrad & Toll 
LGWENSTEIN.R Boston Edison Co LOUENSTEIN.R Florida Power it 
Light Co 76/02/0B 27pp 


8002140239 Notice of petition to amend or rescind subsection of NRC 
regulations permitting extension of const period 
CHILKrS J Office of the Secretary of the Commission 80/01/29 
4pp 


— 9002140251 Petition to amend or rescind subsection of NRC regulations 
permitting extension of const period Good causa should not 
be limited to reasons const was not completed by latest 
completion date 

6COTT. U J * VAN VRANKEN. J Illinois, State of. 79/12/26 4pp 


— 8002140260 Petition to amend or rescind subsection of NRC regulations 
permitting extension of const period Good cause should not 
be United to reasons const was not completed by latest 
completion date 

VOLLENrR J I 08ANN. E If Iiaak Walton League of America. Porter 
County Chapter VQLLENi R J Vnllsn. R J 79/12/26 Spp 


8Q02150142 Comments on petition for rulemaking PRM51-S:no regulatory 
need for interim action pending completion of decomi ssionlng 
proceeding 

REYNOLD8. N 8 Debevolse U Liberman BO/Ol/31 Ipp 


8002200572 Forwards petition for rulemaking re 10CFR50 App E. 
"Emergency Plans for Production ^ Utilisation Facilities " 
KNUTH, D F KMC. Inc 00/02/14 Ip 


— 8002200574 Requests NRC set aside portion of proposed emergency 
planning rule for separate rulemaking 
KNUTH. D F KMC. Inc 80/02/14 2pp 


—8002200578 Petition for rulemaking requesting amend of 1DCFR50. App Eire 
mad of present proposed requirements for alerting persons 
within plume exposure pathway emergency planning sone 
KNUTH, DF KMC, Inc 00/02/14 6pp 


—8002200581 Memorandum in support of proposed rulemaking to amend 
lOCFRSOiApp Eire mod of present proposed requirements for 
alerting persons within plums exposure pathway emergency 
planning xone 

e KMC* Inc 80/02/24 7pp 


B002210179 Forwards EPA 791 128 Interagency meeting rept re reasiasment 
population dose estimates Estimates prepared by several 
groups reasonably consistent Reatsessment of population dose 
estimates unnecessary. 

GAGE, 8 J Environmental Protection Agency 79/12/27 4pp 


8002260171 Notice of publication of petition for rulemaking from WK 
Matson re amend to 10CFR50, “Domestic Licensing of 
Production St Utilization Facilities,*' to require protection 
against nuclear matl release if plant under nuclear attack 
CHILK,8 J Office of the Secretary of the Commission 80/02/07, 
3pp 


000=2260170 Notice of denial of petition for rulemaking by R Lowenstein 
on behalf of Boston Edison Co, FL Power l< Light Co St Yankee 
Electric Co to limit scops of environ review at OL stage to 
environ matters unresolved in review at CP stages 
CHILK16 J Office of the Secretary of the Commission. 80/02/11 
14pp 


PROJ PROJECTS - PREDOCKET LICENSING 


7910040643 Responds to 790904 Itr, Forwards 790810 it 24 FR notices re 
mill tailings regulation. M/o end 

HAMILL.K J Uranium Recovery Licensing Branch 79/09/17 Ip 



NONDOCKETED ITEMS 


3 « 


7910100037 Responds to 790323 1 tr Foruiardt si/mmarg of NRC program on 
development of regulations for U mill tailings mgt ^ copg 
of proposed regulations Status rtpt on Pacific Norfchuest Lab 
decQmmissianing uork reodg Dec 1979 

HARTlNiJ B Division of Waste Kanagement 79/09/13 3pp 


79102S0472 Requests results of study re transport df radionuclides in 
terrestrial ecosgstems 

SCARANOrR A Uranium Recoverg Licensing Branch 79/09/33 ip 


7910S5D516 Foruardt NRC position re U mill tailings mgt in nonagreement 
states Requests that state of WM require U mills to perform 
detailed study of alternative methods of tailings mgt for 
ragulatorg revieui 

SCARANOi R A Uranium Recoverg Licensing Branch 79/10/03 4pp 


7911130534 NUREO-0404 VI 

Draft OEIS on handling «< sto-rage of spent LWR fuel Eiecutlve 
summary & text 

d Office of Nuclear Material Safety & Safeguards 78/03/31 IBOpp 


8003010513 Notifies that Cotter Corp environ rept uas forwardedr in 
response to EJ McOrath request 

ELLIS. DB, NALCO Chemical Co 10&98 78/06/33 Ip 


8002010530 Ack receipt of 780203 Itr re proposed actions to correct 
Items of noncompl iance noted in CD Dept of Health 771216 
Itr Actions uill bring program into compliance w/code 
requirements Ouarterlg progress rept rp<iuired 
HAZLEtA J Colorador State of 10694 78/04/11 Ip 


8002010547 Submits analytical results of mill tailing ftamples 
representing neu acid mill old carbonate leach mill 
Ore used in acid mill tailings sample contained 0 2X U 
Carbonate leach tailings uere blend of samples 
MAIXNER.B Cotter Corp 10608. 78/08/17 ip 


8003010559 Supplements 780524 Itr re monitoring program to ensure 
against grounduater contamination Results ullL be anatgied & 
reported quarterly to CO Dept of Health Existing seepage 
machanisms are being carefully evaluated 
MCORATHiE J McOrath. E J 10690 70/00/11 3pp 


8002010568 Responds to 780411 Itr re program to maintain compliance 
u/requlrements of radioactive matls llcahse Measures are 
being tften to ensure against groundwater contamination 
Groundwater monitoring program completed 7B042S 
MARCOTTi D P Cotter Corp 10693 78/05/24 3pp 


0002040018 Responds to Dept of Health 771216 notice of noncompHance 
Ultimate solution to effective tailings mgt is const of new 
tailings Impoundment New mill program involves reprocessing 
existing tailings Into new tailings impoundment 
MARCOTT. D P. Cotter Corp, 10695 70/02/03 3pp 


8002040017 Discusses items of noncompliance identified during state 
770622*‘24 insp excessive contaminati on of offsite waters It 
failure to Improve tailings water evaporation sgs as 
described in vendor 710618 Itr 

HAZLEtA J Colorado. State of, 16607 77/12/16 2pp 


8002040363 Supports agencif sponsorship of vigorous research effort in 
U mi 11 ing 

DANIELBQNrL J National Wildlife Federation 15210. 80/01/1 i 

2pp 


8002050205 Notifies of second shipment of documents selected bg NRC, 
Documents will be made availoblo to intervanor CA Dept of 
Water Resources for imp l< copying on behalf of all 
intervenors 

HEI89. R L Pacific Gas It Electric Go 80/01/04 Ip 


8002050586 Notifies that Cotter Corp environ rept was forward edt in 
response EJ McOrath request 

ELLIS. D B NALCO Chemical Go 10697 78/06/22 tp 


8002060374 Forwards Teknefcron. Inc rept* “Summary of Tailings Slurry 
Releases- I972"1977i " In response to 791105 request for ref 
used to develop Table 7 1 in 0EI8 on milling 

FISHER. & Uranium Recovery Licensing Branch 80/01/12 Ip. 


9002130S33 Responds to AELD 800116 order ro discovery procedures 
Substantial discovery expenditures would be unsafe on basis 
of oral representations Confirmations in writing of all 
understandings would be appropriate first step 
HCDIARMID.R C Spiegel 6 McDlarmid 80/01/24 2pp 


0003I3023B Notifies of third 6 final shipment of HRC-selected documents 
from util retired records storage Documents tui 1 J be 
available to intervenor CA D«pt of Hater Resources 
MEI83,R L Pacific Gas 6 Electric Co 80/01/18 2pp 


0003130375 Responds to NRC request for restatemenl: of selection 
criteria for documents in util retired records storage NRC 
t( util agreed that utxl would identify documents that NRC 
would not want to ravsew 

MEI8S, R L Pacific Gas Eloctnc Co 80/01/33 2pp 


8002140400 Motion to compel PO&E answers to CA Dept of Water Resources 
790402 interrogatories P08«E 790716 U 0927 answers & auppl 
failed to address Interrogatories 289{6>i293 400 

adequately U sufficiently H/exhiblts 6 Certificate of 8vc 
STRUMMASSER/M California, State of GG/02/01 20pp 


8002200370 Provides info in response to A Johnson 790916 query re 
radioactive dam United Nuclear Corp. Church Rock UMlll 
tailings dam 790716 failure caused accidental tailings 
release into Rio Puerlo Forwards related 791022 testimony 
0058l€KrL V Office of the Executive Director for Operations 
80/01/33 Ip 


8002250201 Advise* of typographical error in CA DOJ B00215 Itr re 
RB Roble deposition 

STRUMWASSER.M . DEUKHEJIAN. G California. State of 80/02/10 ip 


8003360380 Notice of 0 Herrington 800330 deposition in San Francisco. CA 
re PO&E purchase of energy & related issues Certificate of 
Bve end 

ARMSTRONG. W H . FURDU8H. M K Pacific Gas U Electric Co 
ARMSTRONG, W H Wc Cute hen, Doyle. Drown & Emerson 80/02/04 5pp 


8003280038 States CA Dept of Water Resources response to W Armstrong 
iPO&E) BOOUO Itr to ASUD Further answers to PC&E fifth 
interrogator i as require technical info not yet available 
Answer to fourth set will be subj of prehearing conference 
8TRUMMA3SER. rt California. State of 60/01/17 2pp 


8002390280 Notice of taking deposition of 0 Herrington in 8an 
Francisco.CA re PGliE negotiations on energy purchase & 
hydroelectric projects in particular CertlMcate of Sve 
enc 1 

ARMSTRONG. W H. FURBUSH. M H Pacific Gas & Electric Co 
ARMSTRONG, W H McCutchen. Doyle, Drown & Emerson 00/02/04 Spp. 


0A999 QUALITY ASSURANCE INSPECT IONS 


0002010318 Forwards QA Program Insp Rept 99900399/79-01 on 79i 126-30 No 
noncompliance noted 

P0TAP0V8.U Region 4. Dallas. Vendor Inspection Branch 

79/12/17 3pp 


—8002010333 06 Program Insp Rept 99900399/77-01 on 79ll36-2a.No 
noncompl iance noted. Major areas inipoctetf implementation of 
10CFR50 App 8 criteria & applicable codes & stds. including 
QA manual reviev 

KUNNICUTTiD H r FOSTER. H E Region A, Dallas. Vendor Inspection 

Branch, 79/12/14 3pp 


8002010326 Forwards QA Program Insp Rept 99900393/79-01 on 791023-26 No 
noncompHance noted 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

79/11/16 2pf 


— 8002010333 QA Program Insp Rept 99900393/79-01 on 791022-26 No 
nancompl lance noted Major areas Inspected tnfg process 
con tro 1, aud 1 ts control of nonconformances & corrective 
action & procurement re weld matls 

WH1TE8ELL. D. E Region 4, Dallas. Vendor Inspection Branch 

DRGHN.R L Region 4. Dallas, Office of the Director 79/11/lS 

16pp 


— 8002060524 “Summary of Tailing* Slurry Releasas- 1972-1977 “ 
a Teknekron. Inc, 78/03/14 lOPP. 


8002130189 Notifies of receipt of util 800110 Itr to A8LB CA Dept of 
Watar Resources is compiling response to util fourth & fifth 
sets of interrogatories Util has bean delinquent In 
responding to interrogatories 

DEUKMEJIAN.G California, State of. 80/01/17 2pp 



366 


NON DOCKETED ITEMS 


BOOSOtOSZO FortLtard^ QA Projram Insp Rapt ■9?‘?00359/79-“01 on 791113-13 No 
none Dtnp 1 iatic a notad 

POTAPDVSrU Region 4i D-allasi Vendor Inspecbion Branch 

79/12/14 2pp 


--0OO2O1O522 QA Program Imp Rept 99 700309 /79-0 1 on 791113-15. No 
no-ncompl iance noted Major areas inspected design &. docirment 
controlr design i r»put » audi t Si tnt« rna 1 ngt. equ ipment caUbr* 
insp testi liquid penetrant examlnafcio-n U previous items 
WHITEBELL.D E . KELLEY. W D Region 4. Dallas* Vendor Inspection 

Drench 79/12/12 llpp 


8002D70a5Q At k receipt of 300107 Itr informing NRG of steps taken to 
correct deviation noted in QA Program Imp Rept 
99900259/79-02 

POTAPOVS. U Region 4. Dallas* Vendor Inspection Branch 

BO/0 \/lh Ip 


—8002070449 QA Program Insp Rapt 99900026/79-02 on 791105-06 

Noncompl lance noted failed to urlte neu ueldlng procedures & 
Incorporate procedures into sys uithin 30 days to replace 
uelding procedure H-304-HN. Revision 4 

QLLER, R E * HUNNICUTT. D M Region 4r Dallas. Vendor Inspection 

Branch 79/11/19 3pp 


80020Q0135 Ack receipt of 791024 & 800107 Itri informing NRC of steps 
taken to correct deviation noted in QA Program Imp Rept 
99900324/79^01 

POTAPOV8.U Region 4i Dallas. Vendor Inspection Branch 

fiO/01/19 Ip 


— 8002080139 Responds to NRC 790921 Itr re deviation noted in QA Program 
Insp Rept 99900324/79-01 Corrective actions QCP 0-4 revised 
to clarify procedures in use 

JOHNSON* C, R Nestinghouso Electric Corp 80/01/07 9pp 


—8002070062 Responds to KRC 791206 Itr re deviation noted in QA 
Program Insp Rept 9990D239/79-02 Corrective actions Issuance 
of temp measuring equipment to uielders future purchase of 
uield matl uilil require post-ueld heat time of AO-h 
ALMEDAi D C , WHITE, C E Combustion Enginearlngr Inc BO/01/07 

2pp 


8002070125 Forwards QA Program Insp Rept 99700344/79-01 on 790917-20 
& notice of deviation 

POTAPOVSiU Region 4. Dallas, Vendor Inspection Branch 

79/10/29 Spp 


— 8002070126 Notice of deviation from Insp on 790917-20 

« Region 4. Dallas* Office of the Director 79/10/25 Ipp 


—9002070129 QA Program Insp Rapt 99900344/79-01 on 790917-20 
Noncomptlance noted* unauthor 1 f ed person assistted to Internal 
audit team It use of uncontraUed cakibr procedure 

HUNTER, V H . WHITESELL, 0 E Region 4. Dalles, Vendor Inspection 

Branch 79/10/25 9pp 


>2070298 Ack receipt of 800108 Itr informing NRC of steps taken to 
orrect deviation noted in QA Program Imp Rept 
199000 53/79-02 

>0TAP0Va, U Region 4* Dallas, Vendor Inspection Branch. 

30/01/23 Ip 


5002070262 Responds to NRC 791212 Itr re deviation noted in QA Program 
Insp Rept 99900053/79-02 Corrective actions ul 11 review 
L answer internal audits ulthln 30 dags 

KNIE8ER,0. W Anchor/Darling Valve isubs of Anchor/Darl ing 
Industries* Inc. ) 60/01/08 ip 


— 3002070265 Forwards QA Program Insp Rept 97900033/79-02 on 791030-1101 
& notice of deviation 

POTAPavs*U Region 4, Dallas* Vendor Inspection Branch 

79/12/17 app 


-8002070267 Notice of deviation from insp on 791030-1101 

a Region 4. Dallas. Office of the Director. 80/12/17 Ip 


— 60020a0'l64 Forwards QA Program Imp Rept 99900324/79-01 on 790709-13 
It notice of deviation. 

PQTAPOVS.U Region 4, Dallas, Vendor Inspection Branch 

79/09/21 2pp 


—8002080174 Notice of deviation from insp on 790709-13 

a Region 4, Dallas* Office of the Director, 79/09/09. 2pp 


—8002080100 QA Program Insp Rept 99900324/79-01 on 790709-13 
Noncompl lance noted welding compliance & travel instructions 
not in accordance w/requlrem»nts, absence of matl spec 
requirements In purchase order & unresolved Items 
HUNNICUTT* D H Region 4. Dallas, Vendor Inspection Branch 

DARNEBr I * AGEE, J R Region 4, Dallas# Office of the Director 
79/09/19 21pp 


8002120377 Ack receipt of 800110 Ur informing NRC of steps taken to- 
correct deviation noted in QA Program Insp Rept 
99900281/79-01 

PQTAPOVBiU Region 4, Dallas, Vendor Inspection Branch 

80/01/23 Ip 


— 0002120386 Responds to NRC 791127 Itr re deviation noted In QA Program 
Insp Rept 99700281/79-01 Corrective actloni revisions of 
Subsections H5 1#N3 2 N6 4 of nuclear QA manual have been 
reviewed & accepted Manual revised to incorporate changee 
CARLSON, R.Q All it-Chalmers Corp. 80/01/10 Ip 


0002130139 Rept of Investigation from 790626-0926 re alleged 
sutc ept 1 bi 1 1 ttf of O&N 205 fuel assembly PWR to small break 
LOCAs Investigation closed, 

WARD, H J , 0014ER* O C Executive Officer for Operations Support. 
79/12/31 6pp. 


— 6002130145 Discusses reporting of defects ii noncomp 1 lancet under 
10CFR21 or 10CFR50. 55ie ) Recommends developing method of 
reporting new or unusual concepts to identify potentially 
significant safety defects 

MlCHELSONi C ACR8 - Advisory Committee on Reactor Safeguards 
79/06/13. app. 


3002070269 QA Program Insp Rept 99900053/79-02 on 791030-1101 
Noncompl iance noted corrective action not take in audit 
control within requlrod time frame. 

WHITESELL* D E , HUNTER. V H Reg ion 4* Dallai. Vendor Inipectlon 

Branch 79/12/17 app 


>02070413 Ack receipt of GC0107 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900026/79-02 

POTAPOVBr U Region 4* Dallas# Vendor Inspection Branch 

80/01/23 Ip 


8002140312 Forwards QA Program Imp Rept 99900005/79-02 on 791126-30. 
No noncompliance noted 

PQTAPDRSjU Region 4, Dallas# Vendor Inspection Branch 

79/12/21 app 


—0002140320 QA Program Insp Rept 99900005/79-02 on 791126-30 No 
noncompliance noted Major areae inspected: implementation of 
topical rept Ic other applicable codes St stds# document 
controls I* enrichment impurity controls, 

MCNEILL# M M # W»IT£8ELL, D E, Region 4# Dallas# Vendor 
Inspection Branch. 79/12/20. 9pp 


8002070437 Responds to- NRC 7911 19 Itr re deviation noted in QA Program 
Insp Rept 999-00026/79-02 Corrective actions hired welding 
engineer to assist in more accurate data collectinn It 
monitoring sys 

BATT167UZ, V Swepco Tube Carp 00/01/07. 2pp 


-8002070442 Forwards OA Program tnip Rept 99900026/79-02 on 791105-06 
% notice of deviation 

PQTAPOVBfU. Region 4* Dallas. Vendor Inspection Branch 
79/11/19 2pp 


8002150004 Ack receipt of QOOiiS Itr informing NRC of steps taken to 
correct deviation noted in OA Program Insp Rept 
99900104/79-02 

POTAPOVS* U Region 4, Dallas# Vendor Inspection Branch 

00/02/01. ip 


—0002150014 Responds to NRG 791217 Itr re deviation noted in QA Program 
Insp Rapt 99900104/79-02 Corrective actions* rods sorted fc 
correctly stored# rod ovens added# weld wire invention log 
updated# route sheet corrected I# torch distance revised. 

HYLAND. F D Westlnghouse Electric Corp. PA-80-0i5 80/01/18. 

6pp. 


■0002070445 Notice of deviation from Insp on 791105-06 

* Region 4. Dallas# Office of the Director 79/11/19. ip —0002130017 Forwards QA Program Rept 99900104/79-02 on 791126-30 it 

notice of deviation. 

POTAPDV&iU Region 4# Dallas# Vendor Inspection Branch 

79/12/17 2pp 
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-“000215001*? Notic® of deviation from in»p on 791126-30 

* Rogion 4i DaLlas< Qffico of tho Diroctor 79/12/14 2pp 


— 0002150025 OA Program Insp Rept 99900104-02 on 791126-30 Norte amp 1 Lance 
notod different typos 6 hoots of uold rods mi iod 4 ueld ing 
matl uras roceivedi accepted it released in nonconformance ui/ 
purchase order & specs 

KUNIGUTT. D K Region 4« Dallas. Vendor Inspection Branch 

ELLERSHAVliL E Region 4i Dallas. Office of the Director 

79/12/14 9pp 


8002150212 Ack receipt of 790021.1003 it 1121 Itrs Informing NRC of 
steps taken to correct deviation noted in OA Program Insp 
Kept 99900403/79-02 NRG uiLl resolve differences betueen 
company conclusions & NRG insp findings U revietu OA manual 
POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/12/19 2pp 


— 8002150213 Responds to NRG 791031 Itr re deviation noted in OA Pragran 
Insp Rept 9900403/79-02 Corrective actions items purchased 
in accordance u/OA rac^uirenents ei^uipment surveillance 
parameter checklist completed 

BARNARD. J General Electric Co 79/11/21 3pp 


—0002150210 Forwards QA Program Insp Rept 99900403/79-02 on 790625-29 
U notice of deviation 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/07/24 Hpp 


—0002150222 Notice of deviation from insp on 790625-29 

a Region 4. Dallas. Vendor Inspection Branch 79/07/20 Ip 


.—0002150225 QA Program Insp Rept 99900403/79-02 on 790625-29 
NoncompHance noted failure to evaluate supplier based on 
capability to provide sves in accordance w/requlrements of 
procurement document 

HALE. C J j HliNNlGUTT. D. H Region 4. Dallas. Vendor Inspection 

Branch QAOE. L U Region 1. Ph i lad elph ia. Reactor Construction 

St Engineering Support Branch 79/07/20 S^'pp 


8002150226 Forwards QA Program Insp Rept 99900271/79-01 on 791022-26 
No noncomp 1 iancff noted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/11/19 2pp 


0002150220 QA Program Insp Rept 99900271/79-01 on 791022-26 No 
noncomp 1 lance noted Najor areas Inspected Implementation of 
applicable codes stds 

HVNNICOTT. D H, . AGEE. J R Region 4. Dallas. Vendor Inspection 

Branch, 79/11/19 6pp 


0002150233 Forwards QA Program Insp Rept 99900357/79-02 on 791015 
No noncompl lance noted 

POTAPOVS. U Region 4. Dallas. Fuel Facility It Materials Safety 

Branch 79/11/19 2pp 


—0002150237 OA Program Insp Rept 99900357/79-02 on 79101S No 
noncompliance noted. Ha jor areas inspected implementation 
of applicable codes it stds 

NHITEGELLjD E Region 4. Dallas. Vendor Inspection Branch 

79/11/16 6pp 


8002150201 Forwards QA Program Insp Rept 9900525/79-03 on 791127-2B 
No noncompliance neted 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

79/12/21 2pp 


—8002150286 QA Program Insp Rept 99900525/79-03 on 791127-28 No 
noncomp 1 iance noted Major areas inspected activities re 
IE Bulletin 79-14 

HALE. G J . BRICKLEY. R H Region 4. Dallas. Vendor Inspection 

Branch LAORANOE.R 0 Region 4. Dallas. Office of the Director 
51200 79/12/20 7pp 


0002190305 Forwards GA Program Insp Rept 99900306/79-01 on 791120-29 U 
notice of deviation 

P0TAP0V8. U Region 4. Dallas. Vendor Inspection Branch 

79/12/17 2pp 


— 0002190312 Notice of deviation from insp on 791128-29 

* Region 4. Dallas. Vendor Inspection Branch 79/12/14 ip 


—8002190317 QA Program Insp Rept 99900306/79-01 on 791120-29 
NoncompHance noted QA program was not consistent w/ 

Criterion 5 of App D to 10CFR50 

HUNNICUTT. D M . FOSTER. W E Region 4. Dallas. Vendor Inspection 

Branch 79/12/14 4pp 


B002200029 Ack receipt of 790720, 1026 it B00103 Urs informing NRC of 
steps taken to correct deviation noted in QA Program Insp 
Rept 99900109/79-01 

PQTAPOVB.U Region 4. Dallas. Vendor Inspection Branch 

00/01/23 Ip 


— 8003200034 Responds to NRC 791105 telcon re deviation noted in QA 
Program Insp Rept 99900109/79-01 Corrective actions obtained 
approval from A/E for electrical wiring used in airlock 
Bechtel Itr end 

KUEULER. A J Pittsburgh-Des Moines Bteel Go 80/01/03 2pp 


0002200077 Ack receipt of 790930.1015 S. 1214 Itrs informing NRC of 
steps taken to correct deviations noted irt OA Program Rept 
99900373/79-01 

PQTAPOVB.U Region 4. Dallas. Vendor Inspection Branch 

80/02/05 Ip 


— 8003200087 Responds to NRC 79H27 Itr re deviations noted in QA Progran 
Insp Rept 99900373/79-01 Corrective actions QA will spot 
check drawings on file change notifications 

MIZER.O M Cooper Industries. Inc • Cooper Energy Services Oiv 
79/12/14 12pp 


—8003200094 Responds to NRC 790B23 Itr re deviations noted in OA Progran 
Insp Rept 99900373/79-01 Corrective actions engineering 
personnel advised of requirement to issue test requirements 
before start of project 

MIZER.O N Cooper Industries. Inc • Cooper Energy Services Dlv 
79/10/15 lOpp 


— B002200104 Ack receipt of 790920 it 1015 Urs informing NRC of steps 
ta.tcen to correct deviations noted in QA Program Insp Rept 
99900373/79-01 Requests ad d 1 info re steps to prepare baste 
test program & test requirements for AZ it Houston projects 
POTAPOVa. U Region 4. Dallas. Vendor Inspection Branch 

7<f/lt/S7 Ip 


—8002200109 Responds to NRC 790023 Itr re deviations noted in QA Progran 
Insp rept 9900373/79-01 Requests 30-day oitenslon of 790920 
d4te required for response 

MIZER.O H Cooper Industries. Inc . Cooper Energy Services Div 
79/09/20 Ip 


— 8002200U7 Forwards QA Program Insp rept 99900373/79-01 on 790723-86 U 
notice of deviation 

POTAPOVS, U Rag ion 4. Dallas. Vendor Inspection Branch 

79/00/23 2pp 


—0002200119 Notice of deviation from insp on 790723-26. 

-e Region 4. Dallas. Vendor Inspection Branch 79/0B/20 2pp 


—0002200126 OA Program Insp Rept 9900373/79-01 on 790723-26 
Noncomp 1 lance notsd mfg process control h change control 
practices It QA program provisions affecting quality not 
consistent w/r equir ements 

HUNNICUT. D M . FOSTER, U E Region 4. Dallas. Vendor Inspection 

Branch 79/08/20 9pp 


8002200110 Ack receipt of 000107 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 
99900057/79-02 

PQTAPaVB.U Region 4. Dallas, Vendor Inspection Branch 

80/01/21 Ip 


— 8002200180 Responds to NRC Itr re deviation noted in QA Program Insp 
Rept 99900057/79-02 Corrective actions revised natural 
frequency for all valves supplied to MB Power |< Light Ic end 
chart transmitted to client engineering firm 
NEINAUS.P N Nil Ham Powell Co 00/01/07 14pp 


B002200125 Ack receipt of 791210 Itr informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900209/79-01, 

P0TAP0V8.U Region 4^ Dallas. Vendor Inspection Branch 

BO/01/20 ip. 


— 8002200130 Responds to NRC Itr re deviation noted In QA Program Insp 
Rept 99900209/79-01 Correctiva actions notices issued to 
listed power plants identifying assemblies requiring 
replacement it items w/revlsed load specs 

BECKSTED.W F Bbt g en-Patter son Pipe Bupport Corp 79/12/10 2pp 


8002800657 Ack receipt of 790B10 HOI Itrs informing NRC of steps 
taken to correct deviation noted in QA Program Insp Rept 
99900359/79-01 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

00/02/04 Ip. 
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— 80052D0-£>73 Reipondd to NRC 790726 1 tr re deviation noted in QA Proaram 
Insp Rept 99 7003 57/ 7 9~0 1 Corrective actions sc{ied-ute for 
Jan i7B0 mg t audit Undertuag j technitca 1 manuaE revision 
corrects melt mating time i* OC proceduree being updated 
VINViLER, J F ESB, Inc 79/11/01 2pp 


— 800220068B Act receipt of 790619 & OBIO Itrs responding to deviatioriiS 
noted In QA Program Insp fiept 79700a99/79"'0l Req^uests addl 
Info re ijearly audits j changes In melt/mate time t< air test 
requirements & customer mandatory insp hold points 
POTAPOVB^U Region 4« E>allasi Vendor Inspection Branch 

79/07/26 Ip 


■>•-'0002200706 Responds to NRC 790531 Itr re deviations noted in QA Program 
Insp Rept 99900399/77-01 Corrective actions revising of QA 
manualraddl areas for nonconforming parts being established^ 

□C manager file updated & plant audits made 
VINHLER4JF E8B. Inc 79/OB/lO 6pp 


--Q002200717 Responds to NRC 770931 Itr re deviations noted In QA Program 
Insp Rept 99900359/77-01 Corrective actions:GA manual teill 
be revi sad> mor e nonconforming matl areas ulll be established 
QC manager file uill be updated & Internal audit made 
KlLBVil. ESDi Inc, 79/06/19 ^pp 


—0002200725 Forwards QA Program Insp Rept 99900339/79-01 on 790515-17 & 
notice of deviation 

POTAPQVSfU Region At Dallas^ Vendor Inspection Branch. 

79/0S/31 2pp 


—8002800730 Notice of deviation from insp on 790315-17 

* Region At Oallas< Office 0# the Director 79/05/31 3pp 


—8002800737 QA Prograni Insp Rept 999003S9/79-01 an 790515-17. 

Noncomp I iance noted QA program practices (uere not consistent 
v/10CFft5Q li QA manual cornfflitmentsi mf g process control not 
consistent ur/temp-orarg % special instructions 

HUfNNICUTT. D N 1 FOSTER j N E Region 4, Dallas. Vendor Inspection 

Branch 79/03/31 6pp 


0002200747 Act receipt of QD0104 Ifcr informing NRC of steps talen to 
correct deviation noted in QA Program Insp Rept 
99900831/79-01 

POTAPOVS, U Region 4i Dallas, Vendor Inspection Branch 

10/08/06 Ip 


1002200751 Responds to KRC 791206 Itr re deviation noted in OA Program 
Insp Rept 99900831/79-01 Corrective actions plant mPg spec 
data has been signed h dated 
BRODEUR, R. I atoniteCo 80/01/04 2pp 


J02210191 Act receipt of 791019.1115 U 1231 Itrs informing NRC of 
steps taken to correct deviations noted in QA Program Insp 
ftept 97900376/79-01 

PDTAPOVSrU Region 4, Dallas. Vendor Inspection Branch 

00/02/05 ip 


—800221019a Responds to NRC 791314 Itr re deviation noted in QA Program 
Insp Rept 99900376/79-01 Corrective actions red tag 
equipment taken to calibr lab for repair &/or Calibr 
Equipment found unrepairable held in QC bonded area 
HARTIN.C L Havog Industries (subs of Hercules, Inc. 1 >9/12/31. 

if 


02210203 Aek receipt of 791019 & 1115 Itrs re deviations noted in QA 
Program Insp Rept 99900376/79-01 Requests addl info 
concerning red tagged equipment for calibr. 

POTAPOVS.!/ Region 4, Dallas, Vendor Inspection Branch 

79/12/14 Ip 


O22IO8O0 Responds bo NRC 790921 Itr re deviation noted in OA Insp 
Rept 99900376/79-01 Corrective actions revised receiving 
insp tog sheets ulll be used. record cards & calibr labels 
have been corrected L Drawing 30-02906 has been revised 
HARTIN.C.U Haveg Industries (subs of Hercules. Inc ) 79/10/19 

4pp 


2810210 Forwards GA Program Insp Rept 99900376/79-01 on 790821-23 Sc 
otice of deviation 1 

OTAPOVB.U Region 4. Dallas, Vendor Inspection Branch 

9/09/21 app. 


2210211 Notice of deviation from imp on 790921-23 

Region 4. Dallas, Office of the Director 79/09/19 5pp 


32210215 QA Program Insp Rept 99900376/79-01 on 790B21-23, 

Slohcompl lance noted receiving insp log did not have lot It 
sample site noted, fa i lure to keep calibr schedules It 
equipment in order it failure to approve drawing revision 
UNNICUTTjD M . F03T£Ri M E Region 4» Dallas. Vendor Inspection 

ranch 79/09/19 9pp 


8002210234 Act receipt of 791214 It BOOIli Itrs Informing NRC of steps 
taken to correct violations h deviations noted In QA Program 
Imp Rept 99900 3S0/ 79-01 

POTAPOV0iU Region 4, Dallas, Vendor Inspection Branch 

00/02/05 Ip 


— 0002210240 Responds to NRC 791121 Itr re violations deviations noted 
in OA Program Insp Rept 99900380/79-01 Corrective actions 
regulations p osted. scheduled audits will be performed, 
procurement amend revised h QA procedure semantics revised 
PFEFFERiJ L Struthers-Dunn. Inc 00/01/11 15pp 


80D2270142 Act receipt of 80012B response to QA Program Imp Rept 
99900006/79-02 on 791112-16 

POTAPOVa.U Region 4, Dallas, Vendor Inspection Branch 

80/02/19 tp 


— B002270144 Responds to QA Program Insp Rept 99900006/79-02 on 
791112-16 Corrective actions reuelded questionable uelds, 
amended procedure for repair welding It established training 
re requiroment" for controls Ic records 
HDLT.P E Hopkinsons, Ltd 80/01/28 I5pp 


—8002270150 Forwards OA Program Insp Rept 99900086/79-02 on 791112-16 
h notice of (feviatton 

POTAPQVB, U Region 4, Dallas, Vendor Impaction Branch 

79/12/13 2pp 


—8002270154 Notice of deviation from insp on 791118-16 

e Region 4, Dallas. Office of the Director 79/12/07 8pp 


—0002270159 QA Program Insp Rept 99900006/79-02 on 791112-16. 
Noncompliance noted improper performance of welding 
operations. QA acceptance of body casting w/lncorrect repair 
documentation it failure to assure welder compliance 
HUNNICUTT.P M . BARNE8, I Region 4. Dallas, Vendor Inspection 

Branch 79/12/07 llpp 


8002260144 Ack receipt of 800109 6 0206 Itrs informing NRC of steps 
taken to correct deviations noted in QA Program Insp Rept 
99900349/79-02 

POTAPOVS, U Region 4. Dallas. Vendor Inspection Branch 

80/02/ 15 Ip 


—8002200147 Responds to NRC 800201 Itr requesting addl info re deviation 
noted in QA Program Insp Rept 99900349/79-02 Corrective 
actions addition of rostamp operation to each mfg order tt 
revleu of mfg drawing completed on 800201 
ALLEN. U T Corner %t Leda Co , Inc 80/02/06 2pp 


— 8002280150 Ack receipt of 800109 Itr re actions taken to correct 
deviations noted in QA Program Insp Rept 99900349/79-02 
Addl info requested re stamping batch numbers It drawing 
review 

PCJTAPOV8.U Region 4. Dallas. Vendor Inspection Branch 

80/08/01 ip 


—0002200154 Responds to NRC 791218 Ur re deviations noted In QA 
Program Insp Rept 99900349/79-02 Corrective actions 
calendar set up to establish monthly audits & forms for 
nonconforming matl repts revised 

ALLEN, W T Corner It Lada Co . Inc 00/01/09 Opp 


—8008280158 Forwards QA Program Insp Rapt 99900349/79-02 on 79U13-i6 ti 
notice of deviation 

POTAPQVB. U Region 4. Dallas. Vendor Inspection Branch. 

79/18/12 2pp 


— 0002200161 Notice of deviation from insp on 791113-16. 

* Region 4. Dallas. Office of the Director 79/12/10. 4pp 


—0002200169 QA Program Imp Rept 99900349/79-02 on 791113-16 
Noncampl lance noted audits not perfromad on monthly basis, 
activities operators not signing operations off on 
tTavelert»l( insp hold points bypastsd 

HUNNICUT.D H . ELLER8HAM. L E Rsgion 4. Dallas, Vendor 

Inspection Branch 79/12/10, lOpp 


0002290003 Ack receipt of 800204 Itr Informing NRC of steps taken to 
correct deviation noted in QA Program Insp Rept 
99900066/77-02 

SEYFRIT, K V. Region 4, Dallas, Office of the Director 60/02/19. 


— 8008290006 Responds to NRC 791231 Ur re deviation noted in QA Program 
Insp Rept 99900066/79-02 Corrective actions. Procedure 
HNN-OOl, Revision 0 for handling 6 storing nuclear mails l< 
p iplng, formally prepared & approved 

NARREN.M c Tesas Pipe Bending Go (subs, of Bendix Corp. ) 

80/02/04 8pp 
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—8002290007 Forwards QA Program In»p Ropt 99900066/79-02 on 791203-04 it 
06 it nobico of doviation 

■BEYFRITjK V Region 4i Dallasr Office of the Director 
79/12/31 2pp 


—8002290000 Notice of deviation from insp on 791203-04 Zi 06 

* Region 4* Dallas. Office of the Director 79/12/20 Ip 


—0002290012 QA Program Insp Rept 999000666/79-02 on 791203.04 U 06 
Noncomp 1 lance noted procedure addressing handling St storage 
TBCiulrements not prepared by 790806 as required by licensee 
corrective action Itr 

HUNNICUTT, D M , BARNES. I Region 4. Dallasi Vendor Inspection 

Branch 79/12/28 7pp 


6002290314 Ac It receipt of 79OB20. 1220 8i S0012B Itra informing NRC of 
actions taken to correct violations noted in QA Program Insp 
Rept 99900039/79-01 

POTAPOVS. U Region 4. Dallas. Vendor Inspection Branch 

80/02/19 Ip 


— 8002290320 Responds to NRC 800118 J tr requesting addl info re deviation 
noted In QA Program Insp Rept 99900039/79-01 Raiding 
procedure spec revised to restrict buttering application on 
safe ends of Vessel Nozzles NS 

BMIT.F C Rhlne-Bchelde-Verolme Zware Appara tenbouw KD80006 
80/01/28 Ip 


— 8002290325 Act receipt of 791220 Itr informing NRC of steps taken to 
correct deviations noted in QA Program Insp Rept 99900039/ 

79-01 Requests addl Info re notice of deviation Item D 
POTAPOVa.U Region 4. Dallas. Vendor Inspection Branch 

60/01/18 Ip 


—8002290335 Responds to NRC 791204 Itr requesting add! info re doviatiun 
noted in QA Program Insp Rept 99900039/79-01 Overlay ueld on 
safe end of Nozzles N5 does not have corrosive resistant 
func.tion Repetition of deviation will be monitored 
8MIT. F C Rli Ine-Bchelde-Verolm* Zuiare Appara tenbouw KD 79119 
79/12/20 3pp 


— 8002290340 Ack receipt of 790928 Itr informing NRC of steps taken to 
correct deviation noted In QA Program Insp Rept 99900039/ 

79-01, Requests addl Info re notice of deviation Items D & C 
P0TAP0V8.V Region 4< Dallas. Vendor Inspection Branch 

79/12/04 Ip 


— 8002290346 Responds to NRC 790716 Itr re deviations noted in QA Program 
Insp Rept 99900039/79-01 Corrective actions special course 
an welding procedure qualifications Is scheduled it melding 
of temporary attachments mill be handled as written 
5NIT. F C Rhlne-Schelde-Verolmo Zuare Appara tenbouu KD 79009 
79/00/28 46pp 


— B0022903S3 Ack receipt of NRC 79072S QA Program Insp Rept 99900039/ 
79-01 b notice of deviation Requests permission to exceed 
thirty-day response time duo to QA manager tr-avel 
POORT.J Rhine-Schelde-Verolme Zware Apparatenbautu KD 79076 
79/07/30 Ip 


— 8002290357 Forwards QA Program Insp Rept 99900039/79-01 on 790520-0601 
St notice of deviation 

BEYFRlTiK V Region 4. Dallas. Office of the Director 
79/07/16 2pp 


— 8002290361 Notice of deviation from insp on 790528-0601 

» Region 4. Dallas. Office of the Director, 79/07/12 3pp 


— 8002290368 QA Program Insp Rept 99900039/79-01 on 790520-0601, 
Noncompl lance noted.no evidence to confirm performance of 
special ABHE welding course & performance of submerged arc 
buildups (i shielded metal arc overlay not consistent w/spec, 
HUNNICUT.D M Raglan 4. Dallas. Vendor Inspection Branch 

RQDERDBi H VJ. . BARNES, 1 Region 4. Dallas. Office of the 
Director 79/07/12. 17pp 


REOOD REGULATOR Y OUIDES 


8002040595 Forwards PWR near-term OL group generic comments on Reg 
Guide 1, 97. Revls Ion 2 auggests NRC establish phased approach 
for imp Ismentatlon 

PARKER. M.O, Duke Power Co 00/01/30 Gpp 


8002050184 Forwards interim rept. "Study of LNG Bplll Phenomenology on 
Water " 

EISENBEROf N. A Transportation it Product Standards Branch FIN 

A-2072 16456 00/01/24 2pp 


— 0002050192 “Btudy of LNG Spill Phenomenology on Water " 

EICHLER. T V , WIEDEMANN, A H ITT Research Institute FIN A-2072 
10-79-03-03 79/05/31 53pp 


0002060331 Comments on Revision 2 to proposed Reg Guide 1 136 addition 
or substitution of matl to structure will not degrade 
structure Impact of oxtraneous embedment should be 
evaluated 

COX. E L Black 6 Veatch 00/01/04 Ip 


8002060342 Comments on proposed Revision 2 to Reg Guide 1 97 some form 
af real time monttaring should be retained in draft guide in 
site-dependent combination w/TLD ntonliorlng 
NCLAUGHUm, J E Energy. Dept of 79/12/20 2pp 


8002070179 Comments on proposed Revision 2 to Reg Guide 1 97 100 
channel gamma ray spectrometer can be used to assemble cloud 
profile by summing entire spectrum after count Specific 
gamma ray energy peaks can be noted it computed 
UAL IGOR A. 8 J Eberline Instrument Corp 00/01/04 2pp 


6002070191 Comments on proposed reg guide* "Audible Alarm Dosimeters " 
Reg guide should concern itself w/perf ormanco of audible 
alarm dosimeters it should avoid stipulating detailed specs 
VAN BRUNT. EE Arizona Public Service Co ANPP-14556 BO/QI/07 
If 


80-02070194 Comments on proposed reg guide* "Audible Alarm Dosimeter 
Due to high cost 9< low reliability of audible alarm 
dosimeters, use as secondary dosimeters at nuclear power 
generating stations should not be mandatory 
PEOPLEBi D 4. Commonwealth Edison Co 60/01/07 Ip 


6002070197 Comments on proposed reg guide. "Reporting of Safeguards 
Events " Draft lacks adequate guidance in deflnitlun of 
reportable safeguards Matrix of generic safeguards events 
should be developed 

GUCWA.L T Georgia Power Co 79/12/31 Ip 


8002070190 Comments on proposed reg guide* "Reporting of Safeguards 
Events." Inherent conflict exists within draft between 
requirement of licensee to report significant events & 
insignificant matters which are usually reported 
CURTIS. N W Pennsylvania Power it Light Co 79/12/20 3pp 


0002070329 Comments on proposed reg guide. "Reporting of Safeguards 
Events " Questions classification of deliberately set fires 
U explosions as natural events NRC actions in evaluatitiy 
threats are at crosspurpeses u/industry 

SALDARINI*J C , Ebasco Services. Inc (subs of Ensarch Corp 1 
BO /0 1/07 2pp 


6002070332 Comments on proposed reg guide, "Audible Alarm Dosimeters 
Instruments should not be used in industrial radiography 
Dosimeter is undependable it imparts falsa sense of 
sscur 1 tg 

LACKER. D K Texas. State of 80/01/03 Ip 


B002tl0352 Reg Guide 4 S, "Measurements of Radionuclides in Environ, 
Bampllng €< Analysis of Pu in Ball *■= 
s Atomic Energy Commission 74/05/31 9pp 


8002130259 Camments on proposed Reg Guide 0 21 possibility of soli 
contamination should bo addressed Neutron exposure in excess 
of 1 5 mrad/hour at 1 meter should be surveyed Concurs w/ 
need for shortest posssible survey instrument time constant 
LACKER, D K Texas. State of 00/01/16 Ip 


0002130307 Comments on proposed Reg Guide 1 140 aspects not covered 
are use of gask e ts* c onnec t ions L sealants in ductwork which 
will withstand radiation requirements fur 40 yrs testing 
of ductwork hangers re Belsmic Category I disturbances 
NAlOUiKR Affiliation Vnknoun 00/01/16 Ip 


80-02130317 Comments on proposed Req Guide 1 136 Revision 2 proposed 
addition re strength tests should be deleted L design 
engineer should be allowed to place varlatloriis per Paragraph 
CC-2232 2(a) 

peoples. D, L Commonwealth Edison Co 00/01/10 2pp 


B002I30327 Comments on proposed Reg Guide 1 97. Revision 2 Integration 
of more parameters into control rooms involves use of 
computer sye NRC Ik nuclear industry should work together to 
avoid creation of regulatory impediments 

BCHEREft, A E C-E Power Systems LO-aO-003 00/01/21 4pp 
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B002130667 Discusses proposed fisg Oiuide 1 141 j flevls i o-h 1 High radiation 
signal should t>e used for automatic containment isolation 
Generic Prograrri Q-24 required diversity m containment 
Isolation signals 

EISENHDTf D 0 Division of Operating Reactors 00/01/17 2pp 


B002150050 Submits co-mmants 8* suggestions on Reg Guides 1 141il 97 U 
snubber qualification for discussion at ACRS 791107 meeting 
lODANSi Z Franklin Inst 1 tute/Fran ki in Research Center 79/10/30 
Sop 


SOD2150136 Submits revieio of Reg Guide 1 ?7«RevisiDn S Guide has not 
considered r ecamenendat i ans ol TMI Lessons Learned Task Force 
re vent valves in primary sgs high points & PWR pressure 
vessel level 

LlPINSKl.U C Argonne National Labaratorg 79/10/29 2pp 


0OO21SO155 Comments on proposod rag guidfrp "Reporting of Safeguard 
Evonts" only radiological sabotage should be categorized as 
direct threat Licensee can judge impact of industrial 
sabotage threats on plant reliability U safetg 
HULLER.O E Illinois Power Co 17-01 IB 80/01/10 2pp 


6002150137 Comments on proposed reg guide# "Reporting of Safeguards 
Events" final reg guide should define safeguards events to 
be reported to avoid conflict between NRC licensees. 

CQRDANIiR A Babcock I# Uilcox Co r Naval Nuclear Fuel Div 

79/12/2! 2pp 


8002150159 Forwards continents on proposed Reg Guide 1 l31#Revision 1 
inclusion of synergistic effects as regulatory requirements 
at this time would create further climata of conflicting 
data 

DDETTOERi J T Power Engineering Bociety flO/Ol/il 0pp 


8002150193 Forwards comments on proposed Reg Guide 01 131 severityi 
margin It multiple eiposures during LDCA test simulation is 
adequate demonstration of cable qualification 
DOVER# V S Philadelphia Electric Co 79/10/19 3pp 


8002150401 Comments on proposed reg guide# "Audible Alarm Dosimeters 
Proposed action should be delayed until more complete 
comment is obtained & evaluated from all sources 
SINCLAiRfK F Affiliation Unknown BO/Ol/tl 12pp. 


8002150490 Comments on proposed reg guide "Reporting of Safeguards 
Events " Reportable events should be defined into several 
clearly defined categories Categorliat i on would focus 
attention on areas of greatest i/nportaTice 
HOFFMAN# D P Consumers Power Co 00/01/15, 3pp 


8002130502 Comments on proposed reg guide# "Reporting of Safeguards 
Events " Immediately reportable events should be limited 
to those that s i gnif icantly threaten safeguard sys 
CLARK#J R Nuclear Fuel Services# Inc <subs of Getty Oil Co ) 
aO/Ol/11- 3pp 


1002130510 Comments on proposed Reg Guide 1 I3l use of natl certified 
to water absorption test will provide assurance that proper 
insulation is used 

OARSHICKrA Boston Insulated Uire & Cable Co 79/10/12 3pp 


002130523 Comments on proposed reg guide# "LtIR Core Re loads) Guidance 
on Application for Amends to OLs & on Refueling Startup 
Teat " Clear set of directions it specific statements re 
submittal requirements needed in each section 
PEOPLES. D L Commonwealth Edison Co 79/11/30 gpp 


3002190001 Comments on proposed reg guide "Oua 1 if Ication Test for 
Cable Penetration Fire Stops for Use in Nuclear Power 
plants " Scope of introduction should be broadened to 
encompass fluid conduits 

PRZYBYLA.L J r CHRISTIAN# N J Underwriters Laboratory 79/09/24 
4pp 


8002190013 Notifies of apparent conflict between views expressed In 
80Dil& memo Reg Guide 1 46 re environ l< missile design 
bases Conflict must be resolved prior to determination re 
propose method of satisfying General Design Criterion 4 
8CINT0#vi.F Hearings Division 80/02/00, 3pp 


002190104 Comments on proposed reg guide# "Btd Format t< Content for 
Licensee Physical Becurlty Plan for Protection of BNN -of 
Moderate or Low Strategic Signl f icance. " Idea of terrorist 
stealing 3Nrt of lew significance net realistic scenario. 

DIPIAZZA.RP Weetinghouse Electric CoTp WRD-ieJcS-eSS 79/09/21 

2pp 


8002190130 Comments on proposed Reg Guide i 9 Revision 2 engineering 
staff has reviewed proposed reg guide t has no comments 
DAIL#L C Duke Power Co 79/07/19 Ip 


8002190132 Comments on proposed reg guide# "Btd Format it Content for 
Licensee Physical Security Plan for Protection of BNM of 
Moderate or Lou Strategic Blgnlflcance " Reg guide should 
outline planning documentation to be submitted by applicant 
LLMD.R F NUSAC# Inc 79/09/17 2pp 


800219016B Comments on proposed Reg Guide 1 ? first-out annunciation 
sys for diesel generator alarms have minimal impact on 
diesel generator operation Objects ta implementation of 
reg guide requirement for firit-out annunciation 

JOHNSON# U P Yankee Atomic Electric Co UYC 79-21 79/08/00 Ip 


B002190201 Comments on propqsed Reg Guide 1 143 guide causes new 
interpretive problems due to conflict w/Rag Guide 1 111 re 
simulation of ^mixed-mode release" conditions 
LOOMIBiJ B Sargent $< Lundy# Inc 79/10/04 2pp 


B00219D243 Comments on proposed Reg Guide 1, 131 aging data should be 
developed to indicate long-term performance of cable. 

Synergistic effects should be considered in accelereted 
aging program u documentation of analyses or test provided 
WANLESB,J M NlfB Corp 79/10/18 9pp 


B002190251 Comments on proposed Reg Guide 1 131 * requirements rt 
development of aging data to establish long-term performence 
of insulation! conforms u/fact that ambient S( operational 
environ stress effects may degrade insulation during sve 
8L1TER.G . CAlNiD Electric Power Research Institute 79/10/16 
lOpp 


6002190255 Commants on proposed Reg Guide 1 131 consideration of 
synergism should be deferred until extensive reliable data 
is gathered NRC should define radiological simulator 
considered adequate for use in complying w/requlrements 
LASKYrJS Okonlte Co. 79/10/16 3pp 


8002190410 Common ts on proposed Reg Guide 1 131#Revislan I'revlslon 
exceeds process of regulatory review Design t< 
standardization elements are not within purview of NRC 
BURNSTEINr N H Power Engineering Society 79/10/31. 7pp 


000220D019 Comments on proposed reg guide# "Lightning Protection for 
Nuclear Power Plants " Regulatory position is reasonable S< 
acceptable Draft value /impact statement Is overdone In some 
areas places emphasis in wrong areas 
DALE#L F Mississippi Power it Light Co BO/01/18 Ip 


8Q02B10224 Notification of 800229 mestlng w/AlF in Beth#sda#MD to 
discuss Reg Guide i 97 

DENAROYAiV Auxiliary Systems Branch BO/02/01 2pp 


8002210227 Notification of 800214 meeting u/B&H owners group to discuss 
implementation of Reg Guide 1 97 

TELFORD# T. TMI-2 Lessons Learned Task Porci 80/02/08 2pp. 


6002210229 Notification of 800212 meeting w/Hestinghouse in Bethesda# 
MO to discuss Implementation of Reg Guide 1 97 
TELFORD# T THI-2 Lessons Learned Task Force. 80/G2/0B 2pp 


B002220062 Notifies that during 780907-09 meeting# AGR8 concurred w/ 
Reg Guide 1 72. Revision 2# "Spray Pond Piping Hade From 
FI berg 1bss-Rb inf arced Thermosetting Resin " 

LAMRQBKIrS ACRS - Advisory Committee on Reactor Safeguards. 
78/09/12 Ip 


6002250135 Comments on proposed Reg Guide 1 136# Revision 2. need for 
addl tests on steel elements of tendon sys unjustified u/o 
specifying number of tests NRC considers sufflc lent. Three 
tests should be used. 

BILVERMDODiJ D, United Engineers & Constructors # Inc. {subs, of 
Raytheon Co > 80/01/30 Ip 


6002250148 Comments on proposed reg guide# "Measurement of Radiation 
Levels on Surfaces of Packages of Radioactive tiatls. Use of 
G« 1 ger-Nueller detector not recommended for measuring 
radioactive levels 

MCCLAIN# M E Arkansas# Univ of 60/01/31 Ip 


B002250158 Comments on proposed reg guide# "Calibr ii Error Limits of 
Air Sampling Instruments for Total Vol of Air Sampled." 

Guide should be revised to clearly identify types of 
monitors 

SALDARINIiJC Ebasco Services# Inc (subs of Enserch Carp.}. 
60/01/23 ip 
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80022307?! Notification of poitponvment of B0021& moofalno lu/C-E to 
ditcufs Imp lomontat ion of Rog Ouide 1 97 to oporating 
reactors 

TELFQRDj J T Division of Operating Reactors 00/02/12 Spp 


B002260173 Comments on proposed reg guidoi **Measorement of Radiation 
Levels on Surfaces of Packages of Radioactive Matls '* Ouide 
should limit app 1 icab i 1 i ty to gamma oDittere Package 
dimensions should bo etpressod in inches U metric units 
EICHMOLZr 0 0 Oeorgla Institute of Technology 80/01/30 2pp. 


8002260176 Comments on proposed reg guidei "LWR Core Reloads 
Application for Amends to OLs & On Refueling & Startup 
Tests " Suggests clar i f ication of certain terms C< numerous 
editorial changes 

DDPCHIE, H Belgium 00/01/20 3pp 


8D02260207 Forujards comments on proposed Reg Quide 1 97« Revision 2 
choosing accident monitoring equipment from normal operation 
instrumentation is impractical due to ulde range & multiple 
instruments needed 

ANDERSQNiT M Uestinghouse Electric Corp 80/01/23 43pp 


Q002260330 Comments on proposed reg guide. “Callbr fc Error Llm-its 
of Air Sampling Instruments Determination of intrinsic 
error In reading meter Schedule E.Page 3»depend6 also on 
uidth & stability of measuring device 
WAITE. R T Affiliation Unknown 0O/O1/2B ip. 


8002260334 Comments on proposed Reg Guide 8 B requests clarification 
of basis for offgas release rate of 100 mCl per second 
after 30 minutes delay for BWRs to estimate fission product 
source terms 

MAKINO. K Affiliation Unknown 80/01/10 2pp 


8002260340 Comments on proposed reg guide. ^'Nuclear Criticality Safety 
for Pipe Intersections Containing Aqueous Solutions of 
Enriched Urany 1 Nitrate '* atd ANSI /AN 1-8-9-1970 Is Intended 
as substitute for detailed analyses Supportive article end 
THOHA0J J T American Nuclear Society 60/02/01 I9pp 


6002260737 Comments on proposed Reg Guide 1 120 consideration should be 
given to carbon monoxide generated by fire which can be 
transported by air conditioning sys 
SUAREZ. JR Affiliation Unknown 80/01/31 Ip 


8003370300 *'For Comment^' Issue of draft rog guide. "Nuclear Criticality 
Safety for Pips Intersections Containing Aqueous Solutions 
of Enriched Uranyl Nitrate " 

# Office of Standards Development 79/11/30 Spp 


— 0002270512 Draft value/liupac t statement for proposed reg guide, 
Confirmation of Conversion Factors Relating Exposure 6 Dose- 
Equivalent Index. " 

WEINSTEIN. N 0 Office of Standards Development 80/01/31 Spp 


8C02290145 Reg Guide 7 9. Revision 1. "Std Format U Content of Part 71 
Applications for Approval of Packaging of Type BiLarge 
Quantity. 1( Fissile Radioactive Katl “ 
s Office of Standards Development 80/01/31 34pp 


REB RESEARCH AND TECHNICAL ASSISTANCE REPORTS 


7912100099 Forwards papers presented at 791105-09 seyenth water reactor 
safety research info meeting In Oaithersburg. MO Final agenda 
end 

SZAULEWlCZiS A Division of Reactor Safety Research. 79/11/09, 
2410pp. 


8002010190 ''evaluation of Docket Files of Terminated Licenses." monthly 
progrssi rept for Nov 1979 

LANTZ.P.M Oak Ridge National Laboratory FIN A-90 85-7, 
0RNL/HA8RN-59. 79/11/30, Bpp 


8002010S2S "Unified Transport for Power Plant Assessment 
<Rad loisotopesl . monthly progress rspt for Oct 1979, 
s Oak Ridge National Laboratory. FIN B-016S-9, QRNL/ED/EI8-1 14 
79/10/31 3pp 


9002010529 "Unified Transport for Power Plant Assessment 
(Radioisotopes " monthly progress rept for Nev 1979 
e Oak Ridge National Laboratory FIN 0-0168-9 ORNL/ED/ElB-l 19, 
79/11/30 3pp 


0OO2O1OS33 "Unified Transport for Power Plant Assessment 
(Radioisotopes)," monthly progress rept for Dec 1979. 

# Oak Ridge National Laboratory FIN 0-0169-9, 0RNL/ED/E19-116. 

79/12/31. 4pp 


0003010536 “Methods in Dosimetry for Nuclear ReguIatloTii " quarterly 
progress rept for Oc t-D-cc . 1979 

BERNARD. S R - CHRI8TV.H . ECKERHAM, K F Oak Ridge National 
Laboratory FIN 0-0410 0RNL/HA9RD-6a 80/01/07 Spp 


8003010539 "Acoustic Emiss 1 on/Plaw Relationships for InservUe 
Konitorin-g of Nuclear Pressure Vp*sels<" monthly Itr rept 
for Dec 1979 

HUTTONrP H, KURTZ, R J Battelle Memorial Institute. Pacific 
Northwest Laboratory FfN 0-2080 BO/Ol/Si 3pp 


8002060333 "PBF-LOCA Tost Series Tests L0C-5A. LDC-SB, & LOC-SC. " quick 
look rept for thermal fuels behavior program 

YACKLE, T R I WATERMAN. M E . SPARKS, D T EG I. 0, Inc FIN A-6041 
EGO-TFBP-S070 79/13/31 90pp 


6002080270 "Analysis of Hypothetical Accidents Resulting in Core 
Meltdown." monthly progress rept for Dec 1979 

DENNINO.R 9 . CVBULSKIS, P . DAYDOTT.P BattelU Memorial Institute, 
Columbus Laboratories FIN A-4067 79/12/31 lOpp 


9002220019 "Experimental Evaluation af Ventilation Qgs Components 
During Large Pressure Pulses," informal quarterly progress 
rept for Jul-Sept 1979 

GREGORY. M 8 Los Alamos Scientific Laboratory FIN A-702B 
WX- 8-3287 00/01/21 I5pp 


8002220023 "Water Reactor Research Directorate Ropt, " monthly progress 
rept for Dec 1979 Includes one overslie page 
VDARRONDO.L J . DOSTUICK. W E . OLBON, D J EO £< G, Inc 
EY-76-C-07-1570 VDR-ll-SO 00/01/31 210pp 


8002220113 "Methods to Assess Impacts on Hudson River Striped Bass." 
quarterly progress rept for Jan-Mar 1979 

VAN WINKLE, M , DARNTHDUSE, L. W Oak ftldga National Laboratory FIN 
0-0165. 79/03/31 13pp 


8002220114 "Sandla Core Melt U Separate Effects Proaram. " monthly 
status rept for Jul 1979 

BERMAN. M Sandla Laboratories 444l/ML-a 79/08/29 12pp 


8002220116 "FLECHT-SEA8ET Program." monthly status rept for Nov 1979 
MAQSIE.H W Westinghouso Electric Carp NRC-04-77-127 00/01/08 

9pp 


8002220215 "Experimental Evaluation of Ventilation Byt Components 
During Large Pressure Pulses. " progress rept for Dec 1979 
OREOORY.W8 Los Alamos Scientific Laboratory FIN A-7Oa0, 
MK“0-O374(ft29S> 80/01/21 6pp 


8002220224 "RAMONA Code Mod & Evaluation." Dec monthly highlight itr 
LEVINE. M M BrooVhaven National Laboratory FIN A-3014 79/12/31 

6pp. 


8002220234 "Reactor Core Safety Analysis Group RECORDS - Operating 
Reactor Data Base Sys U Application to Reactor Safety " 

CAREU. J F. . DIAMQNDtD J Drookhaven National Laboratory. FIN 
A-3120 BNL-NUREO-25294 79/11/30 30pp 

0002220285 "LWR lf»-Plant Measurement Program," monthly progress rapt 
for Dec 1979 

MANDLEft, JW EG t* 0» Inc FIN A-6075, 80/01/17 4pp 


8002220432 “Acc Ideot-I n d oco d Flow Ic Katl Transport." monthly progress 
rept for Dec 1977 

martin. R A . GREGORYiH 8 Los Alamos acientiflc Laboratory FIN 
A-7029, 80/01/16 3pp. 


8002220473 "Monitoring for Compliance w/Docommissionlng Criteria." 
technical progress rept 

DICKSONiH W r LANTZ.P M j HOLaWAY.-CiF Qak ftUge National 
Laboratory FIN A-909S-7 80/01/31 i09pp 


8002220476 "Sandla Core Melt it Seporate Effects Program," monthly Itr 
rept for Jan 

BERMANi-M Band i a Laboratories 4441/KL-7 80/01/31 fipp 


8002220480 "Experimental Criticality Data for Code Validation." monthly 
progress rept for Dec 1979, 

01ERHAKN.8 R Battelle Manorial Institute. Pacific Northwest 
Laboratory FIN B-2094 BO/Ol/31 4pp 


8002220403 "Comparative Study of Reactor Physics it Accident aconarios 
qf Proliferation Resistant LMFBR Cores." informal rept 
LUDEWro.H Brookbaven National Laboratory, FIN A-aOOO 
aNL-NUREG-26e24 79/10/31. 33pp, 
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e002220497 "Compar i »ani of TRAC-PIA Calc urlat i ont u/LOFT L2-3 
E>ip»riment« I Results# " pre I iminar(j 01 i-ssamorit r*pt 
HHEATLEY. P D £0 0, Inc. FIN A~6047 EOO“CAAP-5(>72 79/12/31 

sapp 


8002220493 " Ind«p«nd ent Assessment of Transient Fuel Pod Anel^ttls Code 
FRAP“T5j " independent modol assesiment 

PEELEflifl B , LAAT81 E T . HAMPTON. N L EG i« O. InC FIN A-fe04A 
eGG-CAAP-S074 79/12/31 lOOpp 


8-002250197 "Dec ontami nation as Precursor to Decommi sslonlngj " monthly 
progreia rep t for Jan 19S0 

PERRIODiL D Brookhaven National Laboratory 80/02/09 3pp. 


G0022&023S "Safeguards Analysis for Byproduct tiatls U Small Quantities 
of SNMj " monthly progress rept for Nov 1979 

CHESTERiR Q , KANAi^i K K j RANOaLPHi M L Oak Ridge National 
Laboratory FIN D-ilOa GRNL/HASR D-60 79/12/10= 6pp 


8002250241 ^Assessment of Ratfiation Dotes Resulting from Releases of 
nn'*222 U Ra-22i from U Mining & Milling ActivifciaSt" monthJ-y 
progress rept for Dec 1979 

TRAVIB.t C » KCDDWELL-DOVFHr WATSON, A P Dak Ridge National 
Laboratory FIN 5-0281 GRNL/HASRO-l»& BO/Ql/15 4pp 


8002250242 "LWR Prossure Vessel Irradiation Survell lar^ce Dosimetrv 
Program! " bimonthly status Itr 

PRESTON. C C I HCELROYiW N Hanford Engineering Development 
Laboratory 79/18/10 Spp 


3002250250 "Hudson River White Perchr quarterly progress rept for 
Jul-Sept 1979 

VAN MINKLCrW 4 0ARNTHDU5E.L U Qak Ridge National Lab oratory FIN 
J3-0423 79/09/30 3pp 


8002250233 •'Refill Effects Program.'' monthly progress rept for Dec 
1979. 

ROTNE.P H i CROWLEY, C J Creare. In< NRC-04-73-162 aO/Ot/lO 
3pp 


e'0Q225DS5a "Div of Reactor Safety Research ORNL Programsi monthly 
hlghllghte rept for Dec 1979 

MYNATTiF R. Qak Ridge National Laboratory FIN B-0413 80/01/10 

3lpp 


&00225D2S? "Safeguards Analysis for Byproduct Metis & Small Quantities 
of SNM» “ monthly progress rept for Dec 1979. 

CHESTER. R □ . KANAKrK K , RANDOLPH, M L. Oak Ridge National 
Laboratory FIN 8-6108 DnNL/HASRD-A4 SO/Ol/i? p 


8008230263 "Fast Loop Facility Nitrogen Operation Test." internal 
technical rept 

CHEN-T H EG tc Or Inc FIN A-604a LTR L0-00-79^1l 00/01/04. 

a2pp 


8002230264 “DWR Sloudoun/Emer gency Control Ctr Program>i •• progrese rept 
for Doc 1979 

BDRHETTEi 0 W -General Electric Co , Nuclear Energy Products Div 
FIN a-3014 NRC-04-76-215 00/01/10 22pp 


0002250267 "BWR Refill-Refined Program." progress rept for Dec 1979 
BURNETTE.Q W General Electric Co t Nuclear Energy Products Dlv 
FIN 3-5877 fJRC- 04-79- 184. 79/12/31 6pp 


0002250268 "Shipping Cask Sabotage Source Term Investigation." monthly 
progress rept for Dec 1979-Jen 1930 

SCHHIOTiE If Sattelle Memorial Institute. Columbus Laboratories 
FIN B-6012 BO/02/06 22pp 


6002250270 "Code Assessment it Applications Program' BI«W Audit 
Calculations - Small Break." preliminary assessment rept 
DODBE.G A ED 8. 01 Inc FIN A-6047 E00-CAAP-506I 79/11/30 

33pp. 


8002250276 “LOFT Program Req.ulremBnti Document <May 1972. > " 

SHULTZ, R J EG & Ot Inc FIN A-604a PRD-JD 72/03/31 24pp. 


BOO-2250281 "Accident Aerosol Characterization Study," rnontlily prograst 
rept for Jan 1980 

HlSHlMAtJ Sattelle Memorial Institute! Pacific Northuest 
Laboratory FIN B-2207 80/02/05, 3epp 


8002250313 "Physical Frateetion of Nuclear Facilities. " Informal 
Huarterly progress rept for Oct-Dec 1979 

CFAPHAN.L D Sandia Laborataries. FIN A-1060 BO/Ol/24 10pp. 


8002250319 "Physical Protection of Nuclear Mail In-Translt, " informal 
monthly progress rept for Dec 1979 

CHAPMAN, L D Sandia Laboratories FIN A~iI73 00/01/21 3pp 


8003260236 Research Info Ltr 78 vertical loads In Mark I containment 
torus during air venting phase of postulated LQCA It 
concurrent verification of Moody scaling lau aliou 
SI trapo lat ion of loads to full-scale geometries 

LEVINE, 8 Office of Nuclear Regulatory Research. RlL-070 (FRNl. 
79/12/23 7pp 


8002270565 "Dosimetry It Biotransport Models to Implement ALARA, " 
quarterly progress rept for Oct-Doc 1979 

KQCHER.D C. ! MCDOWELL-BOYER, HILLOUOH, 9 0 Oak Ridge National 
Laboratory FIN 0-DlBB □RNL/KASRD-65 80/01/10, 5pp 


8002270573 "Aerosol Release It Transport from LMFOR Fuel, " foreign trip 
rept 

KREBS, T. 8 Oak Ridge National Laboratory FIN B-0121. 
aRNL/FTn-794 00/01/28 I4pp 


6-002280059 "Floia Blockage Study for Blab Core Test Facility " 
TQAliC C EO )!t 0, Inc ECO-CDAP-5082 00/01/31 31pp 


8002280060 "Technical Evaluation Rept of Electrical, Instrumant 8< 
Control Aspects of Inadvertent Safety Injections at Salem, 

Unit I " 

CLEVELAND, C J EO St 0, Inc FIN A-6256 EOO-EA-50B3. 00/01/31 
13pp, 


800236007S "Electrical. Instromentation It Control Aspects of Override of 
Containment Purge Valve Isolation It Other Safety Feature 
Signals, Salem Oenerating Station; Units 1 It 2 " 

UDY,AC EG It 0, Inc E0(5-EA-S04S 79/11/30 12pp 


0002280066 "Power Cooling Mismatch Test Series, Test PR-l, Experiment 
Operating Spec " 

SPARKS, D T , OARNEft.R « EG It 0, Inc FIN A-6041 EOO-TFB P-5027. 
BO/Ot/31 57pp 


6002200095 "ReLAP4/M0D6 Calculation of LOFT LQCE L3~l. " 

LACHANCE, J L EO It 0, Inc FIN A-604BB EGO-CAAP-SOBl 80/01/31 
SSpp 


0002280102 "Technical Evaluation Rept of Tech Spec Change for Broune 
Ferry Unit 3 " 

CLEVELAND, C J £0 It 0, Inc FIN A-6256 EOO-EA-5045. 79/10/31. 

7pp 


0002200109 "LOFT Monthly Progress Rept for Dec 1979 " 

KAUFMAN, N C. EG It 0, Inc FIN A-604B LQ-MR''002, 79/12/31. 

lOlpp 


0002280141 "Environ Statements Project, " monthly progress rept for Dec 
1979, 

ZtTTEL,H.£ Oak Ridge National Laboratory FIN B-OOt 
ORNL/ED/EIB-UB 79/12/31. 5pp, 


Q0O22BO162 "Evaluation of Docket Files of Terminated Licenses," monthly 
progress rept for Dec 1979 

LANTZrP M . DICKSON, H W. Oat Ridge National Laboratory. FIN 
A-90a3-7 0RNL/HA8RD-63 79/12/31. 16pp 


8002200190 "Environ Assessments of Fuel Cycle Facilities," monthly 
progress rept for Dec 1979 

ZITTEL. H E Oat Ridge National Laboratory. FIN B-0279, 
aRNL/ED/EI8-ll7, 79/12/31 6pp. 


80022B0204 "Program for Standardized Analysis of Fuel Shipping 
Containers,'* quarterly progress rept for Dct-Dec 1979. 
WHITESIDES,© E . WESTFALL, R M Union Carbide Corp FIN B-0172, 
□RNL/CSO/INF-aO 80/01/29. lOpp 


6002280219 "PWR SteamUne Break Analysis Assuming Concurrent Sjbeam 
Generator Tube Rupture " 

SHIER, W G , LEVINE, M M firookhaven National Laboratory. 
BNL-NUREG-26903 00/02/27 18pp. 


0002290101 '‘Inveifeigation of Post-CHF Heat Transfer for Water-Cooled 
Reactor Application It Development of Two-Phase Flow 
Instrumentation, " monthly progress rept for Jan 1980. 

CHENfJ C . SUNDARAMiR K. , Nt JHAWAN, 9 Lehigh Univ FIN A-405S. 
80/02/12 9pp 


8002290106 "Anaysis of Hypothetical Accidents Resulting In Core 
Meltdown,*' monthly progress rept for Jan 1980 

DENNING. R. 8 , CYBUL8KI8, P. , BAVBUTT.P Battelle Memorial Institute, 
Columbus taboratories, FIN A-4067 80/08/15. 9pp 
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9002S90115 *'Phyfical Protection of Nuclear Pac i 1 i ties< "rnonbh lu progress 
r«pt for Die 1979 

CHAPMAN* L 0 Sandla Laboratories FIN A^1060 80/01/30 9pp 


8002290163 ''Elictr leal* Instrumentation It Control Aspecta of Override 
of Containment Purge Valve Isolation & Other Bafetu Feature 
Blgn-als* Gconei Nuclear Stationi Uni ts 1*2 & 3.” informal 
rep t 

UDYi A, C CO 1« 0* Inc FIN A-6256 EOO-EA-5060 79/11/30 Ip 


ilEVlEH ORP NRC RESEARCH REVIEW 0R0UP8 


8002090103 Forwards summary of Advanced Code Review Group 790903-06 
meeting in Silver SpringiND 

ZUBERr N RROtt l-lAi Advanced System Code GO/Oi/34 Spp 


--8002050196 Summary of Advanced Code Review Group 790905— 06 meoting in 
Silver Spring* MD re determinations whether current 
thermohydraul ic models in TRAC-PIA require mod tc whether 
addl effects should be included in future versions of TRAC 
» RROM 1-14* Advanced System Code GO/Oi /24 36pp 


8002130303 Notification of 800227 28 meeting w/LOFT review group in 

Salt Lake City*UT 

■MCPHERBONj 0 D Division of Reactor Safety Research S0/0t/3B 

3pp. 


8002140201 Notification of BD0213 meeting of Fire Protection Research 
Review Group in DethesdaiHD to discuss completion of 
IEEE— 363 flame test eve luation* r ep 1 Icatlon test for Arkansas 
1 it status of penetration fire stop testing 

FETTER Division of Reactor Safety Research 80/02/01 2pp 


B002150423 Notification of 600214 meeting of Qualification Testing 
E^valuetion Research Review Group in Oathtsda*MD to discuss 
Commission-directed connector tests k status I* test plan 
for modified LDCA test facility 

FEITiR- Division of Reactor Safety Research 80/02/01 2pp 


SCeV POSITION PAPERS BEFORE THE COMMISSION 


8001310194 Transcript of Affirmation Session 80-01 on S00119 in 
Waih 1 ngion* DC Pp 1-4 
* Commission 80/01/15 4pp 


GD02010091 Forwards NRC requirements from 791217-B00104 open meetings 
Requests placement in PDR 

CMILK* 9 J Office of the Secretary of the Commission 80/01/14 

Ip 


--B002010131 Summary of Affirmation Session 79-41 on 791221 in 
Hash ington* DC re 6ECY-A-93 j further consideration of response 
to US Circuit Court of Appeals de ci sion* Ga insvi 1 le Utils vs 
FL Power k Light 

CHlLKtS J Office of the Secretary of the Commietion 79/12/21 
Itf 


—8002010139 Summary of Affirmative SSesiion 79-42 on 791227 In 
Washington. DC re SECY 79-4S4 k 79-514* delegation of 
of authority k proposed amend to coce re adjudicatory 
proceedings 

CHIi.Kj8 J Office of the Secretary of the Commieeion 79/12/28 

2pp 


8002040001 BECY-79-371 

Forwards for Commission approval “NRC Task Force Rept an 
Operetlonal Safety Data Analyils & Evaluation ’’ Recommends 
approval of follow-on Option 3 

G038ICK.L V Office of the Executive Director for Operations 
79/06/04. 3pp. 


— 6GG2040005 Discusses formation of task force to examine operational 
data analysis k evaluation activities within NRC Group will 
concentrate on defining near-term actions Focus should be on 
operational data from power reactors Appoints members 
OOS81CK.L V. Office of the Executive Director for Operations 
79/04/24 2pp 


— 8002040081 Forwerdi expanded charter k schedule of activities for Task 
Force on Operational Data Analysis k Evaluation 
G08SICK.L V. Office of the Executive Director for Operations 
79/05/04 4pp 


—8002040085 Directs Implementation of immediate actions recommended by 
Task Force on Operational Data Analysis k Evaluation Lists 
required actlvitlae 

GDBSICK.L U Office of the Executive Director for Operations 
79/05/25. 2pp 


— 8002040088 Forwards NRC response to GAO Rept EMD-79-i6i "Reporting 
Unscheduled Events at Commercial Nuclear Facilities 
Opportunities to Improve NRC Dvorsight " Identifies areas of 
activity for task force participants 

OQSSICK.L V Office of the Executive Director for Operations 
79/05/25 14pp 


—8002040090 Discusses proposed Commission paper on Task Farce on 
Operational Data Concurs u/solection of Option 3 Disagrees 
u/locatlon of agancy-wido group in Dfc of Nuclear Reactor 
Regulation Suggests changing Implementation time to 30 days 
LEUlNEi S Office of Nuclear Regulatory Research 79/05/20 Ip 


— 8002040093 Ac k receipt of 790524 request for concurrence ui/Commiss i on 
paper recommending improvements to NRC review of opeTational 
data Concurs w/draft paper Agrees w/recommendat i an of Option 
3 

MINaOUE. R 8 Office Df Standards Development 79/05/30 Ip 


— 8002040095 Supports provisions of Commission paper Questions placement 
of ageticy-uiide group under Ofc of Nuclear Reactor Regulation 
Suggests Ofc of Stds Development or Qfc of Nucl ear Reactor 
Research as better choices 

DAVIS* J 0 Office of Inspection k Cnforcementi Office of the 
Director 79/05/30 Ip 


6O02G40094 Responds to FOTA request for certain background documents re 
NRC policy on "differing prof opinions " Forwards documents 
listed in app 

FELTON* J H Division of Rules and Records 80/01/09 App 


—8002040187 €ECY-7a-208 

Requests comments k concurrence on end draft "Policies k 
Procedures Applicable to Expression of Differing Prof 
Opinions " 

DAG8ETT*H B Office of Managewent and Program Analysis 78/04/14 

app 


— B002040 1 53 8 EC Y-79-404 

Requests Commission approval to- distribute end proposed 
NRC policy k procedures for differing prof opinions Comments 
will be solicited from NRC personnel k public Supporting 
documentation end. 

HALLER* N M Office of Management and Program Analysis 79/06/LB 
24pp 


8002050144 Forwards consideration of export license applications 
analyxlng generic options re heal th» safety Si environ 
effects* that could result from proposed exports 

BICKNITiL Office of the General Counsel MANRAHAN.C J Office of 
Policy Evaluations 6G/01/1S 40pp 


—8002050155 Discusses 8ECY-7a-36S re health ti safety considerations in 
reactor export licensing nuclear assistance programs 
Resources devoted toward conducting either environ 
assessment or £18 have been programmed into FYBD budget 
CHILKt 8 U Office of the Secretary of the Commission 
8ECV-70-a65 78/09/25 2pp 


6002060394 BECY-aO-020 

Forwards summary of public comments received by Commission 
re Mestinghouse application Includes analysis of generic 
options re health* safety k alternative methods for 
application review 

BiCKtJIT.L. Office of the General Counsel HANRAHANi E. J Office of 
Policy Evaluations 00/01/15 40pp 


—8002060397 Advises of Commission review of SECY-70-365 re health k 
safety considerations on NRC reactor export licensing 8* 
nuclear assistance programs Commissioners concur u/NRC 
recommendations 

CHtLK* 8 U Office of the Secretary of the Commission 78/09/25 

2pp 


6002070051 Submits partial response to FQIA request for NRC info re 
preparation of value/impact analysis li/or rule for physical 
protection o-f metl Documents 1 St S of App Q k Document 1 of 
App C withheld {ref FOIA Exemptions 1*3 k 5> 

FELTON.J M Dlvisian of Rules and Records GO/01/16 5pp 


— 8002070056 Responds to- NRC 790130 memo re 8ECY-79-3B concerninp 
physical protection of Ca-tegory tl k III matl Proposed final 
rule should be approved in light of Inti nonproliferation 
considerations 

KENNEKEiA Office of Policy Evaluations 79/03/12 3pp 


— 8002070060 Requests comparison to proposed regulations of requirements 
of INFClRC-225 Category II & HI metis in'use k storage k In 
transit Also requests discussion of usefulneti of lesser 
amounts of U to be considered Category I mat! 

□RADFORD, P A Commission 79/01/30 37pp 
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Q00pi305(V7 Tr-an«cript of Affirmation Sassion 60-2 Jn Wa«h lngfcon< DC 
AHEARNE, J F , QILJNSKV, V . BRADFORD. P A Conmisslon flO/Ol/22 
4pp 


6003130553 Forwarrfa revised pages to SECV-79’'^06 re petition for 
ruleima king 51-4 to Jinifc scape of preopereting licenta 
environ review Draft Tioti«B of denial end 

CHILK. 3 J Office of the Secratar^ of the Coinmission 79/12/14 
5pp 


—8002130560 SECY-79- 4 06 

Recosnmentls approving MRC denial o# petition far rulemeting 
51-4> te limit scope of preoperat ing license environ review 
Fropotcd Itr U. notice of denial Sc analysis of comments end 
SHAPAR, H K Office of the Executive Legal Director 79/06/18 
a7pp 


— B002I30569 Forwards petition for rulemaking Si-4 

LaW£NSTEIN»R Loiuenstein# Newman* Reis, Axetrad I* Toll 78/02/08 

Ip 


B002130599 SECY-eo-033 

Notifies of Executive Branch raspoetse to DOE G00103 
applications to export 2 25 kg of U-2351 c ontalned in 3 kg 
U* to The Metheriands tf 3 93 kg of U-235. c ontained in 20 kg 
U» to France 

SMEAi J R Office of International Programs 60/01/21 Ip 


— B002130&01 Foruards application for license to export enriched U 
Requests expeditious handling 

MCDONOUOH. M D EnergyrDept of 79/10/31 Ip 


— 80D2130607 Executive Branch position re DOE application for license to 
export 2 23 kg U-33Si conta Ined in 5 kg Uj !< 395 kg V-23SJ 
contained in 20 kg (/. to The Netherlands Ltr of assurance 
end , 

N03ENZ0. L V State. Dept of. Bureau of Oceans & Internatl Environ 
U Scientific Affairs 00/01/03 3pp 


— 8002130610 Application ty DOE for license to export 2 25 kg of U-235» 
contained in 5 kg U> t. 3 95 kg 17-233. contained in 20 kg (7* to 
The Netherlands 

* Energy. Dept of 79/10/31 8pp 


-*'8002188618 Foruiards application for license to export enriched U 
Requests expeditious handling Matl will be used In 
fabrication of reduced enrichment test plates l4/o end 
NCDONOUOH. M D EnergviDept of. 79/11/03 Ip. 


— 3002130634 Executive Branch position re DOE application for license to 
export 3 95 kg U-23S* conta Ined In 20 kg U* to France Ltr of 
assurance &. unexecuted application end 

NQSENZOi L V State. Dept of. Bureau of Oceans S< Internatl Environ 
U Scientific Affairs. 80/01/03 6pp 


8002140377 States no legal objection to end memo re board notification 
procedure except for paragraph on page re coordination. 

Paragraph should state that 86cy-76-212 will be followed 
uhen consulting on board notification matters U/o end. 

CHRIBTENBURV.e Hearings Division SO/02/06 Ip. 


8002300267 Transcript of B0D129 meeting in klash ington* DC re discussion 
%. vote on GECY-60-SDi Fhl 1 i pp ine export application Pp 1-64 
* Commix Sion 80/01/29. 66pp 


8002200332 Responds to 791321 ltr to president Carter re UestLnghousa 
application far llcsnie to export nuclear reactor to 
Philippines Executive Branch revleu of application extended 
for three yrs FR notice end 
AHEARNE. J F Commission. 80/01/23 4pp 


8002280247 Transcript of 800213 Affirrjation Session 80-6 in Washington 
DO re Commission vote on 8eCY-79-662* 8ECV-aO“9. 6ECV-79-682 
& SEC Y-7 9-473. 

* Commission- 00/03/13 4pp 


—8002250263 0ECY- 79-662 

Recommen4s NRC approve publishing proposed rule 10CFR70 re 

general licensing of carriers of Irradiated fuel 

MINOOL/EjR B Office af Standards Development 79/12/21 4pp 


■8002250269 SECY-7B-008 

Discusses response to Commission question ro protection of 
SN« 

MINOOUEiR B. Office pf Standards Devo Jopment. 78/01/05 37pp 


—6002250278 BECY-80-009 

Requests approval of effective amends to iOCFR4 re 
prohibition of discrimination against the handicapped in 
federally assisted programs 

6HAPAR. H K Office of the Executive Legal Director 80/01/04 
32pp 


■8002250286 SECY-79-682 

Requests approval of notice of proposed rul« change to 
explicitly define criteria for access controls at entrances 
to power plant vital areas 

KINDOUE.R D Office of Standards Development 79/12/21 I6pp 


— 8002250293 Value/lmpac t assessment re access controls to nuclear power 
plant vital areas by amend to 10CFR73 
* Office of Standards Development 79/12/21 Gpp 


8002260183 Transcript of 800206 briefings in Wash ington. DC re upgrading 
NRC operations ctr Pp 1-103 
* Commission.. 80/02/06 103pp 


—8002260187 Summarlxei status of operations ctr It of plans to improve 
accommodations Ic procedures for incident rcsponee S/leugraphs 
end 

STELLO. V Office of Inspection fc Enforcement* Office of the 
Director 6ECY-80-035 80/01/21 4pp 


6002280091 Transcript of 800214 briefing in Kash ington# DC re licensot 
regulatory performance evaluation Pp 1-45 W/8ecy“fl0-83 re 
systematic assessment of licensee performance 
* Commisaion 80/02/14 49pp 


—6002260101 Informs Commission of JE efforts re evaluation of licensee 
performance, per BECY 79-SS4 NUREO-0660 Regional 
evaluations will begin June 1960 Details of review group 
operation will be finalised by June 1980 Viewgrapht end 
BTELLQi V Office of Inspection It Enforcement, Office of the 
Director 80/02/12 20pp 


6002290017 Transcript of 800207 Affirmation Session 80-5 in Washing ten, 
DC Pp 1-5 8ECY-79-2e3,79-283A,79-203Bt 79-682 It 79*'636 It 
revised pages to 6ECY-79-661 encl 
* Commission. 60/02/07 5pp 


— 8002290023 Forwards Oossick 800110 memo It revised pages to 8ECY-79-661 
re employee protection for individuals that provide info to 
NRC 

a Office of the Secretary of the Commission 60/01/11 Ip 


— 8002290028 Forwards revised pages to SEGV-79-661 rt employee protection 
for individuals that provide info to NRC Reflects recent 
iesuanco by Dept of Labor of effective regulations that 
implement new authority under Public Lou 95-601 
NIKIOOUE, R Q Office of Standards Development 80/01/10 Ip, 


—8002290032 6ECy-79-661 

Revised Pages 4.8, lOrCnd 3d It 2, End 6r3,End 7 It 1) 
End 9 

e Office of Standards Development 60/01/10 lOpp 


—8002290036 8ECY-79-661 

Discusses emplayee protection for individuals providing info 
to NRC Recommends issuance of joint NRC/Dept of Labor 
memorandum uf understanding re discrimination It procedures. 
HtNOOVE, n B Office of Standards Development 79/12/07 45pp 


-8002290039 3EGY-79-2e3 

Recomnendi approval of amends to lOCFRl 10, simp 1 if y Ing 
licensing raquirements when matl is not significant from 
nuclear proliferation standpoint Draft notice of rulemaking 
and 

8HEA,J R Office of International Programs 79/04/20 22pp. 


—8002290189 ’*0fc of Executive Legal Director Legal Analysis of Authority 
to Permit Export of 8NM Other than Under Terms of Agreement 
for Cxioparatlon. " 

* Office of the Executive Legal Director 79/04/20, 12pp 


—8002290192 '’Staff Analysis Under Sictions 127 It 128 of Atomic Energy 
Act of 1984 as Amended " 

« Office of International Programs 79/04/20 lOpp 


— 6002290199 Advises that Executive Branch review concurs w/issuance of 
general 1 icenis. Suggests lictnse be issued on basis that any 
export in category to which proposed export belongs would 
not be inimical to common defense It security. 

NOSENZD, L V State, Dept, of. Bureau of Oceans It Internatl Environ 
It Scientific Affairs 79/01/30, 3pp. 
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— 9002290203 SECY-79-2Q3A 

RffcoAnmendft deletion of Ugenda from list of envbergoed 
dfstlnation* End presidential memo certifies Uganda no 
longer committing consistent pattern of gross violations of 
human rights 

BHEA* J R Office of International Programs 77/96/01 3pp 


— a00229020B BECY^79'’2E30 

Provides addl info in response to Commissioner Bradford 
guestlons re imp iementation of proposed minor quantities 
amends for specific licenses 

SHEAi J R Office of International Programs 79/11/13 3pp 


— 9002290210 8ECY--79-6G2 

Summorites info re access controls required at entrances to 
nuclear pouer plant vital areas Recommends amends espllcitig 
defining criteria for access 6 requiring procedures to 
assure onlg authoriied access Draft of p'roposed rule end 
MlNOOUEr R D Office of Standards Development 79/12/21 12pp 


--9002290221 "Criteria Dealing w/Access Controls to Vital Areas " 
# Office of Standards Development 79/12/21 3pp. 


— 9002290230 Valuo/impact assositment of proposed amend to lOCrR73 to more 
explicitly define access controls to nuclear power p lant 
vital areas , 

e Office of Standards Development 79/12/21 8pp 


— 0002290233 8ECY-79-6a6 

Suifimarlies comments solicited re restructuring 10CFR20 
radiation protection stds Recommends approval of end draft 
notice for Issuance In FR 

HONQOUErR D Office of Standards Development 79/11/23 2pp 


— 0002290240 Comments on proposed rule 10CFR20. endorses effort to update 
tide Suggests terms for expressing limits of contamina t ion U 
addl items to be limited 

DEBOERiT K New Yorkr State of 79/11/14 3pp 


— 0002290247 Comments an proposed rule 10CFR20 framework of present Part 
20 not suitable for incorporating present Si future 
requirements. App llcab Is radiation protection requirements 
should be reviewed S< NRC Implementation defined 
HAWKlNSfD 0 Environmental Protection Agency 79/11/05 3pp 


— 0002290252 Comments on proposed rule 10CFR2O review Is desirable Offors 
to participate, 

HUNROEi R R Defen«a>Dept of 79/10/01 2pp 


--0OO229O239 Comments on proposed rule 10CFR20 objective regulatory stds 
should be clearly differentiated from philosophical position 
statements. Femaleti ae susceptible groupi should be changed to 
femalqi who are pregnant 

UALKERiD LaboriDept ofi Occupational Safety ((Health Admin 
79/11/21. 19pp 


— 0002290264 Supplemental info re changes in iOCFR20 Seeks public comment 
for purpose of modernlxing radiation protection stds. Plans 
to work closely w/EPA to ensure compatibility w/f orthc oming 
EPA guidance 

* Office of Standards Development 79/11/26 2pp. 


8002290296 Transcript of 600221 meeting in Uashlngtonr DC re effective 
amends of 10CFR33 to require reporting of misadmlnlttratians 
of byproduct matl Vlewgraphs end 
e Commission 60/02/21 53pp 


STATE PROO STATE PROGRAMS 


0002040204 Notifies that RO Ryan cannot appear before NY City Council 
Environ Protection Committee Suggests discussion of Council 
issuet at NRC SOOllS- regional emergency planning uiorkehop 
(n NY City. 

SCHWARTZ* S A Assistant Director for Program Development 
00/01/11 ip 


8002040307 Ack receipt of 791227 invitation to participate in AR 
Legislative Council S00i04 meeting. WL Axelson will 
represent NRC at meeting 

RVAN.R.G Office of State Programs 79/12/31' Ip 


B002050246 Transcript of 600117 meeting in Ban FrandScoiCA re 
emergency planning rulemaking Pp 1-264 
* Commission 60/01/17 263pp 


9002090252 Transcripts of 000124 Emergency Preparedness Workshop in 
AtUntaiOA Pp 1-252 

G0LLER*K R * JAtiQCHlAN.H T Division of Siting. Health h Safeguards 
Standards ORIMEBp 6 K Office of Nuclear Reactor Regulation 
00/01/24 293pp 


6002050270 Transcript of 600115 meeting on emergency planning 
rulemaking in New VorkpNY Pp 1-446 
» Commissian 80/01/15 447pp 


8002060395 Forwards summary of responses to short-range tt long-range 
raduaste problems^in respanso to 791207 request Also 
forwards list of state legislative actions re raduaste 
d isposal 

fiCHUARTZi 8 A Assistant Director far Program Development 
79/12/12 Spp 


6002070007 Forwards list of key NRC employees responsible for nuclear 
plant projects in US. in response to recent appointment as 
Health S, Social Sves Dept Liaison officer to NRC W/o end 
RVAN*n Q afflte of Gtate Programs 80/01/10 ip 


GD02I20263 Responds to 791226 request for info re federal activities 
affecting coastal tone NRC has no federal activities within 
previeu of Coastal Zone Act 

YOUNOi 1 U Assistant Director for Program Development 60/01/23 

Ip 


— 6002120269 Requests info re ongoing NRC federal activities affecting 
coastal zone 

DRIN.D Virgin Islands 79/12/26 Ip 


8002120626 Responds to 791212 request for info re ARAC pilot project 
Discusses plans involving three state emergency ctrs b 
reactor sites (c NRC Incident response ctr 
RVAN.R 0 Office of State Programs GO/01/16 2pp. 


— 8002120631 Requests info on progress of trial installation of ARAC 
Expresses interest In inclusion of state emergency operation 
ctr In trial program 

HA2LE«A J Colorado* ^tate of 79/12/12 Ip 


6002130050 Informs that J iubenau will be Ofc of State Programs 
participant for NRC 600219-21 Capitol Kill workshop 
J licOrath ulll be alternate, 

KERRrO u Office of State Programs 60/01/30 Ip 


6002130266 Comments on proposed rule 10CFR50. urges addition of evening 
session to 600119 emergency preparedness workshop in 
NYi NV to allow daytiine workers Ik students to attend & 
present viewpoints. 

MESSINOERjRU New York. NV 00/01/09 2pp 


—8002130274 Comments on proposed rule lOCFRSO requests addition of 
evening session at 6001 ts emergency prepardnest workshop in 
NY*NY to allow daytime workers 6 students to attend I* 
partic ipatc 

HOLTiJ. Public Interest Research Group* New York SALZHANi L 
Friends of the Earth LIEDDUDiH Sierra Club 60/01/05 2pp 


— 6002130264 Forwards comments from director of Qfc of Disaster 
Preparedness (< Fire 8vcsj6an Diego* CA r« proposed ruLe 
tOCFRSG^i emergency preparedness at nuclear plants 
HEARNS* J J California* State of 00/01/16 Ip 


8002140047 Responds to 791207 request for comments on proposed MD 
legislation re transport of radioactive matls.NRC cannot 
support legislation which bans rail (« highway transport 
of spent fuel or raduaste 

KERR*Q H Office of 0tate Programs 60/02/01 25pp 


— 6002140054 Memo of understanding delineating responsibilities of DOT 
4. NRC In regulation of safety in transportation of 
radioactive mails D8T is responsible for regulating safety 
in transportation of hazardous matl 

HENDRlEiJfl Commission PALMIER* JD Transportation* Dep t of 
79/O6/O0, 11pp. 


—0002040327 Requests NRC attendance at AR Legislative Council 800104 
meeting to provide info re proposed nuclear planning (< 
response program Program establishes environ surveillance 
in area of nuclear generating facilities, 

LANDERS* L Arkansas* State of 79/12/27 Ip 


9002140293 Responds to 791226 t* 1016 Itrs requesting use of Maxey 
Flats as outdoor lab for study of low level radwaste 
decommissioning Forwards 790626 (k 0608 Itrs re funding for 
six projects 

KERR.G W Office of State Programs 00/01/20 2pp 
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— 8O0214CS99 fleq.iiests assistance for d« t ertnin J ng how to dsconbAil*^ i on 
Maxoy riats 1 ou levol raduaito turial site 
HARDIN. CM Konttick^i State 79/06/26 Ip 


—8003140305 Responds to 790626 proposal requesting support for research 
at Maxeg Flats Forwards project desciptive summary 
/\RSENAU1T>F J Div^ision of Safeguards FIN 8~S291. 79/0B/O8 

Bpp 


8003150133 Discusses rev'iew of NRC 791213 Itr Radiation control 
activities are adequate t* cocipatlble lu/NRC program 
Flesibititg existi to avoid severe ciirtail>ment of necessary 
trave 1 

&ERSTE1N. n Texas. State of 80/01/35 ip 


0003200365 Informs Subcoinmi ttee on Nuclear Regulation of agreement 
state ragulatorg program status All programs adequatelg 
protected public health 6 safety for €778 KRC is reviling 
criteria for program evaluation 
AHEARNE^JF Commission 00/01/10 3pp 


— BOOSSOOS^S Informs Subcommittee on Environ* Energy tt Natural Resources 
of agreement state regulatory program status All programs 
adequately protected public health it safety for CY7B NRC it 
revising criteria for radiation control program evaluation 
AHEARNE. J F Cammisslon 80/01/10 3pp 


— 0002200273 Informs Subcommittee on Energy Ic Power of agreement state 
regulatory progrme statue Ail programs adequately protected 
poblic health ft safety for CY7e NRC is revising criteria for 
agreement state radiation control program evaluation 
AHEARNE.JF Commission, BO/Ol/IO 3pp 


--80032002a4 Informs Subcommittee on Energy ft Environ of agreement state 
regulatory program status Alt programs adequately protected 
public KeaUh ft safety for CY7a NRC Is revising criteria for 
agreement state radiation control program evaluation 
AHEARNE.JF Commission 80/01/10 3pp 


0002300322 Forwards MA comprehensive emergency response plan u/App 3 
for fixed nuclear facilities ft aroa operations plans for 
facilities U/o end 

0AUT*H N Office of State Frogramii 00/01/14 Ip. 


8002210306 Comments on proposed rule precluding GL issuance for safe 
nuclear plants if state ft local emergency response plans 
are inadequate Proposed rule should be tjjthdraun 
HOCQRMACKrh . yyDLER*J N House of Rep « Science ft Technology 
79/12/aO 2pp 


0002220337 Informs Eubcommittee on Nuclear Regulation that NRC will 
conduct Jan 1900 regional workshops w/state ft local 
officials ft utils re radiological emergency response plans 
Invites Subcommittee members to attend. FR notice end. 

RVANiR 0 Office of State Programs 00/01/07 2pp 


‘'-8002230342 Informs Subcorrml ttee on Energy ft Water Development that NRC 
will conduct Jan 1900 regional workshops w/state ft local 
officials ft utils re radiological emergency response plans 
Invites Rubcomrsi ttee members to attend FR notice end 
RVANiR Q Office of State Programs 80/01/07 2pp 


— 0002220351 Informs Subcommittee on Energy ft Environ that NRO will 
conduct Jan 1900 regional workshops u/state ft local 
officials ft utils re radiological emergency response plans 
Invites Subeom/nlttee membors to attend FR notice end 
RYAN. R O Office of State Programs 80/01/07 2pp 


— 8003220356 Informs Subcommittee on Environ* Energy ft Natural Resources 
that NR-C will conduct Jan 1980 regional worlthops u/state it 
local officials ft utils re radiological emergency response 
plans Invites Eubcommittee members to attend FR notice end 
RYANrR O Office of Etate Programs 00/01/07. 2pp. 


— 8002220369 Inform* Subcommittee on Energy* Nuclear Proliferation, ft 
Federal 8vci that NRC will conduct Jan 1900 regional 
workshops u/state ft local officials ft utils re radiological 
emergency response plans. FR notice end. 

RVANiR 0 Office of 8tat« Programs 80/01/07 2pp. 


— 8002220377 Informs Subcommittee oh Energy ft Water Development that NRC 
ulll conduct regional warkshops w/stata ft local officials ft 
utils re radiological emergency response plans. invites 
Bubconmittee members to attend FR notice enc 1 
RYAN.R 0 Office of State Programs flO/OI/07 2gp 


— 0002220380 Informs Subcommittee on Health ft Scientific Research that 
NRG will conduct Jan 1900 regional workshops w/state ft local 
officials ft utils re radiological emergency response plans 
Invites Qubcommi ttee members to attend FR notice end 
RYANjR 0 Office of Stats Programs 80/01/07 2pp 


— B0022203B6 Informs Subcommittee on Energy Research ft Production that 
NRC will conduct Jan 1980 regional workshops w/state ft local 
officials ft utils re radiological emergency response plans 
Invites Subcommittee members to attend FR notice end 
RVANi R O Office of State Programs 80/01/07 3pp 


—0002220399 Informs Subcommittee on Military Installations ft Facilities 
that NRG will conduct Jan 1980 regional workshops w/state ft 
local officials ft utils re radiological emergency response 
plans Invites Subcommittee members to attend FR notice end 
RVAN. R 0 Office of State Program# 00/01/07 2pp 


— 8002220-400 Inform# Subcommittee on Energy ft Power that NRC will conduct 
Jan 1980 regional workshops u/state ft local officials ft 
utils re radiological emergency response plans Invites 
Subcommittee members to attend FR notice end 
RYAN/R 0 Office of State Programs 00/01/07 2pp 


0002260072 Forwards memorandum of understanding between State of OR ft 
NRC 

KERR*0 W Office of State Programs 00/01/31 2pp 


-’“8002260075 Memorandum of understanding between State of OR ft NRC re 
cooperation in regulation of nuclear activities* sharing of 
proprietary Info ft coordination of resident Inspector 
program 

ATIYEH.V. Oregon* State of OOBSICK* L V Office of the Executive 
Director for Operations BO/01/19 ISpp. 


8002270126 Invites participation at State of NV 0OO22O''21 meeting in 
Lake Tahoe*NV to Identify ft seek practical solutions to 
problems re packaging* transport ft disposal of low level 
radwat te 

KERR* 0 W Office of State Programs 80/01/31 7pp 


8002200011 Acic receipt of Itrs re NRC annual review of TN Dept of 
Public Health radiation program Expresses satisfaction that 
NRC has found program adequate ft compatible w/NRC program 
Appreciates NRC advice on technical ft mgt matters 
H0Ll.£*R. H Tennessee* State of 80/01/21 Ip 


8002200410 Advises that federal govt cannot offer reimbursement for 
expenses incurred during decommissioning workshop on 790911“ 

14 as originally thought Related correspondence end, 

YQUNOi F M Assistant Director for Program Development 80/02/01. 
Ip 


— 80022B041S Requests reimbursement for meals on 790?ii''14 for R Hi Ison 
R Uilson agreed to chair working session w/und«rttanding 
that meals would be reimbursable since food would have to be 
purchased onsite 

RYAM/R 0 Office of State Programs 79/12/18 ip. 


— 8002280423 Advises that subsistence expenses incurred at traveler duty 
station are not reimbursable regardless of circumstances in 
response to 791218 request for reimbursement. Only local 
travel mileage reimbursement will be provided 
BARRY* L.Ur Office of the Controller 00/01/16 6pp 


8002200432 Forwards copy of Invitation Hr 'ft list of participants for 
NV meeting on a00220'-3l re problems which waste generators* 
transporters* col lec tor s* d isposa 1 site operator# ft regulatory 
agencies might be experiencing Responds to end 800206 Hr. 

MCCARTHY* E Office of State Programs 80/02/12. Ip. 


“-8OO220O439 Advises of meeting in Lake Tahoe* NV on 000220 ft 21 on 
problems which waste generators* transporters* col lectors* 
disposal site operators ft regulatory agencies might be 
experiencing re low level radwaste Lift of problems end, 

RINER, W Office of State Programs 00/01/31 7pp. 


— 00-02200542 Requests info re haiardous mails handling symposium on 
800220-21 in Lake Tahoe* NV 

0Hr06LER*HC Affiliation Unknown 00/02/06 Ip. 


TOPREP VENDOR REPORTS AND RELATED CORRESPONDENCE 


7909090323 Forwards ''Weitinghouse Long“Term Ice Condenser Containment 
Code“LOTlC''3 Coder" application for withholding ft affidavit 
Ends withheld (ref 10CFR2 790), 

ANDERSON, T M Weitinghouse Electric Corp N8“TMA-2il3. 79/07/31 
IPr 



NONDOCKETED ITEMS 


7?! 1070417 Infartnti NRC that util ha« jainvd others uho sxjiect to use 
RETRAN dynamic modeling code in licensing Rei^uesis ekpedited 
general ravieui o-f code by NRC Forwards VEPCO 791022 Itr 
JEi>f3i U H Detroit Edison Co 79/10/31 Ip 


““7911070418 Requests NRC topical review of RETRAN codei on behalf of 
Util Group for Regulatory Application 

RAOONEi 8 ’/irginia Electric Sc Power Co 79/10/22 4pp 


7911070429 Endorses effort of Util Group for Regulatory Application to 
obtain NRC generic review of RETRAN Util will pay 
proportionate share of review cost Requests that NRC generic 
review of RETRAN be given appropriate attention 
PARKER. W 0 Duke Power Co 79/10/29 Ip. 


8002040047 Advises that NEDO-1 l209-04Ai Revision i. “Nuclear Energy 
Business Group BNR OA Program Deter Ip tl on* *' is acceptable 
Topical rept evaluation end 

HAASSfW P Quality Assurance Branch NEDD-1 1209-04A 80/01/21 

2pp 


8002040114 Topical rept evaluation of NEDO-1 1209-04Ai Revision 1, 
“Nuclear Energy Business Group BWR OA Program Description “ 

Rept acceptable 

* Quality Assurance Branch NEDO-I 1209~04A 00/02/2? 2pp 


0OO&O4O319 Forwards discussion proprietary & nonproprietary versions 
of slides used at 791030 meeting w/Duke Power Co & NRC re 
reduced tavg load follow Proprietary version withheld (ref 
locFna 790 » 

ANDERSONjT M Westlnghouse Electric Corp NS-TMA-2l9a 80/01/3J 
IIPP 


B0020404B2 Discusses submittal of 8td Problem 9 re FLECHT-8EA8ET 
pretest predictions by 80021S Unable to participate in 
prediction under present schedule Recommends that prediction 
submittal be postponed until post-TKI analyses verified 
8CHERER«A E C-E Power Systems LD-aO-007 60/01/20 Ip 


8002040488 Recommends requests that remaining review of Reactor 
Protection Sys II be performed on basts of generic 
application of topical rept that review be completed on 
schedule compatible w/llcensing schedule 
RDY-O H Babcock h Uilcox Co 80/01/29. Ip 


8002050019 Notification of 800128 meeting w/Ofc of Nuclear Regulatory 
Research & EO&Gj IDj tncr In BethesdarNO to discuss capability 
to represent sys heat losses 

SHERQNjB W, Analysis Branch. 80/01/21 2pp 


0OO2OAO548 Requests suspension of review of topical rept CENPD-177-P.» 
"CEONBR “ Computer Code for Transient Thermal Margin 
Analysis of Reactor Corej “ until necessary Info can be 
, provided. 

aCHERER*A E C-E Power Systems LD-BO-OOfi 00/01/28 Ip 


6002060602 Discusses concerns re reporting level of Qfc of Power QA 
manager relative to topical rept TyA-TR7S“lA on OA Steps 
taken to strengthen procedure review h to implement “dotted 
line'* relationship between QA manager h manager of power 
NlLLSiL M Tennessee Valley Authority 80/01/30 2pp. 


6002060605 Forwards results of LOFT L3-i calculations performed using 
model cri ter laf Inc lading time plots of break floWfUpper 
plenum pressure (< core mixture level 

OWSLEY. 0 F Exxon Nuclear Co r Inc (subs of Exxon Corp ) 

GFO 015,60 BO/Ot/28 7pp 


8002070274 Forwards updated calculation of crack growth rate for 
keyuay temp Table withheld (ref 10CFR2 7901 
BCHNERLINGr J H Westlnghouse Electric Corp 00/01/30 Ip 


8002070304 Forwards Endorsement 18 to MAELU Policy MF-94 Endorsement 
44 to NELIA Policy NF-193 

NILSONiR Exxon Nuclear Co i Inc (subs of Exxon Corp.) 80/02/01 
3pp 


8002070409 Updates 791213 Itr re framatome reactor vessel nosxle 
crac k ing, Ultrasonic test technique for manual contact exam 
flnaltred Technique uses 70 degree longitudinal wave starch 
unit w/scans in both circumf erential directions 

HENDERSONi T. M Westlnghouse Electric Corp. N8-TMA-220I 80/01/01 

app 


6002000089 Discusses possible deficiency In vital bus transformer 
testing Forwards related position Full‘~laait tests must be 
conducted Loss of voltage or degraded volt condition on 
vital buses could result during accident 
MAABSi N P Quality Assurance Branch 80/01/10 2pp 


8002080315 Forwards errata U addenda sheet for NEDN-206B2. “Sabotage 
Analysis for Fuel Storage at Morns “ 

GMITH.C W General Electric Co 74/12/17 Ip 


—6002090323 NEDM-20602 

Errata V addenda shoot for “Sabotage Analysis for Fuel 
Storage at Morris “ 

* General Electric Co 74/11/35 Ip 


— 6002080345 Discusses review of OE rept NEDM"206a2* “Sabotage Analysis 
Fuel Storage at Moms “ Substantial quantities o-f fission 
products should be located within vital area L protected as 
required by regulations 

HOUSTON. R W AtomLC Energy Commission. Directorate of Licensing 
74/13/20 Ip 


80G2080304 Notification of 800125 meeting w/Dcchtel to discuss QA 
aspects of soil gradation L associated lab testing 
LiEOERBACKi F J Quality Assurance Branch 60/01/21 Ip 


8002080672 Forwards "Mark I Containment Program. 1/4 Scale Pressure 
Suppression Pool Swell Test Program LDR Load Tests - Generic 
Sensitivity#*’ nonpropr ictary version of NEDE-33S4S-P 
SOBON, L J General Electric Co hFN-024“B0 BO/Ol/29 Ip 


—8002080677 NED0-23S45 

“Mark I Containment Program. 1/4 Bc-alo Pressure Buppression 
Pool Swell Test Pragram LOR Load Tests - Generic 
Senslttvltyi “■ nonpropr i etary version of NErE-23545-P 
* General Electric Co 79/06/30 2C6pp 


8002110495 Forwards nonproprietary version of Newport News topical rept 
re vol reduction sys for nuclear plant radwaste W/o end 
OAER.R L Light Water Reactors Branch 3 80/01/24 Ip 


0002110647 Responds to 791314 Itr forwarding ''DWR/6 Integrated Operator 
Training Program '* Program is acceptable for use as 
NRC-approved training program Policies may be reconsidered 
following Initial trainee performance 

COLLINS# P F Operator Licensing Branch 00/01/20 Ip 


9002120114 NotificAtion of 800204 meeting in Dethesda. MD w/GA 
Co to discuss high range effluent <n.anitors & high range 
containment area monitors in response to Lessons Learned 
Task Force requirements Reg Guide 1 97. respective I y 
BARR£TT#L Envlf«nmantal Evaluation Branch 60/01/S5 Ip 


B002120552 Responds to toican to computer cade defect in stress 
analysis of piping elbow for NUPIPE Program# per IE Info 
Notice 79-36 Confirms that survey of all Bechtel nuclear 
projects indicates computer option not used 
KINNBGH#D L DechtoL Power Corp (subs of Dechtel Corp > 
IElN-79-36 80/02/05 Ip 


6002130369 Notifies of payment due for NRC review & a.pproval of 
Revisions 8# 9 & 10 to CE-l-A# “Comm Ed QA Program for 
Nuclear Generating Stations " Fees are in accordance w/code 
req.utrem»nts 

MJLLERrW O License Fee Management Branch 80/0L/ti Ip 


8002130433 Forwards '“Analysis of B!<W Div of Sys Safety Response to ATWS 
Events# ■“ in response to NRC 790215 Itr Approval of BVW ATHS 
Copimlttee does not endorse NRC position that ATW6 is real & 
unresolved safety Iqsuc. 

TAYLORiO H Babcock fr Wilcox Co 80/01/04 Ip 


—8002 1 30437 BAW-1610 

“Analysis of DLU J>iv of Sys Safety Response to ATWS Events, 
a Babcock U Wilcox Co 80/01/31 lOOpp 


8002130444 Forwards AWC-73-Ai Re vis Ion 3i "QA Manual for Oeneratitig 
Station Cables “ 

ROSEN.A E Anaconda Co (subs of At lantlc-Rlchf 1 eld Co ) 
aO/02/04 Ip 


—8002130450 AWC-75-A R2 

"OA Manual for Generating Station Cables." 

RQ8EN.A E . PLATE. W J i OENiJAM I Ni G. N Anaconda Co (subs, of 

Atlanllc-RichfUld Co > 80/02/04. 33pp 


8002130458 Notifies of payment duo for MR.C review Ic approval of 
Revisions 2 Si 3 to TVA“TR7Si “QA Program Description “ 

Fees are In accordance u/Code requirements 

MlLLERiW O License Fee Management Branch SO/Ol/tO Ip 


6003130461 Notifies of payment due for NRC review S« approval of Aug 
1979 nAW-1556. “Evaluation o# Atypical Weldment." Fees are 
in accordance w/code raquiremonts 

MILLER#M' 0 Ulcanse Foe Management Branch BQ/Ol/at Ip 



m 


NONDOCKETED ITEMS 


6OO21G0473 Nofcifi#* o# payment ^ot NRC reviau & approval of 

Addfftdum I &4 Rovliion S to CE-1“A< “OA Proaram for Nuclear 
0»n»ratin9 Stations. “ Foes are In accordance w>/cod« 
requirements 

MILLERrU O License Fee ManagemeTit Branch 79/12/10 ip 


G002130478 Notifies of pay-ment due for NRC ravietu & approval of Ajnftnd 4 
to 0A''A‘‘Al30l0Ar "OA Co OA Program " Fees are in accordance 
ui/code requireeients 

HlLLERt If a License Fee ffanagemant Branch 90/01/11 tp. 


8002130^36 Faruarde NCAP-94a5A (proprietaru version) U NCAP-94a6A 
inonprapr latarg version)! "PALADON Ifes tinghoiise Nodal 
Computer Code " Sept withheld (ref lOCFPa 790) Application 
for withholding proprietary info end 

ANDERSON^ T M Uestinghouae Electric Corp N6'-THA-21&4 79/12/03 

HPP 


— 8002130348 MCAP'-940&A 

"PALADDN ” Meetinghouse Nodal Computer Codei " nonpropri etary 
version 

CAMDEN, T H , KSRSriNO, S J , CARLSON, M R, Meet inghouse Electric 
Corp 76/ 1 S/31 73pp 


0OO213O5S2 Forward 1 nonproprle tary repts MCAP'’9370 MCAP‘’9662 h 

proprietary repts UCAP-^SSB it UCAP~9&sa Info withheld 
<rif lOCFRS 790). App llcatlon for withholding proprietary 
info enej 

ANDERaON,TN Mesbinghouse EleetTlc Corp W8-TMA-2200 60/02/06 

lOpp 


—6002130861 WCAP-9570 

’'Netting house Class SrNechani ctic Fracture Evaluation of 
Reactor Coolant Pipe Containing Postulated Circumferential 
Through-Hell Cracti ** nonproprietary version 
PALUSAHYaa 8 , HARTWANNrA J Host Ingho use Electric Corp 

79/10/31 t78pp 


—9002130572 HCAP-9662 

"Neitlnghou-se Class 3, Hast inghouse Ounars Group Aiym.metrlc 

LGCA Loads Evaluation, ** nonproprlatar y version 

CAMPBELL. T E Hestinghouse Electric Corp 60/01/31 173pp 


8002140330 Forwards or gani xational changes within nuclear power 
generation div Finds changes have no impact on QA program 
commitments Changes will be Inc orporatad in next revision 
of BAN-100?£A< Revision 3 

TAVL0R,J H fiabcQCk li Hllcox Co 60/02/11 4pp. 


9002140393 Submits Tech Spec re NRC-approved fuel In spent fuel storage 
racks in lieu of Loading limit on U-235 per longitudinal 
c-entimeter of assembly Specific wording will be recommended 
to BNR customers 

BRWOErB 0 General Electric Co MFN-031-B0 00/02/08 2pp 


8002140414 Forwards response to NRC 791119 request for addl info re 
XW-NF~79-6, "Exxon Mud tar Analysis of Power Distribution 
Measurement Lfncerta inty for Heetlnghouse PNRs ** 

OHSLEYjG F Exxon Nuclear Co , Inc. fsubs of Exxon Carp > 

OFQ 017 BO 60/02/07 4pp 


3Q02140434 Discuises TERA contract on UBl task files Review will ensure 
that set of documents in Central Files k PDR is complete 
Requssts that task managers cooperate w/TERA representative* 

8 Maguire. 

NYCOCK, M B TMl-3 Unresolved Safety isiuss 60/02/05 Ip 


2140438 Ack receipt of 800117 Jtr providing info re organ! xat iona] 
flanges included in 8&H-'10096A, Revision 3 Changes are 
cceptable g, should be incorporated into next revision 
AASS, W P Quality Assurance Branch a'O/02/06 Ip 


>2140538 Forwards rtvieed *'ATM3 for Westinghouie Flants *' H/o end 
ANDERSON.T M Westinghouse Electric Corp 79/12/30 ip 


002130016 Advises that BVTft-1-0, "QA Program Description" outlines 
acceptable GA program for design & procurement activities 
Oitcuises procedures to be followed by consultant 
Topical rept evaluation end 

HAASSiH.P Quality Assurance Branch 60/01/ai. Ip 


-8002150023 Topical rept evaluation of BVTR-l-Oi ‘*QA Program 
Description Rept acceptable 

« OualLty Assurance Branch 80/01/31 2pp 


2180039 Forwards request for addl info to complete NRC review of 
CAP-9179, ‘’Properties of Fuel tc Core Component Metis. '• 
idl info if needed by 600306 ta meet NRG review schedule 
rOLZrJ, F Light Hater Reactors Branch 1. 80/01/24^ 3pp 


GOO'21dOOS6 Forwards request for addl info to complete NRC review of 
WCAP-74101 Westinghouse supplemental rept. "Qual 1 f icatl on 
Test of ITT/Barton Transmi tters, Production Lot 2," contained 
inadequate explanation of test problems 

STOLZi J F Light Hater Reactors Branch 1 GD/01/24 2pp 


G002190237 Forwards "Rept Review Integrated Control Sys Reliability 
Analysisr" for BAH-1564 

ANDERSON, JL Oak Ridge National Laboratory FIN D-0731 80/01/21 

tp 


— 8002150299 "Rept Review Integrated Control 9ys Reliability Analysis," 
for 0AH-1964 

ANDERSON, J L * DITTO, S J . STONE, R S Oak Ridge National 
Laboratory FIN D-0731 00/01/21 30pp 


8002190309 Notifies of billing for review 8< approval of XN-NF-7Q-30, 
“Exxon Nuclear Co WREM-Dased Generic PWR ECC8 Evaluation 
Model Update EMC WREH IIA ’’ Review completed 790330 k 
Involved 133 prof oian-hours 

MILLER, H O License Fee Management Branch 00/01/30 ip 


8002190798 Advises of billing for review of topical repts TVA-TR-70-02, 
TVA-TR-78-03 & TVA-TR-79-01 Reviews completed 7910i6 & 
involved 126 prof man-hours 

MILLER, H 0 License Fee Management Branch 80/02/05 Ip 


8002190604 Advises of acceptability of Revision 8 to topical rept 
ETR-IOOL OA Program for design & const phase acceptable 
ie may be Implemented upon issuance of rept 
HAASS, H P Quality Assurance Branch 80/01/31 Ip 


6002200050 Forwards revised pages 46 11 of topical rept evaluation of 
EDR-1, "Ederor Nuclear Safety-Related Extra-Safety & 

Monitoring Cranes, " Revision 1 Revised pages end 

BAER, R L Light Mater Reactors Branch 2 80/02/07 2pp 


—8002200055 Revised Pages 4 & 11 to topical rept evaluation of EDR-l. 
“Ederer Nuclear Safety-Related It Extra Safety 6 Monitoring 
Cranes, ♦’ Revision 1 

a Light Mater Reactors Branch 2 80/08/07 2pp 


8002200349 Submits monthly progress rept for Pec 1979, "Util Mgt & 
Technical Resources " Continued development of acceptance 
criteria specifying min mgt I* technical resources for 
mitigating TMI-type accidents Financial rept end 
POWERS, J A Teknekron, Jnc NRC-03-80-105 80/01/10 0pp 


6002210002 Forwards summary of 7911 IS meeting w/OE in Dethosda,MD re 
steam effects on BMR core spray distribution H/o end 
MARSH, L B Reactoj' Safety Branch 60/02/01 ip 


8002210444 Forwards MEOO-21867, "Limit Analysis of Downcomer-Ring 
Header Intersection,'* nonproprietary version of NEDE- 
210a7-P. 

SODOM, L J General Electric Co MFN-026-G0 80/01/31 Ip 


—8002210449 NEOO-2I0Q7 

"Limit Analyeis of Downcomer-Ring Heeder Intersection, " 
nonpropriatary vereion of NEDE-21887-P Prepared for OE 
MADE,0. e Bechtel Power Corp (subs of Bechtel Corp ). 
lAMNlrP M. General Electric Co 7aN£D177, 79/06/31 50pp 


8002220079 Notification of 600212 meeting w/Mestinghouse in flethesda, MD 
to discuss 8c establish short-term program to resolve 
questions on MCAP-9639 re guidelines for small break 
accidents on upper head injection plants 
Ht]LAHAN,O.M Analysis Branch 00/02/06 2pp 


8002220331 Discusses 79I1I6 request to update topical rept WCAP-9157 
by 600130 Advisee of delay due to agreement still 
outstanding re resistance temp detector quallf icatlons test 
& cantainment pressure sensor 

ANDERSON, TM Westinghouse Electric Corp NS-TMA-2202 00/02/14 

2pp 


8002220343 Fora/ards proprietary It nonpropr ietary interim rept, 
"Asymmetric LOCA Loads Evaluation - Phase C, Reactor Noxxle 
Postulated Drsaks " Application for withholding proprietary 
info end Rept withheld (ref I0CFR2 790), 

ANDERSON, T M. Westing house Electric Corp t PMR Bystems Dlv 
NS-TMA-2200 00/02/14 I2pp 


— 0002220347 "Asymmetric LOCA Loads Evaluation - Phase C, Reactor Norile 
’ Postulated Breaks, " nonpropri stary version 

« Westinghouse Electric Corp 60/02/29 27pp 



[MON DOCKETED fTEMS 


0OO22SO345 Foru/ard^ comments re draft NUREG-0^26« "Generic Evaluation 
of Efieduatcr Transients U Small Break LOCAs in OE-Oeaignsd 
Operating Plants 8t Near Term OL Applications " 

Implementation ui 1 1 enhance safe operation of BUR plants 
BUCHOLZ.R H General Electric Co RHB“004-aO 80/02/07 *?PP 


8002230707 Advises of acceptance of Amend 5 to TR“21Ai "QA Program*" re 
organ! lational changesr r evi sed responsibilities & editorial 
changes Applicants need onlg reference topical rept in 
Section 17 of SAR of license applications 
HAASS, W P Quality Assurance Branch 80/02/11 tp 


8002250791 Notification of postponement of 800219 meeting u/C^E to 
discuss implementation of Reg Guide 1 97 to operating 
reac tors 

TELFORD* J T Division of Operating Reactors BO/02/12 Spp 


3002260603 Forwards affidavit re treatment of certain proprietarg Info 
as confidential ^ not sub^ to disclosure under FOIA or NRC 
regulations 

HUFFNANr P E Bechtel Power Corp isubs of Bechtel Carp ) 
aO/02/20 3pp 


Q0022606B0 Forwards organization changes as depicted In Figures 17**1 it 
17’'2 of Amend 3 of OA topical rept 

OREOGRV, D M General Atomic Co (subs of Gulf Oil Co ». 00/02/20 

2pp 


— 8002260601 QA Procedure QP~1 * Revision 0 U Figure 17-2 for DA 
organization 

* General Atomic Co (subs of Gulf Oil Co > 00/02/05 t4pp 


8002270317 Forwards comments on draft rept* "Fracture Taughnea* of 
Nonintogral Primary Component Supports " Principles of 
fracture mechanics & Insps can be applied to nonpressura 
boundary components 

JACOBS* S □ Stone h Webster Engineering Corp 80/02/19 3pp 


8002270375 Forwards affidavit for withholding info from public 
disclosure in response to NRC B00121 request Info for 
which proprietary treatment Is sought is contained In 
AEEC-2"P* "Radwaste Vol Reduction Bgs " 

KEITHfR Q Aerojet Energy Conversion Co (subs of Oenaral Tire & 
Rubber Co > SlOO 1059 80/02/1 S 6pp 


QD02270376 Requests present status of NRC technical review of topical 
rept on Fox^Howlett rebar couple NRC approval necessary so 
company can submit competitive bidding for contract work at 
facilities 

FQX.C J Foz Industries B0/D2/21 Ip 


Q002260079 Requests that NRC nominate technical representative to serve 
on advisory committee to provide independent critical review 
of parallel projects to improve process-operator interface 
of nuclear reactors Project outline end 

LEVEN8GN*M Electric Power Research Institute. 80/02/06 20pp. 


8002280244 Advises of acceptability of revised CPC-l-A. "Iftll OA 
Program hfanual for Nuclear Power Plants " Util need only 
reference rept In future license applications Discusses 
actions to be taken by util re distribution of rept 
KAASBi N P Quality Assurance Branch 80/02/12 Ip 


0002260436 Summary of 800211 meeting w/Air Products St Chemicals* Inc in 
BethosdaiMD re hydrogen recomblner* indud ing seismic 
qualification 

BIRKELiR A Light Mater Reactors Branch 2 80/02/13 3pp. 


0002280453 Requests committment 6 scheduled completion date re review 
concurrence of existing procedures that affect quality 
Util G00130 Itr responds acceptably to concerns re reporting 
level of Ofc of Power OA Manager 

HAASBi M P Quality Assurance Branch. 60/02/13 Ip. 


0002280502 Summary of 800213 meeting w/NRC* Hestinyhous* owners group & 
Mei tinghouse re clarification of procedure for resolution of 
MCAP 9600 8ER requirements in NUREG-06fl, 

rtUENCNiR A Westinghouse Electric Corp BE-8A/I-3086. 00/02/10, 

lapp 


8002280529 Requests NRC concurrence by B00401 re interpretation of Info 
requirements for NRC approval of Tech Spec revleions which 
would allow elimination of plant cycle unlqu* reload 
submittals 

ENGEL* R E General Electric Co REE-013-80. 00/02/21 3pp 


6Q022BQ576 N'otifies NRC of organi zati onal restructuring within Meter 
Reactor D1 Vi effective B00131 New dept has been created at 
div level SummariEes dept changes Or gani zatlona 1 chart 
enc 1 

ANDEA60N. T M Mestlnghouse Electric Corp NS-TMA-22a3 80/02/15 

6pp 


WASTE MGT NUCLEAR WASTE MANAGEMENT 


B001160354 Forwards sufliimary rapt re ElA efforts of various federal 
agencies Requests mod of BNWL contract to expand eves it 
complete sample tabulation 

8CARANQ«R A Uranium Recovery Licensing Branch, 79/12/07 Ip 


—6001160361 Submits summary of EIA efforts to provide general outline of 
specific tasks U responsibility of each in assessment of 
environ impact of W mill tailing dam failure United Nuclear 
Corp 790912 Itr end 

EAD-IEiO O ' Uranium Recovery Licensing Branch 79/12/07 9pp 


— 6001160419 Computer prlntouti "Indian Health Bve Church Rock 
Preliminary Rept ORP Las Vfegas " 

a Environmenta I Protection Agency 79/10/12 7pp 


6002010106 Documents 791231 to Icon re consultant recommendations on 
current use of Tailings Pond 3 St future use of Tailings Pond 
2 

SCARANOrR A Uranium Recovery Licensing Branch fi0/0l/l4 ip 


— B0020101I9 Summary of 79121B site visit to mill in Uravan* CD to 
evaluate adequacy of remedial measures to improve stability 
of retention dam & recommend future util iiatiii'n of Pond 2. 
Comments on stability of Pond 3 

CASTRO. 0 Oeotec Engineers, Inc NRC 02-79-055 79620 

79/12/31 I3pp 


80 02040 234 Responds bo 791220 Itr re Ookum application fc reimbursement 
for catastrophic events Stewart is handling Bakum 
application Reimbursement still under active study 
TOPP.A A NewMeilco* State of 19208 BO/Ot/03 Ip. 


6002040336 Submits c lari f icat 1 on fif preopsrational/operationa 1 
monitoring program Specifies commitmentt re augmenting 
monitoring scheme by addition of equipment analysed 
constituents 

WAGGONER. R R Ookum Resources Corp 1520S. 60/01/12. 6pp 


0002050175 Forwards documentation for mine vent radiological 
assessment Requests info re facility license application 
review Radiological assessment of proposed operations should 
be provided 

STEWART, O W New Mesico* State of 15204 BO/Ol/OQ. 4pp, 


0003070485 Forwards DOA 800104 response to Natl Wildlife Federation 
request for oral hearing befora review offiesr r* Homestak# 

Mining pitch project Hearing scheduled for 800207 in 
Wash Ipgtoni DC 

L08CHE.G K Agr Icul ture, Dep t oft Forest Bervlce £5263 BO/01/14 

2pp 


0002140099 Summary of 791022-24 EPR I-sponiored meeting in Keystone. 
CO to discuss role of modeling In high level radwastc 
dieposal t< 791025 uarltshap re waste mat technical rule 
Agenda end. 

WHITE.L A High Level Waste Technical Development Branch 

60/01/ 16 Bpp 


— B002140109 Requests issuance of request for procurement action to 
Initiate contract u/Keystone Ctr for Continuing Education. 
Contract will enable NRC to participate In 791029 
worlcshop on waste mgt technical rule Statement of work end 
MARTIN, J D Division of Waste Management FIN B-6936-0. 
79/10/11 9pp 


—8002140112 aummarlies major points of 791022-23 meetings In Keystone, CO 
re waste mgt disposal Performance objectives should be 
estsbllshed for each major subcomponent of total waste mgt 
lys.List of attendees end 

CRAIOiR.W Keystone Center for Continuing Education 
NRC -02-80-048 79/12/21 5pp 


— B0021401IB Submits notes re 791022-24 meetings in Key stone* CD, for 
Incorporation into trip rept. Meeting dlecussed role of 
modelling in high level radwatte dispaeal Workshop on 791029 
dealt w/vaste mgt technical rule 

ROBBINSfO High Level Waste Technical Development Branch 

80/02/06. I4pp 



380 
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— 1-40L3S Submits li«b of impartAnt paints divcussed Jit K«v*tttne 
CDiiffrrance for incorpo-ratian into trip rept U/eic«ption 
of DDE. par tic ipariifc* favored NRC approach WJiC sito-ul^ not 
not abandon sfjs approach 

SCHREURSiB F High Level Uatte Technical Development Branch 

79/11 /OB 2pp 


a002l50l06f Responds to 900116 renuest for qitension of time for replg 
to responaive statement for Hatnestake "Pitch** Project 
admini » trat i ve appeal 

RDPPpC W Agneu 1 ture< Dept of. Forest Service 1327S aO/Oi/lB 
ip 


— 8002150113 Acl receipt of statement responding to statement of reasons 
re Homestake '^Pitch" project adml ntistratlve appeal ReJiuests 
extension of time for reply«due to semester break for 
students parking on project 

OQLTCNIrR J Colorado. Univ of. Denver 13278 80/01/16 Ip 


800S0600S6 Forufards application for export license for minor nuclear 
matl Ltr of assurnce required 

PETERSON. H n Assistant Director for Export/Import & International 
Safeguards 80/01/30 Ip 


8002060080 Amend 3 to Fisher Scientific Co export 1 icensei ex tending 
expiration date from 800301 to 020301 

PETERSON. H R Assistant Director for Export/Import tt International 
Safeguards 80/01/30 tp 


6002060003 Amend 4 to Fisher Scientific Co export 1 icensei ex tending 
expiration date from 800301 to 820301 

PETERS0N.f1 R^ Assistant Director for Export/Import Si International 
Safeguards 00/01/30 Ip 


6002060090 Amend 4 to Fisher Gcientlfic Co export I (cense. extend ing 
expiration date from 000301 to 020901 

PETER6DN. H R Assistant Director for Export/Impart Si International 
Safeguards 00/01/30, Ip 


XPORTLIC EXPORT AND IMPORT LICENSES 


7909250634 Faruards application far export license for minor nuclear 
matl Ltr of assurance required 

PETERSON. M R Assistant Director for Exp ort/ Import St Intarnational 
Safeguard* 79/09/11 Ip 


8002010009 License for Heuile t t“Pac kard Co to export 15 0 mCl Ni**63i 
cQTitaltied in one 160030 electron capture detector kit. to 
China 

MDDREi R N Assistant Director for Export/Impor t ti International 
Safeguards 1020-01628 80/01/24 Hpp, 


8002010021 License for Heulett-Pac kard Co to export 15 O mCi Ni''63. 
contained In one 188030 electron capture detector klt.to 
China 

MOORE. R N Assistant Director for Ex port/import Interna tional 

Safeguards 1820-01630 60/01/24 2pp 


900201-0025 Requests Executive Branch position re Nucleonic Data 8ys. Inc 
application for license to export 4.204 mCi Am-241 to 
Poland 

PETERSaN.M R Assistant Director for Expor t/Impor t $i International 
Safeguards 00/01/23 ip 


8002010079 Requests Executive Branch position rs GE application for 
license to export 6NM to Spain 

GOSSICX. L V. Office of the Executive Director for Operations 
80/01/23 ip 


8D02010375 Requests Executive Branch position re GE application for 
license to export SNN to Spain 

C089ICW.L V Office of the Executive Director for Operations 
00/01/22 ip 


60020-10427 License for Mestinghouse to export one proportional counter. 
Model WL 22793. to Philippines 

8HEA. J R. Assistant Director for Exp ort/ Import (i International 
Safeguards 60/01/21 Ip 


6002010502 Application by Nucleonic Data 6ysi Inc for license to export 
202 mCl Am-241 to Poland 

USHlNO. T Nucleonic Data Systems. Inc 00/01/14 2pp 


8002010334 Submits application to amend 1 i cense, ex tending expiration 
date from 600331 to 820331 ^ increasing dollar value 
DAHLSTRQhr C, G Uestinghouse Electric Carp 80/01/10, tp. 


J002050144 Foruardf considerat ion of export license appli cations 
analyiing generic options re heal th. safe tg & environ 
effects. that could result from proposed exports 

BICKUITjL Office of the General Counsel HANRAHAN. E J Office of 
Policy Evaluations 60/01/15 46pp. 


8002050144 Fortirardf cansldera t ion uf export license applicationis 
analgiing generic options re heal th. safe ty ti environ 
effects, that could result from proposed export*. 

BICKMIT.L Office of the General Counsel HANRAHAN. E J Office of 
Policy Evaluations 00/01/15 40pp 


8002050903 Three Itrs opposing Nestinghause application fer license to 
export nuclear matl to Philippines for proposed reactor 
Requests public hearing to assess health U environ Impacts 
SISTER MARYi SISTER BARBARA Affiliation Unknou^n 00/01/08 Ip. 


12060D08 Advises that action on license application for export of 
nriched U to Spal-n has nut been comp 1 eted, Ac tion delayed 
je to need to clarify issues re physical security 
‘□tection in. Spain 

EAfJR Office of International Proorams 00/01/14 Ip 


0002060093 License for Mitsubishi Inti Corp to export roll compactor 
u/accessorles to Japan 

PETEREON. M R Assistant Director for Export/Import tt International 
Safeguards 00/01/30 Ip 


0002060139 Submits application to extend expiration date of license 
frum 800201 to 610201 

MAT60N. V Transnuclear. Inc 76-366/02 00/01/22 Ip 


8002060860 Foruiards 000114 request that application for license to 
export heavy uater to Taiwan be caricelled l4/o end. 

MOORE.R N Assistant Director for Export/Jmport & International 
Safeguards 00/01/23 Ip 


6002060394 aECY-00-020 

Forwards summary of public comments received by Commission 
re Uestinghouse application Includes analysis of generic 
options re health. safety L altarnatlve methods for 
application review 

BIGKNIT.L Office of the General Counsel HANRAHAN. E J Office of 
Policy Evaluations 80/01/19 48pp 


0002060494 Submits application to amend 1 icente. changing quantity of 
Pu-239 from 0 1 microgram to 3 microgrami 

OQPPELi H European Contmuni tiesi Commission of 00/01/15 Ip 


6002060902 Bubmlts application to amend license extending expiretion 
date to 060630 ti Including natural U hexafluoride in 
addition to U-30e 

M0NDEN.T Mitsui & Co . Ltd 00/01/18 Ip 


Q002060S09 Requests Executive Btanch position re Isotope Products Lab 
application for license to export 8NM to Pakistan 

PETCRSONi M R Assistant Director for Expor t/Import L International 
8afeguards 80/01/31 Ip 


6002060917 License for Reuter-Btokes. Inc to export 0 0004 g ir-239i 
contained in O 0004 g U. to France 

PETER6QN.M R Assistant Director for Export/Import L International 
Bafeguards. 60/01/30. 2pp 


8002060618 Application by Borg^Marner Corp.Nuclear Valya Div. 
for License to export l-lnch 150 stainless steel lift 
check valves to Belgium 

* Borg-Narner Corp 492165 00/01/23 Ip 


8002060634 Executive Branch position re Transnuclear. Inc 
application for license to export 73 62 kg D-235. 
contained in 900 kg 8 hexafluoride. to France Ltr of 
assurance enrl License should be granted 
NDSENZO.L.V State. Dept Of 80/01/25. 3pp 


0002070032 Submits application to amend license to export 8NM contelned 
In addl fission counter assembly to Italy 

NONRYiU fl General Atomic Go (subs of Gulf Oil Co 1 60/01/19 

tp 


— 0002070033 Application by General Atomic Co to emend license to export 
8NM contained in addl fission aiiembiy to Italy 

MQHRY. N R General Atomic Go (subs of Oulf Oil Co } 60/01/15 

Ip 


6002070040 Forutards 800109 amend request far Trensnucleer license, to 
remove Nuken. 0/nbH li Transnuk lear. GmbH as consignees Matl 
ulll be fabricated by Nuclear Fuel Ind. Ltd. Tokyo. Japen. H/o 
enc 1 

GD68ICK. L V affice of the Executive Director for Gperatlons 
80/01/10 tp 
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Q002070046 ForiifArds «pplic«tlQn for export licenio' for tninor nuclear 
ntatl Ltr of assurance required 

PETERSDNiH R Assistant Director for Export/Irttport U International 
Safeguards 00/01/23 ip 


600207013^ Foruards J Ketlaher review of Stepp & Lomnitz repts to PUlfO 
Comimlssian re Philippine export J Kelleher seismic studv* 

"Evolving Seismic 8< Tectonic Patterns Along l^estern Margin 

of Philippine Oea Platci is also available 

HANRAHANiE J Office of Policy Evaluation* 00/01/14 Ip 


— BOD2070143 Foruardi rept reviewing documents submitted to PUNO 
Commission by JC Stepp & C Lomnltz re reactor site at Napat 
PointrBataan Revieui is in fulfillment of provisions of NRC 
contract 

KELLEHER# J Woodard-Clyde Consultants# Inc NRC- 1 7-aO-*470 
00/01/11 Ip 


— 8002070101 "Review of Repts to PUNO Commission by J Step It C Lomniti " 
KELLEHER# J goodard-Clyde Consultants# Inc NRC- 1 7-80-470 

00/01/11 4pp 


B002070163 Discusses proposed reactor export Primary xiuestlon is 
assessment of geologic hazards. KRC has no volcanic risks 
guidelines Benetor Pell 791113 ltr encl 

MATTISONfO L Center for Development Policy 00/01/33 5pp 


— B00SO7O171 First tuo pages of response to NRC 771025 request for 
comments on jurlsdic tional Si procedural issues re export of 
nuclear reactor Exports must avoid dangerous accidents that 
could harm US foreign relation* 

» Senate# Foreign Relations Committee 79/11/07 2pp 


8002070433 Forwards Urangesellschaf t 770824 ltr to Edlou Inti providing 
adcfl info on 77071S license application W/o end 
O058lCK#L V. Office of the Executive Director for Operations 
80/01/22 Ip 


8002070452 Advises that matl will be transported from UB directly to 
Japan in form of U metal, Requests removal of Nuftam# OmbH# 

West Germany t* Transnuklear as intermediate consignees 
HatL will be fabricated by Nuclear Fusl Ind# Ltd# Tok yo» «fapan 
HATBON# V Traninuc lear# Inc 78-167/01 80/01/19. Ip 


8002070472 Requests cancellation of license application to export 0 5 
metric ton* deutriom oxide to Taiwan 

CHENiH J, Science General Corp D-136 QO/Oi/14 Ip 


8002070476 Submits application to amend 1 icense# chang 1 ng amt of matl to 
SOiOOO 01 tritium for export in 1900 
HUSERiE Radium-Chemlc#Ltd 00/01/li 2pp 


8002070477 Forwards 800116 ltr to Olobe Shipping Co returning license 
applications w/o action 

MOORE# N Assistant Director for Export/Import 1< International 
Safeguards 00/01/18 Ip. 


—8002070482 Returns license applications for exporting 9NM to Draill 
w/o ictionrper 800111 telcon 

HEMBViE O. Office of International Programs 80/01/16 Ip 


0002070503 Executive Branch position re Mitsubishi Inti Lorp 
application for license to export one roll compactor 
u/aecf tsori es to Japan License should be granted 
NOBENZOrL V State# Dept, of . 80/01/25 2pp 


SOD20B0001 Application by KM8 Fusion# Inc for license bo export 
microshell hollow glass pellets containing 300 Cl tritium 
plus deuterium & neon gas to United Kingdom 

GCK1BER0,H j KMB Fusion# Inc (subp of KMG Industries# Inc ) 
KMSF-I0O-RU B0/0i/2l ip 


8002080002 Application by Isotope Products Labo for license to export 
10 mCi Cm-244i in Model PK244-10 XFQ capsule u/tung«ten 
shielding# to Canada 

HELM# K. Isotope Products Laboratories W/Q 74B7 B0/O1/I4, Ip 


0002080036 Application by Aldrich Chemical Coj Inc for license to export 
5 kg deuterium# contained in 20 kg deuterium oxide# to United 
Kingdom. 

E0EL8TEIN#B Aldrich Chemical Go # Inc (subs of Sigma-Aldr ich 
Corp. ) 00/01/23 Ip 


8002080037 Application by Aldrich Chemical Co# Inc for license to export 
5 kg deuterium oxide# contained In 20 kg deuterium oxide# to 
West Germany 

EDEL8TE1N#D. Aldrich Chemical Co * Inc isubt of aigma-Aldr Ich 
Corp J 00/01/23 ip 


80020B0042 Application by Aldrich Chemical Co# Inc for license to export 
2 kg dauter ium# con tamed in (O kg deuterium oxide, to Co-sta 
Rica 

EDELSTEIN#D Aldrich Chemical Co . Inc isubs of 3i gma-Al d r i c h 
Corp ) BO/01/23 Ip 


8002080044 Application by Aldrich Chemical Co# fnc for license to export 
5 kg of deuterium# conta 1 nod in 20 kg of deuterium oxide# to 
Oelgium 

EDELBTElNiB Aldrich Chemical Co . Inc <subs of Sigma-Aldr ich 
Corp ) BO/01/23 Ip 


8002080047 License for Edlow Inti Co as agent for British Nuclear Fuels 
Ltd to export 06 kg natural U, in form of U oxide powder U 
slugs# to United Kingdom 

SHEA#J R Assistant Director for Export/Import It I nter na t i ona I 
Safeguards 00/01/29 2pp 


8002080053 License for Bio-Rad Labs to export 2 kg deuterium oxide to 
India 

PETERSON# M R Assistant Director far Export/Import t* International 
Safeguards 80/01/29 2pp 


8002080058 Amend 1 to Nest Inghous e export 1 i cense# removing Figure 92 as 
total quantity of lirconium lube* exported to Italy 
BHEA* J R Assistant Director for E xpor t / Imp or t I< International 
Safeguards 00/01/28 Ip 


8002080133 Amend 1 to OA Co export lie ense# i ncraas ing value of 
equipment & adding four replacement magnet assemblies for 
control rod drives for shipment to Italy 

BHEA# J R Assistant Director for Expor t/ Import & International 
Safeguards 0O/G1/24 Ip 


6002080140 Requests cancellation of application for license to export 
110«230 lb af Zircaloy-4 tube shell* to iVest Germany 
Customers have cancelled order 

WATTENBAROER, B Teledyne Wah Cheng Albany 80/01/16 Ip 


8002080145 Requests cancellation of application for license to export 
8NM to Iran 

JOHNSON# N R Eberllna Instrument Corp EI-717639 00/01/17 Ip 


8002080158 Certifies that British Nuclear Fu«ls#i.td is authorized to 
receive t# posses* matl contained in Edlow Inti Co 
application for licente to export 0 62 kg U-235 contained in 
86 kg J 

GOPPEL# M European Communities# Commlsslnn of B0/01/i5 Ip 


8002000169 Forward* Mitsubishi Inti Corp request for amend to export 
license adding Japan Sendai I L 2 t< Takahacna 3 & 4 reactors 
Unable to take action on amend because specific facilities 
are not Included under draft App D N/o encl 
8HEA#J R Office of International Programs 80/01/21 Ip 


8002080236 Informs that Licanse KM-8298 due to expire B00301 Requests 
renewal for addl two yrs w/o change* 

DEC BOCA. P V Fisher Scientific Co 00/01/24 Ip 


8002080244 Executive Branch position re Transnuc tear# Inc 4*. Mis sbP-Iwai 
American Corp applications for licenses to export 36# 457 kg 
tc 44 003 kg l/-235i r espec t i vel y # to Japan Lbrs of assurance 
encl Licenses should be granted 
NQSENZO.L V State# Dept of 80/01/27 app 


B0020803B6 Executive Branch position re Edlou Inti Co application for 
license to export 13# 000 kg depleted U to United Kingdom 
License should be granted 

NOZENZDrL V State. Dept of 60/01/2? 2pp 


8002030372 Amend 1 to Ebvrllnc Instroment Corp export licen«e# 
Increasing amount of matl for export from 0 1 microgram 
Pu-239 to 3 micrograms Pu-237 

PETERBON^fl R Assistant Director for Export/Import Zt International 
Safeguards 80/01/30 Ip 


6002110071 License for Uestinghouse to export 25 g U-235. conta 1 ned in 
600 g U. to France 

PETER30N. M R Assistant Director for Export/Import fi# International 
Safeguards BD/Ql/GO 2pp 


800211-0121 Executive Branch position re Boeing Co application for 
license amond. adding Thai Airways Co Ltd# Phi 1 i ppines 
Airline* S* Garuda Indonesian Airways as addl ultimate 
consignees License amend should be granted 

NOSENZOr L V State# Dept of# Bureau of Ocean* U tnternatl Environ b 
Scientific Affairs 80/01/25 2pp. 
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E002ll0l2£i Anienid 2 to- Tra nsnuc 1 I nc l^nport Uccnse< «x tend mg 
expiration date from 800S01 to SlOSOl 

PfTERSOWiM R Assistant Director for Eiport/Imp orfc << International 
Safeguards QO/Ot/30 Ip 


e002llOJ4B Forwards I tr from Teledyne Wah Chang requesting cancelUtion 
of application for License KCOM-O0?& to export Zircaloy 
tubing to I4est Oerinany Irl/o end 

PETERSONi M R Assistant Director for Export/tmport 8< International 
Safeguards 60/0I/3D Ip 


0OD21IO15S Forwards itr form Eberllne Instrument Corp requesting 
cancellation of application for License XSf/H'1366 t^/o end 
PETGHSGNi.M R Assistant Director for Eiport/Impor t t< International 
Safeguards B0/0i/S9 Ip 


60Q2110-594 Advises that three loaded casts under License are 

scheduled to sail on 791217 ?< will arrive at Portsmouth 
Marine Ternlnal 79J23J 

STONE B URNER, H Transnuclaari Inc 1S316 79/12/12 Ip 


— 9002110599 Advises that three loaded casks under License l5NM-i^99 are 
scheduled to sail on 791217 L will arrive at Portsmouth 
Marine Terminal 771231 

STONEDUHNER, W Transnucleari Inc I531i 79/12/12 Ip 


-''8002110^04 Amend 1 to License for Transnuclear# Inc to import 234 84 kg 
U-, enriched to 176 45 tg U-235j 331 g produced Pu. from West 

Oermang 

SHEA«vl R Assistant Director for Exp-ort/Impor t U International 
Safeguards 1S316 7B/05/i2 Ip 


-*■0002110615 Amend 2 to license for Transnucleari Inc to import 243 31 kg 
Uj enriched to 182 72 kg ir-235» L 345 3 g produced Puj from 
West Germany 

SHCAiJ P Office of International Programs 15016 78/00/22 

Ipp 


— E00211D6£9 License for Transnucleari Inc to Import IS9 0 kg U containing 
121 5 tg U-235 it 106 g produced P Ui from Uest Germany Fee 
c lasi if icat 1 on end 

OUOIMjM a Assistant Director ^or Eiport/Import & International 
Safeguards IS016 77/09/15 3pp 


0002120001 Forwards Delegation of Commission of European Communities 
application for license to export 4 g U to France 
GDPPELiM European Communitiesi Commission of 80/01/15 Ip 


--0OO2I2OOO4 Application fay Delegation of Commission of European 
Communities f-or license to export 4 g U-2354 conta Ined in 
4 KBS stdsrto France 

MAfiCHALi J European Communl ti eii Commission of 60/01/08 2pp 


8002120159 Forwards repts made to Philippine govt re possible geologic 
hazards at proposed nuclear plant site Mo evidence 
substantiates charges that efforts have been made to 
minlmiie seismic baxards of site. 

LAFLEtIRiJ D Office of International Programs 90/01/21 tOpp 


0002120171 Opposes sale of nuclear raactiir Proposals for aiparting 
reactors should be scrutlrliied thoroughly 
bower, J Affiliation Unknown 00/01/10 Ip 


02120264 License for Westinghouse to export four compensated 
onlration chanfaers# Mode) WL23944, to France 

'ETERaOMi H R Assistant Director for Export/Import & International 
lafeguards 80/02/01 ip 


2120454 Amend 1 to export L Iccnse, extend ing expiration date from 
20101 to 340101 increasing quantity of mail to ba 
xported from 1,000,000 kg U to 5, 000# 000 kg U 

ETER&0M,H R Assistant Director for Export/import it Internat i onal 
afeguards 00/02/01. Ip. 


2120466 Application by Isotope Products Labs fnr license to export 
>,000 micrograms U-235, 2 uCI Pu-2a0 fc 2 uCi Fu-a39 to 
ak istan 

■lELMrK tsutope Products Laboratories 79/12/06 2pp 


102130023 Application by Inti Customer 8vcs fur llceriee to import up 
to O 49 kg U-23S, contained in up to 15 kg U, in fuel rods 
from South Korea 

HEBSiR J Westingho-use Electric Corp, 109-9677 00/01/08 Ip 


02130247 Opposes const of nuclear power plants Site is geoLogicallv 
unstable Design has not undergone sufficient review Raduaste 
questioti Is unansuered Quality of const i« reportedly 
sub s td. 

CAMPBELL, A , HlOOlNSiP , BARDSLEY, M Australia 80/02/06 2pp 


8002130452 Advises that final NRC licensing action re License 
Application XU-G427 for source matl to France delayed NRC 
will act expeditiously upon receipt of addl info re 
req.ulremBnts of NNPA from Executive Branch 

9H£Ai J R Office of International Programs 80/01/28 Ip 


9002130590 Discusses review of volcanologic portion of safety repts 
Critical need for development of volcanic haxard guidelines ‘ 
analogous to seismic hazard guidelines 791024 Itr to Ctr 
for Development Policy oncl 

NEWHALL,C Dartmouth College 79/10/24, 3pp 


— 8002130597 Forwards "Reviou/ of </alcanolog ic Discussions in P0AR 8< 
Related Documents," in response to NRC 791120 request 
Encourages NRC to undertake development of volcanic 
hazard guidelines 

NEWHALL, C Dartmouth College 79/12/24 2pp 


— 6002130602 "Review of Volcanologic Discussions In PSAR St Related 
Documents " 

NEWHALL, C Dartmouth College 79/12/22 96pp 


0002130599 8ECV-80-033 

Notifies of Executive Branch response to DDE 800103 
applications to export 2 25 kg of 8-235, contained in 5 kg 
U, to The Netherlands t, 3 95 kg of U-235, contained in 20 kg 
U, to France 

SHEA, JR Office of International Programs 00/01/21 Ip 


— B002130601 Forwards application for license to export enriched U 
Requests expeditious handling 
HCDONOUOH, M D Energy, Dept of 79/10/31 ip 


— 6002130607 Executive Branch position re DOE application for license to 
export 2 25 kg U-235. contained in 5 kg U, 395 kg U-235, 
contained in 20 kg U, to The Netherlands Ltr of assurance 
enc 1 

NOSENZQ, L V State. Dept of. Bureau of Oceans l< Internatl Environ. 

«c Scientific Affairs 00/01/03 3pp 


—0002130610 Application by POE fur license to export 2 25 kg of U-235i 
contained in 5 kg U, & 3 95 kg U-235, contained in 20 kg U, to 
The Netherlands 

a Energy, Dept of 79/10/31 3pp 


—0002130610 Forwards application for license to export enriched U 
Requests expeditious handling Mail will be used in 
fabrication of reduced enrichment test plates W/o end 
MCDONOUGH, M D Energy, Dept of 79/11/02 Ip 


— 0002130624 Executive Branch position re DOE application for license to 
export 3 93 kg U-23S, contained In 20 kg U, to France Ltr of 
assurance it unexecuted application encl 

N0SENj{0, L V 0tate,Dept of, Bureau of Oceans Internatl Environ 
L Scientific Affairs 00/01/03 6pp 


8002140144 License for Transnudear, Inc to export 190 1 1 kg U 
contained in cylinders to France, 

FETER60N,M R Assistant Director for Export/Import it International 
Safeguards 00/02/05 2pp 


8002140147 License for 8igma Chemical Co to export 5 kg deuterium oxide 
to France 

PETERSON, M R Assistant Director for Export/lmport 4t International 
Safeguards 90/02/05 2pp 


8002140157 License for Westinghouse to export three compensated 
ioniiation chambers, Model WL23944, to France 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards, 00/02/05 Ip 


0002140161 Amend 1 to TX Instruments, Inc export license, extending 
expiration date from 000201 to 810201 

SHEAfJ ft Assistant Director for Export/Import ic International 
Bafeguards 80/02/04 Ip 


0002140167 License for Mitsubishi Inti Corp to export 310 kg U-235i 
contained in 9,824 kg U, to Japan 

PETERSON, M R Assistant Director for Export/Import St International 
Safeguards 80/02/01 2pp 


0002140174 License for 8andvik Bpecial Metals Corp to export 1,239 
pieces Zlrcaloy-4 tubes to Japan 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards 80/02/05 ip 
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GO0S14O197 License for tiiteubishl Infcl Carp bo «iport 500 mCl Cf-S5S 
At encapsulated cermet uire to Japan 

PETERSONj H R Atfiistant Director for Ex p art/ Impor t It International 
Safeguards 80/03/05 2pp 


0002150011 Submits positian on points related to NEPA to assist KRC 
In deliberations re export of reactor b components to 
Philippines NRC has authority to consider environ Impacts 
ulthln foreign nation in course of dec i sionira k ing 
Y0QT« N C Council on Environmental Duality SO/01/23 4pp 


000215023? Forwards Fund for Secure Energyilnc 791120 Itr expressing 
concern re proposed reactor Requests comment 03 should not 
export technology u/o full precautions against harmful 
results 

ERADLEYiQ Eenate 00/01/23 3pp 


0OOS19O214 Confirms shipment of 47 flanges to West Oermany Customer 
needs flanges to make up for lost time due to late 
del iver ies 

POCHAL^F W Westinghouse Electric Carp 1 £000^03 80/02/01 Ip 


0002200004 Corrected application by Sandia Labs to export 4 41 g Ut 
enriched to 30Z U-235< mixed U/P containing 2 23 g U> 
enriched to 657. U-235 0 744 g P. to West <^ermang> 

WALKERiJ V Sandia Laboratories 00/01/23 Ip 


0002200006 Confirms that Sumitomo Metal Mining CotLtd is 
authorixed to receive 2t passes 0 36 g U*'23&f contained In 
12 g U oxide 

MIVASAYABHIiM Japqn 80/01/25 Ip 


0002200010 Confirms that Mitsubishi Nuclear fuel Co. Ltd Is authorixed 
to receive & posses 13 6 g U-235< contai nod in 43? g U 
MiYABAYSHIiM Japan, SO/01/2S Ip 


600SSOD047 Submits application by TX Instrumentsi Inc to renew license 
for one yr to export tritium contained in glass-sealed light 
sources, not to exceed total of 250.000 Ci. 

SKILES.E L Texas rnstruments, Inc ao/02/Oi Ip 


0002200151 Ltr of assurance re Wsstinghouse 790S30 application for 
License X8NH-1592 to export 25 g U-’235 to Belgium 
OOPPELjM European Communities. Commission of BC/01/1-6 Ip 


0002800225 Urges Commission not to grant Westinghouse export license 
for proposed Philippine reactor 
DOONE. W 3 Affiliation Unknown 80/01/lG Ip 


B002200235 Ltr of assurance re Westinghouse application for license to 
export 25 g U-235 to Prance. 

OOPPEL.M European Communities. Commission of 00/01/16 Ip 


0002200241 Ltr of assurance re Reutor-Stokes . Inc application to export 
0 0004 Q U-235 to France 

OOPPEL.M Euratom Supply Agency IDelgium) 00/01/15 Ip 


8002200332 Responds to 791S21 ltr to President Carter re -Westlngbous o 
application for license to export nuclear reactor to 
Philippines Executive Branch review of application extended 
for three yrs FR notice end 
AHEARNErJ. F Commission 80/01/23 4pp 


— 8002200339 Forwards 791221 ltr to President Carter urging prompt action 
on Westinghouse application to export nuclear reactor to 
Ph 1 1 Ipplnes 

CHURCH. F. Senate. Foreign Relations Committee 79/12/21 4pp 


0002200358 Executive Branch position re Marubeni America Corp 
application for license to export 26 g Pu to Uapan, Ltr of 
assurance end License should be granted 

NOZENZa. L V State. Dept of. Bureau of Oceans U Internatl Environ It 
Scientific Affairs BO/01/25 3pp 


6002210026 Requests amend to license to export byproduct matl to Soviet 
Union. ex tend ing expiration date from 800401 to 810401 
KRAMER. D AccuRay Corp 80/01/29 ip 


8002210053 License for Westinghouse to export 25 g U-23S. contained in 
600 g U. to Belgium 

SHEAtJ R Assistant Director for Export/ Jmpor t Internet ienal 
Safeguards. 80/02/06 2pp 


8002210059 License for Marubeni America Carp to export 26 g Pu. 
contained in 64 NBB samples. to Japan 

SilEAt J R Office of International Programs 80/02/06 2pp 


6002210103 Appllcatxon by Isotopes Products Labs for license to export 
1.000 micrograms Ut contained tn U-235 Si four uCx Pu. 
contained In Pu-S30 l» Po-239 chloride, to Italy 

HELM. K Isotope Products Laboratories IJ/Q 7354 79/12/06 2pp 


8002210117 Executive Branch position re ENEL application for license to 
export 20. 000 metric tons of depleted U, contained in U 
tie xaf luor Ida. to France License should be granted Assurance 
ltr end 

NOSENZO.L U State. Dept of 80/02/07 3pp 


0002210120 Submits application to amend license to export., extend ing 
expiration date from 0OO1O1 tO 910101 

ANOELONE. A Mitsubishi International Corp <sube of Mitsubishi 
Corp ) PLT-L-il73 79/12/20 Ip 


8002210125 Amend 2 to*Studsvik Energiteknik import 1 1 c ense. rovis mg 
conditions of port of entry & notification procedures 
PETERSON. M R Assistant Director for Ei port/ Impor t International 
Safeguards 60/02/07 2pp 


8002210140 License for OA Co to export 336 kg U-235. contained in 
124 306 bg U dioxide powder, to Japan 

SHEAiJ R- Assistant Director for Export/ Import & I nternat lonal 
Safeguards 00/02/06 2pp 


8002210146 Amend 4 to Fisher Scientific Co export I Ic ense» extending 
expiration date from 800301 to B20301 

6HGA.J fl Assistant Director for Ex por t / Import & International 
Safeguards 60/02/06 Ip 


600221019D Application by OE for license to export miscellaneous 
replacement or spare parts for 3ys 531 ineutron monitoring! 

Eys 692 islectrical penetrations! to Finland 
UlLSON^D D Oeneral Electric Co 00/01/30 Ip 


G002210376 License for OA Co to export 715 g U-235j contained in 3.630 
g U. to Taiwan 

MOORE. n,N Assistant Director for Expor t/lmport & International 
Safeguards 60/02/08 2pp 


6002210360 License for Borg-Warner Corp. Nuclear Yalve Div to export 12 
stainless steel lift check valves to Belgium 

PETERSONj M n Assistant Director for Exp orfc/ Impor t 8< Internati onal 
Safeguards 80/02/12 Ig 


6002210363 Executive Branch position re Se 1 f '•Powered Lighting Ltd 
application for license to export 4 million Cu of bulk 
gaseous tritium to Dominican Republic License should not be 
granted 

NOSENZOxL V State. Dept of. Bureau of Oceans ft Internatl Environ 6 
Scientific Affairs 00/02/07 2pp 


8002210364 License for Spex Disc. Inc ta export O 36 g U-235. contained 
in 12 g IT. to Japan. 

PETER8QN.M R Assistant Director for Ex port/ Impor t International 
Safeguards 60/02/12 2pp 


6002220001 Application by General Motors Corp. Saginaw Steering Gear 
Oiv. f or license to export ball bearing spline assemblies to 
Canada 

* General Motors Corp 80/01/23 ip 


6002220002 Application by Eberline Instrument Corp for license to 
export 5000 dpm Am-243 alpha callbr source electroplated 
on metal discs, to Canada 

JOHNSON. N R Eberline Instrument Corp 80/02/05 ip 


B002220003 Application by Transnuc lear. Inc for license to export 
468 mCl Ca-2S2 In Model TALC-PC neutron sources to Japan 
MATSONrV Transnuc I ear. Inc 80/02/04 Ip 


8002220007 Application by Cerac.lnc for license to export 4 3? kg 
thorium, contained In 5 teg thorium oxide, to France 
COLTON. E Cerac. Inc GD/02/0B Ip 


0002220009 Application by Mitsui Co. Inc far license to export 
Zlrcaloy-2 tube shells Ihafnlum tOO parts per million max) 
to Japan 

MONDEN. T, Mitsui & Co « Ltd 00/01/30 2pp 


8002220010 Application by OE for license to export neutron detectors 
specially designed for use In nuclear reactor to West 
Oermany. 

WILSON. B General Electric Co 00/01/29, Ip 
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G 0022200 1 1 Application Uast irighouta far license to export one 
proportional counter <WL'-23773> to Belgium 
P0CHAL*h/ F Uestinghouie Electric Corp 8O/02/C& Jp 


8002S>50238 Amend to application bg Separative Work Unit Corp to import 
43,200 tg of enriched U from Austria 

OABRETTkJ a Separative Work Unit Corp 80/02/04 2pp 


G0022200I3 Application bg OE to export neutron detectors speciaLlg 
designed for use in nuclear reactors to Finland 
WILSON, U General Electric Co HG/01/39 Jp 


GOOSS502S7 Submits proposed alternative route to transport spsnt 
nuclear fuels from Chalk River< Canada via to Savannah River 
Project in Dunbarton, SC Details withheld (ref 10CFR2 790> 

* NL Industries, NL Nuclear Div 14276 79/09/21 Jp 


B00222001-6 Application bg Pio-Rad Labe for licenie to export AOOg 
d e liter con ta ined in 2 kg deteriun oxide, to Japan 
AVEL, O Bio-Rad Lab orator i es 80/01/25 Ip 


8002220017 Application bg Corning Glass Works, Zircoa Products, for 
license to export 52 3 kg th or i um, contained in 99 kg thorium 
oilde, to West Oermang 

DEDlfARiN E Corning Glass Works GO/02/04 ]p 


8002220010 Application bg Reactor Eiper imeitts, Inc for license to export 
0 21 uCi Np'>227i elec trodeposlted onto nickel disc, to 
Ci echoslcvak ia 

HEIrtANfD Reactor Experiments, Inc 80/01/29 Ip 


8002220108 Foruards FR notice of applications for licenses to oiport 
nuclear matls or nuclear facilities Exemption Zl-l precludes 
highlights listing 

SHEAiJ R Office of Internatl ona 1 Programs 80/02/06 Spp 


— 3002220E17 Mofelte of applications for licenses to export nuclear 
facilities or metis received Jan 1980 

SHEA, J R Office of International Programs 60/08/05 Ip 


8002S20J53 License fur Isotope Products Labs to export 10 uC£ Cm*'244» 
contained in modal PHS44-10 In XFD capsule to Canada 
PETERSON, M R Assistant Director for Eiport/Iaipor t l< fnternat Iona 1 
Safeguards 80/02/08 2pp 


6002220173 Forwards application for license to export noctear matl S, 
eqoi pfnent 

TROXLER, W F Troxler Internationalj Ltd 80/02/07 Ip 


— 6003220177 Application bg Troxler Inti, Ltd for license to export eight 
mCi Cs-137 & 40 mCl-24|-bergl Hm, conta £nod in Mode! 3401-0 
gauge, to China 

TROXLER* W F TtoxUt International* Ltd 90/02/07 Ip 


S002^8S040'8 Farwardc application bg Marubeni America Corp for licence 
to export BOO kg U-339, contained In 29,155 kg U, to Japan 
0K>UDA,H Marubeni America Corp (subs of Marubeni Corp ) 
HAl-HO-6061, 00/02/01 Ip 


'■^8002250418 Application bg Marubeni America Corp for llcenia to export 
BOO kg U-235, contained in 27,155 kg U, to Japan 
MAMIVA*S Marubeni America Corp (subs of Marubeni Corp ) 

ZH0131AW 80/03/01 Ip 


0008250426 Forwards applicatln by Transnuc lear, Inc for license to 
export fSl 8 kg U-835, contained in 5,437 kg U, plus sample, 
to The Netherlands End use statement end 
MATSON, V Tran f nuclear, Inc flO-017/Ol 80/01/30 app 


—8003250433 Application bg Transnudear* Inc for license to export ICl fl 
kg U-235* contained in 9427 kg U, plus sample, to The 
Netherl and s 

MATSON, V Tran snuc leap, Inc RDU 314 80-017/ 80/01/30 Ip 


(1002290441 Forwards Application by Marubeni America Corp to export 
148 kg U-235, c ontalned in 9*458 kg U, to Japan 
OKUDA. H Marubeni America Corp (subs of Marubeni Corp ) 

MAi-H0-606a ao/oa/oi ip 


— 8002290448 Application by Marubeni America Corp to export 148 kg lJ-235i 
contained* in 9,456 kg U* to Japan 

HAIilTA,6 Marubeni Aflerica Corp (subs of Marubeni Corp ) 

ZM0I31DW BO/OS/OI Ip 


8002250514 Forwards Nissho-Iual American Corp 800129 Itr advising that 
47 163 kg U will be exported directly from U8 to Japan. 

Nulram removed as intermediate consignee U/o end 

DII?EK8,W J Office of the E^xecutive Director for Operations 

80/02/13 Ip 


B5022202ia Discusses Philippine reactor export license app 1 icat 1 on* in 
response to 771221 Hr to President Carter Commission 
intends to act upon application by Bummer 1980 Related 
771025 FR excerpt end 

AHEARNE, J F Commission 00/01/23 4pp 


flOD222023D Forwards 791221 I ir to President Carter urging prompt action 
on Philippine reactor export ticenie application Continued 
•delays may create foreign relations problems 

CHURCH, F Senate* Foreign Relations Committee 77/12/21 4pp 


8002220393 Notifies that nuclear matl will be transported from US 
directly to Japan, in form of U metal Requests removal of 
NUKEM, Cmbb,'GE from list of intermediate cgnslgnees Nissho- 
fwai Co is intermediate consignee. 

TAMANA, K Nl«sho-|wal American Corp 80 / 01/29 Ip 


600-2220406 Confirms 7710IS telcon re arrival of TN-I cask at 
Portsmouth, VA on 791018 aboard Atlantic Song Fulfills 
1 icons e Condition 5 

srONEDURNER* W Transnuclear, Inc 1445S 79/10/15 Ip 


—6002220474 Confirms teleon re arrival of TN-l cask in Portsmouth. VA on 
77(018 aboard Atlantic Song Fulfills licetiio Condition 5 
STONEBURNER, H Transnudear, Inc 14455 79/10/15 ip 


S0022S0027 Confirms 791102 teleon that Pegase Cask 6 containing one 
Irra-diated fuel element is scheduled to arrive at 
Port stnouth* VA on 771115 Hoti f Icati-on satisfies License 
Condition 5 ♦ 

3T0NEDURNER, W Transnudear* Inc 14611 77/11/02 Ip 


8002250031 Confirms 791102 telcan that Pegase Cask 6 containing one 
irradiated fuel element Is scheduled to arrive at 
Portsmouth*VA on 77U15. Notifi cation satisfies License 
Condition 5 

9T0NEBURNER* M Transnuclear* Inc 14611 79/11/02 Lp 


'250100 Forwards info re highly enriched U shlpfnents to Rumania, 
de includes gross weight, consi sting of at Uast four 
fuel shipping containers Two shipments split enroute 
withheld (ref I0CFR2 790) 

,W R General Atomic Co (subs 

/20 Ip 


of Gulf Oil Corp K 13572 


8002260006 Urges support of public hearings on Hestinghouse proposed 
Philippine reactor 

FRANTZ* P Affiliation Unknown 60/01/26 Ip 


6002260160 Notice of license appl Ications for import/export licentes 
for period of 791205-31 

8HEA.J R, Office of International Programs, 00/01/21. 3pp 


8002260302 Urges Commission to grant expert llcenee for proposed 
Philippine reactor 

SALGHtJ Affiliation Unknown BO/Ol/16 Ip 


800^60735 Requeets mute approval for two shipments of two casks, Model 
sa/23, each containing 12 MTR-type fuel elements L weighing 
34,304 lb Shipments will originate in Portsmouth , VA on 
771204 it arrive at Aiken* SC on 791217 

HARMON* D W Ediow International Co 14670 77/11/14 2pp 


8002270023 Confirms 791106 teUon re notification of NftC as renulred 
In Condition 5 of License I8NM-I69e Forwards 79J106 Ur to 
NRC ?t License I8NM-I69a 

stone burner, Ini Transnuclear* Inc 14756 77/11/06 lp. 


—8002270040 Confirms 7911(36 teleon notifying NRC that Pegas# Cask 1 
containing 36 Irradiated fuel elements will arrive In 
Portsmouth, VA on 791117-20 Trl-Btate Motor Transit Co will 
transport cask to DOE in Aiken, 8C. 

STONEBURN^ft, W Transnuclear, Inc 79/11/06 lp. 


8002270047 Amend 3 to license for Transnuclear, Inc to Increase quantity 
of matl for Import to 643,056 kg U containing 459 507 kg 
U-Z39 tt 2 406 kg Pu froei France 

FETER&DNi M. R Office of International Program* 79/09/25 lp 


8002270050 Amend 1 to license for Transnuclear, Inc to Increase quantity 
of matl for import to 379 400 kg U containing 312.207 kg 
U-235 8< 1 406 kg (>u from France. 

SHEArJ R Office of International Programs 78/05/26 lp 


— 8002270055 License for Transnuclear, Inc to import 121.700 kg U 
containing 96 607 kg U-235 5t 666 g Pu from Francs 
■OUHIN/M A Office of International Programs, 77/07/19. 2pp. 
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0OO3S7OO44 Notifies of receipt of export license applications for Jan 
19G0 

LAFLEURi J D Office of International Programs 80/02/05 2pp 

B0OE27OO73 Confirms 771017 telcon notifying NRC that Pegase Casks 3 
li 4 are scheduled to arrive in Portsmouth* VA on 791029 
STONEDURNERi W Transnuc 1 ear. Inc 14492 77/10/17 tp 


-*“8002270075 Confirms 791017 telcon notifying NRC that Pegase Casks 3 
& 4 are scheduled to arrive in Portsmouth . VA on 791029 
STONEBURNERi W Transnuc lear* Inc 14452 79/10/17 Ip 


8002270078 Confirms telcon notifying NRC that TN-1 cask is scheduled 
to arrive in Portsmouth* VA on 791129 aboard Atlantic Span 
8T0NEBURNER, W Transnuc loar. Inc 14770 79/11/09 Ip 


-*-8002270081 Confirms telcon notifying NRC that TN— 1 cask is scheduled 
to arrive in Portsmouth, VA on 791129 aboard Atlantic 8pan 
8T0NEBURNER. U Transnuc 1 ear. tnc 14770 79/11/09 Ip 


8002270124 Rei^uests expeditious handling of application for route 
approval to transport spent nuclear fuels from Ontario via 
Ogandensfaurg# NY to DunbartoniSC Series of shipments <nu6t he 
completed prior to severe ulnter conditions in Canada 
9TUKENBR0EKER* 0 NL Industries, NL Nuclear Div. 14295 79/09/27 

2pp 


0OO228OSO1 Advises that DR Fuhrman mill not be employed at company^ 
effective 791102 Name should be deleted as radiation safety 
officer on company licenses 

FUHflMANi D R Teledyno Isotopes 14992 79/IJ/02 3pp 


8002290009 Application by Sigma Chemical Co for license to export 
deuterium, conta Ined in 5 kg deuterium oxide, to Vonexuela 
STERN, W C Sigma Chemical Co Isubs of 8i gma-ALdr i ch Corp ) 0-36 

80/02/11 Ip 


—8002290010 Application by Sigma Chemical Co for license to export 
deuterium, contained in 10 kg deuterium oxide, to India 
STERN, Irl C Sigma Chemical Co (subs of Sigma-Aldr Ich Corp ), 
D-37 80/02/11 Ip 


— 8002290014 Application by Sigma Chemical Ce for license to expor-t 
(Seu tar i urn, conta 1 ned in 5 kg deuterium oxide, to Venetuela 
STERN, U C Blgma Chemical Co (subs of Sigma-Aldri c h Carp > 
0-3 S. 00/02/ n Ip 


8002290030 Application by Aldrich Chemical Co for license to export 20 
g deuterium, contained In 100 g deuterium oxide, to Mexico 
EDELSTEIN, B Aldrich Chemical Co , Inc (subs of 81grna-Al drich 
Corp. ) 5/BO BO/02/12 Ip 


6002290034 Application by Dresser Industries Inc for License to export 
2 Cl Ci-137, contained in Oulf Nuclear Model Cs— 2, to Hungary 
WILSON, 0 J Dresser Atlas Export Sales 104-42/8-2772/8 80/02/11 

2pp 


8002290038 Application by Nestinghouse for license to export 3 pieces 
Model WL&374A fission counters u/535 Th-232 coating, to 
Japan 

POCHAL. W F Wflsfclnghouse Electric Corp ZE-60171 00/02/07 Ip 


6002290042 Application by Reactor Experiments, Inc for license to export 
7 5 kg U-23a, dep leted to 0 22X U-235, to Japan 

KEfMAN, D Reactor Experiments, Inc JAPAN 70634 BO/02/13 Ip 


800229-0045 Forwards application for export liconse for minor nuclear 
export Ltr of assurance required 

PETERSON,M R Assistant Director fur Export/ Imp or t & 1 nternat I ana 1 
Safeguards 80/02/19 3pp 


800229-0048 Forwards application for export license for minor nuclear 
export Ltr of assurance required 

PETERSON, M R Assistant Director for Expor fc/Import International 
Safeguards B0/02/I9 Ip 


8003290055 Requests Executive Branch position re Reactor Experiments, 
Inc application for license to export Np-237 to 
Ciecbpslavk i a 

PETERSON, M ft Assistant Director for Export/Import S< International 
Safeguards 80/02/20 ip 


6002290060 Requests Executive Branch position on re OE application for 
license to export components for use in TVA nuclear power 
plant to Finland 

PETERSON, M R Assistant Director for Expor t/Imp o-rt & International 
Safeguards 80/02/20 Ip 


6002290135 License for Boeing Co to export 7, 180 lbs depleted U in form 
of counterweights to China 

PETERSON, M R Assistant Director for Export/Import & International 
Safeguards 4-1635-798-0310 60/02/ IS 2p p 


B002290137 License for TN Nuclear Spec ia 1 1 ies, I nc to export 300,000 lbs 
U, contained In 400,000 ibs of depleted U tetraf luoride 
powder, to Canada 

PETERSON, H R Assistant Director for Expor t/lmport & International 
Safeguards 80/02/20 2pp 


6002290140 Amend 8 to GE le GE Technical Sves Co, Inc export license, 
extending expiration date to 030701 

PETERSON, M R Assistant Director for Expor t/Import 8t International 
Safeguards 80/02/20 Ip 


6002290480 Forwords documentation to be transmitted to NRC for 
application for license to export high enriched U 
ADOLPH, N . RAHUWE8.U Germany, Federal Republic of 79/06/24 
lOpp 
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lOCFR 


BORDENICK, B M 

6002290111 

8002200269 

50-490 

0 

BORES. T 

6002060399 

8002130331 

50-466 

0 

BOROHANN.C A 

6002190153* 

8002270079 

90-466 

0 

BORQMANN.G A 

8002110474 

8002200269 

50-498 

0 

DOROHANN.e A 

6002200392 

0002130331 

50-466 

Q 

DQROMANN.E A 

8002260159 

0002270079 

50-466 

0 

OaROMANM.E A 

6002290330 

0002220219 

50-253 

0 

OaRSUN. R D 

6002200107 

80022704 S0 

90-434 

0 

DOSSENiD A 

B 002290 082* 

8002220480 

RES 


D0S7WICK.W E 

6002220023 

80021 10S6G* 

50-245 

8 

OOUKNIOHT. A 

0002270067 

8002080632* 

90-249 

S 

BOUKNIOHT. J. A 

8002270098* 

8002190120 

PR 


flOUKNlOHT.^I A 

G00227009B* 

8002080552* 

NUREO 


OQULOGN. H 

6002110591* 

8002040211* 

FOIA 


DOUUDEN. H 

6002090190* 

8002130136 

50-369 

A 

BQUQUARD.M U 

6002300229 

8002200436 

TOPREP 


BOURN I A. A 

6002050367 

0002070423 

50-320 

0 

BQURNIA. A 

6002210009 

0002130313 

50-400 

0 

qqurnia, a 

8002200745 

8002110644 

50-409 

0 

BOWERS. J 

0002120171 

8002120392 

50-500 

0 

DQWERe. J 

8002120400 

8002140130 

90-320 

0 

BOWERS . J 

6002120410* 

8002200736 

90-466 

0 

DOWERS . J 

6002120444* 

0002210003 

50-279 

0 

BOWERS, J. 

8002270065 

0002220150 

50-338 

0 

BOWERS. C E 

0002290364 

0002220160 

50-330 

0 

DOWERS. C E 

0002070499 

8002220122 

50-330 

0 

BOWERS. C E 

0002130457 

8002220174 

90-279 

0 

BOWERS. C E 

0002130479 

B002270011 

90-400 

0 

bowers. C E 

0002250369 

8002060400 

50-460 

a 

BOWERS. C E 

6002260091 

0002130101* 

50-508 

Q 

bowers. C E 

8002220420 

0002200067* 

50-397 

Q 

BOWERS. C E 

6002250722 

0002070130* 

90-10 

p 

BOWERS. C E 

6002280686 

8002070150* 

50-10 

p 

bowers. C E 

8002 270020 

0002210001 

50-338 

0 

DOWERS. C E 

6002290431 

8002150208 

90-387 

D 

BOWERS. C E 

6002140051* 

8002120373 

50-312 

0 

DOWERS. C E 

8002120364 

0002290423 

90-209 

0 

BOWERS. C, E 

6002140045* 

8002270102 

90-302 

0 

BOWERS. E B 

6002060366 

0002270113 

90-302 

0 

BOWERS. E 0 

8002120320 

0002270102 

90-382 

0 

BOWERS. E a 

0002120333 

0002270113 

90-382 

0 

BOWERS. E a 

8002110605 

0002290423 

90-289 

0 

BOWERS. E a. 

8002140644 

8002010003 

71-9072 


BOWERS. E a 

6002220910 

8002290555* 

90-334 

Q 

DOWER. E. 8 

8002220140 

6002050114 

90-445 

M 

BOWKAN.C. D 

0002200057* 

0002220477 

90-445 

M 

BOVOpD C 

0002210029 

8002210000 

90-445 

M 

BOYD.D C 

0002210022 

0002200007 

90-445 

M 

BOYDrO. C 

8002080054 

8002260945 

90-205 

F 

BOYD.D C, 

B002070S09* 

8002190436* 

90-259 

R 

BOVD.O C* 

8002080190 

8002150199 

REOOD 


BOYD. D, C 

8002070199* 

0002060213 

90-367 

R 

BOYD.D C. 

8002080037 


SUBJECT 



ACCES9I0N 

SUBJECT 


CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

90-367 

A 

BDVD, D C 

8002110079* 

50-319 

Q 

90-367 

R 

DDYD, D C 

0002120124* 

50-409 

a 

90-367 

R 

BOVO, D G 

0002200758* 

90-2 

Q 

90-367 

R 

BOYD. 0 C 

0002220279 

50-299 

8 

ILE 


BaVDv 0 C 

6002050226 

50-305 

3 

70-25 


BOYD.D C 

6002210162* 

50-102 

Q 

70-23 


BOYER, U S 

8002150193 

REOOD 


SO-344 

0 

BOYER , V S 

8002040271 

90-392 

0 

50-344 

0 

BOYER, U S 

6002260490* 

50-277 

P 

70-734 


BOYLE. M 

8002290037* 

90-333 

0 

70-734 


BRACKEBUSCHcL L 

8002130237 

HUREG 


70-734 


BRADFORD, P A 

6002070060* 

FOIA 


70-1257 


BRADFORD, P A 

60022204 59 

lOCFR 


70-1257 


BRADFORD. P A 

8002130947 

lOCFR 


70-1257 


BRADLEY, 8 L 

0002120601* 

90-320 

G 

90-344 

Q 

BRADLEY, a 

0002220449* 

90-272 

U 

70-734 


BRADLEY, B 

8002150239 

XPORTLIC 


XPORTLIC 


BRADLEY, E J 

G0Q2O10353 

90-277 

F 

SO -255 

Q 

BRADLEY, E J 

0002060083 

50-277 

J 

90-320 

H 

BRADLEY, E J 

B002140S07 

50-277 

F 

SO-514 

D 

BRADLEY, E J 

800226049 1 

50-277 

P 

50-320 

0 

BRADLEY, 0 D 

80022700 1 0 

NUREO 


90-514 

0 

□RADLEV,a D 

8002200216* 

50-400 

0 

90-514 

0 

DRADLEY.R D 

0OOSO6D41O* 

50-400 

0 

50-514 

D 

BRADLEY, R D 

0002040179* 

50-400 

0 

50-320 

0 

BRADLEY. R D 

8002130026* 

50-290 

0 

50-516 

Q 

BRADLEY. R 0 

8002080070 

90-400 

8 

90-322 

0 

BRADY, R C 

0002000557* 

NUREO 


50-322 

0 

BRAHLETT.L S 

0002210531* 

50-313 

a 

90-320 

0 

BRAMLETT,U S 

0002200416* 

50-313 

R 

50-514 

0 

BRANDT, B N 

8002150063* 

50-320 

H 

50-320 

0 

BRANLETT,L S 

8002210506* 

50-313 

8 

SO-320 

0 

BRAUN. M 

0002130110 

FOIA 


50-317 

S 

BRESEMANN, R W 

000226 OS 19 

50-10 

I 

50-350 

0 

BRICKLEY.ft H 

8002040029* 

50-239 

0 

50-350 

A 

DRICKLEV.R H 

0002190286* 

QA999 


50-350 

0 

aRIDENBAUGH, 0 

8002260319 

90-312 

0 

90-3 50 

A 

BRIOOSrL 

8002000003 

90-219 

e 

50-358 

K 

BRZ008. L 

6002080115 

50-219 

8 

roiA 


QR1CC3, L 

0002200376* 

90-219 

0 

lOCPR 


flRIGOa, L E 

0OO22SO346 

50-219 

B 

RES 


BRIOHAN, S 

B002270085* 

50-320 

H 

50-445 

M 

BRIGHT, R M 

8002200939 

50-302 

P 

90-445 

M 

BRIOHTSEN. R A 

6002040379* 

FOIA 


50-449 

M 

aRIN,D 

6002120269* 

3t*tt Ptoj) 

FOIA . 


BftlNKHAN. D 8 

6002250736 

50-320 

P 

NUREO 


BROCK. 8 

0002050415* 

50-320 

H 

50-327 

U 

CROCKETT. T 

80021 10436 

50-213 

S 

90-460 

A 

CROCKETT. T 

8002000173 

50-213 

0 

90-460 

A 

CROCKETT, T 

0002040426 

I&E 


90-373 

A 

CROCKETT. T 

8002040340 

70-020 


XPORTLIC 


CROCKETT. T 

6002040433 

I1.E 


50-289 

0 

CROCKETT, T 

8OO225O0OS 

50-293 

S 

50-269 

0 

BRDCOUN, 3 J 

00022200-04 

orto 


50-269 

0 

DRQDEURrR 1 

8002200751* 

QA999 


50-269 

0 

BROEHL, 0 J 

8002280196 

50-344 

Q 

70-820 


OROEHLi D J 

8002110093* 

50-344 

0 

70-820 


BROEHL. D J 

0002130267 

50-344 

8 

70-820 


BROEHL, D J 

8002010394 

90-344 

P 

70-620 


BROEHL, 0 J 

8002060617 

90-344 

8 

70-020 


BROEHL, 0 J 

0002270497 

50-344 

S 

70-020 


BROEHl. D J 

8002150245 

90-344 

8 

7O-02O 


BROEHL. D J. 

GO 022004 4 3 

50-344 

6 

70-820 


BROEHL. D J 

6002150276 

SO-344 

P 

70-620 


BROEHL. D J 

BO 02 1907 20 

50-344 

P 

70-020 


BROEHL. D J 

B002200973 

50-344 

9 

70-020 


BROEHL. D J 

8002260692 

50-344 

P 

70-020 


DROMER.S 

8002290173* 

90-320 

H 

70-020 


DROOKB.D Q 

8002060272 

50-320 

H 

70-020 


BROWEtW Q 

8002140656 

70-1143 


90-250 

0 

BROWN. 0 

0002060043 

NUREG 


90-312 

0 

BROWN. H H 

0002010524 

50-312 

0 

50-250 

0 

BROWN. P R 

BOD21404B7* 

50-402 

G 

50-500 

0 

DROWN. D D 

8002120317* 

90-320 

0 

50-312 

T 

BROWN. 0 F 

800201051^ 

PR 


50-205 

0 

DRGWMi 0- r 

8002050337 

PR 


50-273 

0 

DROWN. H 6 

9002140611* 

50-316 

9 

CONTRACT 

DROWN. M. 3 

0002290436* 

50-319 

S 

50-299 

$ 

DROWN. W. D 

8002140469 

90-269 

H 

50-306 

& 

DROWN. 8 C 

0002060625 

50-339 

8 

50-316 

3 

BROWN. 8 C 

8002050526 

50-339 

A 

30-295 

0 

BROWN, 8 C 

0002200365 

50-339 

A 

90-315 

$ 

BROWN. B C 

6002260SB7 

50-339 

A 

90-259 

0 

BROWN, 8 C 

B002260676 

50-339 

A 

50-155 

0 

BROWN, 6 C 

0002260696 

50-339 

A 
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AUTHOR 

OROMN. e C 
DROUNrS C 
DROWNf. 3. C 
BROiJfliS C 
QROWNLEE, V L 

BROWNLEE, V L 
BROWNLEE# V L 
BROWNLEE, V L 
BROWNr R 
DROWN, R A 

BROUN, C M 
BROUN. C H 
BRQWNift L 
BROWN, 0 D 
BROUN, 0 D 

BROUN. O D 
BROUN, ^ D 
CROWN# O 0 
CROUNE. W 0 
CROWN# 0 N 

CRaz#R E 
BfiUEHL#J> J 
CRUOOER.R H 
DRUQOE.n 0 
BRUNNER# E. 

DRUNNERi C 
BRUNNER, E J 
BRUNNER, E 
BRUNNER, E 
BRUNNER, E 

BRUNNER, E. 
BRUNNER, E J 
BRUNNER, E, 
BRUNNER, E 
BRUNNER, E, J 

BRUNNER, E 
BRUNNER, E 
BRUNNER, E. J 
BRUNNER, E U 
BRUNNER, E. J 

BRUNNER. E U 
BRUNNER, E J 
BRUNNER, E U 
BRUNNER, £ U 
BRUNNER,E U 

BRUNNER, E 
BRUNNER, E. 
BRUNNER, E 
BRUNNER# C J 
BRUNNER# E J 

BRUNNER, E J, 
BRUNNER. E J 
BRUNNER, E J 
BRUNNER, E J 
BRUNNER# £ U, 

BRUNNER, E J 
BRUNNER, E U 
BRUNNER, E J 
BRUNNER, E.U. 
BRUNNER, E J 

BRUNNER, E>J 
BRUNNER, E 
BRUNNER, E J 
BRUNNER. E J 
BRUNNER, E, J 

BRUNNER. E J 
BRUNNER, E. J. 
BRUNNER, E J 
BRUNNER# £ J 
DROMNER#E J, 

BRUNNER, E, J 
BRUNNER# e J 
DRUNNER#E J 
BRUNNER, £. J 
BRUNNER# E J 

BRUNT, E 6 V. 
BRVANi J. K 
BRVANr, J C 
BRYANT, J, C 
BRYANT, J. C 

JRYANT, J, C, 
WYANT# U C 
IRYANT# J. G 
(RYANT,^ C 
IRYANT, U C 


PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 

NUMBER CATCOQRY 


0002260707 90-33? A 

0002260717 50-333 B 

8002260720 50-33? A 

B0022 70507 50-33? 8 

8002010146* 50-321 Q 

90021204S5* 50-25? Q 

8002110486* 90-340 Q 

0002260109* 50-250 0 

8002270234 40-3149 

8002230314 70-2892 

8002200758* SO-2 Q 

8002210162* 50“ 182 Q 

8002010333* 0A999 

B002190191* 40-8084 

8002280072 40-1162 

8002280076* 40-1162 

8002140069 40-3453 

8002 120320* 50-298 0 

8002140651 70-1143 

8002110640* FOIA 


8002220176 

70-754 


8002010366 

50-344 

F 

8002040503 

50-186 

c 

8002140392 

TOPREP 


8002080003 

50-219 

E 

00022 1 0079 

50-293 

8 

80022 1 0093 

50-278 

8 

3002070474 

50-277 

8 

0002000098 

50-272 

8 

8002210185 

50-245 

6 

8002080115 

50-219 

s 

6002080320 

50-336 

s 

8002050488 

50-245 

8 

6002250043 

50-277 

8 

6002220204 

50-272 

8 

8002260354 

50-320 

8 

8002200084 

90-39 

s 

8002050211 

90-244 

3 

8002060396 

50-247 

8 

00020800 1 3 

50-272 

S 

8002080062 

50-272 

6 

8002060421 

50-244 

6 

8002060417 

90-277 

8 

8002250346 

90-219 

B 

8002080077 

50-247 

6 

0002080070 

50-309 

8 

8002250048 

50-309 

6 

8002220522 

90-293 

8 

0002250340 

90-245 

8 

8002120499* 

50-333 

Q 

0002290570* 

50-333 

Q 

0002200198* 

50-277 

0 

8002290591* 

50-271 

0 

8002290062* 

50-286 

0 

8002290938* 

50-334 

0 

8002140219 

50-271 

0 

0002140691 

50-29 

0 

8002150073 

50-29 

0 

8D0220D133 

50-29 

0 

8002290546* 

50-334 

0 

8002280309* 

50-277 

0 

8002280168 

50-334 

0 

0002280285 

90-277 

0 

8002200245 

90-309 

Q 

0002290559 

90-245 

Q 

800220036B 

50-219 

Q 

8002280359 

50-309 

0 

8002200652 

50-322 

Q 

8002280676 

90-247 

Q 

8002280264 

50-322 

0 

8002280318 

90-293 

Q 

6002290933 

90-271 

Q 

8002280184 

50-277 

Q 

8002280243 

50-289 

a 

8002280282 

90-277 

Q 

8002200742 

50-528 

Q 

8002200270* 

50-483 

8 

8002150100 

50-510 

0 

8002050124 

50-389 

0 

8002000070 

90-400 

8 

8002040033* 

90-416 

0 

00022002 1 6* 

50-400 

0 

8002080227* 

50-281 

0 

0002060410* 

50-400 

0 

8002140052* 

90-413 

a 


ACCEBSION BUDJECT 

NUMBER CATEGORY AUTHOR 


BRYANT. J C 
BRYANT, U C 
BRYANT, J C 
BRYANT, J C 
BRYANT. J C 

80020401 75* 90-400 Q 
8002120482 50-424 Q 
8002120374 50-390 0 
0002040006 50-416 Q 
8002070380 50-390 Q 

CAHILL# W J 
CAHILL, W J 
CAHILL, W J 
CAIN, D. 
CAIN.C L 

aRYANT,J C 
BRYANT, J C 
BRYANT, J C 
BRYANT, J C 
BRYANT, J. C 

8002010175 

80DS04004Q 

8002060371 

0002200156 

80020BOS06 

30-321 0 
50-260 Q 
50-400 Q 
90-400 0 
50-201 0 

CALHOUN, J ft 
CALHOUN# J R 
CALHOUN, J ft 
CALHOUN, J R 
CALHOUN# J ft 

BRYANT. J C 
BRYANT, J C 
BRYANT, J C 
BRYANT, J C 
BRYANT, J C 

0002060234 
8002010097 
8002290160 
00021 10100 
8002120510 

50-338 Q 
50-321 0 
SO-4 16 Q 
90-348 Q 
50-566 Q 

CALHOUN, J R 
CALHOUN, U R 
CALHOUN, J. ft 
CALHOUN, J ft 
CALHOUN, J R 

BRYANT, J C 
BRYANT, J C 
BRYANT. J C 
BRYANT, J C 

buchorn,p 

0002070301 
G002070005 
00021 10435 
0002200126 
8002280472* 

50-367 Q 
90-330 0 
50-416 Q 
90-250 Q 
50-490 0 

CALHOUN, J, ft 
CALHOUN, U ft 
CALHOUN# J R 
CALHOUN, J ft 
CALHOUN# J, R 

DUCHOLZ.R H 
BUCKLEY, a C 
BUCKLEY, B C 
BUCKLEY. B C 
BUDNrTZ,R 

0002220345 

0002050093 

0002130456 

8002270535* 

7900090477* 

TOPREP 

50-461 A 

50-275 A 
50-275 0 

HISC 

CALHOUN, J ft 
CALHOUN, J ft 
CALHOUN# J R 
CALHOUN, J ft 
CALL, ft D 

BUEHRER.E £ 

bulfair,s 

BUNCH# D F 
DURACKiJ A 
BURCHETTE, N H 

8002210467 

0002050350* 

0002040404* 

8002210111 

0002110601 

50-255 H 
50-320 0 

FOIA 

70-197 

30-445 M 

GALLAGHER, J I 
CAMDEN# T. M 
CAMPBELL, A 
CAMPBELL, T E 
CAHPE, K 

BURCHETTE, M H 
BURDETTE, T E 
BURDETTE, T E 
BURDETTE, T E 
CUROER,A 

0002130323* 

8002200169* 

0002050110 

0002220196 

0002140190 

50-445 M 
50-250 0 
50-395 8 
50-389 8 
50-29 F 

CANNON, U. M 
CANNON# U H 
CANNON, J M 
CANNON# J M 
CANNON# J M 

BURKE,!) J 
BUfiKHARDT.W 
BURLEIGH, R H 
BURNETTE,© W 
BURNETTE,© M 

G002070491* 

6002190424 

8002190130 

6002290367 

6002290264 

50-200 Q 
70-364 

PR 

RES 

REa 

CANNON, J H 
CANTRELL# F 8 
CANTRELL, F. 0 
CANTRELL# F 6 
CANTRELL, F 8 

BURNETT, P T 
BURNETT, P T 
BURNETT, P T 
BURNETT# ft F 
BURNETT. R F 

0002130390* 

8002040130* 

0002010034* 

0002040305* 

8002200097 

50-269 Q 
50-302 Q 
50-327 0 

FOIA 

70-33 

CANTRELL, F B 
CAPARAiR A 
CAPHTON, D L 
CAPHTONiO L 
CAPHTON# D L 

BURNETT, ft F 
BURNETT# R F 
BURNETT, ft F 
BURNETT, ft F 
BURNETT.R F 

0002080163 

6002040062 

8003040066* 

8002000277 

0002080284* 

70- J 143 

70-143 

70-143 

70-143 

70-143 

CAPHTON, D L 
CAPHTON, D L 
CAPHTON, D L 
CAPHTON, D.L. 
CAPHTON, 0 L, 

BURNETT, ft F 
BURNETT.R F 
DURNSTEIN.N M 
BURNS. R E 

QURBEV, B A 

8002280148 

0002270542 

8002190410 

8002270283 

8002090399 

70-33 

70-143 

REOOD 

PR 

50-393 0 

CAPPUCCIiA J 
CAPRA# R A 
CAPRA, R. A. 
CAPUCCI.A J 
CARBON# M W. 

DUft3TEJN#8 

OUftaTEINiB 

BUR8TEIN#8 

QUftST£IN,8 

BUn0TEIN,8 

0002010377 

6002040492 

0002290966 

0002060574* 

8002060610 

50-266 0 
50-266 P 
50-266 P 
90-301 P 
50-502 I 

CARBON, M W 
CARBON# M W. 
CARBON# M W 
CARBON# M.U 
CARSON, M W 

DUR7. D X 

BURTON, H H 
DURWELL.a B 
DURWELL.8 B 
BURUE>LL,8 D 

0002070077* 

8002140324 

0002050101 

0002140369 

8002210066 

50-320 H 
90-320 N 
50-445 F 
50-445 F 
50-445 A 

CARBON# H W 
CARBON# M. W 
CARBON. H W 
CARBON# M W 
CARBON, M W 

0USH.P J 

BUSH, B. H 

BUSH# 8 H 

BUSHKILL, F 8 
IIUTCHKO.P ft 

0002110102* 

8002200013 

8003220059 

8003060173 

8002150130 

FOIA 

AGR8 

ACR8 

71-9035 

50-307 0 

CAREW. J F 
CARLI08# D 
CARL8DN,R. 0 
CARLSON# W R 
CARLSON# R T 

BYRD, C 

CABA, E 

CARA, E 

CABA6AKAL1AN# A 
CACUCI.D 0 

8002050549* 

8002120716* 

8002110390* 

8002110563 

6002190131 

50-312 F 
50-346 0 

50-346 R 

50-247 Q 

NUREO 

CARL80N# R. T 
CARLSON# R T 
CARLSON, R. T. 
CARLSONiR T 
CARLSON. R. T 

CAD WALLA DEft, E 
CAHILL, W J 

CAHILL, W J 

CAHILL, W.J 

CAHILL, W. J 

6002190203* 

8002220353 

8002010446 

8003150529 

0002050525 

50-320 p 

50-247 P 

50-3 0 

50-3 Q 

50-247 P 

CARLSON, R. T 
CARLSON, R T 
CARLSONiR. T. 
CARLSON, R T 
CARLSON# ft T. 

CAHILL, U J. 

CAHILL. W U 

CAHILL, N, J. 

CAHILL# W. J 

CAHILL, H J 

8002050536 

8002040330 

0002060442 

0002200518 

8002200727 

50-3 ft 

50-3 F 

50-247 F 

50-3 ft 

50-247 P 

CARLSONiR T. 
CARLSON# R T 
CARLSON, ft. T. 
CARLSON, R T, 
CARLSONiR T. 


ACCEBSION 

NUMBER 


8002190776 

8002190690 

0002280333 

8002190251 

8002190151* 

0002060631 

8002060645 

8002000420 

0002080592 

8002140948 

8002140571 

8002200623 

8002260684 

8002260631 

8002260722 

8002260759 

8002260574 

8002260616 

800226063? 

8002260645 

8002260732 
8002270356 
000229044 1 
B0022904SB 
8002080690 

8002200419 

8002130545* 

8002130247 

8002130572* 

8002290087* 

8002070140 

8002070144* 

8002070148* 

8002070140 

8002070144* 

8002070140* 

8002080008 

8002070458 

8002070408* 

8002070387* 

8002080067 

B002220216* 

8002210093 

8002070474 

6002280211* 

8002290501* 

8002290545* 

8002140233* 

8002280312* 

8002260270* 

8002200750 

8002220293* 

8002290122 

8002290244 

7906220139 

8002070083* 

8002120741 

8002220259 

6002130086 

8002130354 

8002190040 

8002070094* 

8002070100* 

8002190054 

8002190064 

8002220234 

8002050100 

8002120386* 

8002130545* 

8002110027 

0002070471 

8002080395* 

8002140421* 

8002140359* 

8002010014 

8002150181 

8002280337* 

8002140176 

8002280283* 

8002290500 

8002290527 

8002070166 

6002140652* 

8002080385 

8002140336 


eUDJECl 

CATEGORY 


SO-3 F 

50-247 R 
50-3 4 

REOOD 
4O-B0fi4 

50-259 9 

90-259 8 

30-299 3 

90-296 B 
90-296 fi 

50-259 6 

50-259 S 
50-259 S 
50-259 8 

30-260 8 

50-260 S 
50-296 8 

30-23? 3 

90-23? 8 

50-25? fi 

90-260 S 
50-23? S 
50-239 a 
SO-259 6 

50-396 D 

30-277 Q 
TOPREP 
XPORTLIC 
TOPREP 
S0-33Q 0 

27-39 

27-39 

27-39 

27-39 

27-39 

27-39 
50-91 B 9 

60-390 8 

30-390 0 

50-390 0 

50-438 a 

90-312 0 

50-270 ® 

50-277 S 
80-277 0 

50-333 0 

50-334 0 

SO-271 0 

90-277 a 
90-322 0 

SO-311 A 
50-312 0 

50-26? P 
90-272 a 
COMM 188 ION! 

FQIA 

ACRS 

ACRB 

50-327 a 
ACR8 

ACRB 

POIA 

FOIA 

ACRB 

ACRB 

RE3 

50-367 0 

OA799 
TOPREP 
90-443 a 

90-322 B 
50-443 0 

90-337 0 

50-244 0 

50-354 0 

90-244 Q 
50-277 0 

50-29 0 

50-307 0 

90-322 0 

90-410 <1 

50-4B2 S 
50-482 B 
50-443 0 

50-244 0 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

CARLGONiR T 

0002140407 

50-387 

0 

CARLSON, R T 

B002 190207# 

90-387 

8 

CARLSON, R T 

B0021R0123 

50-485 

0 

CARLSON, R T 

B00219012B 

50-387 

8 

CARLSON, R T 

0002190134 

' 50-412 

0 

CARLSON, R T 

0002190159 

50-311 

0 

CARLSON, R T 

8002150199 

50-387 

G 

CARLSON, R T 

8002190178 

50-387 

8 

CARLSON, R T 

8002290103 

50-443 

0 

CARLSON, R T 

8002290569 

50-307 

0 

CARLSON, R T 

8002150206 

50-311 

a 

CARLSON, R T 

8002190390 

50-307 

6 

CARLSON, R T 

8002210135 

50-412 

8 

CARLSON, R T 

8002210157 

50-423 

9 

CARLSON, R T 

0002200316 

50-277 

Q 

CARLSON, R T 

8002200265 

50-307 

Q 

CARLSON, J D 

8002150530* 

50- 1 33 

Q 

CARNEV. J A 

8002260116 

50-449 

M 

CARR,S E 

0002200354* 

CONTRACT 


CARRICATO, E I 

8002150124* 

50-320 

0 

CARRIER. M J 

8002210089 

70-754 


CARRIER, H J 

8002210007 

70-754 


CARRIER. E S 

8002260643 

50-302 

A 

CARROLL, T M 

8002260550 

50-247 

H 

CARROLL. J T 

8002070 1 2 1 

50-219 

8 

CARROLL, J T 

8002250528 

50-219 

S 

CARROLL, J T 

00022904 1 2 

50-219 

6 

CARROLL, J T 

0002270286 

50-219 

8 

CARROLL, D E 

800200002 1 

ORO 


CARROLL, D E 

8002000016 

□RO 


CARROLL. D E 

0002060140 

QRO 


CARTWRIGHT, W R 

0002040410* 

50-330 

8 

CARTWRIGHT, W R 

0002070236# 

90-330 

0 

CARTWRlOKTrW R 

0002070220# 

50-330 

S 

CARTWRIGHT, W R 

0002080566# 

50-330 

0 

CARTWRIGHT, W R 

0002000587# 

50-330 

B 

CARTWRIGHT, W R 

0002080599# 

50-338 

B 

CARTWRIGHT, W R 

0002080604* 

50-330 

6 

CARTWRIGHT, W R 

0002110429* 

50-330 

e 

CARTWRIGHT, W R 

0002120707# 

50-330 

0 

CARTWRIGHT, W R 

0002 120732# 

50-338 

0 

CARTWRIGHT, W R 

8002130502# 

50-338 

8 

CARTWRIGHT, W R 

8002130493# 

50-338 

0 

CARTWRIGHT, W R 

8002190742# 

50-338 

8 

CARTWRIGHT. M R 

8002220332# 

90-338 

a 

CASCIATO, P A 

8002210266 

PR 


CA8E,E 0. 

8002070469 

GEN TEC 

18 

CA88EN8, P 

0002120425* 

70-943 


CA9TLE.D M 

0002260606# 

C0MHI6SIQN 

CASTRO, R 

0002 U 0301 

50-312 

0 

CASTRO. 0 

0002010115# 

WA8TE MOT 

CATTON. I 

0002200096# 

ACR6 


CATTON. I, 

0002220044 

ACR8 


CATTONr I 

0002220048 

ACR8 


CATTON. I 

8002200098 

ACRB 


CATTON. I 

8002200051 

ACRB 


CATTON, J 

0002200001 

50-320 

0 

CAVANAUGH, W. 

0002120679 

50-313 

p 

CAVANAUGH, W 

0002150371 

50-313 

p 

CERNE. A C 

0002290529# 

50-410 

Q 

CHADOT,0 E 

8002060448 

50-223 

P 

CHAFPEE,A E. 

0002200283# 

50-27 

Q 

CHALK, W B 

8002040504 

90-139 

R 

CHALKERS, J A 

8002120223 

NUREO 


CKANANIA,F D 

8002050121 

90-389 

M 

CHAHANIA,F D 

0002210000 

90-445 

M 

CHANANIA.F D 

8002220481 

50-443 

M 

CHAHANIAiF D 

8002200176 

50-445 

M 

CHANANIAiF 0 

8002280007 

90-449 

M 

CHANANIA, F 0 

8002200061 

50-449 

M 

CHANAN1A,F 0 

8002200607 

50-445 

H 

CHANANIA, F D 

0002290002 

90-449 

M 

CHANDLER, L J 

8002050187# 

50-498 

0 

CHANDLER, L J 

8002050165 

50-361 

G 

CHANDLER, L J 

0002110190 

50-320 

G 

CHANDLER, L J 

8002090147 

90-361 

0 

CHANDLERiL U 

8002040498 

90-449 

0 

CHANDLER, L. J, 

0002070033 

90-320 

0 

CHANDLER,L J 

8002070057 

90-320 

0 

CHANDLER. L J 

0002070061 

90-320 

0 

CHANDLER, L J 

8002070064 

90-320 

0 

CHANDLER, L J 

0002070060 

50-320 

G 

CHANDLER, L J 

0002120300 

90-320 

0 

CHANDLER, L J 

0002120344# 

90-320 

0 

CHANDLER, L J 

0002190219 

90-361 

0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHANDLER. L J 

8002150369 

50-320 

0 

CHANDLER, L J 

8002150377 

50-320 

0 

CHANDLER, L J 

0002150400 

50-320 

0 

CHANDLER, L J 

0002150421 

50-320 

Q 

CHANDLER, L J 

8002150441 

50-320 

0 

CHANDLER. L J 

8002280001 

50-320 

0 

CHANDLER, L J 

S002250753 

90-320 

0 

CHANDLER. L J 

B002 120083 

50-320 

hi 

CHAPMAN, K R 

0002000369* 

NUREG 


CHAPMAN. K R 

8002000534* 

NUREO 


CHAPMAN, K R 

0002040248# 

FaiA 


CHAPMAN. L D 

8002350319 

RES 


CHAPMAN, t D 

8002250313 

RES 


CHAPMAN. L D 

80022903 1 5 

RES 


CHARMQFF.G 

8002280578 

50-266 

0 

CHAUDDARV.B K 

8002280349* 

50-277 

0 

CHECK, P 8 

8002200746 

50-269 

p 

CHEN, r H 

8002250263 

RES 


CHEN, J C 

8002 2901 01 

RES 


CHEN, M J 

B002 070472 

VPORTLIC 


CHERRY, H M 

6002050007 

50-329 

0 

CHE6K0, R C 

8002110419* 

50-346 

8 

CHESKOrR C 

8002190673* 

50-346 

8 

CHESTER, R 0. 

8002250239 

RES 


CHESTER, R 0 

8002250259 

RES 


CHEWING, J B 

8002260638* 

CaMMISSIQN 

CHIANOI.N J 

8002040565 

50-400 

S 

ClUANOliN J 

8002140388 

50-400 

s 

CHIANOI.N J 

8002260663 

50-400 

S 

CHlUARSKIrJ T 

8002050239* 

50-320 

H 

CHILDS. W V 

8001210220* 

50-333 

8 

CHILDS, W V 

800201033!# 

50-333 

8 

CHILDS, U V 

8002010338* 

50-333 

8 

CHILDS. W V 

B002040412# 

50-333 

B 

CHILDS, N V 

8002090394# 

50-333 

a 

CHILDS, M V 

8002050459# 

50-333 

6 

CHILDS, N V 

90021(0936# 

50-333 

6 

CHILDS, M V 

00021(0567# 

50-333 

B 

CHILDBi W V 

8002110464# 

50-333 

8 

CHILDS, W V 

8002110590# 

50-333 

8 

CHILDS. W V 

8002110965# 

50-333 

5 

CHILD. V C 

8002140474# 

50-333 

6 

CHILDS, W V 

8002140604# 

90-333 

8 

CHILDS. W V 

8002140712# 

50-333 

8 

CHILDS. W V 

D0021 50311# 

50-333 

8 

CHILDS, U V 

8002200900# 

50-333 

8 

CHILDS, N V 

8002200958# 

50-333 

B 

CHILDS, N V 

8002250496# 

50-333 

8 

CHILDS, H V 

8002200623# 

50-333 

B 

CHILDS. N V 

8002200446# 

50-333 

S 

CHILDS, N V 

8002290429# 

50-333 

B 

CHILK. B J 

B00209Q159# 

SECY 


CHILK.B J 

8002060397# 

SECY 


CHILK, 8 J 

7909290600 

lOCFH 


CHILK.B J 

B002120UO# 

90-9 

0 

CHILK, 8 J 

B002290266 

50-346 

M 

CHILK, a J 

0OOS12O499# 

90-320 

P 

CHILK. 8 J 

B002130553# 

lOCFR 


CHILK.B J 

9002010093# 

lOCFR 


CHILK, S J 

8002010101# 

lOCFR 


CHILK.B J 

8002010110# 

lOCFR 


CHILK.B J 

0002010 131# 

lOCFR 


CHILK.B J 

8002010125# 

lOCFR 


CHILK.B J 

8002110922# 

90-200 

G 

CHILK.B J 

8002010120# 

lOCFR 


CHILK. 8 J 

8002010139# 

lOCFR 


CHILK.B J 

8002010143# 

lOCFR 


CHILK.B J 

8002040378# 

50-289 

G 

CHILK.B J 

8002010091 

lOCFR 


CHILK.B J 

8002280389# 

90-259 

G 

CHILK.B J 

8002110213 

lOCFR 


CHILK, S J 

8002140012# 

70-143 


CHILK.B J 

8002290260# 

50-320 

J 

CHILK.B J 

8002010 038 

50-443 

G 

CHILK.B J 

8002010026 

ORO 


CHILK.B J 

8002010053 

PR 


CHILK.B J 

8002140239 

PRH 


CHILK.B J 

0002010030 

90-346 

H 

CHILK.B J 

B0020 10063 

PR 


CHILK.B J 

8002110002 

90-280 

0 

CHILK.B J. 

8O0214030I 

50-309 

G 

CHILK.B J 

0002070047 

90-443 

G 

CHILK.B J 

8002130521 

30-466 

G 

CHILK.B J 

8002260206 

PR 


CHILK.B J 

0002260171 

PRM 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CHILK, S J 

0002150461 

50-574 

G 

CKILK, 8 J 

0002190493 

SO-445 

K 

CHILK, S J 

8002260170 

PRM 


CHILK, S J 

8002260067 

PR 


CHILK, S J 

8002210536 

50-556 

Q 

CHILK, a J 

8002210387 

90-3 

0 

CHILK, S J 

8002270484 

50-402 

Q 

CHILK, B J 

0002270574 

50-556 

G 

CHILK.B J 

8002290305 

50-200 

H 

CHILK. S J 

0002270476 

50-3 

G 

CHILK, B J 

0002290427 

50-400 

G 

CHIN, B 

8002060040 

71-6400 


CHISHOLM, a 

0002010570 

50-3 

U 

CHO, J 

GOD2040431 

50-312 

0 

CHON, W Y 

0OD225OSD9 

70-709 


CHONG. L 

0002140030# 

50-320 

0 

CHDULES. N C 

0002000238* 

50-305 

0 

CHDULE3.N C 

0002080130 

50-305 

8 

CHOULES.N C 

0002290343 

50-305 

8 

CHOU, E T 

0OO2G7O5I4* 

50-301 

Q 

CHDW, E T 

0002200336# 

50-319 

G 

CHRISTENSEN.R 

0002140504 

MISC 


CHRISTIAN. W J 

8002 190001 

REOGD 


CHRISTV.tl 

0002010536 

RES 


CHRISTENS UR Y, E 

0002150190 

50-329 

0 

CHRISTENDURY.E 

0002140377 

SECY 


CHRiaSDTIMOa.N 

0002050234 

90-294 

8 

CHRISSDTIM03. N 

0002090219 

90-254 

S 

CHRISSDTIMDS. N 

BO02OSOJ57 

50-269 

s 

CHRlSaOTIMDS, N 

Q002060426 

50-265 

6 

CHRISSOTIMDS. N 

00021 10333# 

90-254 

G 

CHRiaSOTIMOS, H 

8002200799# 

90-331 

G 

CHRISBOTIMDS, N 

6002270163# 

90-269 

G 

CHRONISTER, K 

000212060 6# 

90-320 

H 

CHURCH. L Q 

0002070264 

90-206 

F 

CHURCH, F 

0002200339# 

COMMISSION 

CHURCH. F 

0002220230# 

XPORTLIC 


CIESZKIEUIC24 5 

0002120693# 

90-10 

R 

CLARK, L 

0OO2O9O1B9# 

NUREG 


CLARK, E T 

0002290064* 

lOCFR 


CLARK. L 

0002140650 

90-20 

K 

CLARK, L 

0002280940 

50-20 

K 

CLARK. J R 

0002250230 

50-201 

F 

CLARK. J ft 

00021 50502 

REGOD 


CLARK, D 

0002220383# 

50-265 

8 

CLARK, R J 

8002080281 

50-259 

P 

CLARY, ft 

0002040363* 

FOIA 


CLAYTQNjF L 

G002260655 

50-364 

A 

CLAYTON, r U 

0002 U 0190# 

go-340 

G 

CLAYTON, F L 

0002050083 

50-364 

Q 

CLAYTON, F U 

0002010042 

50-349 

Q 

CLAYTON. F L 

00021 10404 

50-364 

S 

CLAYTON. F L 

0002040441 

50-348 

S 

CLAYTON, F L 

0002040462 

50-348 

S 

CLAYTON, F L 

8002080356 

50-348 

0 

CLAYTON, F L 

8002120542 

50-364 

A 

CLAYTON, F, L 

8002140339 

50-349 

F 

CLAYTON, F L 

8002250536 

50-364 

0 

CLAYTON, F L 

8002120525 

50-349 

P 

CLAYTON, F L 

0002120719 

50-348 

S 

CLAYTON, F L 

6002150354 

50-340 

F 

CLAYTON, F L 

8002200545 

50-346 

0 

CLAYTON, F L 

6002210412 

50-340 

R 

CLAYTON, F L 

6002260702 

50-364 

A 

CLAYTON, F L 

6002290395 

90-340 

0 

CLEM. J-C 

0002280131# 

COMMISSION 

CLEMENT e, N L 

0002070049 

90-266 

0 

CLEMONS. P 

8002080106 

70-687 


CLEMONS, P 

8002140212# 

70-1143 


CLEMONS, P E 

0002140000# 

70-1 100 


CLEMONS, P 

6002140276# 

70-390 


CLEMONS, P E 

6002290593# 

50-277 

G 

CLEMONS, P 

6002280351# 

50-213 

G 

CLEMONS, P 

0002290202# 

50-271 

G 

CLEVELAND, C J 

0002200 1 02 

RES 


CLEVELAND. C J 

0002200 G6B 

RES 


CLEVELAND. C J 

0002 ISO 240 

NUREG 


CLINTON, B 

0002 ISO 434# 

50-313 

hi 

C8ALHELL, T M 

0002260523 

50-264 

J 

CDCHRAK, T S 

0002140016# 

70-143 


COCHRAN, T B 

8002(20359 

FOIA 


COCHRAN, T B 

0002130577 

50^244 

P 

COCHRAN, T D 

8002260395# 

COMMISSION 

COCHRAN , B J 

6002070408# 

SO-390 

Q 

COCHRAN, B J 

B0020703S7# 

50-390 

0 



PERSONAL AUTHOR INDEX 
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AUTHOn 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCEB82QN 

NUMBER 

SUBJECT 

CATECQflY 

CQZ, H e 

S002I&04914 

50 “2 50 

S 

COOK.J M 

8002120539* 

50-293 

R 

C0UN8IL, W 

0 

0002210381 

90-213 

f 

COFFMAN- J 

80020^0670 

50-946 

A 

CDOK.J M 

0002120543* 

90-299 

R 

COUN0IL. W 

0 

8002210406 

30-213 

f 

Ca<20lN* C L 

B002070273« 

50-32 1 

S 

COOK. N 0 W 

6002190044 

PR 


CDUNBIL. W 

0 

8002210490 

90-213 

f 

COOOIN. C J 

6 0021 3 0340* 

SO-321 

8 

COOK. J 

7910260431 

commission 

CaUN31L. w 

0 

0002070010 

50-243 

9 

CCG<3tH,C L 

fl002a20372» 

50-366 

5 

CQOH.R J- 

8002010239* 

90-329 

0 

COUNCIL, N 

0 

8002060449 

30-249 

f 

COOOINiC 1 

e 0022004 72» 

90-366 

S 

caoK.R J 

6002200346* 

50-329 

0 

COUNSIL. W 

0 

0002110977 

pO-536 

P 

CDDOfN^C L 

0002200920* 

50-321 

S 

COOKE. J H 

6002290274* 

30-320 

H 

CDUN0JL, W 

Q 

0002190440 

90-249 

P 

CQOOINrC L 

0002260927* 

50-366 

a 

COOKE. 0 C 

8002290334* 

90-155 

P 

COUNSIL, W 

0 

8002200372 

90-249 

r 

COCO IN. C U 

6002260533* 

50-321 

3 

COOLEY. U J 

6002010470* 

70-29 


COUNBIL. W 

9 

6002200379 

50-336 

p 

COHENit H 

B002190052 

PR 


COOLEY. W J 

80D2010452* 

70-734 


CDUNSIL, W 

0 

0002190097 

90-249 

0 

COHEN, 1 

G002210136* 

70-371 


COOLEY. W J 

0002290293* 

70-1297 


COUNSIL.W 

0 

0002190048 

PR 


COHN.D B 

6002270010 

50-367 

0 

CD0MQE8. J.H 

0002060030* 

40-3493 


CDUNSIL. W 

0 

0002210166* 

50-423 

s 

COHN. D S 

6002270016 

50-367 

o 

COONEY. H J 

0002010334 

90-277 

0 

COUNSIL.W 

0 

0002190100 

90-423 

G 

COHN. D B 

0002270018 

S0-3i7 

o 

COONEY. M J 

0002010337* 

90-277 

0 

CDUNSIL, W 

Q 

0002190113 

90-423 

G 

COLE. B N 

6002080467* 

50-320 

H 

COONEY. M J 

0002110407 

50-277 

8 

COUNSIL.W 

Q 

60021 50 ISS 

90-213 

4 

COLE.R F 

8002140644 

50-312 

T 

COONEY, M J 

6002110413* 

50-277 

8 

COUNSIL.W 

9 

0002140210 

NUREO 


CGLL.N A 

6002270128 

50-309 

0 

COONEY. M J 

0002110403 

50-270 

9 

COUNSIL.W 

Q 

8002010360 

90-213 

f 

COLL.N A 

0002140283 

50-290 

0 

COONEY, M J 

0002200411 

90-277 

R 

CDUNSIL. W 

0 

0002040993 

50-336 

r 

COLL.N A 

8002270459 

50-290 

0 

COONEY, H J 

6002270371 

50-270 

6 

CDUNSIL. W 

0 

0002120421 

50-213 

t 

COLL.N A 

6002290033 

50-3B9 

0 

COONEY. M J 

6002290473 

50-277 

8 

COUNBIL. W 

0 

0002080642* 

50-249 

s- 

COLL. N A 

6002270126 

50-369 

0 

COOPER. J R 

6002290605* 

50-320 

H 

COUNSIL.W 

0 

6002190948 

50-245 

p 

COLLi N A 

0002140203 

SO-290 

0 

COOPER, J R 

6002260971* 

30-302 

8 

COUNSIL.W 

0 

0002220328 

90-245 

r 

COLL. N A 

6002270459 

50-250 

0 

COP ELAN 0. J 0 

6002070309 

50-466 

0 

CDUNSIL. W 

0 

0OO226O49S 

50-336 

p 

COLL.N A 

8002290033 

90-389 

0 

COPELAND. J 0 

0002080039 

90-466 

0 

CDUNSIL, W 

0 

6002260146 

90-336 

p 

COLL.N A 

8002270126 

50-369 

0 

COPELAND. J 0. 

6002080026* 

50-449 

M 

COUNBIL, W 

0 

6002290327 

90-423 

F 

COLLINS. P 

B001300S46* 

CONTRACT 

COPELAND, J 0 

0002260263 

50-445 

M 

COURVOISIER.P 

0002260494* 

COKHISSIDR 

COLLINS. J T 

8002080162 

90-320 

s 

COPELAND. J, 0. 

000221 0907 

90-466 

0 

COVERT, J 


0002060010* 

90-272 

H 

COLLINS. 0 T 

8002000208 

50-320 

s 

COPELAND, J Q 

6002290323 

90-466 

0 

COVERT. J 


8002220493* 

90-272 

V 

COLLINS. J T 

6002210067 

90-320 

s 

COPELAND, R L 

8002120472 

90-537 

B 

COWAN. H 


8002260402* 

30-309 

H 

COLLINS. D M 

0002110046 

50-269 

p 

COPELAND, J 0 

8002070369 

50-466 

0 

COWOILL.C 


0002260394 

30-320 

6 

COLLINS. J T 

6002260063 

50-320 

3 

COPELAND, J 0 

0002000035 

50-466 

0 

COWOILLi 0 

J 

8002290501# 

90-333 

fi 

COLL I NS. U T 

B002260047 

50-^20 

3 

COPELAND, U 0 

8002000026* 

50-445 

M 

CDWGIUL.C 

J 

8002290545* 

30-334 

C 

COLLINS. J T 

0002210009 

90-320 

8 

COPELAND. J 0 

0002260263 

50-445 

M 

COX.E. L 


6002060331 

REOOD 


'0LLIN9. 0 H 

0002190296* 

70-143 


COPELAND, J 0 

8002210507 

90-466 

0 

CRAlOi R. W 


6002140112* 

WABTC mj 

^LLINS.-J T 

B002050291 

50-320 

P 

COPELAND, J 9 

0002270323 

90-466 

0 

CRANE. P A 


6002190047 

50-275 

C 

LLINS. J T 

8002260669 

50-320 

T 

CORBETT. J. 8 

0002040026 

27-47 


CRANE, P A 


6002200792 

50-133 

P 

LLINS.P F 

0002130116 

90-320 

P 

CORCORAN. M 

0002250334* 

90-329 

Q 

CRANE. P A 


6002140224 

50-279 

Q 

LLINS.P F 

0002110647 

TOPPEP 


CORDANI. R A 

0002260752 

70-27 


CRANE. P A 


0002200229 

50-133 

Q 

LLINB.J T 

7912040066 

90-320 

P 

COROANI.R A 

60022203B9 

70-27 


CRANE. P A 


6002280242 

30-133 

Q 

iLLINS.J T 

7912200218 

50-320 

P 

COROANI.R A 

8002250434 

70-27 


CRANE. P A 


8002260271 

90-133 

Q 

.OLLINSi J T 

6002130192 

50-320 

H 

CORDANI. R A 

8002290273 

70-27 


CRANE. P A 


0002120600 

50-279 

A 

COLLINS. J T 

0002130652 

90-320 

P 

COROANI.R. A 

0002250251 

70-27 


CRANE. P A 


6002260267 

90-133 

C 

COLLINS. J T 

6002130160 

50-320 

P 

COROANI.R A 

0002270045 

70-27 


CRANE. P A 


6002060495 

90-133 

F 

COLLINS, J T 

Boost 90021 

90-320 

P 

COROANI.R A 

0002270465 

70-27 


CRANE. P. A 


0002140915 

90-279 


COLLINS. J T 

0002190024 

50-320 

P 

COROANI.R A 

0002130460 

70-27 


CRANE. P A 


6002260917 

50-278 

J 

COLLINS. J T 

6002270116 

50-209 

P 

CORDANI. R A. 

6002040300 

70-27 


CRANSTON, A 

0002260191* 

50-974 

Q 

COLOMBO. R M 

0002090469* 

50-312 

8 

CORDANI, R A 

8002070393 

70-27 


CRAWFORD, f 

\ L 

6002080603* 

90-320 

H 

COLOMBO. R U 

6002190768* 

50-312 

R 

COROANI.R A 

0002150157 

REOOD 


CREED. J R 


6002060127 

50-483 

6 

CQLOMBQ.R N 

0002190569* 

50-312 

8 

CORDERO, Z 

8002290510* 

50-403 

Q 

CREED. J, R 


8002070499 

90-350 

B 

COLOMBO. R M 

8002290904* 

50-3£2 

8 

CORREA. C, 

0002040361 

50-69 

J 

CREED. J. R 


8002200315* 

90-202 

6 

COLOMBO, R W 

0002250553* 

50-312 

3 

CORREA. M A 

80020604 B6 

90-89 

J 

CREWSE. R 0 

0002120327* 

50-320 

9 

COLOMBO. R N 

0002250543* 

50-312 

6 

CORREA, C. 

0OO2OBO6O2 

50-356 

J 

CREWS. E H 


8002040140 

50-395 

Q 

COLOMBO. P 

B0022B0091 

NUREO 


CORREA. C 

0002000607 

90-390 

J 

CREWS. E H 


8002060436 

50-399 

8 

COLTON, E 

8002220007 

XPORTLIC 


CORREA, M A 

8002140535 

50-447 

J 

CREWS, E H 


6002040300 

90-399 

F 

"OMPTON.R M 

0002010197* 

SO-321 

0 

CORREA. K. A 

0002140542 

50-447 

J 

CREWS, E. H 


8002150349 

50-399 

8 

ONOELiF 

0002130176 

50-320 

K 

CDRREA.C 

8002080614 

90-346 

J 

CREWS. J L 


8002200147 

50-206 

Q 

ONKLIN.J C 

6002120240 

MUREO 


CORREA. C 

8002110494 

50-346 

J 

CREWS. J L 


8002200187 

50-361 

Q 

ONLON.T E 

000207021 9* 

50-369 

Q 

CORREA. C 

8002120667 

50-346 

J 

CREWS, J L 


0002200276 

90-27 

6 

DNLON. T E 

0002110909* 

50-416 

0 

CORREA. H A 

6002140551 

50-447 

J 

CREWS, J L 


0002110060* 

90-344 

fl 

ONLON. T, E 

0002250211* 

90-4 1 6 

0 

CORREA. M A 

0002190590 

90-272 

J 

CREWS. J L 


6002290620* 

80-312 

Q 

;ONLONiT £ 

8002040075* 

50-260 

Q 

CORYELL, 0 P. 

6002120520* 

70-1151 


CREWS. J L 


0002010247 

90-279 

0 

CONLOWi T. E 

0002010077* 

50-370 

0 

CORYELL. 0 P 

6002120450* 

70-324 


CREWS, J,U 


6002120140 

90-344 

Q 

CONLONiT E 

60D2O7O193* 

50-395 

Q 

COSTELLO. F 

8002190075 

IltE 


CREWS, J L 


6002200337 

90-312 

Q 

C ONLON. T E 

8002120496* 

50-424 

Q 

COSTELLO, F 

BD02290598* 

50-220 

Q 

CREWS. J L 


8002200738 

90-344 

Q 

CONNER, T B 

0002050096 

27-39 


COSTELLO. F 

8002050029 

40-341 


CREWS, J L 


8002190922 

90-133 

Q 

CDNNERrT B 

8002260711 

90-416 

M 

CD8TELL0, F 

0002110223* 

FQIA 


CREWS. J L 


8002200349 

90-279 

a 

CONNELL. C 

0002250410* 

90-266 

R 

COSTELLO. F 

0002110229* 

FOIA 


CREWS. J L 


8002150934 

90-344 

& 

CONNER- E L 

8OO22SO770 

50-317 

P 

COSTLErD M 

0002220403 

COMMISSION 

CREWS. J L. 


6002110060 

50-344 

0 

CONNOR- E L 

0002130301 

50-317 

P 

C03TLE.O M 

0002220407* 

COMMISSION 

CREWS. J L 


6002130166 

90-312 

0 

CONhADrV L 

0002250140* 

50-956 

0 

COSTLE, D n 

0002220412* 

COMHISSION 

CREWS. J L 


6002290613 

90-312 

G 

CONTE. R J 

6002210009 

50-320 

S 

COSTLE. D M 

8002220415* 

GOMMtBSION 

CR I SC ZONE. 

J 

6002200503* 

90-336 

S 

CONVCR,8 K 

6002040230* 

FOIA 


COSTLE, 0 M 

0002220424* 

COMMISSION 

CROCKER. H 


0002060182 

90-320 

6 

CONVER. 8 K 

8002000329 

NUREO 


COSTLE, D M 

8002220429# 

COMMISSION 

CROCKER. H 

w. 

8002080200 

50-320 

6 

CONWAY, H F 

6002010343 

50-271 

3 

COSTLE. D M 

8002220431# 

COMMISSION 

CROCKER, H 

W 

8002050074 

70-607 


CONWAY, W F 

0002010346* 

50-271 

6 

COSTLE, D M 

0002220437* 

COMM IBS IDN 

CROCKER, H 

W 

8002200093 

70-1143 


CONWAY, W F- 

6002040444 

50-271 

8 

COTTRELL. W.D 

BOO226O4O0* 

COMMISSION 

CROCKER, H 

W 

8002110242* 

50-21*7 

0 

CONWAY. W. F 

6002040449* 

50-271 

S 

C01PN8IL,W 0. 

8002110487 

50-213 

a 

CROCKER. H 

w 

8002110252* 

50-214 

Q 

CONWAY. W F, 

6002000414 

50-271 

8 

COUNSIL.W 0 

0002280324# 

50-213 

Q 

CROCKER. H 

w 

6002050167 

70-607 


CONWAY. H F. 

6002060410* 

50-271 

a 

COUNSIL.W 0 

6002010344 

50-213 

F 

CROCKER, H 

w 

6002290323 

50-201 

B 

CONWAY. W F 

6002060477 

50-271 

8 

C0UN61L.U 0. 

6002040392 

90-213 

P 

CROCKER. H 

w 

6002250339 

90-309 

0 

CONWAY- W F 

6002000469* 

50-271 

8 

COUNSIL.W 0 

0002080651 

50-213 

P 

CROCKER, H 

w 

6002080419* 

50-213 

Q 

CONWAY, W F 

6002080516 

50-271 

5 

CQUKSIL.M 0 

0002120430 

50-213 

P 

CROCKER. H 

w< 

6002290287* 

70-390 


CONWAY, W F 

8002000529* 

50-271 

8 

COUNSIL.W 6 

0002110493 

50-213 

P 

CROCKER. H 

w 

6002260349* 

90-317 

Q 

CONWAY, U F 

0002190503 

50-271 

6 

CQUMSIL.W Q. 

0002140483 

50-213 

P 

CROCKER, H 

w> 

8002290202* 

50-271 

0 

CONWAY, W F 

8002190307* 

50-271 

8 

COUNaiL. W 0. 

B0022S0700 

50-213 

P 

CRONE. P A 


8002130332 

50-279 

A 
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AUTHOR 


ACCESSION 
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CATEGORY 

CRO 88 HAH 1 U A 


B00S29O631* 

50-490 

0 

CRQSSHAM-W A 


6002250018 

50-445 

8 

CROSSHANiU 


GO020G00B2 

50-482 

8 

CRQBSKAM.U A 


80020102230 

50-498 

a 

caOBEKANiW A 


0 OO 2 l 2 OOaO» 

50-450 

0 

CROS&MANrH A 


B002070249O 

50-459 

Q 

^ROSSMANiM A 


8002110034 

50-458 

8 

tRQSSilANiW A 


8002070309* 

50-499 

Q 

CRQQ8I1AN. U A 


8002120751* 

50-302 

0 

CRQSShlAN.U A 


00022905^.7* 

50-462 

0 

CROSSMANrH A 


6002080289 

50-482 

S 

CRDSeriANiU A 


8002280098* 

30-498 

Q 

CROSSHANiU A 


80022801300 

50-445 

Q 

CRDSSMANiW A 


800227057&O 

30-450 

0 

CROU 6 E 1 R P 


8002060035 

50-346 

0 

CROUSE. R P 


6002130302 

50-346 

F 

CROUSE. R P 


6002060317 

50-346 

P 

GROUSE) R P 


6002040376 

50-346 

P 

GROUSE. R P 


B002040570 

50-346 

P 

CRQUOE. R P 


8002060515 

50-346 

P 

CROU&E. R P. 


8002220339 

50-346 

F 

CRDUSEi R P 


8002080700 

50-346 

P 

CROUSE. R. P 


6002120529 

50-346 

P 

CROUSE. R P 


B0021 40428 

50-346 

P 

CROUSE. R P 


8002190526 

50-346 

P 

CROUSE. R P 


8002250550 

50-346 

P 

CROUSE. R P 


8002260230 

50-346 

F 

CROUiU T 


60020B0266* 

70-135 


CROW. W. T, 


8002280170* 

70-1 U3 


CROM.W T 


8002250667 

70-2375 


GRQH. N T 


B002250702 

70-1736 


CROUrH T 


60022S0705 

70-1359 


CROHrN T 


6002250800* 

70-1739 


CROU. H T 


6002220306 

70-824 


CROW. W. T 


8002270090 

70-1 4S9 


CROW. M. T 


8002270093* 

70-1489 


CftOUrW T 


8002270096* 

70-1409 


CROUrU T 


0002260090 

70-2833 


CROW. U T 


6002280133 

70-2839 


CROW. W T 


8002260143* 

70-2830 


CROW. W. T, 


8002250283 

70-2443 


CROW. W T 


6002250290* 

70-2443 


CROW.W T 


8002250671 

70-1201 


CROW.U T 


8002260677* 

70-1201 


CROM.W T 


8002250755* 

70-1257 


CROW.W T. 


0002250746 

70-1257 


CRQW.W T 


6002280121 

70-398 


CROWiW. T 


8002260158 

70-1 100 


CROWiW T 


8002270106 

70-33 


CROW. W T 


6002280037 

70-1100 


CROW. W T 


60022B0049 

70-36 


CROW. W T 


8002280055* 

70-36 


CROW. H. T 


8002260114 

70-133 


CttOH.W T 


8002110371 

H! 8 C 


CROW. W T 


6002280054 

70-820 


CROW.W T 


6002080252 

70-135 


GROW. W T 


8002060193 

70-020 


GROWiW T. 


8002040004 

70-1257 


CROW. W T 


8002060199 

70-2623 


CRDWrW T 


BD02220374 

70-2623 


GRQW.W T 


6002060204 

70-984 


CROW.W T 


8002190187* 

70-2082 


CROW.W T 


8002270391 

70-2082 


CROW. W T 


6002260003 

70-143 


CRDWrW T 


6002260004* 

70-143 


CRDWiW T 


8002260008 

70-33 


CROW.W T 


8002260020 

70-398 


CROW. W T 


8002260026* 

70-390 


GROW. W, T 


6002260032* 

70-390 


CROW. W. T. 


6002260093 

70-1257 


CROW.W T 


8002260005 

70-1207 


CROW.W r. 


8002150266 

70-820 


CROW.W T 


00021 50269 

70-2623 


CROWrW T 


60021 50295 

70-820 


CROWELL. J. C 


6002210368* 

50-361 

A 

CRDWLEYfC J 


8002260253 

RES 


CROWLEY. 0 R 


8002060263* 

50-339 

0 

CROWLEY. 0 R 


8002120591* 

50-566 

0 

CROWLEY, n R 


8002040043* 

50-369 

Q 

CROWN* W T 


0002250715* 

70-1359 


CRUTCHFIELD. 

D 

7900090477* 

MIBC 


CRUTCHFIELD. 

0, 

8002200148 

50-70 

P 

CRUTCHFIELD. 

D M 

8002220297 

50-29 

P 

CULLER. F L 


8002260573* 

COMMISSION 

CULP.R H 


0002140139 

50-466 

0 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

CULVER. F M 
CULVER. C M 


0002060437* 

0002140654* 

50-320 

CONTRACT 

H 

CULVER. H W 


8002250428* 

50-302 

R 

CULVER. H W 
CUMMINGS. J J 


8002250421* 

8002130271* 

50-302 

FOIA 

R 

CUMMINGS. J J 
CUMlilNOe.J J 
CUMMINGS. J J 
CUMMINGS. J J 
CUMMINGS. J J 

CUMMINGS, r J 
CUMMINGS. J J 


8002130296* 

8002130309* 

8002040194* 

8002110993* 

6002110632* 

8002110643* 

B0020B0477* 

50-302 

FOIA 

FOIA 

FOIA 

FOIA 

FOIA 

NUREO 

P 

CUNNINGHAM. 0 

E 

6002050200 

70-754 


CUNNINGHAM. 0 

E 

0002010323 

30-70 

F 

CUNNINGHAM. J 

D 

8002290280 

50-2B9 

0 

CUNNINGHAM. J 

D 

0002290295* 

50-269 

0 

CUNNINGHAM. 0 

E 

8002250220 

70-754 


CUNNINOHAMrO 

E 

9002190798 

70-754 


CUNNINGHAM. 0 

E 

9002220176 

70-754 


CUNNINGHAM. M 

E 

9002060236 

NUREO 


CUNNINGHAM. 0 


B002090292* 

50-275 

A 

CUNNINGHAM. A 

L 

9002070159* 

50-348 

0 

CUNNINGHAM. A 

L 

0002070175* 

50-327 

Q 

CUNNINGHAM. A 

L 

8002070191* 

50-390 

Q 

CUNNINGHAM. R 

E 

8002250737 

70-2219 


CUNNINGHAM* R 

E 

8002140181 

70-B 


CUNNINGHAM. R 

E. 

8002140193* 

70-B 


CUNNINGHAM. R 

E. 

8002150169 

70-36 


CUNNINGHAM* R. 

E. 

6002150171 

70-824 


CUNNINGHAM. R, 

E 

8002150176 

70-964 


CUNNINGHAM. R. E 

8002150180 

70-33 


CUNNINGHAM* R 

£. 

e0021SOLG2 

70-2219 


CUNNINGHAM* R 

E 

6002 J 50109 

70-371 


CUNNINGHAM. R 

E 

6002190004 

70-1257 


CUNNINGHAM. R 

E 

8002190010 

70-1100 


CUNNINGHAM. R 

E 

3002190020 

70-1113 


CUNNINGHAM. R 

E 

Q00219002B 

70-1151 


CUNNINGHAM. R 

E 

8002 190046 

40-9027 


CUNNINGHAM. R 

E 

6002190088 

70-1201 


CUNNINGHAM. R 

E 

9002190098 

70-36 


CUNNINGHAM. R 

.E 

8002190107 

70-135 


CURRAN. J M 


8002010324* 

50-206 

8 

CURRAN. J M 


8002040470* 

50-206 

8 

CURRAN. J « 


8002080436* 

S 0-206 

a 

CURRAN. J N 

CURTIS. A, 
CURTIB. N W 


8002190497* 

8002280214 

8002070190 

50-206 

PR 

REGGD 

8 

CURTIS. N M 


8002150413 

50-387 

0 

CURTIB. N W 


8002040562 

50-397 

A 

CURTIS. N W 


9002050552 

50-307 

8 

CURTIB. N W 


9002080610 

50-387 

8 

CURTIQ.N W 


8002080504 

50-387 

A 

CURTIS. N W 


8002120580 

50-387 

A 

CURTIB. J R. 


8002110105* 

50-344 

0 

CURTNER.A P 


0002200535* 

50-124 

R 

CURTNER.A P 


B002200S29 

50-124 

R 

CUTCHlNixI M 


800S0SO1GG* 

50-493 

0 

CUTCHIN.J M 


9002140672 

50-397 

0 

CUTCHIN.J M, 


8002290576 

50-397 

0 

CUTCHIN.J M 


8002290597* 

50-387 

0 

CUTCHIN.J M 
CYBUU 8 KIS. P 
CYBULSKIB.P, 


9002290592* 

0002080270 

9002290106 

50-387 

REB 

REB 

0 

CVPHERT 18 B 


0002060059 

50-443 

N 

CVPHERT . 8 D 


9002060070* 

50-445 

M 

CYPHER!. 3 0 


8002130340 

30-445 

M 

CYPHER!. 8 , 0 


8002140263 

30-445 

M 

CYPHER!. 3. D 


8002200312 

50-445 

M 

CYPHER!, a B 


8002220119 

50-443 

H 

CYPHER!, a B. 


8002290390 

50-445 

M 

CYPHER!. 8 B. 
CYR. K 
D'AHORE.M 
D^AMORE.M 


8002250338 

9002080128 

9002120319* 

9002110533* 

50-445 

PR 

70-1151 

70-1151 

M 

DAHL 8 TRDM. C 

G 

8002010334 

XPORTLIC 


DAHLSTROM. C 
DAIL. L C 

0 

8002220009 

8002190130 

50-429 

REGGD 

P 

DAIL. L.C 


8002040251 

50-480 

Q 

DAIL, L C 
DAIL, L.C 


S0020SO0Q2 
8002 120365 

50-491 

NUREO 

Q 

DAIL. L C 


8002080403 

50-491 

A 

DALE, L F 


BOD2040022* 

30-416 

Q 

DALE. L. F 


80021 10569 

50-416 

a 

DAtE*L F 


80021 10610* 

50-416 

8 

DALE* L. F 


8002040019* 

50-416 

Q 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

DALE.L F 

8002010035 

50-416 

Q 

DALE.L F 

DALE, L F 

8002080460 

8002200019 

50-416 

REGGD 

Q 

DALE, L F 

9002040553 

50-416 

0 

DALE.L F 

8002070283 

50-416 

S 

DALE.L F 

8002060550 

50-416 

A 

DALErL F 

8002070275 

50-416 

8 

DALE.L F 

0002070336 

50-416 

6 

DALE.L F 

8002210475 

50-416 

S 

DALE.L F 

0002210512 

50-416 

s 

DALE.L F 

0002210523 

50-416 

s 

DALE.L F 

6002120607 

50-416 

H 

DALE.L F 

6002190765 

50-416 

A 

DALE.L F 

6002210411 

50-416 

C 

DALE.L F 

6002210485 

50-416 

A 

DALE.L F 

6002220326 

50-416 

A 

DALE.L F 

8002260654 

50-416 

A 

DALLAM, L N 

6002260699* 

S 0-34 4 

P 

DALTON. A T 

60022901064 

50-556 

0 

DALTON. A T 

60022500964 

50-556 

0 

DALTON. A T 

6002250106* 

50-556 

0 

DALTON. A T 

6002250096* 

50-556 

0 

DALTROFF.B L 

80022901934 

50-277 

Q 

DALTROFF. S L 

9002010550 

50-277 

Q 

DALTROFF. S L 

80022903284 

50-277 

0 

DALTROFF, B L 

8002290583* 

50-277 

6 

DALTROFF, S L 

60022603004 

SO-277 

0 

DALTROFF, S U 

8002060416 

50-277 

P 

DALTROFF, 8 L 
DALTROFF, 8 L 

8002060533 

8002060529 

50-277 

NUREO 

P 

DALTROFF, 6 L 

8002220346 

50-277 

Q 

DALTROFF, S L 
DAMERON. M Q 

0002270414 

8002220361 

50-277 

70-27 

F 

DANCE. H C 

6002210012 

50-327 

6 

DANCE. H C 

9002080004 

50-260 

8 

DANCE. H C 

8002010496* 

50-321 

0 

DANCE. H C 

8002070466 

50-321 

s 

DANCE. H C 

8002210181 

50-25? 

s 

DANCE. H C 

8002050117 

50-259 

s 

DANCE. H C 

6002080063 

50-239 

s 

DANCE. H C 

80021 10211* 

50-302 

0 

DANIELS. A 0 
DANIELSON, L J 

6002280637* 

6002040262 

go-320 

PROJ 

H 

DANIELSON. D H 

6002280261* 

50-373 

0 

DANIELSON. D H 

60021206164 

50-255 

Q 

DANIELS, F T 

80022906234 

S0-38B 

Q 

DANIELSON. D H 

6002250510* 

50-493 

0 

DANIELSON. D H 

6002280274* 

50-262 

0 

DANIELSON. P H 

6002010494* 

50-254 

Q 

DANIELSON. D H 

6002120107* 

30-315 

0 

DANIELSON. D H 

6002220192* 

50-493 

0 

DANIELSON. D H 

80022508084 

50^254 

0 

DANIELSON, D H 
DANNER, L K 

DAU. G J, 

DAUGHERTY. D J 

8002250684* 

8002150313 

6002270230 

6002110320* 

50-255 

FQIA 

PR 

FQIA 

0 

DAVIDSON. D R 

6002110549 

50-440 

Q 

DAVIDBDN. D R 

6002210041 

50-440 

0 

DAVIS. B M 

60020605964 

50-317 

8 

DAVIS. 8 H 

8002080352 

50-317 

8 

DAVIS, 8 M 

6002 U 0546* 

50-317 

8 

DAVIS. 9 M 

600212068?* 

50-319 

8 

DAVIS. B M 

6002120695* 

50-317 

8 

DAVIS, B M 

80021 50325* 

50-317 

6 

DAVIS. B M 

8002250457* 

50-317 

a 

DAVIB.J F 

6002220353 

50-247 

P 

DAVI80H, D R 
DAVIS, T F 

6002D70302 

6002200253 

50-440 

PR 

8 

DAVia.L D 

8002080312* 

50-28? 

0 

DAVIB, L D 

8002250165 

50-275 

G 

DAVIB. L D 

DAVIS. J. 0 

DAVIS. J 0 

DAVIS. A B 

DAVIS. A B, 

DAVIS. A B 

DAVIS. A 9 

DAVIS. A. 9 

DAVIS. A B 

DAVIS. A 0 

DAVIS. A D 

DAVIS. A B 

DAVIS. A B 

B002250179* 

0002040095* 

0002110592* 

6002200137 

6002200123 

6002050039 

9002050067 

9002050045 

6002050142 

0002050031 

8002050052 

8002040484 

8002040338 

50-275 

BECV 

FOIA 

40-3392 

IliE 

I8.E 

lie 

11<£ 

70-1193 

UE 

UE 

I&E 

I&E 

0 

DAVie.A B 

DAVIS. A B 

6002050138 

Q0D2S0011S 

50-295 

40-2061 

6 


394 


PERSONAL AUTHOR INDEX 


Access IQN SUBJECT 

AUTHOR NUHDER CATeGORY 


DAUI&pA D e0022A005A 18<E 

DAVISfA D 800a030fc'19 liE 

DAVIS, A D 8002250353 50 “373 6 

DAVia.A 0 0002200021 

DAVIS, AD 8002120132 50-'a54 0 

DAVIS, A B 8002110323 50“315 0 

DAVIS, A B 8002120468 50-155 0 

DAVIS, A 0 0002200323 50-263 Q 

DAVIS, A B B002210154 70-923 

DAVr8,A D 8002200289 50-266 0 

DAVIS. A 0 0002290594 50-255 Q 

DAVia.A □ 8002290315 50-263 Q 

DAVIS. A B 8002250455 90-331 0 

DAVIS, A D B002290603 50-305 0 

DAVIS. D « 7908090471 MI8C 

DAVIS, D 7900090477^* lilSC 

DAVIS, T F 8002210186 PR 

DAWNING, P « 0002290331 50-346 K 

DAWSON, D h 0002290823 70-1220 

DAWSOM, DM 8002250300 70-1220 

DAWSON, DM BO 02270036 70-1220 

DAWSON, D H 6002290132 70-1309 

DAWSON, DM 8002130137 

DAWSON, D M 0002050180 70- 1 309 

DAWSON, D II G002010142 70-1308 


DAUSDNrD M 

8002270488* 

70-1308 


DE CAPftAftllSrP 

8002220527 

Miac 


DEAftlEN. J A 

80D22G0442* 

50-29 

P 

DEBOER. T M. 

8002270240* 

iOCFR 


DEL BDCA.P V 

B0020802G6 

XPORTLJC 


DELANEY. L A 

8002050381* 

50-320 

H 

DELANEY. J C 

000225 0675 « 

70-2375 


DELANEY. J C 

0002290715# 

70-1357 


DELANEY. J C 

8002250800# 

70-1730 


DELANEY. J C 

8002280143* 

70-2836 


DELANEYrJ C 

0002230290* 

70-2443 


DELANE Yr J C 

8002220374 

70-2623 


DELANEY, J C 

80021901B7* 

70-2062 


DELANEYrJ C 

8002260004* 

70-143 


DELANEYr J C 

8002260032* 

70-390 


OEUANEYr J C 

8002150267 

70-2623 


ELLA RATTA.A 

8002290216* 

70-371 


LUTYr J 

8002250718* 

70-020 


MAIZIERE. R 

0002010247* 

50-413 

Q 

MENTr J 

0002200327* 

DRQ 


NDAHLrJ H 

B002250704* 

50-320 

H 

NE83rS J 

0002 120602 

50-142 

J 

NISE. ft P 

8002010556 

NUREO 


NNINO, R S 

0002080270 

RES 


.NNINO, R S 

0002290106 

ftES 


JENNY, I L 

0002130660 

40-2061 


DENTON. H ft 

0002000302* 

50-269 

0 

DENTONrH ft 

6001000064 

50-320 

P 

DENTON, H ft 

8002050137* 

50-389 

A 

DENTONrH R 

0002040200 

CQMMISaiUN 

DENTON, H R 

B00213D377 

90-200 

G 

DENTON, H R 

6002130404* 

50-200 

0 

DENTON. H a 

600213041 1* 

90-200 

Q 

DEWTON.H ft 

8002130416 

50-280 

G 

DENTON. H ft 

8002040170 

50-321 

P 

EMTOR.H ft 

0002040424 

50-10 

P 

NTON.H ft 

6002040430 

90-155 

P 

-ITDN.H ft 

6002050201 

90-324 

P 

MTONiH ft 

6002150310 

90-247 

P 

4TGNiH ft 

6002190327 

50-3 

P 

4T0N.H R 

60021 so-oaa 

50-261 

P 

‘ITON.H R 

6002150332 

50-334 

P 

^TON.H R 

8002190333 

50-290 

P 

^TON.H R 

6002 150336 

30-206 

P 

4T0N.K ft 

8002150341 

50-344 

P 

^TON.H R 

0002150343 

90-272 

P 

RTQN. H ft 

8002150347 

50-281 

P 

4TQN. H ft 

0002150350 

50-266 

P 

HTQN. H R 

8002170028 

50-320 

0 

NTON. H R 

800201 0275 

SO-200 

0 

[^TONiH R 

8002010201* 

50-200 

0 

^NTON, H R 

8002010283 

30-220 

0 

ENTOH.H R 

0002010291* 

50-220 

0 

ENTONr H R 

80020 1 0293 

50-330 

0 

cNTON. H ft 

80020 1 0302* 

90-330 

0 

JENTON. H R 

8002040164 

50-263 

Q 

OENTDNrH ft 

8002040171* 

SO- 263 

0 

DENTONr H. R 

0002040176 

90-244 

0 

DENTONrH R 

8002040177* 

90-244 

0 

DENTONrH R 

0002040105 

50-333 

0 


author 


DENTGN. H R 
DENTON. H R 
DENTON. H R 
DENTON. H R 
DENTON. H R 

DENTON. H R 
DENTON.H R 
DENTON, H R 
DENTON. H R 
DENTON, H R 

DENTON, H R 
DENTON, H R 
DENTON. H R 
DENTON, H R 
DENTON. H R 

DENTON, H R 
DENTON, H R 
DENTON, H R 
DENTON. H R 
DENTON, H R 

DENTON, H R 
DENTON. H R 
DENTON, H. R 
DENTON. H R 
DENTON. H B 

DENTON. H R 
DENTON. H R 
DENTON, H R 
DENTON, H R 
DENTON. H R 

DENTON. H R 
DENTON, H R 
DENTON, H B 
DENTON, H R 
DENTON, H R 

DENTON. H R 
DENTON. H R 
DENTON. H R 
DENTON. H R 
DENTON. H R 

DENTON. H R 
DENTON. H R 
DENTON, H R 
DEnTON. H R 
DENTON. H R. 

DENTON. H R 
DENTON. H n 
DENTON. H R 
DENTON, H R 
DENTON, H R 

DENTON, H R 
DENTON. H R 
DENTON, H R 
DENTON, H R 
DENTON, H R 

DENTONrH » 
DENTON, H R 
DENTON. K R 
DENTON, H R 
DENTON. H R 

DENTON. H R 
DENTON. H R 
DENTON. H R 
DENTON, H R 
DENTON, H R 

DENTON, H R 
DENTON. H R 
DENTON, M R 
DENTON. H R 
DENTONrH R 

DENTONrH R 
DENTON. H H 
DENTONrH R 
DENTON. H R 
DENTON. H R 

DENTON. H. R 
DENTON. H R 
DENTON. H R 
DENTONtH R 
DENTONrH R 

DENTONrH R 
DENTONrH R 
DENTONrH R 
DENTONrH R 
DENTON. H R 


ACCESSION 

NUMBER 


BO 020401 92 «■ 

8002050047 

8002050054* 

8002050273 

6002050278* 

8002060384 

80020603B6* 

8002070022 

8002070028* 

0002070031 

8002070035* 
B002200240* 
8002090564 
8002 1302 10 
8002130216 

8002130231 

BOO2O4OSG0 

8002090271 

B002090322 

8002050370 

8002050304 

6002090420 

B0020S0426 

8002110054 

80021203BB 

B002120411 
8002 120437 
0002120619 
8002120627 
8002120629 

80021 2064J 
8002120648 
8002120655 
8002120600 
8002130111 

B002200513 

6002000222 

6002000267 

8002000269 

8002000273 

8002080279 
8002090280 
8002090206 
80020 0020 7 
8002000270 

8002090293 
9002090296 
9002090297 
9002090299 
900209030 I 

9002080303 

9002080313 

8002080322 

9002090351 

8002080425 

9002060429 

9002060431 

8002060434 

B0OaO8O43E 

8002080443 

8002060451 

8002080462 

8002060466 

6002080479 

8002090490 

8002060498 

8002080504 

8002080512 

8002080520 

8002060526 

8002080535 

8002080544 

8002080595 

8002060971 

8002060580 

8002060566 

8002060990 

8002060609 

80020B0617 

6002080625 

8002080631 

8002080641 

8002080646 

8002090652 

8002060659 


SUBJECT 

CATEGORY 


30-333 0 
50-315 0 
50-319 0 
90-305 0 
90-305 0 

50-349 0 
50-349 0 

so-as-i 0 

30-251 0 
SO-282 0 

30-292 0 
COMMISSION 
90-206 0 
50-320 0 
50-320 H 

90-320 H 
50-320 H 
90-299 H 
90-320 H 
50-320 H 

50-320 H 
90-320 H 
50-320 H 
SO-320 0 
90-320 G 

90-320 H 
50-320 H 
50-320 H 
90-320 H 
90-320 H 

50-320 H 
50-320 H 
50-320 0 
S 0-320 H 
50-320 H 

50-320 H 
50-320 H 
50-320 H 
50-320 H 
50-320 H 

90-320 H 
90-320 H 
90-320 H 
50-320 H 
90-320 H 

90-320 H 
30-320 H 
90-320 H 
90-320 H 
90-320 H 

50-320 H 
50-320 H 
90-320 H 
SO-320 H 
90-320 H 

90-320 H 
90-320 H 
50-320 H 
90-320 H 
50-320 H 

50-320 H 
50-320 H 
90-320 H 
50-320 H 
90-320 H 

50-320 H 
50-320 K 
90-320 K 
50-320 H 
90-320 H 

90-320 H 
50-320 H 
50-320 H 
50-320 H 
50-320 H 

90-320 M 
90-320 H 
50-320 H 
50-320 H 
50-320 H 

50-320 H 
50-320 H 
50-320 H 
90-320 H 
90-320 H 


AUTHOR 


DENTON. H R 
DENTON, H R 
DENTON, H R 
DENTON, H R 
DENTON, H R 

DENTON, H R 
DENTON, H H 
DENTON. H R 
DENTON, H n 
DENTON, H R 

DENTON, H R 
DENTON, H R 
DENTON. H H 
DENTON, H B 
DENTON, H R 

DENTON. H R 
DENTONrH R 
DENTON. H R 
DENTON, H R 
DENTON. H R 

DENTON. K R, 
DENTON. H R 
DENTON, H R 
DENTON, H R 
DENTON. K R 

DENTON. H R 
DENTONrH R 
DENTONrH R 
DENTONrH R 
DENTON. H R 

DENTON. H R 
DENTONrH R 
DENTON, H R 
DENTON, H R 
DENTON, H. R. 

DENTONrH R 
DENTONrH R 
DENTON. H R 
DENTONrH R 
DENTONrH R 

DENTONrH B 
DENTONrH ft 
DENTONrH R 
DENTONrH R. 
DENTONrH R 

DENTONrH R 
DENTONrH ft. 
DENTONrH ft 
DENTONrH R. 
DENTONr H. R 

DENTON. H. R 
DENTONrH ft 
DENTONrH R 
DENTONrH R 
DENTONrH R. 

DENTONrH R 
DENTONrH R 
DENTONrH R 
DENTONr H R 
DENTON, K ft 

DENTONr H. R, 
DENTONrH R 
DENTONrH R 
DENTON, H. ft 
DENTONrH ft 

DENTONrH R 
DENTONrH R 
DENTONr H. R 
DENTONrH R 
DENTON. H R 

DENTONrH R 
DENTONr H. R 
DENTONrH R 
DENTONrH R 
DENTONrH R 

DENTONrH R 
DENTONr H. R. 
DENTONr H ft 
DENTONrH R. 
DENTONr H. R 

DENTONr H. R 
DENTONr H ft 
DENTONr H. R. 
DENTONr H, R, 
DENTONrH R, 


ACCEBSION 

NUMBER 


80020B0668 

0002000679 

0002010311 

0002010313 

0002040979 

8002050340 

0002090390 

0002070493 

0002120596 

0002120570 

8002120605 

8002120646 

6002120694 

0002120664 

6002130235 

6002070110 

0002070127 

0002120451 

0002130426 

8002110153 

0002110641 
0002 120284 
0002120474 
8002120483 
8002120612 

8002120723 

0002120735 

0002130135 

0002130142 

0002130151 

8002130166 

0002130169 

0002120011* 

0002050126 

8002060300 

6002120420 

0002120423 

6002120442 

8002120458 

6002120697 

0002120706 

0002120737 

8002130249 

8002130260 

8002130627 

6002130648 
0002260089 
0002150042 
B0021 50059 
8002190095 

0002150111 

0002150120 

8002190200 

8002130439 

0002050363 

0002190241 

8002090212 

8002090236 

6002090244 

0002050276 

8002090303 

6002070082 

0002070009 

0002120511 

0002130412 

8002140007 

6002140019 

8002140024 

8002140106 

6002140665 

6002140713 

8002190129 

8002150173 

0002220184 

8002110513 

8002130206 

0002130418 

0002130360 

8002140264 

8002130219 

8002180088 

8002140068 

8002140273 

8002140737 

8002140744* 


SUBJECT 

CATEOORy 


90-320 

50-320 

90-224 

90-224 

90-320 


H 

H 


90-320 ft 
90-320 2 
90-320 2 
50-820 S 
50-320 ^ 


50-320 

90-320 

50-320 

90-320 

50-320 


H 

H 

M 

H 

k 


90-320 

50-320 

50-320 

90-320 

90-339 


H 

H 

M 

k 

H 


90-267 b 
90-311 Z 
90-320 3 
50-320 ^ 
90-320 W 


90-320 u 
90-320 o 
90-320 u 
90-320 « 
80-320 


90-320 ^1 

90-320 |4 

90-346 0 

50-320 K 
90-320 H 


90-313 H 
90-320 O 
50-320 H 
90-320 O 
50-320 M 


50-320 H 
90-320 4 

50-320 P 
HI5C 
HI8C 


90-320 P 
50-339 H 
90-320 « 

90-320 « 

90-320 & 


50-320 O 
90-320 O 
90-320 P 
80-320 K 
90-320 H 

90-320 H 
90-320 H 
90-320 H 
90-320 9 
90-320 ® 


90-320 

90-320 

90-320 

90-443 

90-195 


H 

H 

H 

W 

O 


50-320 

90-320 

90-320 

90-289 

90-320 


H 

H 

O 

H 

H 


90-320 

90-320 

90-320 

90-320 

90-800 


Ht 

H 

Q 

U 

Q 


90-320 
90-280 0 

90-279 H 
90-392 j 
90-320 


COMrtlSR**^ 
90-206 H 




AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOORV 

OENTON«H R 

6002280634 

50-320 

H 

DEtJTONiK n 

6002150074 

50-312 

P 

DENTQNiH R 

00021 S0093 

50-271 

P 

DEr^TQNiH R 

6002150099 

50-346 

P 

»EMTON»H R 

8002150107 

50-302 

P 

DEWrON^H n 

0002150177 

50-275 

H 

DENTON. H H 

6002190204 

30-333 

0 

DENTON# N R 

6002190206 

50-331 

0 

DENTON# N R 

0002190220 

50-290 

0 

DENTON iM R 

0002190292 

30-213 

0 

DENTON. H R 

6002190315 

50-366 

0 

DENTON# H R 

8002190351 

50-409 

0 

DENTON# M B 

8002190357 

50-263 

0 

DENTON# H R 

0002200082 

30-206 

0 

DENTOR.H R 

0002220039 

30-’244 

p 

DENTON. H R 

6002220163 

50-29 

p 

DENTON# H R 

0002250021 

SO-317 

p 

DENTON# H B 

0002250501 

50-220 

p 

DENTON# H R 

0002190105 

50-315 

0 

DENTON. H R 

B002190111 

30-305 

0 

DENTON. H R 

6002190116 

50-340 

0 

DENTON# H R 

6002140494 

80-522 

H 

DENTON# H R 

0002150121 

50-275 

H 

DENTON# H R 

6002250690 

30-320 

H 

DENTON. H.R 

6002220134 

50-244 

P 

DENTON# H R 

0002150192 

50-522 

H 

DENTON# H R 

0002250050 

50-270 

0 

DENTON# H R. 
DENTON. H. R 

B0022500S9« 

0002200426 

30-270 

NUREO 

0 

OENTON.H R 

0002280666 

50-155 

H 

DENTON# H R 

0002270015 

50-313 

H 

DENTON# H R 

6002200124 

caMMISflION 

DENTON# H R 

6002290267 

50-320 

H 

DENTON. H R 

0002210011 

50-320 

H 

DENTON. H R 

0002210200 

30-272 

0 

DENTON# H R 

6002220209 

50-3 

0 

DENTON# H R 

6002220440 

50-443 

0 

DENTON. H R 

0002220456 

50-443 

0 

DENTON. \i R. 

0OO225O764# 

50-320 

0 

DENTON# H R 

e00225D7a2» 

50-320 

0 

DENTON# H R. 

0002200303 

80-3 

0 

DENTON. H R 

0002280313# 

50-3 

0 

DENTON# H R 

0OO22QO319» 

50-3 

0 

DENTON# H R 

6OO220O330» 

50-3 

0 

DENTON# H R 

0OO22eO340«» 

80-3 

0 

DENTON# H R 

e0022B0353» 

50-3 

0 

DENTON# H R 

8002200393 

50-309 

H 

DENTON# H R 

0002280684 

80-443 

0 

DENTON. H R 

eOO220O693« 

50-443 

0 

DENTON# H R 

8OO220O69B* 

50-443 

0 

DENTONj H r 

G002290282« 

80-320 

0 

DENTON. H R 

8002290302# 

80-320 

0 

DENTON. H R 

60022600Bt« 

50-327 

T 

DENTON# H R 

6002270 13B 

50-320 

H 

DENTON# H R 

0002270004 

50-320 

H 

DENTON. H R 

B002280703 

50-320 

H 

DENTON# H R 

8002270148 

50-320 

0 

DENTON# H R 

6002290196 

50-320 

0 

CENTON^H R. 

0002290209 

50-320 

H 

OENTON# H R 

6002290150 

50-320 

H 

DENTON# H R 

6002290225 

50-320 

H 

DENTONiH R 

8002290205 

90-209 

H 

DENTQNiH R 

0002290599 

30-320 

M 

DENTON# H R. 

0002290614 

90-320 

H 

DENTONiH R 

0002130018 

90-320 

P 

DENTON# H R. 

0002120005 

90-346 

0 

DEPASaUAUE#L M 
DEOKHEsTlAN. 0 
DEUKMEJIAN# 0 

0002150450# 
8Q02 130109 
6002260201 

90-3 

PROJ 

PROJ 

0 

DEVINE# H P 

0002000429 

00-409 

J 

DEVI NC ENT 1 8# U 

BOO2O0O3B9# 

90-443 

Q 

DEVINCENTI8# J 

8002190073 

50-443 

Q 

DEV INC ENT 1 8# J 

0002140441 

GO-443 

F 

DEVLIN# J 

0002250694 

30-293 

8 

devlim# u 

DEVLIN# J 

0002250760 

0002280226# 

80-293 

70-135 

8 

DEVLIN# J N. 

8002290497# 

50-320 

Q 

DEVLIN# J M 

8002040004# 

90-220 

Q 

devl m# J N 

0002290401# 

50-333 

Q 

DEVLIN# J, », 

0002010017# 

50-170 

0 

DEUiTTi R Q 

8002290316# 

90-135 

P 

DEWITT# R. a 
DEVOUNO.R C 
DEVDl/NOi R. C 
DEYOUNG# R C 

0002260507 
B0022500a0 
# 0002200324 

0002260743 

90-155 

NUREO 

DRO 

Miac 

P 


PERSONAL AUTHOR 

INDEX 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

DEYOUNOiR C 

BO 02 120630a 

50-275 

A 

OEYOUNOrR C 

0002120635# 

50-275 

A 

DIAMOND. D J 

8002190115 

NUREO 


DIAMOND# D J 

8002220234 

RES 


OIAZ.N J 

B0021503SB 

50-63 

R 

DIAZtN J 

00021 50361# 

50-03 

R 

DICKSON# H M 

6002010190 

RES 


DICKSON# H U 

0002200162 

RES 


DICKSON# H tJ 

0002190142 

NUREO 


DICKSON# H N 

8002220473 

RES 


D I DELOT. R C 

8002270412 

S0-30 

R 

DIDELQT. R C 

0002260244 

50-30 

R 

DIECKAHPrH 

6002050071 

50-289 

P 

DIETCH. R 

6002280280 

50-206 

G 

DIETCM.R 

8002120540 

50-206 

P 

DIETERICR.R A 

8002010942# 

50-312 

G 

DIETERICH.R A 

6002050066 

50-312 

0 

OIETZ.R U 

6002290424# 

50-536 

R 

DIGGS# R K 

0002120049 

50-309 

P 

DIGGS# R 11 

6002280009 

50-344 

P 

DIOQSrR M 

8002260040 

50-335 

P 

OtOOSiR M 

6002250120 

50-293 

P 

DI006.R M 

B0021500S7 

50-329 

A 

DIONAN.T 0 

0002080060 

50-309 

0 

DIGNANrT G 

8002080060 

50-309 

0 

DINGELL. J D 

B0022003S9# 

70-143 


DIPIAZZA#R P 

6002270083 

70-1143 


DlPIAZZA#n P 

6002290039 

70-1610 


DIPIAZZA.R P 

6002220406 

70-1610 


D1PIAZZA#R P 

6002290766 

70-696 


DIPIAZZA.R P 

0002190104 

REGGD 


DIPIAZZA.R P 

6002230014 

40-8304 


DIPIAZZA.R P 

B002010319 

70-1151 


DIPIAZZA.R P 

0002010087 

71-5450 


DIPIAZZA.R P 

0002140099 

71-9069 


DIPIAZZA.R P 

6002130689 

71-9069 


DIRCK8#W J 

6002260190 

PR 


DIRCKB.W J 

0OO225OS14 

XPORTLIC 


DlRCKSi U J 

6002040191# 

FQIA 


OlftCKS. U J. 

8002290024# 

CQI1MI8S10N 

DI8EiD P 

B002060603 

50-220 

0 

DlSEiD P 

6002130464 

50-220 

Q 

DISE.D 

6002060600 

50-220 

P 

DISE.D P 

8002120534 

50-220 

P 

DISE.D P 

8002040536 

50-220 

F 

DISE.D P 

6002220376 

50-220 

P 

DISEiD P 

6002260537 

50-220 

P 

0I8TEFAN0# 0 

0002080337 

PR 


DITTO. J 

6002200066# 

Acns 


DITTO# 8 J 

8002150259# 

TOPREP 


DIXON. D R 

6002210457# 

30-262 

R 

DIXON. D R 

6002210451 

50-262 

R 

DOAN.P F 

6002260425# 

50-290 

6 

DOB0E.C A 

0002250270 

RES 


DODDa.R T 

6002060400 

50-460 

B 

DODDS# P T 

B0020 10361# 

50-361 

Q 

DQQDSiR T 

80021 10066# 

50-460 

0 

DODDS# R T 

0002130101# 

50-508 

Q 

DODOS. R, T 

0002260067# 

50-397 

0 

DODDS. R T 

8002070459# 

90-361 

Q 

DODDS# R T 

8002150951# 

50-397 

0 

DODDBiR T 

0002200162# 

50-460 

0 

doooett.s a 

0002080049 

30-466 

0 

ODHERTY#J F 

0002120476 

50-466 

H 

DOHERTY. J F 

0002120024 

FtllA 


DOHERTY# J F 

8002120029 

FOIA 


DOHERTY# J F 

6002120035 

FOIA 


DOLAN. J £ 

e00206005G 

50-315 

P 

DOLAN# J E. 

8002060357 

50-315 

P 

DOLAN. J E 

0002040530 

50-315 

P 

DOLAN. J E 

0002260526 

50-315 

P 

DOLAN# J E 

8002270323 

90-315 

P 

DOLAN# J E 

8002250349# 

SO-315 

G 

DOLTROFF.a L 

8002060531 

50-171 

F 

DONAHUE. J F 

8002060127 

50-403 

8 

DONAHUE. J F 

0002060120 

30-463 

8 

DONAHUE. J F 

8002070455 

S0-3SB 

S 

DONAT# T J 

0002060363# 

SO-302 

0 

DONAT. T, J 

8002000276# 

50-275 

A 

DONAT# T. J 

0002060066 

90-348 

B 

DONAT# T, J 

0002070326# 

50-302 

0 

DONOOHUEiD J 

0002040205# 

FOIA 


DO NOHEN. J N 

0002310019* 

70-2623 


DOOLY. N 

8002040336# 

FOIA 


dopchie.h 

0002260176 

REGGD 



395 


AUTHOR 


ACCESSION 

NUMDER 

SUBJECT 

CATEGORY 

DORMAN, R N 
DOUGHTY, J F 


6002 11 0367# 
6002210138# 

50-289 

PR 

P 

DOUGHERTY. D 
DOUGHTY, 0 R 
DOUGHTY. 0 R 

A 

B002070245* 

8002080471# 

8002080521* 

50-263 

NUREO 

NUREO 

P 

DOUGHERTY. D 

J 

8002110312# 

FOIA 


DOUGHERTY. D 

J 

8002390068* 

COMMISSION 

DOUGHERTY. D 

J 

8002090107* 

CONTRACT 


DOUGHERTY. D 

J 

0002200271* 

CONTRACT 


DOVE.R C 

DOWNEY, 0 6 
DOWNS. C E 
DOWNS, C E 
DOWNS. C £ 
DOWNS, C £ 

DOWNS. C £ 


8002130639* 

8002120463* 

0002040427 

80020B0014 

G0020B0020* 

8002040427 

8002080020* 

50-267 

CONTRACT 

PR 

PR 

PR 

PR 

PR 

P 

DOYLE, W V 
DOYLE, B C 


BOO2O5OS02 

80020601764 

50-367 

CONTRACT 

C 

DRAOONETTErK S 

8002040076 

27-4B 


DRAGDNETTEiK 

; 6 

6002010314 

27-40 


DRAKE. J H 


6002070108* 

50-36 1 

A 

DRAKE# J H 


8002070105 

50-361 

A 

DREKER. F A 


8002 1 2049 1# 

50-444 

S 

OREHER# F A 


6002120500* 

50-444 

B 

OREHEft. F A 


8002120509* 

50-443 

S 

DRESCHER. D H 
DRINKHALL# J 

8002000433* 
80021 1013Q 

50-320 

FOIA 

H 

DROMERICK# A 


0003130496 

50-275 

A 

DRDhERICK, A 

U 

8002130SS6 

50-3 1 1 

A 

DROMERICK. A 

M 

8002250121 

50-339 

A 

DROMERICK# A 

W 

B0022S0063 

50-275 

A 

DROMERICK., A 
DRUM. C M 

U 

8002210066 

8002120490 

50-311 

FOIA 

A 

DRUMMOND. B 
DUBOIS. A 0 

DUDRY.N E 


8002130239* 

8002190120 

8002210161* 

90-320 

PR 

70-925 

K 

DUCK. J n 


8002080597 

50-259 

J 

DUCKWORTH. J 

P 

BOD229049B 

50-201 

R 

DUCKWORTH# J 

P 

8002290502 

SO-201 

R 

DUCKWORTH# J 

P 

8002290479 

50-201 

R 

DUCKWORTH. J 

P 

8002290021 

30-201 

R 

DUCKWORTH# J 

P 

B002S90022* 

50-201 

R 

DUCKWORTH. J 
DUEHREN.W H 
DUEHRENrW H 

P 

6002060027 

6002060191 

8002060178 

50-201 

71-6291 

71-6291 

P 

DUNCAN. R 8 


8002220315# 

50-344 

U 

DUKDAS.W J 


8002040370 

50-266 

J 

DUKNrC N 


8002200241* 

50-334 

0 

DUNN, C. N 


80021 10492 

50-412 

0 

DUNN# C. N 


8002070030 

50-334 

0 

DUNN# C N 


8002050257 

50-334 

Q 

DUNN. C N 


6002290536# 

50-334 

0 

DUNN. C N 


8002290543* 

BO -334 

Q 

DUNNiC N 


6002060425 

50-334 

F 

DUNN.C N 


8002060430 

50-334 

P 

DUNN.C N 


8002040557 

50-334 

F 

DUNN.C N 


8002080691 

50-334 

F 

DUNN.C N 


8002120585 

50-334 

P 

DUNN.C N 


8002120672 

50-334 

P 

DUNN.C N 


8002200403 

50-334 

R 

DUNN.C N 


8002200466 

50-334 

Q 

DUNN.C N 


0002270262 

50-334 

0 

DUNN.C N 


0002270378 

50-334 

P 

DUNN.C N 


0002260583 

S 0-334 

P 

DUTTON. D 


8002110440 

50-424 

8 

DUTTON# D 


8002120179 

90-424 

0 

DUTTON. D 


0002120556# 

50-424 

A 

DUTTON. D. 


0002110432 

50-424 

S 

DUTTON. D 


8002210390 

50-424 

8 

DUTTON# D 


BOD2200602 

50-424 

A 

DUTTON# D 


0002250560 

50-424 

S 

DUTTON, D 


8002270266 

50-424 

8 

DVE.E C 


8002040546# 

50-320 

P 

DYER# J 


SOO 2050260# 

50-269 

Q 

EADIE# 0 O 


6001160361# 

WASTE MOT 

EAME6# S 


0002190056* 

50-3 

O 

EARLE. D W 


B002080473# 

50-320 

H 

EARLY# P J 


8002110515 

50-206 

Q 

EARLY# P G 


0002060304 

50-206 

Q 

EARLY, P J 


0002070310 

90-266 

P 

EARLY. P ^ 


0002070345 

50-286 

P 

EARLY# P J 


8002150248 

50-206 

P 

EARLY# P J 


8002200583 

50-206 

P 

EARLY# P J 


BO 02250691 

50-333 

P 

EA8TERBR0DK.K 0 

0002200549# 

50-244 

P 


PERSONAL AUTHOR INDEX 



ACCESSION 

SUBJECT 


AUTHOR 

NUNDER 

CATEGORY 

EBMETER. S D 

B0021 40425* 

50-307 

G 

E9NETER,a D 

8002140371* 

50-244 

0 

EDNETER,a D 

0002150186* 

50-244 

0 

ECKERMAf^. K F 

8002010536 

RES 


ECONOMOS. N 

8002040016* 

50-338 

0 

ECQKGKQSr N 

8002070016* 

50-338 

0 

EDELBTElNi D 

80020S0036 

JJPQRTLIC 


EDELSTEIN, D 

0002080039 

XPORTHC 


EDELSTEIM.D 

8002080042 

XPQRTLIC 


EDELSreiN. B 

0002000044 

XPORTLIC 


EDELSTEIN- D 

8002290030 

XPDRTLIC 


EDEN, J 

B00S130127 

FOIA 


EDSALL, J T 

0002080548* 

NUREG 


EDWAHDS, J D 

B0020403B4 

50-445 

F 

EHREKSPERGEFl- 

8002120546 

50-424 

A 

EICH.E 

8002210399* 

50-247 

R 

ElCt^HQLZ. a 0 

0002260-173 

REOGD 


EJCKLER.T V 

0002050192* 

REOGD 


EIDEM. M E 

0002040405* 

50-285 

S 

EISENHUT, D Q 

8002200393* 

COMMISSION 

EI8ENHUT, D Q 

8002190029 

50-3 

P 

EISEMHUT. D Q 

0002070027 

50-133 

P 

EISENHUT. D 0 

8002130110 

50-286 

P 

EISENHUT. D 0 

0002150160 

50-266 

P 

ElEENHUT. D 0 

8002200226* 

50-266 

U 

ETSEHHUT.O 0 

0002070141 

GEN TEC 

IS 

EIEENHOT. D 0 

B002130667 

REOOD 


EISENHUT. D 0 

B002l204d7 

50-3 

p 

ElSENHUTrD 0 

Q002120460 

50-286 

p 

EISENHUT, 0 0 

8002130269 

50-295 

p 

EISENHUT. D 0 

0002 14 007 S 

MISC 


EISENHUT, D G 

0002140690 

50-220 

F 

EISENHUT, 0 Q 

6002250136 

0£« TEC 

IS 

EISENHUT, 0 0 

9002140005 

50-320 

p 

EISENHUT, □ 0 

9002150211 

50-313 

H 

EISENHUT, D Q 

9002270009 

50-320 

P 

EISENBERG, N A 

B0020501G4 

REOOD 


ELAM, S 0 

0002040546* 

50-320 

P 

ELIN, J 0 

8002280067* 

50-397 

Q 

-LLERSHAM, L E 

0OO215OO2S* 

0A999 


.ERBHAU, L E 

8002290169* 

0A999 


lOTT, W J 

0002210408* 

50-361 

A 

IS. R 

0002050109* 

NUREO 


18 . D a 

8002050586 

PROJ 


iSrD a 

8002010515 

PRDJ 


LISON. C 

8002070135 

50-312 

Q 

LI60N. C 

8002110220 

PR 


LISON. C 

8002110227* 

PR 


LISON, C 

8002260401 

50-312 

0 

LISON, C 

8002260410* 

50-312 

0 

LISON, C 

0002260426* 

50-312 

0 

LISON, C 

8002250164 

50-312 

O 

ROD, 5 A 

8002070460 

50-291 

S 

SASSER, T 

8002250115 

50-219 

B 

ERICK. R P 

8002070002 

50-339 

H 

SHUILLER, vl R 

8002110430 

FOIA 


SWILEH, T R 

8002250303 

70-8 


8WELER, T R 

8002250776 

70-8 


SUTLER, T R 

8002280074 

70-8 


QEL,R E 

3002200429* 

50-290 

P 

GEL.R E 

80022 6 07 IS* 

50-324 

P 

OEL.R E 

8002200527 

TOP REP 


OELHARDT. T F 

8002040183* 

FOIA 


OEL^EN, R H 

9002090271 

50-275 

A 

QELKEN, R H 

8002060059 

50-133 

a 

GELKEN, R H 

8002060062 

30-397 

at 

OEL^EN, R H 

8002080031 

50-133 

a 

NGELKEN, R H 

8002080032 

50-397 

0 

NGELKEN, R H 

9002130449 

50-279 

A 

NGELKEN, R K 

8002080136 

50-520 

0 

WGELKEN, R H 

8002080139 

50-133 

Q 

NOELKEN, R.H 

6002000142 

50-344 

Q 

NGELKEH, R H 

8002000143 

50-206 

Q 

MGELKEN, R H 

6002000146 

50-312 

0 

-MGELKEN. R H 

8002000147 

50-397 

Q 

ENGELKEN. R H 

8002140059 

50-528 

Q 

ENGELKSNrR H 

9002140107 

50-397 

Q 

ENGELKEN. R H 

9002140119 

50-344 

0 

ENGELKEN, R H 

9002140120 

50-206 

a 

ENGELKEN, R M 

9002140124 

50-312 

Q 

ENGELKEN, R H 

9002140129 

50-133 

G 

ENGELKEN, R, H 

0002 1 40060 

50-460 

3 

ENGELKEN, R H 

8002250556 

50-360 

Q 

ENGELKEN, R H 

8002250559 

50-229 

6 

ENGELKEN. R H 

8002250559 

50-89 

0 


AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

ENGELKEN, R 

H 

B002250S69 

50-70 

Q 

ENGELKEN. R 

H 

8002250572 

50-107 

a 

ENGELKEN, R 

H 

0002290574 

50-94 

0 

ENGELKEN. R 

K 

0002250579 

50-928 

a 

ENGELKEN, R 

H 

0002290590 

90-344 

0 

ENGELKEN, R 

H 

0OO229OSB5 

90-133 

Q 

ENGELKEN, R 

H 

0002290569 

50-206 

Q 

ENGELKEN, n 

H 

9002290991 

50-312 

0 

ENGELKEN, R 

H 

0002250594 

50-397 

0 

ENGELKEN, fl 

H 

80022 BG609 

90-394 

0 

ENGELKEN, R 

H 

8002250613 

50-106 

0 

ENGELKEN, R 

H 

0002250616 

50-200 

Q 

ENGELKEN. R 

H 

0002250619 

50-113 

Q 

ENGELKEN, R 

H 

0002250621 

90-224 

0 

ENGELKEN, R 

M 

B002250625 

50-326 

0 

ENGELKEN, R 

H 

0002250627 

50-142 

Q 

ENGELKEN, R 

H 

8002250630 

50-433 

Q 

ENGELKEN, R 

H 

8002290634 

90-139 

0 

ENGELKEN, R 

H 

0002250635 

50-27 

0 

ENGELKEN, R 

M 

0002220012 

50-133 

Q 

ENGELKEN. R 

H 

0002220014 

90-397 

0 

ENGELKEN. R. 

H 

0002210297 

50-528 

Q 

ENGELKEN. R 

H 

0002210290 

50-133 

Q 

ENGELKEN. R 

H 

9002210299 

50-275 

Q 

ENGELKEN, R 

H 

8002210300 

S0-34A 

Q 

ENGELKEN. R 

H 

8002210303 

50-361 

0 

ENGELKEN, R 

H 

8002210304 

50-206 

Q 

ENGELKEN, R 

H 

8002210305 

50-312 

0 

ENGELKEN, R 

H 

8002210307 

50-397 

Q 

ENGELKEN, R 

H 

8002220073 

50-928 

a 

ENGELKEN, R 

H 

0002220070 

90-133 

Q 

ENGELKEN, R 

H 

8002220080 

50-344 

0 

ENGELKEN, R 

H 

0002220061 

50-206 

Q 

ENGELKEN, R 

H 

0002220093 

50-312 

Q 

ENGELKEN, R 

H 

6002220065 

90-397 

G 

ENGELKEN, R 

H 

0002250394 

50-520 

0 

ENGELKEN, R 

H 

0002250399 

50-206 

Q 

ENGELKEN, R 

H 

0002250404 

50-361 

a 

ENGELKEN, R 

H 

0002250414 

50-397 

0 

ENGELKEN, R 

H 

0002290057 

50-397 

Q 

ENGLE# L 
ENTINE. 0 


0002060117 

7906290002* 

50-272 

ORO 

p 

EriZtNNA,R 8 

EPEL#L 0 

EPLER.E P 

0002110367* 

80021^0101 

8002200072* 

90-2B9 

NUREO 

ACR8 

p 

ERQ,C M 
EROAL.n R 


8002220192* 
8002 190163 

50-403 

PR 

Q 

ERH,C M 


8002280261* 

50-373 

0 

ER rCKSON, P 
ERNST# H A 

D 

8002210010 
0002 1 90B0O 

50-335 

NUREO 

P 

ERTEL#A E 


8001160328* 

50-320 

u 

ESKRIDGE, H 

E 

6002250444 

70-36 


ESKRIDGE, H 

E 

0002210171 

70-36 


ESKRIDGE, H 

E 

0002270051 

70-36 


ESKRIDGE, H 

E 

0002270012 

70-36 


E8SER. 0 


0002080949* 

50-320 

H 

ES9I0. T H 


0002200302* 

90-266 

Q 

ES3I0. J H 


0002050138 

50-295 

6 

ES8I0. T H 


0002290609* 

50-255 

Q 

E88I0.T H 


0002250320* 

50-263 

Q 

EB3I0. T H 


0002250400* 

30-331 

a 

C&SIO. T H 


0002250393 

30-373 

8 

EVANB.J H 


0002210147 

50-367 

0 

EVANe. C A 
CVERETT, J 


8002200067* 

80020'40463 

50-72 

It,£ 

Q 

EVERETT, R . 

J 

8002120420* 

70-943 


EVERETT, R , 

J 

8002120418 

70-943 


EMALD.a C, 


0002130434* 

50-287 

Q 

EWALDiS C 


B002 070467 

90-290 

8 

EKALD. S C 

EHALD*S C 


000211 0296* 

0002220239 

30-111 

IliE 

Q 

FAHRNER,W - 
FAIN. J 
FAINBERVr A 

J 

0002040597 

8002190344 

0002070023 

50-341 

70-143 

NUREG 

B 

FAIHTILE.M 

U 

8002050357 

50-269 

P 

FAIRTILE. M 

B 

0002140401 

50-269 

F 

FALISE. M J 


0002120674* 

90-220 

6 

fai^ibe, m 


0002250604* 

50-220 

8 

FALKENSTEIN, E J 

8002000426* 

50-320 

H 

FA1.TER. H M. 


0002110370 

50-344 

0 

FAKULARIiF 

N 

80020S0701 

90-293 

6 

FANDEL# C 


0002200195* 

50-574 

Q 

FANNING, L C 
FARNEY# D T 

8002040235* 
0002 U 0368* 

FOIA 

FOIA 


FARRAR. J P 


0OO2O6OS61 

50-62 

R 


AUTHOR 

ACCESSION 
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CATEGORY 

FARRELL, M E 

6002190113 

PR 


FARRIS, J R 

0002130161 

50-956 

0 

FASANO, A N 

6002260047 

50-320 

8 

FA8AN0. A N 

8002210005 

50-320 

B 

FASNO, A N 

0002260063 

90-320 

fl 

FAULKENBERRY, B 

8002210043 

90-312 

fl 

FAULKEN0ERRY. B 

8002200283* 

50-27 

0 

FAULKENBERRY, B 

6002080061 

90-312 

6 

FAULKENBERRY. B 

0002290625* 

50-312 

Q 

FAULKENBERRY, B 

8002200153* 

50-206 

Q 

FAULKENBERRY, B 

0002200341* 

90-312 

0 

FAULKENBERRY, D 

8002200195* 

SO-361 

0 

FAY, C « 

8002040243 

50-266 

P 

FAY.C W 

8002060434 

50-266 

0 

FAY.C W. 

0002 120469 

90-266 

P 

FAY.C N 

0002190691* 

90-266 

R 

FAY,C W 

8002190686 

50-266 

R 

FAY,C W 

0002210480 

50-266 

P 

FAY, C W 

8002220421 

50-266 

8 

FAY.C W 

0002220435* 

50-266 

9 

FEE.W F 

8002290700 

50-213 

P 

FEE.W F, 

8002210301 

90-213 

P 

FEE.W. F 

0002210490 

90-213 

P 

FEE.W F 

00021 10577 

50-336 

P 

FEE.W F 

8002200379 

50-336 

P 

FEErW F 

8002200462 

90-249 

F 

FEE.W F 

6002220328 

50-245 

P 

FEIEERABEND, G D 

0002050494 

50-282 

8 

FEIERABEND, C 

6002250032 

50-306 

a 

FElERBRANDrC D 

8002080247* 

50-202 

0 

FEIERABEND, C. D 

0002280236* 

50-262 

0 

FEINROTHiH 

0002290743* 

50-320 

p 

FEIST, C K 

8002070294 

90-449 

A 

FEIT.R 

8002140201 

REVIEW GRP 

FEIT, R 

8002150423 

REVIEW GRP 

FELDMAN, 8 A 

0002010065* 

FOIA 


FELTON. J M 

8002120109 

90-3 

G 

FELTON, J M 

00021 10437 

FOIA 


FELTON, J M 

8002040094 

FOIA 


FELTON, J M 

0002010019 

FOIA 


FELTON, J M 

8002130392 

FOIA 


FELTON, J M 

8002070091 

FOIA 


FELTON, J H. 

6002070054 

90-10 

P 

FELTON, d M 

8002070061 

FOIA 


FELTON, d M 

8002070211 

FOIA 


FELTON, d M 

0002070070 

FOIA 


FELTON, J M 

0002070406 

FOIA 


FELTON, d M. 

8002070446 

FOIA 


FELTON, J H 

8002070460 

FOIA 


FELTON, d M 

8002110307 

FOIA 


FELTON, d M 

8002130259 

90-302 

P 

FELTON, d M 

0002070109 

FOIA 


FELTON, d M 

8002110197 

FOIA 


FELTON, J M 

8002120486 

90-443 

B 

FELTON, d M 

8002130065 

FOIA 


FELTON, d M 

8002120084 

FOIA 


FELTON, d M 

0002120044 

FOIA 


FELTON, J M 

8002120492 

FOIA 


FELTON, J M 

8002110166 

FOIA 


FELTON, d M 

8002120383 

FOIA 


FELTON, d. M 

8002120390 

FOIA 


FELTON, d M 

8002120398 

FOIA 


FELTON. J M 

8002120401 

50-466 

H 

FELTON, d M 

8002120624 

50-273 

A 

FELTON, J, M 

8002130114 

FOIA 


FELTON, d M 

6002130131 

FOIA 


FELTON, d M 

6002080279 

50-260 

P 

FELTON, d M 

8002110274 

90-3 

P 

FELTON, d. M 

8002110288 

FOIA 


FELTON, d M 

8002110330 

90-3 

P 

FELTON, d M 

8002120393 

FOIA 


FELTON, d M 

8002110540 

FOIA 


FELTON, d M 

8002110551 

FOIA 


FELTON, d M 

8002120182 

FOIA 


FELTON, d M 

8002110364 

FOIA 


FELTON, d M. 

8002120249 

FOIA 


FELTON, d M 

8002130043 

FOIA 


FELTON, d, M 

0002130052 

FOIA 


FELTON, d M 

8002110355 

FOIA 


FELTON, d. M 

0002190321 

FOIA 


FELTON, J. M 

0002200014 

FOIA 


FELTON, d M 

0002190249 

70-143 


FELTON, d M 

8002150118 

FOIA 


FELTON, d M 

8002190809 

FOIA 


FELTON, d. M 

8002220267 

70-143 
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NUMBER 
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AUTHOR 

FELTONr J M 

B0022a0419 

50-449 

G 

FIORELLI.O 

TELTCNr J M 

8002200114 

FQIA 


FIRLDER. J 

FELTON* J M 

8002290217 

50-320 

J 

FISCHER. J A 

FELTON. J M 

Q0022B0106 

FOIA 


FISCHER. D C 

FELTON. J M 

0002280103 

FOIA 


FISH, H 

FELTON. J M 

0002290329 

FOIA 


FISH.R F 

FEROUSONrS U 

7909290461 

MIBC 


FISHER, H U 

FERGUSON. R L 

8OO2O0O493» 

NUREO 


FISHER. 0 A 

FERGUSON. R L 

8002130659 

50-220 

F 

FISHER. P R 

FERRELLrR M 

8002110163 

FQIA 


FISHER, \4 L 

FEUEftUERKER. A 

80021 S0434* 

SO-3 

0 

FISHER, U L 

FIEDLER. J 

8002260483 

50-321 

J 

FISHER. H L 

FIELDER. J 

8002120684 

50-390 

J 

FISHER. U L 

FIELDER. J 

8002200461 

50-302 

J 

FISHER. U L 

FIELDER. J 

8002200501 

90-393 

J 

FISHER. U L 

FIELDER. J 

8002260488 

90-348 

J 

FISHER. W L 

FIELDER. J 

8002260490 

50-259 

J 

FISHER. H L 

FIELDER. J 

8002260492 

SO-321 

J 

FISHER. D 

FIELDER. J 

8002260533 

50-348 

J 

FISHRIN. D 

FIELDER. J 

8002260540 

90-348 

J 

FITZSIMMONS, T R 

FIELDER. J 

8002270227 

50-321 

J 

FLACK, Q 

FIELDER. J 

8002270233 

50-433 

J 

FLACKrO 

FIELDER. J 

8002270273 

50-250 

J 

FLACK, E 

FIELDS, H 

B002050143 

50- 1 55 

Q 

FLECK. S W 

FIELDS. H 

6002060593 

50-155 

8 

FLEISHER, E 

FIELDS. H 

8002190442 

50-159 

P 

FLEISCHAKERrD 

FIELDS. H 

8002260531 

50-155 

8 

FLEISCHAKER.O 

FILTER. H E 

0002070063* 

FDIA 


FLEiaCHAKER. D 

FIMFROCK. I R 

B0020 10329 

50-219 

P 

FLEMING. S T 

FIKFROCK. r,R 

8002010339* 

50-219 

P 

FLUBS. M 

FIKFROCKr I R 

8002050466 

50-219 

B 

FLYNN. P 0 

FINFROCK. I R 

8002090520 

50-219 

P 

FLYNNfP 0 

FINFROCK . 1 R 

8002070252 

50-219 

F 

FLYNN.P 0 

FINFROCI^. 1 R 

8002080696 

50-219 

P 

FLYNN. C 0 

FINFRQCK. I R 

8002120743 

90-219 

8 

FLYNN. H 

FINFROCK. I R 

8002220390 

50-219 

6 

FLYNNrH J 

FINFRGCK^ I R 

8002220379 

90-219 

P 

FLVNN.M J 

FINFROCK.I fi 

0002270297 

50-363 

F 

FOBES. ft L 

riNFRDCK. I R 

8002290299 

50-219 

P 

FQNO.F T 

FINV^EL.A E 

8002290190* 

50-443 

0 

FOOTE. V n 

FINLEY. A 0 

8002040060* 

70-27 


F0RDE6, B E 

FI0REL1-I.0 

8002060406 

50-454 

S 

FORD. U H 

FIORELLt.O 

8002080090 

90-846 

8 

FORD.E J 

FIORELLI.G 

8002080083 

50-341 

8 

FORE.C 6 

FtORELLI.O 

8002130032 

50-440 

8 

FORE. 0 a 

FlORELLIiO 

B0020Q0074 

50-329 

S 

FORTUNA, n 

FIOREiLI.O 

9002060369 

50-483 

B 

FORTUNA, R A 

FIORELLI.O 

8002260018 

50-483 

8 

FOSTEft. H 

FIQRELUI.O 

8002210027 

50-946 

3 

FOSTER. H 

FIDRELLI.O 

8002010229 

90-329 

0 

FOSTER, H 

FIORELLliO 

8002060004 

90-341 

Q 

FOSTER. H £ 

FTORELLIrO 

0002070069 

90-483 

0 

FOBTER.W E 

FlORELLirO 

800201048? 

50-254 

Q 

FOSTER. M E 

FlQRELLIrO 

8002120611 

50-255 

Q 

FOSTER. H E 

FIQRELLI.O 

0002110218 

50-946 

Q 

FOSTER. W E 

FIORELLI.O 

8002120104 

50-315 

Q 

FOSTER. H.E 

FIORELLI. 0 

B00208D220 

50-461 

0 

FOULKE. J. 

FIDRELLI.O 

8002210190* 

90-946 

a 

FOULHE. J D 

FIORELLI.O 

0002110099 

50-454 

Q 

F0UL8HAM.P A 

FlORELLirO 

8002110089 

50-329 

0 

FOULSHAM.P A 

FIORELLI.O 

8002130147 

90-483 

Q 

FOUNTAIN. K P 

FIORELLI.O 

8002200340 

50-329 

a 

FOUNTAIN. K P 

FIDRELLI.O 

8002220181 

50-403 

0 

FQX.C J 

FIORELLliO. 

8002290622 

50-373 

0 

FRALEY. a K 

FIORELLt.O 

8002290325 

90-329 

Q 

FRALEY. R F 

FIDRELLI.O 

8002250505 

50-403 

Q 

FRALEY. R F 

FIORELLI.O 

8002250673 

50-295 

0 

FRALEY. . R F 

FIORELLI.O 

8002260346 

50-946 

Q 

FRANK. F. D 

FIORELLI.O 

8002270111 

90-456 

0 

FRANKLIN. W J. 

FIORELLI.O 

8002110497 

90-440 

8 

FRANKLIN. W J 

FIORELLI.O 

8002110500 

90-341 

8 

FRANKLIN, H J 

FIORELLI. 0 

8002280247 

90-373 

Q 

FRANKLIN. U J 

FIORELLI.O. 

8002280260 

90-282 

Q 

FRANKLIN, W J 

FIORELLI. 0 

8002290147 

50-900 

0 

FRANK. L, 

FIORELLI.O 

8002150150 

90-390 

Q 

FRANKLIN. M J 

FIORELLI.O 

0002150191 

50-237 

0 

FRANKLIN. N J 

FIDRELLI.O 

8002140379 

90-329 

0 

FRANKLIN, W J 

FIORELLI.O 

8002140486 

50-329 

8 

FRANKLIN, N J 

FIORELLI.O 

8002200227 

50-454 

0 

FRANTZ. P 

FIORELLI.O 

8002200263 

50-403 

Q 

FRANTZ. 3 P 

FIORELLt.O 

8002200244 

50-461 

Q 

FRANTZ. 3 P 

FIDRELLI.O, 

8002260096 

50-546 

8 

FRA83.C vl 

FIORELLliO 

8002270298 

50-329 

8 

FRENCH. L D 

FIORELLI.O 

8002280024 

50-440 

8 

FRENCH. L D 

FIORELLI. 0 

8002290607 

90-331 

Q 

FRENCH. L D 
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AUTHOR 

ACCESSION 

NUMBER 
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CATEGOF 

8002250798 

8002200493 

8002220239 

0002250408* 

8002270142* 

50-254 Q 

90-290 J 

QRO 

GEN TEC IS 

50-3 U 

FRIZZLE. C D 
FRIZZLE. C D 
FRIZZLE. C n 
FUDGEHITZ. H 
FUHRHAM, D R 

8002120665* 

eG02200733« 

8002200610* 

8002120196* 

0002200501 

30-309 

50-309 

50-309 

50-3 

XPORTLIC 

8002110105* 
8002060400 
80020 1 0567* 
8002220103 
8002200137 

50-344 

50-320 

50-369 

ORO 

40-3392 

0 

H 

0 

FULK. H 

FULLER, J K 
FULLER, E D 

FUNG.F C 

FURDUSH, M H 

0002090219* 

0002190404 

8002250149* 

8002190220* 

80D22602B0 

50-320 

50-267 

50-556 

90-29 

PRDJ 

B002050136 
9002050142 
8002120475* 
9002120147* 
00021 10334* 

lirE 

70-H93 

50-155 

50-aS4 

90-315 

0 

Q 

0 

FURBUSH. M H 
FURLQM. A 

FURR, D J 

FURR. a J 

FURR, a J 

8002290280 

8002030441* 

8002040423 

0002040364 

8002070076 

PRDJ 

50-320 

50-324 

50-261 

50-324 

6002200329* 
8002210161* 
0002060374 
0002110350 
000206022 D 

50r263 

70- 929 
PftOJ 

FOIA 

71- 6400 

0 

FURR, a J 

FURR, a J 

FUSS. 0 

GABY, n 

OAD. R 0 

6002080421 

8002110319 

8002080430* 

0002070093* 

8002080060 

50-324 

50-324 

50-320 

50-320 

50-309 

8002060242 
B0022I0513 
8002080208 
8002150051* 
80021 90076* 

50-424 

50-424 

S 0-320 
50-320 
90-3 

H 

0 

0 

0 

H 

GAD. R K 

OAOE, M J 

OAQE. S J 

CAGE, L 

OAOE, L H 

8002080060 
8002070440 
0002310179 
9002000405* 
QOOS 150225* 

50-309 

FOIA 

PRM 

50-443 

QA999 

60021 20620 
8002 2 10371 
8002210371 
0002190669* 
9002140132 

50-279 

50-3 

50-3 

50-213 

50-302 

A 

0 

0 

s 

K 

GAHtLJ W 

GAHM. J W 

OAHM.J U 

OAHM. J W 

OAHM.J U 

3002040351* 

0002150451* 

0002110426* 

0002120724* 

8002120606* 

90-267 

50-267 

50-267 

50-267 

50-267 

0002190270 
B002270060 
BOO 2 190270 
8002120223 
0001300542 

50-499 

50-490 

50-499 

NUREO 

CONTRACT 

M 

M 

M 

OAHH, a U 

GALL AT I NE, B 
OALLINA.C Q 

GALL I N A, C 

OALLO. J 

8002150277* 

300205042B* 

8002070419* 

8002110365* 

0002080020* 

5G-267 

SD-320 

90-77 

FDIA 

PR 

8002260363 

8002260362 

8002260661* 

8002200103 

8002280122 

CONTRACT 

CONTRACT 

50-255 

IScE 

90-574 

8 

0 

OALLO. J 

GALLO. J 

OALLO. J 

OALLO, J 

OALLO, J 

0002190018 

0002260242 

0002290057 

8002250067* 

8002250078* 

50-155 

50-1S5 

50-556 

50-556 

50-596 

8002150308 

0002220433 

8002110173* 

0002270209 

0002270287 

90-279 

40-8502 

30-335 

PR 

PR 

H 

0 

OALLO. J 

OALLO. J 

OALLO. J 

GALLO, R M 

GALLO, J 

0002290132* 
0002270064 
8002080020* 
00021404 10* 
S002250067* 

50-556 

50-557 

PR 

50-3 &7 
50-556 

8002110610* 
80021 10980* 
8002220443 
0002220434 
0002040360 

FOIA 

FOIA 

70-1131 

70-llSl 

70-1151 


GALLOr J 

OALLO. J 

OALLO. R 

OALLO, R M 

OALLO. n M 

QOO22SOO70* 
0002250132* 
BOO 2000405* 
0002290573* 
8002150207* 

50-596 

50-556 

50-443 

50-387 

90-397 

0002290026* 

0002200737* 

8002200126* 

8002210215* 

8002010322* 

50-454 

QA999 

aA999 

QA999 

QA999 

0 

GAMBLE. D H 
OAHMILL, W P 
qahmill. H P 
OAMMILL, U P 
OAMMILL. W, P 

8002110509* 

0002060224* 

6002010233 

B0020S0099 

B002150P79 

FOIA 
50-129 
50-275 
50-206 
OEM TEC 

0002190317* 

7904170532 

9002070139 

8002110499 

8002150444 

QA999 

lilBC 

ORO 

50-293 

50-293 

J 

J 

OAMMILL. U P 
GAMMILL. H P 
OAMMILL. W P 
OAMMILL. W P 
OAMMILL, W P 

0002080300 

0002190070 

0002210004 

0002110276 

8002190463 

50-269 

30-333 

90-313 

50-320 

50-293 

9002130322* 

9002130305 

9002270376 

9002190010 

0002120750 

90-443 

90-449 

TDPREP 

NUREO 

90-361 

M 

M 

□ 

OAMMILL. W P 
OARLOHr C 

GARNER. ft U 
GARRETT. J A 
0AR5H1CK, A 
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50-334 0 
50-412 Q 
50-219 0 

50-363 0 
50-322 Q 
50-320 Q 
50-309 Q 
50-245 Q 

50-220 Q 
50-410 Q 
50-333 0 
50-286 0 
50-277 0 

50-352 Q 
50-387 Q 
50-272 0 
50-3 1 1 0 
50-443 Q 

50-244 Q 
30-489 0 
50-271 0 
50-29 0 
50-317 Q 

50-170 Q 
50-47 0 
30-104 Q 
50-201 0 
50-54 0 

50-22 Q 
50-77 Q 
50-208 0 
50-97 Q 
50-199 0 

50-20 0 
30-9 Q 
50-225 0 
50-37 0 
50-223 Q 

50-166 Q 
50-134 Q 
30-293 a 
50-317 O 
SO-3 0 


AUTHOR 


GRIER. B H 
ORlEft. B H 
ORIER.B H 
ORIER.B H 
ORIEft. B H 

ORIER.B tl 
ORIER.B H 
ORIER.B H 
ORIER. B H 
GRIER, a K 

GRIER. B.H 
ORIER. 8 H 
ORIER.B H 
ORIER.D H 
ORIER.B H 

ORIER.B H 
ORIER.B H 
ORIER.B H 
CRIER. B H 
ORIER.B H 

ORIER. Q H 
ORIER.B H 
GRIER. B H 
ORIER.B H 
ORIER. a H 

ORIER.B H 
ORIER.B H 
ORIEft. D H 
DRIER. B H 
GRIER. B H 

GRIER. B H 
GRIER. a H 
GRIER. B. H 
ORIER.D H 
ORIER.B « 


ACCESSION SUBJECT 

NUMBER CATEGORY 



ACCESSION 

SUOJEC 

author 

NUMBER 

CATEQO 


8002250307 

0002250412 

8002250416 

8002250419 

8002250420 

8002250423 
8 00225 0427 
8002250436 
B002250439 
0002250449 

0002350456 
0002250459 
0002250461 
80022 50463 
Q0022S0465 

0002290468 

6002250470 

B002250473 

6002250476 

0002250479 

B002250463 

8002250486 

8002250480 

8002250493 

B002220D22 

8002220024 

8002220029 

G002220027 

8002220029 

8002220030 

8002220033 

8002220034 

8002220036 

8002220037 

8002230040 


50-213 0 
50-334 Q 
50-412 0 
50-363 0 
go-219 0 

50-322 a 
50-320 a 
90-309 0 
50-249 a 
50-220 0 

50-410 Q 
50-286 Q 
50-333 0 
90-352 0 
50-277 Q 

50-387 Q 
90-272 Q 
50-311 Q 
50-443 0 
50-4B5 Q 

go-244 Q 
50-193 0 
50-271 0 
50-29 0 
50-293 0 

50-219 C 
90-322 0 
50-245 0 
50-220 0 
50-410 0 

50-333 0 
50-277 0 
90-392 0 
50-387 0 
90-354 0 


GRIER. B H 
ORIEft. Q H 
ORIER. Q H 
ORIER.B H 
GRIER. B M 

ORIER.B H 
ORIER.B H 
GRIER, B H 
GRIER, B H 
ORIER.B H 

orier.'b m 

GRIER. B H 
GRIER. B, H 
GRIER. D H 
ORIER.B H 

GRIER. B H 
GRIER. B H 
GRIER. B H 
OftEER.B H 
ORIER. B H 

ORIER.B H 
ORIER. a H 
ORIER.B H 
ORIEft. a H 
ORIER.D H 

ORIER.B H 
ORIER. B H 
ORIER.B H 
ORIER.B H 
ORIER, B H 

ORIER.B H 
ORIER.B H 
ORIER. B H 
ORIER.D H 
GRIER. B H 


9002250154 
8002250166 
8002250170 
0002230 1B3 
0002250186 

80022501 BB 
0002250191 
8002290429 
8002250430 
8002250445 

9002250451 

8002230454 

8002250460 

6002250466 

0002250472 

8002250402 

8002250409 

B002290494 

6002250500 

6002250306 

8002250370 

B002250576 

6002250502 

8002250569 

8002250992 

8002290599 

8002250611 

6002250616 

6002250623 

8002250631 

8002250637 

8002250641 

9002250645 

0002250649 

8002250652 


50- 

272 

50- 

311 

50- 

443 

50- 

244 

50- 

4B9 

50- 

271 

90-29 

50- 

■293 

50-317 

50- 

■317 

50-213 

50- 

■334 

50-412 

50- 

■363 

50-219 

90-322 

50- 

-209 

50- 

-309 

50- 

-336 

50-320 

50-410 

30-220 

50-333 

SO 

-352 

50 

-277 

50 

-367 

SO 

-354 

50 

-443 

50 

-499 

50 

-271 

50 

-29 

SO 

-244 

so 

-266 

90 

“272 

50 

-31 1 


ORIER.B H 
ORIER.B H 
GRIER. B H 
ORIER.D H 
ORIER.B H 


0002230041 

8002290054 

0002210241 

0002210246 

6002210249 


50-271 0 
90-266 0 
50-293 0 
90-317 0 
90-3 0 


ORIER. B H 
GftiER, B H 
GRIFFITH. P 
GRIFFIN. a L 
GRIUL.R 


8002250779 50-245 

8002280231 50-334 

8002070020 NUREO 
BOO 20702 7 7 50-302 

B002040403* FOIA 


ORIER.D H 
ORIER.D H 
QRtER.n H 
ORIER.B H. 
ORIER.B H 

ORIER.B H 
ORIER.B H 
ORIER.D H 
ORIER.B H 
ORIER.D H 

ORIER.B H 
ORIER.D H 
ORIER.B H 
ORIER. a H 
ORlER.il H 

ORIER.B H 
ORIER. B.H 
ORIER. B.H 
GRIER, D,H 
GRIER. B W, 

GRIERi B. H 
ORIER. B H 
ORIER.B H 
ORIER.D H 
ORIER.D. H 

ORIER.D H 
ORIER.B H 
ORIER.B H 
ORIER.B H 
ORIER.B H 

ORIER. D H 
ORIER.D H 
ORIER.D. H 
ORIER.B, H 
ORIER. B H 

ORIER.D H. 
ORIER.B H 
ORIER.D M 
ORIER.B H 
ORIER.B H 

ORIER. B. H 
ORIER. B.H 
ORIER.B H 
GRIER. D K 
ORIER. B. H 


6002210250 
B002210291 
B0022 10252 
8002210296 
8002210297 

8002210258 

8002210259 

8002210261 

0002210264 

8002210265 

800221026B 

6002210270 

6002210274 

8002210279 

8002210277 

8002210279 

6002210280 

6002210262 

8002210284 

B0O221O2B5 

8002210286 

0002210287 

0002210289 

6002210290 

8002200306 

8002250068 

8002290073 

8002250076 

6002250083 

B002290DB9 

8002230091 

8002290095 

eOO229OO?0 

8002250110 

8002250112 


50-213 0 
50-412 Q 
90-334 Q 
50-363 0 
50-219 Q 

50-322 0 
50-289 Q 
50-320 0 
50-309 Q 
30-245 Q 

50-410 0 
90-220 0 
90-333 0 
50-286 O 
50-392 Q 

50-277 O 
50-307 0 
50-311 a 
50-272 Q 
50-443 Q 

50-465 Q 
50-244 □ 
90-271 Q 
90-29 Q 
50-266 Q 

90-471 Q 
90-293 0 
50-317 0 
50-3 Q 
50-213 Q 

50-334 0 
50-412 0 
50-219 0 
50-363 0 
50-322 Q 


OR ILL. R P 
CRIMES. 5 
GRIMES, e 1 
ORIMEe.a K 
ORIMEB.B K 

GRIHESrC I 
CRIMES. D K 
GRIMED. B V> 
GRIMES. B, 
CRIMES. B-K 

ORIMEB, B H. 
GRIMES. B K 
GRIMES. 6 R 
GRIMES. B K 
GRIMES, a V. 

ORIMES.B K 
GRIMES. B K 
ORIrtEB.E K 
GRIHES.D K 
GRIMES. B K 

GRIMES. B 14 
GROCE. R H 
ORQCE.R H 
GROCE. R K 
GROCE. R H 

OROCErfl H 
GROCE. R H 
ORQCE.R H 
GROCE, R H 
ORQCE.R H 

ORQCE.R H. 
GR085. M 
GROSSMAN. H 
GROSSMAN. H 
OROeaMAN.H 


8002250117 
D00229G1 L9 
6002250' 122 
8002250125 
8002250127 


50-320 0 

50-309 Q 
50-245 a 
50-220 0 
50-410 Q 


GROSSMAN. H 
GROSSMAN, H 
GROSSMAN. W A. 
OROTENHUia. H 
GUBIN, M A 


6002290131 

6002250134 

8002250137 

8002250139 

6002390142 


SO-266 0 
50-333 0 
50-392 Q 
50-277 Q 
90-387 0 


OUCHA.L, T, 
GUERRA. Y, 
OUHiNiH. A 
OUIOA.A 
OUINN.P ft 


B00a040326» FOIA 

8002050252 8tat» 

8002210007 50-21 ^ 

6001090509 50-2aC 

7910260019 NUREG 

6002200078 50-2 t'i 

6002040007 S0-32C 

8002070079 50-27E 

0002190003 MiaC 

S002 190009 50-3 

0002190017 90-3 

8002190025 50-3 

0002190034 50-3 


0002190043 

90-3 

B002 190060 

90-391 

6002 1 90069 

50-3 

8002190DB2 

S0-3SI 

8002 1 9009 1 

90-321 

6002150427 

50-3 

9002190439 

50-3 

8002190822 

HUREO 

6002040190 

50-30 

80D2040294 

90-30 

B002070255 

50-30 

6002070299 

50-30 

8002190405 

50-30 

8002190621 

90-30 

8002270332 

S0-3C 

8002270410 

90-3C 

8002270357 

S0-3C 

B002290332 

50-3C 

a002l20245« 

90-3 

0002120313 

90-lf 

6002210006 

50-3i 

0002220197 

50-1! 

0002270554 

50-3i 

0002270556 

S0-3( 

6002290580* 

30-41 

8002210055 

50“3( 

00021 10619* 

XPOft 

8002070 1 B7 


6002050113* 

90-2 

6002270059* 

Hail;! 

6002190094* 

50-3 

0002080574* 

MURE 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUhDER 

SUBJECT 

CATEGDRY 

aUMDLEiF V 

8002070227* 

50-206 

S 

fiUBTAFSON, R D 

8002190770 

70-37 1 


OUSTAVE. R P 

a002UOl74 

CONTRACT 


GUSTAVE. R P 

B002060104 

CONTRACT 


GUSTAVE. R P 

0002070218 

CONTRACT 


OUSTAVErR P 

8002200037 

CDNTilACT 


GUTTMAN, D 

8002130039 

FQIA 


HAASSiH P 

8002080089 

TOPREP 


HAASS.W P 

8002060260 

50-311 

A 

HAASS.W P 

G002D10205 

30-322 

A 

HAA55, W P 

8002040047 

TOPREP 


HAASSiU P 

8002080 1 1 9 

50-482 

A 

HAASS.W P 

8002120041 

50-492 

A 

HAASa.M P 

8002150018 

TOPREP 


HAASB.H P 

8002190804 

TOPREP 


HAASS.W P 

6002140435 

TOPREP 


HAASS.W P 

8002250707 

TOPREP 


HAASSrW P 

8002200244 

TOPREP 


HAASSiW P 

B0022G0453 

TOPREP 


A 

8002270010 

NUaCG 


HAGAN, J P 

8002060674* 

SO -320 

H 

HAGAN, T F 

8002080231 

CONTRACT 


HAGAN, T F 

□002110161 

CONTRACT 


HAGAR.R C 

8002200223 

NUREG 


HAGEY.H 

8002290074 

CONTRACT 


HAGEY, K 

8002010054 

CONTRACT 


TTAGEY, H 

8002200350 

CONTRACT 


HAGEY, H 

8002200366 

CONTRACT 


HAGEY. H 

8002200743 

CONTRACT 


HAGEY, H 

8002250355 

CONTRACT 


HAGEY, K 

8002270247 

CONTRACT 


•N. R 

790B02044B 

50-320 

G 

R 

7908020461 

50-320 

0 

^ON,W 0 

8002040445* 

50-340 

8 

0 

8002040469* 

50-34B 

8 

3N, H 0 

0OO2OBO359* 

50-348 

8 

DN*W 0 

6002120725* 

50-348 

S 

ONtW 0 

8002120730* 

50-^348 

8 

DH,W 0 

8002200553* 

50-348 

B 

DN,H G 

6002210416* 

50-348 

R 

GN.H Q 

8002290398* 

50-348 

8 

QN. W 0 

8002270401* 

50-348 

8 

. D. P 

8002010361* 

50-361 

Q 

,D P 

8002150551* 

50-397 

Q 

C U 

□0021 50225* 

QA999 


.,C 0 

8002040029* 

50-2B5 

Q 

£,C J 

80021S0286* 

0A999 


L,R E 

8002060156 

50-213 

F 

_L,ft E 

60020QOS91 

50-244 

F 

.LtiR E 

8002000606 

50-286 

F 

1,.R E 

8002000611 

50-335 

F 

R E 

6002060412 

50-266 

F 

T E 

8002120575 

50-309 

F 

E 

8002120590 

50-247 

F 

E 

8002190469 

50-317 

F 

E 

8002210469 

50-263 

F 

E 

□002210505 

50-10 

F 

£ 

8002210464 

50-263 

F 

E 

8002260572 

50-263 

F 

E 

B00227D300 

50-3 1 7 

F 

E 

8002270498 

50-10 

F 

E 

8002280540 

50-317 

F 

E 

8002280520 

50-3 1 7 

F 

E 

8002280563 

SO-263 

F 

E 

0002280611 

50-10 

F 

E 

8002210040 

50-482 

8 

E 

8002110041* 

50-267 

Q 

E 

8002120751* 

50-382 

Q 

E 

8002280076* 

40-1162 


E 

8002270576* 

50-459 

0 

,N l\ 

8002040153* 

FOIA 


AH, T J 

6002110257 

50-397 

G 

AN, T J 

8002060340 

50-397 

G 

.0 

6002130153* 

SO-320 

H 

,K J 

7910040643 

PROJ 


N.N L 

8002220493 

RE8 


RrS H 

8002250372* 

GEN TEC 

IS 

KiJ A 

8002040128* 

50-302 

4 

KrJ A 

□002040454 

50-302 

S 

A 

6002070203 

50-302 

8 

,J A 

8002070226 

50-302 

S 

A 

8002130030 

50-302 

s 

1 A 

8002190516 

50-302 

s 

J A 

8002190617 

50-302 

p 

J A 

8002190488 

50-302 

p 



ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

HANCOCK, J A 

6002210504 

50-302 

P 

HANCOCK, J A 

6002190498 

SO-302 

P 

HANCOCK, J A 

8002190726 

50-302 

P 

HANCOCK, J A 

G0022902B1 

50-302 

P 

HANCOCK. J A 

8002260568 

50-302 

S 

HANCOCK, J A 

6002190649 

50-302 

S 

HAND, D F 

0002060188* 

CONTRACT 


HANDLER. P 

8002290063* 

C0HMI63I0N 

HANDLER. P 

8002290073* 

COMHISStON 

HANRAHAN. E J 

8002070104* 

FOIA 


HANRAHAN. E J 

0002070083* 

FOIA 


HANRAHAN, E J 

0002130033 

COMMISSION 

HANRAHANrE J 

0002070136 

XPORTLIC 


HANRAHAN,. E vl 

0002050144 

SECY 


HANRAHAN, E J 

8002060394 

SECY 


HANSEN. L E 

8002110103 

71-9069 


HANSEN. L J 

6003250053* 

71-6273 


HANSEN. N H 

8002070074* 

50-403 

0 

HARBOUR, J 

8002220009 

O.-vO 


HARDIN, C H 

6002140299* 

State Proj 

HARDING, T 

6002150380* 

50-244 

R 

HARDIN. A. K 

9002070102* 

50-406 

0 

HARDIN, R. K 

8002110267* 

50-302 

0 

HARDIN. A K 

8002250329 

50-324 

6 

HARDWICK, R J 

8002070219* 

50-369 

Q 

HARDY, R W 

8002260445 

50-445 

M 

HARGETT, D J 

6002060217* 

CONTRACT 


HARGETT. D 

6002140654* 

CONTRACT 


HARM ON. D. W 

8002260735 

XPORTLIC 


HARMON. D W 

8002240739 

70-2322 


HARRANrG 

8002210402* 

50-245 

R 

HARR 1 8, H W 

6002120632* 

50-320 

H 

HARRIS, D 

8002120404 

FOIA 


HARRIS,K 

6002110244 

PR 


HARR I a, J n 

0002250211* 

50-416 

0 

HARRIS, J R 

8002120496* 

50-424 

Q 

HARRISON, H C 

6002120320* 

50-290 

Q 

HART, G 

8002200379* 

COMMISSION 

HART. G 

6002200333* 

COMMISSION 

HART, Q 

8002290172* 

50-320 

U 

HART. E J 

8002280084 

71-5939 


HARTMAN, C R 

□002290201* 

50-320 

0 

HARTMANN. A J 

6002130561* 

TOPREP 


HARVEY. B W 

8002040538 

S0-51G 

A 

HARVEY. B W 

6002040545* 

50-510 

A 

HARWARD. J E 

8002120651 

50-212 

J 

HATFIELD, M 0 

8002280151* 

50-574 

0 

HATFIELD, M 0 
HAUG. J 

8002210226* 

COrtMieSlON 

8002220240* 

40-1341 


HAUOHNEY, C J 

8002250396 

50-201 

P 

HAUGHNEY, C J 

8002280443 

50-201 

P 

HAVOHNEY.C J 

8002200067 

50-201 

P 

HAUOHNEY, C J 

8002280441 

50-201 

P 

HAUOHNEYiC J 

7912110294 

50-201 

P 

HAVERKAMP.D R 

8 00208 01 62 

50-320 

0 

HAWKINS, D Q 

8002290247* 

tOCFR 


HAWKINS, F C 

8002110226* 

50-546 

Q 

HAWKINS. F C 

8002210156* 

50-546 

Q 

HAWTHORNE, H M 

8002060510* 

50-320 

H 

KAYES. D W 

8002250334* 

50-329 

0 

HAYES, D, M 

80021 10226* 

50-546 

Q 

HAVES, D W 

6002260340* 

50-546 

0 

HAYES. D W 

8002290026* 

50-454 

0 

HAYNES, J 0 

8002060456 

50-361 

K 

KAYNE8, J 0 

8002060497 

50-206 

F 

HAYNES, J G 

0002200402 

50-361 

A 

HAYNES. J 0 

0002260555 

50-206 

P 

HAYWARD. N 

0002140220 

KUREO 


HAZLE. A J 

0002040017 

PROJ 


HAZLE.A J 

S0020 10530 

PROJ 


HAZLE.A J 

8002120631* 

State Prog 

HAZLIPrR A 

0002000523* 

50-320 

H 

HEAD. J T 

0002140258 

30-206 

P 

HEAD.J T 

0002130361 

50-206 

0 

MEAD.J T 

0002140229 

50-206 

Q 

HEAD.J T 

0002130317 

90-206 

Q 

HEAD.J T 

0002200291 

50-206 

Q 

HEAD.J T 

8002260210 

50-206 

Q 

HEAD. J T 

0002260212 

50-206 

0 

HEAD. D K 

8002250036* 

50-356 

0 

HEAD.D M 

00022501 16* 

50-556 

0 

HEARROM. P 

8002140116* 

50-329 

0 

HEARR4N, T 

8002140119* 

50-329 

0 

HEATH, G A 

8002140338 

DRO 


HEDOECOCKrS R 

8002130293* 

PR 



AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HEDGECOCK, P D 

8002200447 

50-397 

A 

HEDRICK. M 

8002260650* 

50-220 

6 

HEIUEL, R P 

6002060404* 

50-318 

B 

HEIDEL.R P 

0002110534* 

50-317 

8 

HEIBEL, R P 

8002 150309* 

50-318 

B 

HEIBEL.fi P 

8002290374* 

30-318 

8 

HE I DEL, C H 

8002120502* 

50-341 

K 

HE 1 MAN. D 

8002220018 

XPORTLIC 


HE I MAN. D 

8002290042 

XPORTLIC 


HEINZ, J 

6002220178* 

50-320 

U 

HEINZ, J 

6002220211* 

50-320 

U 

HEINZ, J 

6002290160* 

SO-320 

U 

HEISHMAN.R F 

8002110025 

50-266 

S 

HEI6HMAN, R F 

8002080150 

50-315 

8 

HEISHMAN.R F 

0002050135 

50-346 

6 

HEISHMAN.R F 

8002080037 

50-155 

6 

HEISHMAN.R F 

6002030141 

50-346 

8 

HEISHMAN.R F 

8002050454 

50-282 

S 

HEISHMAN.R F 

6002200331 

50-315 

a 

HEISHMAN.R F 

8002200309 

50-295 

0 

HEISHMAN.R F 

8002220279 

50-255 

B 

HEISHMAN.R F 

8002080080 

50-305 

6 

HEISHMAN.R F 

8002050226 

50-305 

6 

HEISHMAN.R F, 

60020801 3B 

50-305 

6 

HEISHMAN.R F 

8002250343 

50-305 

6 

HEISHMAN.R F 

8002220294 

50-249 

8 

HEISHMANrR F 

8002220299 

50-254 

6 

HEISHMAN.R F 

8002210036 

50-266 

8 

HEISHMAN.R F 

8002250792 

50-346 

8 

HEISHMAN.R F 

6002010498 

50-10 

0 

HEISHMANrR F 

G002070199* 

50-255 

4 

HEISHMAN.R F 

8002070501 

50-253 

Q 

HEISHMAN.R F 

8002070507 

50-301 

0 

HEISHMAN.R F 

0002070371 

50-255 

0 

HEISHMAN.R F 

6002110324 

50-254 

4 

HEISHMAN.R F 

6002070335 

50-346 

4 

HEISHMAN.R F 

8002060232 

50-303 

Q 

HEISHMAN.R F 

800208024 1 

50-282 

Q 

HEISHMAN.R F 

G002 110067 

50-3 1 5 

Q 

HEISHMAN.R F 

6002110311 

50-346 

a 

HEI8KMAN.R F 

8002120117 

50-409 

4 

HEISHMAN.R F 

8002200755 

50-331 

Q 

HEISHMAN.R F 

8002200297 

50-331 

Q 

HEISHMAN.R F 

8002200756 

50-2 

0 

HEISHMAN.R F 

6002210150 

50-182 

4 

HEISHMAN.R F 

8002070010 

50-234 

P 

HEISHMAN.R P 

6002290623 

50-356 

4 

HEISHMAN.R F 

6002120599 

50-264 

O 

HEISHMANrR F 

6002110015 

50-409 

0 

HEISHMANrR F 

8002120184 

50-373 

a 

HEISHMAN.R F 

8002260230 

50-262 

9 

HEISHMAN.R F 

8002290029 

50-10 

9 

HEISHMAN.R F 

6002250342 

50-319 

a 

HEtVUY.B J 

0002060283* 

50-320 


HELM. K 

8002120466 

XPORTLIC 


HELM. K. 

6002210103 

XPORTLIC 


HELM. K 

8002080002 

XPORTLIC 


HEMDYiE □ 

8002070462* 

XPORTLIC 

HENDERSON. T M 

6002070409 

TOPREP 


HENDERSON, J B 

6002210061 

50-397 

0 

HENDRIX, C 

* 8002260532* 

COMMIBSIDN 

HENDRICK. W 0 

8002280335* 

FOIA 


HENDRICK. W 0. 

6002280341* 

FOIA 


HENDRICK, W 0 

8002290170* 

tOCFR 


HENDRY. C W 

B002220106 

ORG 


HENDRICK. R A 

B002200223 

NUREG 


HENDRIE. J. M 

6002040160* 

FOIA 


HENDRIE. J M 

6002040210* 

FOIA 


HENDRIE. J M. 

BOO2O4O202* 

FOIA 


HENDRIE, J M 

8002040274* 

FOIA 


HENDRIE, J M 

8002140054* 

Staia Prog 

HENDRIE. J M. 

7907230509 

COMM 189 ION 

HENDRIE, J M 

8002260632* 

COMM 189 ION 

HENDRIE, J M 

6002260634* 

COMMISSION 

HENDRIE. J M 

0002150077 

COMMIBBION 

HENDRIE. J M 

0002150081* 

C0MM38B10N 

HENDRIE, J M 

8002000461* 

NUREO 


HENDRIE. J M 

8002260403 

COMMISSION 

HENDRIE. J M 

8002260562 

COMMISSION 

HENDRIE. J M. 

0002260528 

COMM 189 1 ON 

HENDRIE. J M, 

0002260423 

COMMISSION 

HENDRIE. J.M 

0002290514 

lOCFR 


HENDRIE. J M 

B002290578 

50-320 

T 

HENDRIE. J.M 

6002120643* 

50-273 

A 

HENSLEY. K D. 

6002220478 

70-143 




PERSONAL AUTHOR INDEX 


AUTHOR 

HENDLEY, H D 
HENSLEYiK D 
MEHSLEY. K D 
HEHBLEYrK D 
HENSLEY, K D 

HENTSCHEL4 W F 
HERQEIN^J 0 
HERBELN.O 0 
HERSEtNiJ Q 
HERDEIN. J Q 

HER&EIN, J C 
HERDEIH, J 0 
HERDEIN. J 0 
KERUEIN. J 0 
KERaEtNi J Q 

HERDEIN, J 0 
HERQEIN, J O 
KERREiNi J 0 
HERGEIN. j 0 
IIERBEIH, J 0 

HERQElNi J 0 
HERDElNr J Q 
HERDEIN, J 0 
HERDEINi J 0 
KERBS IN. J 0 

herbein. j 0 

HERDEINi J 0 
HERDEIN, J 0 
MERBEtN, J 0 
HERDEINi J 0 

HERDTiA R 
HERDTiA n 
HERDT. E R 
HERDTrA R 
HERDTrA R 

HER&Ti A R 
HGROTrA R 
HERDT, A R 
HERDTi A R 
HERDT, A R 

HERDT. A fi 
MERNAN. A A 
HERRINO. C R 
HEB8, R J 
Hic«ue. B J 

HIGGINS. P 
HIGGINS. J C 
HIQOlNSi C 
HILF»C L 
HILLiN J 

HlLLi B 
HINCHEY. M D 
HINDiJ A 
HIND, J A 
HIND. J A 

HIND. J A 
HINDi J, A 
HIND. T A 
HINDERSTEIN. C 
HlNESi E 

HINRICHSrO H 
HIKRICHB, 0 
HlNRlCHEiO 
HINRICHS.O H 
HDBAUGH.R C, 

HQCKER^C 
HOCKER^H M 
hODDER. M H 
HQDODON.A P 
HODGDGN. A P 

HODOEB. F R 
HQEFLING.R K 
HOEFLIMOiR K 
HDEFUlNOiR K 
HOEFLINGrR K 

HOEFLIMOiR K 
HOFFHAN, A 
HOFFMAN, D P 
HOFFMANiD P 
HOFFMAN. 0 P 

HOFFMANiD P 
HOFFMANi D 
HOFFMAN. D. P 
HOFFMAN. D P 
UOf FMANi D. P 


401 


ACCESSION 

NUMBER 


80023S0376 

Q002220416 

0002250226 

8002070431 

0002220413 

8002080107* 

0002270263 

0002200259* 

8003040148 

0002150393 

8002190324 

0002150303 

0002190004 

8002150143 

8002040501 

0002040226 
8002000624 
8002000514 
0002080689 
00021 104SS 

0002120597 

□002150204 

0002110303 

8002150273 

0002200606 

8002210303 

0OO226OSO9 

B002260693 

8002260239 

8002290470 

8002000203* 

0002010197* 

8002150172* 

0002120591* 

0002040016* 

0002010092* 

0002010046* 

0002070016* 

8002040043* 

0002110162* 

8002010010* 

8002200319* 

8002070049 

8002130020 

8002190524* 

0002130247 

8002140233* 

0002200660* 

8002200429* 

8002190313* 

8002040343* 

9002120149* 

8002190271 

0002040060* 

8002200315* 

0002200307 

8002290611 

8002190207* 

8002260367 

8002140437 

8002070120* 

8002250531* 

8002290414* 

B002270291* 

8002220006 

8002 120427* 
8002050132* 
8002220467 
0002210000 
8002290002 

8002060678 

0002120731 

8002200170 

8002220150 

B0022S0392 

8002230406 

8002120260* 

8002150490 

0002120236 

8002290311 

8002050473 

0002050523 

8002030558 

8002040391 

0002050476 


SUBJECT 

CATEGORY 


70-143 
70”! 43 
70- 1 43 
70-143 
70-143 

CONTRACT 
30-209 S 
50-209 Q 
50-209 Q 
50-289 Q 

50-289 Q 
30-209 0 

50-209 0 

50-209 Q 
50-209 P 

50-209 P 
50-209 Q 
50-209 F 
50-209 F 
50-320 F 

50-289 P 
50-209 9 

50-209 P 
50-209 P 
30-209 P 

50-320 P 
30-320 I 
30-320 R 
50-320 F 
50-209 P 

50-330 0 

30-321 Q 
50-510 Q 
50-566 G 
50-330 Q 

50-335 Q 
50-324 Q 
50-330 Q 
50-369 Q 
50-335 O 

50-413 Q 
50-320 H 
50-307 Q 
XPORTLIC 
50-285 R 

XPQRTHC 
50-271 Q 
50-322 Q 
50-290 P 
50-263 8 

50-346 S 
50-3 F 
70-2609 
70-27 

50-202 Q 

50-282 0 

30-254 0 

70-2609 
50-466 O 
50-341 0 

50-219 S 
50-219 B 

50-219 a 

50-219 a 
50-420 P 

50-320 0 

50-320 M 
50-389 0 

50-445 M 
50-445 M 

50-546 A 
50-312 0 

50-322 0 

50-322 0 

50-322 0 

50-322 0 

50-3 F 
REGGD 
50-195 Q 
50-155 P 

50-155 F 
50-253 P 
50-255 P 
50-155 P 
50-155 P 



ACCESSION 

SUDJECT 


AUTHOR 

NUMBER 

CATEGORY 

HOFFMAN, D P 

0002060186 

50-255 

P 

HOFFMAN, D P 

8002120955 

50-155 

S 

HOFFMAN, D P 

BO021 30606 

50-255 

Q 

HOFFMAN. D P 

8002070331 

30-255 

P 

HDFFMAN, D P 

0002080643 

50-155 

P 

HOFFMAN, D P 

8002190674 

50-155 

S 

HOFFMAN, D P 

8002190721 

50- 1 55 

0 

HOFFMAN. D P 

8002190736 

50-253 

P 

HOFFMAN. D P 

8002200390 

50-255 

Q 

HOFFMAN, D P 

G002200559 

50-255 

P 

HOFFMAN, D P 

8002220344 

SO- 1 55 

P 

HOFFMAN, D P 

0002270241 

50-155 

F 

HOFFMAN, D P 

8002260164 

30-255 

P 

HOFFMAN, D P 

0002260658 

50-255 

& 

HDFFMAN. D P 

8002260140 

50-255 

F 

HOFF-MAN, D P 

8002280523 

50-255 

P 

HOGAN, J P 

0002290159* 

lOCFR 


HDLAHAN. 0 t1 

8002220079 

TOP REP 


HOLLAND, P 

0002200530* 

30-237 

S 

HOLtDNAY.M L 

00022 1 0235 

PR 


HOLODY, D J 

8002130373* 

70-371 


HOLODY.D J 

9002290216* 

70-371 


HOLDWAY, C F 

0002190142 

NUHEO 


HOLOWAY, CjF 

6002220473 

RES 


HOLT. J 

8002120235* 

30-3 

F 

HOLT, J 

8002130274* 

PR 


HOLT. J 

B002120112* 

50-3 

F 

HOLT.D C 

8002130333 

50-312 

0 

HouT.p e 

0002270144* 

QA999 


HOUT*0 C 

6002130333 

50-312 

G 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

HOYLE, J C 

6003010203 

ACR5 

HOYLE, J C 

8002010200 

ACRS 

HDYLE. J C 

8002010191 

ACRS 

HDYLE, J C 

3002040436 

ACRS 

HOYLE, J C 

6002040337 

ACRS 

HDYLE, J C 

8002010507 

ACRS 

HOYLE, J C 

8002040430 

ACRS 

HOYLE. J C 

B00204003B 

ACRS 

HOYLE, J C 

600201 GOl 1 

ACRB 

HOYLE, J G 

6002010304 

ACRS 

HOYLE. J C 

6002030309 

ACRS 

HOYLE, J C 

8002010564 

ACRE 

HOYLE. J C 

0002040 11 2 

ACRS 

HOYLE. J C 

9002050206 

ACRS 

HOYLE, A E 

6002110132 

CONTRACT 

HRIFER. F D 

6002190497 

50-2B9 

HUOACEK. W G 

8002290631* 

50-498 

KUDDARD, H 

6002190190 

50-312 

hUQENETT, R 

8002050349* 

50-313 

HUBER. E 

6002070476 

XPORTLIC 

HUDSO^f, Q 

0002130209 

CONTRACT 

HUETER, U J 

B002270163* 

50-265 

HUFFMAN, D E 

0002260633 

TO PREP 

HUGHES, H 

0002130198 

50-320 

HUOHES, U J 

000222047 1 * 

50-272 

HUGHES. W 0 

6002060100 

50-206 

HUGHES, J 

8002060012* 

50-341 

HULMAN, L 0 

9002040216* 

FOIA 

HUNICUTT, D M 

9002150025* 

QA999 

HUNNICUTT.D f1 

B002200737* 

0A999 


HOLTZMAM, E 
HOOD. D 
HOOD. D 
HOODED 8 
HOOD. D 


6002290127* 

9002030349 

8002120366 

0002200343 

8002140179 


50-3 

50-329 

50-450 

50-329 

50-45B 


HUNNICUTT.D K 
HUNNICUTTiD M 
HUNNICUTT.D M 
HUNNICUTT.D M 
HUNNICUTT. D M 


8002290368* 

8002150223* 

0002200126* 

GOO2O0OieO* 

B002210215* 


QA999 

QA999 

QA999 

QA999 

0A999 


HQOD.D 8 

HOOD.D 8 

HOOD. D 0 

HOOPER. J L 
HOPPER. C.M 

8002140206 

0002140242 

8002290090 

G00214009B 

8002250437 

50-459 

90-329 

50-329 

NUREG 

70-33 

A 

A 

A 

HUN MI CUT T, D M 
HUNNICUTT, D H 
HUNNICUTT, D M 
HUNNICUTT. n 11 
HUUNICUTT, t) ri 

Q002070449* 

0002150220 

8002270159* 

B002280169* 

8002010322* 

QA999 

QA999 

0A999 

QA999 

QA997 

HOPPER, C H 
HOPPER. 0 

HOPPER, D 

HORN. A J 
HORNEDO, H A 

0002130464 

8002290363* 

8002290397* 

0002110000* 

G002060017 

70- 33 
50-339 
50-339 
50-344 

71- 371 

A 

A 

0 

HUNNICUTT. D H 
HUNNICUTT. D M 
HUNSICKER,e R 
HUNSICKER.B R 
HUNB1CKER.8 R 

0002190317* 

B002S90012* 

0002130253 

9002130253 

8002130253 

QA??? 

QA999 

50-445 

90-449 

50-445 

HOSEYiC M 

HOSeVi C M 
HOSSLERi D 

HO S SUER, D 

HOD, B 

0002030325* 

8002110297* 

0002070421* 

8002260691 

8002210093 

50-321 

70-143 

PR 

90-320 

Ml SC 

Q 

H 

HUNSTAD, A A 
HUN3TAD, A A 
HUNSTAD. A A 
HUNSTAD, A A 
HUNSTAD, A A 

0002040477* 
00021 10307* 
6002200454* 
0002200467* 
9002260577* 

90-SB2 

50-202 

50-282 

50-232 

50-202 

HOUGHTON, T C 
HOUGHTON, T, C 
HOUSTON, R H 
HDNErP N 

HOWE, P, W 

8002070052 

0002120204 

8002080345* 

0OO22OO172* 

0002200163* 

50-416 

50-416 

FOtA 

90-400 

50-400 

A 

A 

Q 

0 

HUNT. M D 

HUNT . H D 

HUNT. M D 

HUNT,M D 

HUNT, M 

0002010146* 
80021 10406* 
0002120490* 
8002050110 
B0020&0134 

50-321 

50-340 

50-424 

50-393 

50-369 

HQWEtP U 

HQWE.P W 

HOWE,P W 

HOWELL, B H 
HOWELL, B H 

8002060393* 

8002060373* 

0002040143 

0002280536 

0002140381* 

50-400 

50-400 

50-400 

ORO 

90-329 

0 

Q 

0 

0 

HUNT. M D 

HUNT. M D 

HUNTrH 
hunt.m D 

HUNTER. C 

0002050124 

0002220196 

8002220302 

8002130026* 

6002280155* 

50-389 

90-387 

30-491 

50-230 

80-574 

HOWELL, 8 H 
HOWELL, B H 
HOWELL, B H 
HOWELL. 8 H 
HOWELL, 8 II 

0002120247 

8002040518 

8002050546 

8002000640 

8002080656* 

50-329 

50-32? 

50-329 

50-329 

50-329 

0 

A 

9 

M. 

K 

HUNTER, R S 

HUNTER, R 3 
HUNTER.V H 
hunter, V H 

HURLEY, C 

8002200417 
B002210446 
B002070129* 
8002 070269* 
8002 070026* 

50-316 

50-315 

QA999 

OA999 

50-320 

HOWELL, 8, H 
HOWELL, 8 H 
HOWELL, 8 H 
HOWELL, a H 
HOWELLra, H 

3002110512 

8002120349 

8002150250 

8002190549 

3002230622 

90-329 

50-329 

50-329 

50-329 

90-329 

8 

a 

s 

A 

A 

KURNEV. T F 

HUflSH, 0 

HURBH, 0 

HUaERY.D E 

HUTTON. J C 

8002110626* 
0002110301 
8002010002 
B002150307* 
8002 2 00 549* 

FOIA 

50-312 

50-312 

50-318 

50-244 

HOWELL^S H 
HOWLETT.G H 
HOYLE. J C 

HOYLE, J, C 

HOYLE, J C 

3002230194 

8002190696* 

8002040467* 

8002050274 

8002010554 

90-329 

50-336 

FOIA 

ACRB 

ACRS 

R 

R 

HUTTON. P H 
HYLAND. F D 
lANNIiP W 

IFFLAND. R R 
IFFLAND, R R 

8002010939 

6002190014* 

8002210449* 

8002060459 

0002060475 

RES 

QA999 

TOPREP 

50-213 

50-213 

HDYLE. J C 

HOYLE, J. C 
HOYLE. J G 
HDYLE* J C 
HOYLE, J C 

8002010273 

8002010299 

8002010277 

8002010260 

8002010164 

ACRB 

90-409 

ACRB 

ACR8 

ACRS 

□ 

IFFLAND, R R 
IFFLAND, R R 
INODRlTaEN.K E 
IPPOLITD.T A 
IPPQLITD, T. A 

6002060449 
B002060466 
0002060234* 
0002200149* 
80020402 18 

50-245 

50-245 

70-2430 

50-237 

50-263 

HOYLE, J C 
HOYLEtxf C 
HOYLE, ^7 C 
HOYLE, J C 
HDYLE, J C 

8002010261 

8002010315 

0002010179 

8002010170 

8002040003 

ACRS 

ACRS 

50-409 

ACRB 

ACRS 

0 

IPPOLITO.T A 
IPPOUTO.T A 
IPPOLITO.T A 
IPPOLITO.T A 
TPPDLlTQiT A 

8002070428 
8002070435* 
8002070443* 
8002130200 
8002 1 30303 

50-293 

50-293 

50-293 

50-290 

50-259 


I 

Q 

P 

F 


Q 

H 

U 

J 

Q 


M 

ri 

H 

5 

6 
R 
S 
S 

Q 

Q 

0 

8 

8 


B 

S 

S 

Q 

0 

P 

P 


H 


0 

0 

a 

P 


J 

J 

J 

J 

P 

P 

P 

P 

P 

P 

P 



402 




PERSONAL AUTHOR INDEX 






ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATECORY 

AUTHOR 

NUMBER 

CATEOtSRY 

IPPOLITO, T A 

Q002 140266 

50-293 

P 

JENSEN, C ti 

0002200397* 

50-72 

F 

JOSEPHS. B 

6002290316 

70-2470 


IPPOLITO^T A 

6002140286 

50-331 

P 

JENSEN. 8 E 

□002290334* 

90- 1 59 

P 

JOSEPH. B 

6002290027* 

70-2470 


IPPOLITO. T A 

BOOai 50162 

50-271 

Q 

JENSEN. S E 

□002200577* 

90-285 

P 

JDYNER.J H 

6002210136* 

70-371 


IPPOLITO.T A 

80021 3016-1> 

S 0-271 

Q 

JERHAN. P C 

0002110344* 

FQIA 


JOYNER, J H 

8002010960* 

70-020 


TPPDLITO, T A 

□002150170 

50-220 

P 

JEWELL. F L 

B0020B0029 

PR 


JOYNER. J H 

8002130373* 

70-371 


PPQLITO.T A 

6002150164 

50-333 

P 

JOHNSON, K 

□002120652* 

50-320 

H 

JDYNER.J H 

8002140033* 

70-139 


PPOLITO, T A 

B0031S0210 

50-249 

P 

JDHNSRUll. J H 

0002110208 

90-387 

0 

JDYNER.J H 

8002280152* 

50-20 

a 

PPOLlTOiT A 

8002150236 

SO- 271 

P 

JOHNSRUD. J H 

6002050316 

PR 


JU, J R 

0002040190* 

50-330 

P 

PPOLITO. T A 

B002150301 

50-263 

P 

J0HM6RUD. J H 

0002120335* 

30-387 

0 

JULIAN, C 

8002070204* 

50-261 

ft 

PPQLITO.T A 

8002150207 

50-277 

P 

JOHNSON. C L 

8002060022 

PR 


KAHLE. J D 

8002040532* 

70-143 


IPPOLITOiT A 

8002150316 

50-321 

P 

JOHNSON, C 

□002220513 

50-466 

0 

KAHLE, J 6 

8002120450* 

70-624 


IPPOLITO. T A 

0002150322 

50-324 

P 

JOHNSON. C 

B002l20iS7 

FOIA 


HALF, W 

8002080664 

50-352 

0 

IPPOLITO. T A 

8002130195 

50-293 

P 

JOHNSON, C 

B002190I75 

50-466 

0 

KALIVIANIK18, N 

S002040937 

50-254 

p 

IPPQLITD, T A 

8002140289 

50-259 

P 

JOHNSON. C 

B002220105 

50-466 

0 

KALlYlAKAKie. N 

8002130040 

50-254 

a 

IPPOLITO. r A 

80021 40a?6« 

50-2 59 

P 

JOHNSON, N R 

a0020B0145 

XPORTLIC 

KALIVIANAKIS. N 

0002190600 

50-254 

R 

IPPOLITO. T A 

0002150166 

50-220 

F 

JOHNSOKI, N R 

8002220002 

XPORTLIC 

KALIVIANAKIS. N 

8002220371 

90-265 

3 

IPPOLITO. T A 

8002140123 

50-333 

F 

JOHNSON, C R 

□002080159* 

0A999 


KALIVIANAKIS, N 

0002220338 

50-269 

a 

IPPOLITO. T A 

9002140011 

50-254 

P 

JOHNSON, U 

G002260S56* 

50-344 

T 

KALIVIANAKIS, N 

8002220440 

90-234 

a 

IPPOLITO. T A 

8002140280 

50-249 

P 

JOHNSON, L 

B002260552* 

50-344 

T 

KALMAN. 0 

8002280254* 

90-317 

a 

IPPOLITO, T A 

8002140333 

50-331 

0 

JOHNSON. E 0 

8002120615* 

90-320 

H 

KAMMERER, C 

80020701 07* 

FOIA 


IPPOLITO, T A 

3002120080 

50-333 

P 

JOHNSON. R 0 

8002040365 

50-263 

J 

KAMZAN. L 

8002120224* 

90-3 

F 

IPPOLITO. T A 

8002120094* 

50-333 

P 

JOHNSON. R 0 

8002040368 

50-282 

J 

KANi a 

8002220448* 

50-294 

B 

IPPOLITO. T A 

0002120099* 

50-333 

P 

JOHNSON, M C 

G002040064 

50-399 

0 

KANAK. K K 

6002250235 

REB 


IPPOLITO. T A 

5002140322 

50-321 

F 

JOHNSON. M C 

B002 110400 

50-395 

8 

KANAK, K K 

8002290289 

RES 


IPPOLITO. T A 

8002270003 

30-277 

F 

JOHNSON. H C 

8002070103 

50-399 

0 

KAPLAN. A L 

S0022B0465 

70-1113 


IPPOLITO, T A 

0002150089 

50-324 

P 

JOHNSON, M C 

8002140530 

90-395 

B 

KAPLAN. A L 

8002280164* 

70-1113 


IPPOLITO. T A 

6002 1 S023B 

50-237 

P 

JOHNSON. H 

80021303S2* 

90-445 

M 

KAPLAN. A L 

8002260029 

70-1113 


IPPOLITO, T A 

8002150240* 

50-237 

P 

JOHNSON. N P 

8002190168 

REOOD 


KAPLAN. A L 

□002260163 

70-1113 


IPPOLITO. T A 

9002150243* 

50-237 

P 

JOHNSON. B F 

□002080320 

50-336 

8 

KAPLAN, A L 

8002270071 

70-1113 


IPPOLITO, T A 

0002200134 

50-237 

P 

JOHNSON, D F 

e0022a0254« 

50-317 

0 

KAPLAN, A L 

8002150170 

70-1113 


IPPOLITO,! A 

0002200139* 

50-237 

P 

JOHNSON. J- 

8002280679* 

90-247 

0 

KAPLAN, A L 

B0020B0111 

70-1113 


IPPOLITO. T A 

9002150471* 

50-293 

P 

JOHNSON. A H 

6002040101* 

90-338 

0 

KAPLAN. A L 

0002070494 

71-6294 


IPPOLITO.! A 

8002150495* 

90-293 

P 

JOHNSON, A H 

8002010490* 

90-302 

0 

KAPLAN. A L 

8002080289 

71-4986 


IRELAND. J H 

0002060460 

50-S55 

J 

JOHNSON, U 0 

8002110416* 

50-313 

Q 

KAPPLE.A W 

8002050524* 

90-27a 

B 

IRELAND. J H 

S002060S11 

50-155 

J 

JOHNSON, N D 

0002270557* 

50-313 

0 

KAPPLE. A W 

8002090537* 

50-272 

6 

IRELAND, H H 

8002060503 

30-255 

J 

JOHNSON. P M 

8002110080* 

50-344 

0 

KAPPLE.A W. 

8002260612* 

90-272 

8 

ISRAEL. 8 L 

BO 022504 00* 

CEIJ TEC 

18 

JOHNSON. A 

8002200153* 

50-206 

0 

KAPUR, 8 

8002200404* 

50-293 

Ct 

ITKIN. 1 

00 022603 63 

50-320 

M 

JQHNaON. A E> 

□002200195* 

50-361 

0 

KAPU8CHIN8KY. D 

0002040190* 

90-336 

P 

JABLONSKI.F J 

0002060012* 

50-34 1 

0 

JOHNSON. A D 

B0022002B3* 

50-27 

Q 

KARRA8CH. D A 

8002010948* 

50-312 

0 

JACKSON. P 0 

8002000502* 

30-320 

H 

JOHNSON. T L 

D0020 10220 

50-424 

A 

KA8DEN. L 

8002190006* 

Miac 


JACKS. 0 

0002130039* 

50-299 

0 

JOHNSON, A D 

0002220206* 

50-312 

0 

KASTENBERO.U E 

6002140117 

90-320 

Q 

JACKS. 0 

6002290450* 

50-293 

B 

JOINER, 7. J 

6002220092 

ORO 


KASTENBEROrW E 

6002140110 

ACR8 


JACKSON. 0 

8002050256* 

70-1312 


JOLLEY, R. 

0002220265* 

40-1341 


KA8UN, D J 

8002190179 

50-269 

P 

JACKSON. L L 

6002200129 

I&E 


JONES. L H 

8002110293 

50-362 

0 

KAUFMAN. N C 

8002280109 

REB 


JACKSON. L L 

6002040105* 

50-299 

8 

JONES, L L 

8002110316 

90-382 

0 

KAUFMANN, R 8 

8002040242* 

40-0728 


JACKSON, L 

6002220190 

50-327 

8 

JONES, D 

B002270909 

90-312 

H 

KAY.J A 

6002150128 

50-29 

a 

JACKSON. R E 

80021 40 S2B* 

50-482 

9 

JONES. 0 » 

B002290420 

50-936 

R 

KAY. J A 

8002220390 

50-29 

p 

JACKSON. R E 

8002050194 

50-424 

A 

JONES. D Vf 

8002290424* 

50-530 

R 

KAV.J A. 

8002270P94 

50-29 

p 

JACKSON. R 

8002200140 

50-70 

P 

JOKES. L 11 

0002110293 

50-382 

0 

KEARNS. J J 

8002130284* 

PR 


JACKSON, R E 

8002200139 

50-423 

A 

JOKES. L L 

8002110316 

90-362 

0 

KEATON. R W. 

0002190078* 

50-289 

0 

JACKSON, R E 

8002200351 

50-424 

A 

JONES. E E 

8002270181 

PR 


KECK.R F 

B0020804B3* 

NUREO 


JACQDS.S D 

8002270317 

TOP REP 


JONES, E E 

8002270187* 

PR 


KEENAN. R.P 

8002210199 

90-430 

p 

JACOBS. A 

8002040103 

CONTRACT 


J0NE8,W C 

8002190351 

50-269 

0 

KEHDE. D 

8002210079 

90-293 

8 

JACOBS. A 

8002120456 

COtfTRACT 


JONES, U C 

8002190373 

90 - 265 

Q 

KEHOE, D V 

6002290070* 

90-286 

Q 

JACOBS. A 

0002060182 

CONTRACT 


JONES, U C 

BO 02070 489 

50-285 

Q 

KEKOE.O V 

0002290561* 

50-271 

0 

JAKES. F 

8002i5C}135« 

50-320 

H 

JONES, H C 

8002150364 

50-209 

0 

KEHDE, D, 

80021 50009* 

90-29 

0 

JAKES, D K 

0002220334* 

50-335 

S 

JONES, H C 

8002150392 

50-205 

Q 

KEHOE. D 

□002280326* 

50-293 

0 

JAhOCHIAN.H T 

6002050252 

Stab* Prog 

JQNES.N C 

6002040215 

50-235 

P 

KEIMIO. R 

Q0Q2D80003 

50-219 

6 

JAKPOLE, M 

8002270171 

PR 


JONES, H C 

8002060432 

50-269 

F 

KEIHIO. R 

8002060096 

90-272 

6 

JANACEK. R F 

6002060453 

SO-IO 

P 

JONES. W C 

8002190522 

50-285 

R 

KEIMIO. R R 

6002060314 

50-213 

8 

JANACEK. R F 

0DO227O34O 

50-349 

Q 

JONES, N C 

8002210413 

50-289 

F 

KEIMIO, R 

6002210169 

50-249 

8 

JANECEK, R. f 

8002070096* 

50-10 

P 

JONES, H. C 

6002200560* 

50-209 

P 

KEIMIO, R, 

8002060J 15 

90-219 

6 

JANECEK, R F 

8002070113* 

30-10 

P 

JONES, 14 C 

6002200551 

50-209 

P 

KEIMIO. R R. 

60020 □ 0320 

90-336 

a 

JANECEK, R F 

0002010390 

50-254 

P 

JONES, U C 

6002280481 

50-205 

P 

KEIMIO. R R 

6002220204 

90-272 

8 

JANECEK, R F 

0002000605 

50-10 

R 

JONES. W C 

0002290317 

50-285 

P 

KEIMIO, R 

8002260394 

30-320 

8 

JANECEK. R F 

6002010364 

50-537 

F 

JONEBrO C 

0002190115 

NUREO 


KEIMIO. R 

8002290119 

90-219 

Q 

JANECEK. R, F 

8002080520 

50-237 

P 

JONES,!) U, 

□002050479* 

70-27 


KEIMIO. R R 

6002060013 

90-272 

B 

JANECEK. R, F 

8002090530 

50-10 

P 

JONES, C, E. 

8002290627* 

50-373 

Q 

KEIMIO, R.R 

60020B0D62 

50-272 

6 

JANECEK, R F 

8002120331 

90-249 

P 

JONES, C E 

6002290156* 

90-300 

0 

KEIMIO. R, R 

6002000043 

50-213 

6 

JANECEK. R F 

0002190632 

50-10 

P 

JONES, R J. 

6002080339* 

FOtA 


KEIMIO. R R 

8002090140 

90-213 

8 

JANECEK. R F 

0002210454 

50-10 

P 

JORDAN, H 8 

6002220489 

90-155 

0 

KEIHIO. R R 

8002290346 

50-219 

6 

JANIK.C R 

9002010499* 

50-3 1 5 

P 

JORDAN. M S 

6002130286 

90-159 

Q 

KEIMIO. R> 

6002250340 

50-249 

a 

JAPE. F 

8002050260* 

50-269 

G 

JORDAN, N 8 

6002130294 

50-269 

Q 

KEIMIO, R R 

8002280294* 

50-3 1 7 

a 

JAPE. F 

0002110225* 

50-269 

G 

JORDAN, M S 

6002220489 

50-159 

Q 

KEIMIO, R R 

8002280378* 

50-2 1 9 

Q 

JAYARAHAN, S 

0002290338 

70-2039 


JORDAN. M 8 

8002130286 

50-195 

0 

KEIMIO, R R 

6002290569* 

50-249 

0 

JENKINS. 0 R 

8002010067* 

50-325 

G 

JORDAN. N S 

8002130294 

50-269 

0 

KEITH, R, C 

8002270375 

TQPREP 


JENKINS, 0 R 

8002050069 

50-324 

S 

JORDAN. N 8 

8002260046 

90-20? 

0 

KELBER, C N 

6002050313* 

50-320 

p 

JENKINS, 0. R. 

8002040455 

50-330 

6 

JORDAN. D B 

8002060545 

90-382 

A 

KELBER. C N 

8002040223* 

FOIA 


JENKINS. 0 R» 

0002010160* 

90-26 1 

0 

JORDAN. H 

6002200083 

NUREO 


KELLEHERf J. 

6002070143* 

XPORTLIC 


JENKINS. 0 

□002070159* 

50-340 

0 

JORDAN, E U 

8001030423 

60-339 

8 

KELLEHER. J 

6002070151* 

XPORTLIC 


[JENKINS. <1 R 

□002070175* 

50-327 

G 

JORDAN, E L 

8002190790 

50-10 

P 

KELLEY. J. 

6002040996* 

90-336 

p 

JENKINS. Q R 

□002070191* 

50-390 

0 

JORDAN. E 

S0Q21306J5 

50-237 

P 

KELLEY. W. D, 

6002010922* 

QA999 


JENKINS. 0 R 

8002110030* 

50-321 

0 

JORDAN, E L 

8002120362* 

FaiA 


KELLEY, J L, 

6002040292* 

FOJA 


JENKINS. 0 R. 

□0021 10245* 

50-269 

0 

JORDAN, E L 

8002120369* 

FQIA 


KELLQW. R A 

6002080593* 

50-320 

H 

^ JENS. M H 

7911070417 

TOPREP 


JORGENSEN. B L 

B002070509* 

50-255 

Q 

KELLOO.V M 

6002250361* 

CONTRACT 




AUTHOR 


KE4.LOOQ* P. J 
KELtOOOiP J 
KELl.O09«P J 
RELLQOO. n J 
KELLOaOi P J 

KELLOOQjP. 
KELtOOO.P J 
KELLQOOiP J 
KELLDOO.P, J 

KELLQOQ«P J 

< 

KELi.OQO.P J 
KEUUaCOiP J 
KELLDOOi P. J 
KELLYiR 0 
KELLV»R J 

KELtV. R J 
KELLY. D L. 
KELLY. O D 
KEHrO. ft 
KEMMA.U [> 

KENNA.U B 
KENNA.U Q 
KENN/^iU B 
D 

KENNA.U B 

KEMNA.W B 
KENKA.W D. 
KEMKA. (J. B 
KENNA.W 0 
KENNA.'H 0, 

HENNA. M D. 
KENNEDY. R. T. 
KENNEDY. R T 
KEMNEOV. R T 
KENNEDY, n T 

HENKE DYrR. « 
KEHNEKE.A 
KEKNEKE* A 
KENNEKEi A 
KENNEKE. A 

KEHNEKE.A 
KEPFQRD.C 
KEPFQRO.C. 
HEPPLERrJ 0 
KEPPLER.%1 0 

KEFPLERr J. 0 

heppler. j 0 

KEPPLER . J 0 
KEPPLER.J 0 
HEPPLER.J O 

KEPPLER J J 0 
KEPPLER. J Q 
KEPPLER. J. 0 
KEPPLER. J-0 
KEPPLER. J.O 

KEPPLER. J 0 
KEPPLER. J O 
KEPPLER. vl O 
KEPPLER. J. 0. 
KEPPLER. J. 0 

KEPPLER. J, 0 
KEPPLER. J 0 
KEPPLER. J. 0 
KEPPLER.O 0 
KEPPLER. J 0 

KEPPLER. J 0 
KEPPLER. J. 0 
KEPPLER. J. 0 
KEPPLER. 0. 
KEPPLER. J 0 

KEPPLER ( J, 0. 
KEPPLER. J Q 
KEPPLER. J 0. 
KEPPLER, J Q 
KEPPLER. J 0 

KEPPLER. J. 0. 
KEPPLER. J 0 
KEPPLER, J 0. 
KEPPLER. U Q, 
KEPPLER. vl. 0 

KEPPLER. J, Q. 
KEPPLER. J. 0. 
KEPPLER. J. D 
KEPPLER. J 0 
KEPPLER. J.O. 


ACCESfilON 

NUMBER 


8002070403 

Q002210213 

80020&0393 

0002000334 

0002220106 

8002250329 
0OO2O0O21O« 
0002070491* 
00021 50061 « 
6002010067* 

0002010005* 

0002040101* 

8002010056* 

8002050638* 

0002200470 

0002200440 

8002250036* 

8002190011 

8002050453 

80Q2190051 

8002040313 

0002120520* 

0002010371* 

0002110542* 

6002040045 

Q002050469 

8002120446 

8002040496 

0002120516 

0002110530 

0002110552 

0002130285* 

0002130250* 

0OO213O6SO* 

0002260314 

0002290578 

0002070056* 

0002070075* 

0002070066* 

0002070072* 

800207041 1* 

8002110264 

0002130150 

8002010506 

0002070195 

0002210152 

6002050038 

0002050041 

6002080046 

0002000050 

0002080051 

0002080055 

8002080057 

8002050059 

8002070119 

5002060084 

0002060056 

6002060091 

8002060093 

5002060096 

8002060098 

8002060099 

5002060103 

8002060105 

8002060109 

8002060229 

0002060237 

5002060239 

6002060243 

5002060248 

5002060250 
8002060251 
8002060255 
5002060256 
800206026 1 

5002290010 

5002270157 

5002250187 

8002250213 

0002250223 

8002250225 

0002250234 

5002250239 

8002250245 

8002250249 


SUBJECT 

CATEGORY 


50-280 5 

50-280 B 
30-201 8 

50-324 8 

50-338 8 

50-324 a 
50-324 0 

50-280 Q 
50-339 Q 
50-325 Q 

50-416* Q 
50-335 Q 
50-416 Q 
50-321 P 
50-321 F 

50-321 J 
50-255 0 

50-470 A 
50-245 8 

70-1113 

70-1151 

70-1151 

70-143 

70-1131 

70-27 

70-27 

70-824 

70-143 

70-1151 

70-1151 

50-250 Q 
50-302 P 
50-320 P 
50-320 P 
tOCFR 

50-320 T 

FOIA 

FDIA 

FOIA 

FOIA 

FOIA 

50-289 0 

50-289 0 

50-315 0 

50-255 Q 

50-346 Q 
50-315 Q 
50-10 Q 
50-155 Q 
50-409 Q 

50-331 Q 
60-263 Q 
50-266 0 

50-305 Q 
50-295 P 

50-10 Q 
50-359 Q 
50-440 Q 
50-135 Q 
50-409 0 

50-341 Q 
50-331 Q 
50-461 0 

50-367 0 

50-550 Q 

50-10 a 

50-355 0 

50-440 0 

50-155 Q 
50-409 Q 

50-341 0 

80-331 Q 
50-461 0 

50-367 Q 
80-263 Q 

50-484 Q 
50-265 0 

50-10 0 

50-338 0 

50-440 0 

50-329 Q 
30-341 0 

50-461 Q 
50-367 Q 
50-546 0 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUMBER 

KEPPLER. J 0 
KEPPLER, J 0 
KEPPLER. J 0 
KEPPLER, J Q 
KEPPLER. J.O 

8002250255 

0002260010 

□002260011 

0002260015 

6002260016 

50-483 Q 

90-399 0 

50-440 a 

50-329 Q 

90-341 Q 

KNOTTS. J 0 
KNOTTG.J 6 

KNUTH. D F 

KNUTH.D F 

KNUTH. D F 

6002260166 

0002130031 

6002200572 

6002200574* 

5002200578* 

KEPPLER, J 0 
KEPPLER rJ O 
KEPPLER, J 0 
KEPPLER. J 0 
KEPPLER. J. 0 

0002260017 

0002360019 

5002260021 

6002260024 

8002270271 

90-461 0 

30-367 0 
50-546 0 
50-453 Q 
50-283 Q 

KNUTH.D F 

KOCH. L J 

KQCHER. D C 

KOENIO. U 

KOESTER. O L 

8002190490* 

8002130313 

6002270565 

0002040416* 

6002120227* 

KEPPLER, J 0 
KEPPLER. J 0 

KEftft.U 

KERR.Q U. 

KERR.O N 

8002270516 

8002290596 

0002150035 

8002140293 

8002130050 

50-266 0 

50-S46 0 

ACRB 

State Prog 

State Prog 

KOESTEftrO L 
KOESTER.O L 
KDESTFR.G L 
KOESTER.O L 
KQESTER. 0 L 

8002150224 
B002 190039 
8002190042 
Q00222052S 
8002250321 

KEftft.O U 

KERR.O U 

KERR.O N 

KERR.O N 
KERBTINO.ft J 

0002260073 

8002270126 

8002140047 

8002190S40* 

B00213054S* 

State Prog 

State Prng 

State Prog 

90-3 P 

TOPREP 

KOESTER.O L 
KOESTER.O L 
KOESTER.O L 
KOESTER.O L 
KOESTER.O L 

5002210037 
5002190072 
5002290327 
B002I 90059 
8002130406 

KETCHEN.E C 
KETCHEN.e 0 
KETCHEM, H 0 
KETZLACH. M 
KETZLACH. N 

8002210013 

8002350165 

0002230179* 

5002260012* 

8002250677* 

70-2623 

S0-27S 0 

50-275 0 

70-33 

70-1201 

KOHLER. J E 
KOHLER, J. E 
KOHLER. J C 
KOHLERr J 

KDHN. a M 

B002210029 
6002290024 
0002060390 
600220031 7* 
6002130056 

KETZLACH. N 
KETZLACH, N 

KEUPER. J P 

KEVERN. T A 

KEVERN. T A 

0002260150 

5002250055* 

6002270077 

0002120638 

5002190022 

70-1100 

70-36 

70-093 

50-331 P 
50-263 F 

KQLTAY.P 6 
KONKLIN. J E 
KDNKLIN.J E 
KORCHYRNBKY.H 
KQRCHVNSKY. H 

6002140371* 

8002060406 

6002110099* 

6002050375* 

6002000573* 

KEY.U J 

KIDD. D. 0 

KIDDiH 8. 

KILDY.L 
KILLIKELLY. J 

5002230684* 

8002050561* 

0002150061* 

0002200717* 

6002120173* 

90-295 Q 

NUREO 

50-338 0 

0A999 

50-3 F 

KORCHYNSKY.M 
KOSIBA, 0 

K8TSCH, J L 
KOTTAN, J J 
KOTTAN, J J 

5002050623* 

5002130160* 

6002070037 

6002080314 

8002050140 

KILLOUOH.O 0 
KIHBLE. K 

KINDER. E T 

KINO.P B. 

KINNEY, ft, F 

0002270565 

8002120729* 

8002070292 

8002220077 

60020BD354* 

RES 

50-320 H 

PR 

ORO 

50-320 H 

KRAFT. D C 

KRAFT, 0 C 

KRAMER. D 

KREBS. A H 
KRHJ8A.R J 

B00227013S* 

8002010354 

8002210026 

5002040106* 

8002110488 

KINNEHAN. J 
KINNEMAN. J 
KINNEHAN. J D 
KINNEMAN. J 
KINNEHAN. J 

800219005S 
8002 190067 
8002090036 
6002040339 
8002040343 

ILE 

I6E 

ILE 

I&E 

I&E 

KRESS. T 9 
KRE6S.T B 
KRQPF.E M 

KUEIilN. J L 
KUHLHAN.O C 

6002270573 

8002060231 

5002120660* 

5002070263 

6002110627 

KINNBCH.D L 
KINTNER.L L 
KINTNER.L L 
KIRK.N.F 

KIRK.M F 

8002120952 
500207001 t 
6002140163 
6002200670 
8002250424 

TOPREP 

90-322 A 
30-364 A 
70-371 

70-371 

KUHLMAN, 0 C 
KULAHDER, B 
KUNDER.O, A 
KUNKLIN 

KURTZ. R J 

5002110627 

6002220207 

5002250665 

8002130032 

0002010539 

KIRK.W F 

KIRBCH.D F 
KlftSHEN. A H 
KlflBH. 0 F 
KIFIBLIS. a B 

5002110217 

5002200744* 

8002270037 

8002130101* 

B002190B36 

PR 

50-344 0 
90-255 0 
S0-50G 0 
50-275 A 

kubhner.w l. 
KU&3IE.R R 
KUYATT.C E 
LAATB.E T 
LACHANCE, J L 

5002 140033* 

8002060443 

6002200057* 

B002220493 

5002260099 

KISIELEBKI.W E 
KIBTER. H 

K18TER, H 

KieTER. H 

KIBTER. H B 

8002140020 
500209021 1 
B00ZO60396 
8002060421 
8002050077 

NUREO 

50-244 S 
50-247 a 
50-244 5 
90-247 8 

LACKER. D K 
LACKER. 0 K 
LADUN.R H 
LAFLEUR.J D 
LAFLEUR, J D 

B002070332 
6002130259 
6002290 491* 
B00212D159 
6002270044 


KiaTER. H B 
RIBTER.H B 
KI8TER. H 
KLINE. R 
KLINEFELTER. E. 

KLINEFELTER. E 
KLINGER. O R. 
KLOPFENSTEINrB 
KNAPP. P. J. 
KNAPP. P 

KNARR. M 
KNIEBEft.O H 
KNIOHT. J 
KNOP. R, C 
KNOP.R C 

KNOP. R, C 
KNOP, R. C 
KNOP.R C. 

KNOP, ft. 0. 

KNOP. ft. € 

KNOP.R C 
KNOPiR C 
KNOP. ft. C 
KNOP.R C 
KNOTTS. J B 


0002290070* 

0002280668* 

8002280679* 

0002290225* 

8002050476* 

8002080509* 
5002080162 
6002080630* 
B0021 10344* 
8002110365* 

8002050373* 

0002070262* 

B002040349* 

0002010239* 

8002060012* 

0002070074* 

8002080083 

5002050226* 

8002110094* 

5002130175* 

5002S00346* 

0002000074 

8002060387 

5002260018 

8002130031 


90-266 

Q 

LAOlEttSKi.J 8 

50-322 

Q 

LAOIEUSKIiJ 9 

50-247 

0 

LAOIEHSKI. J 8 

50-320 

H 

LAOIEHSKIrJ S 

NUREO 


LAGDHARSINO. R 

NUREO 


LAGOMARBINO. R 

50-334 

8 

LAGRANGE. R 0 

50-320 

H 

LAINAB. 0 

FQIA 


LAlNABrO 

FOIA 


LATNAB.O 

30-320 

H 

LAINAS.O 

0A999 


LAINAB. 0 

FOIA 


LAINAB. 0 

50-329 

Q 

LAINAS.O 

50-341 

0 

LAINAS.O 

50-453 

O 

LAlMAa.O 

50-341 

a 

LAINAS.O 

90-461 

Q 

LAINAS.O 

90-329 

0 

LAINAB. 0 

50-463 

0 

LAlNASi 0 

50-329 

0 

LAINAB, 0 

50-329 

9 

LAINAS. 0 

90-483 

5 

LAINAB. 0 

90-403 

S 

LAINAS.O 

90-449 

M 

LAINAS, 0 


8002060556* 
B002290367* 
5002290355* 
5002260999* 
80022 5 0072* 

0002220296* 
5002 150286* 
6001300634 
8002110110 
6002080342 

6002130203 

8002130012 

6002080330 

0OO2OBO336 

8002050279 

B002130653 

6002130625 

8002140093 

B00219D224 

6002130010 

8002130100 

6002130104 

6002200174 

8002190841 

6002200212 


403 


SUBJECT 

CATEGORY 


PR 

S0-44S H 

PRM 

PRM 

PRM 

50-309 F 
50-461 K 
RE8 

50-286 H 
50-^92 Q 

30-462 S 
50-462 F 
30-492 A 
50-462 S 
S0-4B2 Q 

50-402 A 
50-482 A 
50-482 A 
50-482 A 
50-482 F 

50-295 S 
50-295 8 

50-295 B 
30-295 Q 
FOIA 

50-244 O 
50-434 B 
50-454 Q 
50-237 S 
50-237 B 

50-237 S 
50-320 K 
40-299 
50-213 8 

50-213 S 

50-148 Q 
50-149 F 
XPORTLIC 
CONTRACT 
SO-275 0 

RES 

NUREO 

50-320 G 
50-25S P 
50-355 C 

50-330 C 
DRG 

50-320 € 

50-440 E 
REB 

70-13S 

30-244 

CONTRACT 

REB 

RES 

REGGD 
HEGGB 
30-333 I 
XPGRTLIC 
XPORTLIC 

50-319 

50-318 

SO-318 

50-317 

50-273 

50-275 

QA999 

50-3 

50-202 

50-271 

50-200 
50-26Y 
30-312 
50-31 a 

50- 2 A3 

30-219 

50-3AB 

50-360 

50-29 

50-313 

30-206 

50-295 

50-155 

50-244 

50-213 


i' 
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AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

LAINAS.Q 

8002200205 

50-155 

F 

LA I NAS, 0 

8002200220 

50-271 

F 

LAtNAS, 0 

8002200194 

50-336 

F 

LA ENAS, 0 

0002220306 

so~3ia 

F 

LAmAS,0 

S002J50217 

50-250 

F 

LAI NAS, G 

6002150214 

50-295 

F 

LAINAS.G 

8002280683 

50-317 

P 

LAI NAS, 0 

8002130033 

50-344 

F 

LANAHAN, H P 

80020 10074* 

CONTRACT 

LANCASTER, K F 

aoo20404^e« 

50-305 

S 

LANCASTER, K F 

9002070207* 

50-302 

6 

LANCASTER, rt F 

900207023)* 

50-302 

S 

LANCASTER, K F 

0002190519* 

50-302 

8 

LANOEflait 

8002040327* 

State Proa 

LANDORAP, U C 

8002120578 

50-341 

K 

LANGLEY, C 

8002010012 

50-361 

H 

LANGNEft.ft n 

8002120604* 

50-264 

Q 

LANNIEVO, 0 D 

8002060236 

NUREG 


LANPHER, L C 

8002130041 

PR 


LANPHER,L C 

□002070135 

50-312 

G 

LANPHER , L C 

8002130041 

PR 


LANPHER, L C 

8002260401 

50-319 

Q 

LANPHER, L C 

80022604 IG* 

50-312 

G 

LANPHER . L C 

8002260426* 

50-312 

0 

LANPHER , L C 

GQ02250164 

50-312 

0 

LAMTZ.P ri 

8002010190 

RES 


LANTZrP ti 

GD0228018S 

RES 


LANTZrP f1 

□002190142 

NUREO 


LANTZ,P ti 

8002220473 

RES 


LAMTZ,E 

8002130109* 

50-295 

0 

LANTZiE 

8002210032* 

70-2623 


LAR1AR, R 

9002190013* 

50-3 

H 

LASMiT R 

8002210379 

PR 


LASKV, J B 

G00219Q255 

REOQD 


LATHAH, S 

8002130046 

50-322 

0 

LATHAM, S 

6002130048 

50-322 

G 

LATORRE, U D 

8002200184* 

50-155 

P 

LAUDING, S 

6002220459 

50-367 

0 

LAUTZ,E 

80020503S6* 

50-295 

Q 

LAWRENCE, H J 

8002270444* 

70-1308 


LAVIROSKl, S 

8002220062 

ACRS 


LAWTON, H D 

6002190133* 

40-0084 


LAWTON, H D 

8002190119* 

4O-0OB4 


LAWTON, « D 

8002190124* 

40-0084 


LAWTON, H D 

8002 190 11 7* 

40-0004 


LAWTON, M D 

8002040333 

40-0084 


LAZARUS, W 

8002280252* 

50-309 

Q 

LAZARUS, W 

8002280362* 

50-309 

Q 

LA70*R M 

8002 11 060 B 

50-309 

0 

LAZGiR M 

8002120322 

50-309 

0 

LAZOtR H 

8002220125 

50-376 

0 

LEAHY, P J 

8002040102* 

FOIA 


LEAR# 0 

8002130516* 

50-250 

8 

LEBOrC D 

0002270094 

CONTRACT 


LECHNER,0 

8002060227 

50-206 

H 

LEDVARD, R F 

8002080620* 

50-320 

H 

LEE,E ^ 

8002110059* 

50-454 

Q 

LEE# J Y 

8002260063 

50-320 

8 

LEE. J. Y 

7912100198 

50-320 

P 

LEE. J 

8002080309 

50-320 

P 

LEE. J Y 

8002130646 

50-320 

P 

LEE. K M 

8002260083 

NUREO 


LEE.O a 

0002150378 

50-267 

Q 

LEE. D R 

8002150394 

50-267 

0 

LEE. W K 

8002080226* 

SO-461 

Q 

LEHMAN, L J 

8002280502 

50-320 

P 

LEHMAN, L J 

6002250739 

50-320 

P 

LEHMAN, L J 

8002290404 

50-320 

P 

LEHPOESrT E 

8002190531 

50-220 

R 

LEMPGES. T E 

6002260530 

50-220 

R 

LEONARD, J D 

60021S04B9* 

50-333 

Q 

LEONARD, J D 

6002270S6B* 

50-333 

Q 

LEONARD, J D 

8002070024 

50-333 

0 

LEONARD. J D 

8002280309* 

50-206 

0 

LEONARD, J D 

8002010327 

50-333 

B 

LEONARD, J D 

8002010336 

50-333 

B 

LEONARD, J D 

8002040409 

50-333 

6 

LEONARD, U D 

8002050388 

50-333 

S 

LEONARD, J D 

8002050456 

50-333 

s 

LECEMRD, U D 

8002070246 

50-333 

p 

LEONARD. J 0 

8002070251* 

50-333 

p 

LEONARD, J D 

8002110528 

50-333 

8 

LEONARD, J 0 

8002110556 

50-333 

8 

LEONARD. J D 

8002120633 

50-333 

R 

LEONARD, J D 

8002110460 

50-333 

8 



ACCESSION 6UDJECT 


AUTHOR 

NUMBER 

CATEGORY 

LEONARD, J D 

G0021 10541 

90-333 

S 

LEONARD, J D 

B002i 10560 

50-333 

8 

LEONARD. J D 

e002t4'a4l62 

50-333 

8 

LEONARD, J D 

B002140595 

50-333 

S 

LEONARD, J D 

B002 140707 

50-333 

S 

LEONARD, J D 

B002 150306 

50-333 

s 

LEONARD. J D 

6002200492 

50-333 

B 

LEONARD, J D 

6002200540 

50-333 

S 

LEONARD, J D 

6002250490 

50-333 

8 

LEONARD, J D 

8002260577 

90-333 

8 

LEONARD, J D 

6002260445 

50-333 

S 

LEONARD. J D 

800229042? 

50-333 

5 

LEftCH. D 

8002010516 

50-574 

0 

LESSLER.L J 

6002080499* 

NUREO 


LESSOR. L C 

8002260429 

50-298 

8 

LESSOR. L C 

6002260420 

50-298 

B 

LESSOR, L C 

8002120623 

50-298 

R 

LESSOR, L C 

8002280374 

50-298 

B 

LESSOR, L C 

8002260464 

50-298 

S 

LES5Y. R P 

800205 OOB 4 

90-445 

ti 

LESSV.R P 

8002210439 

50-346 

M 

LESTVK, J A 

60 0229 01 84* 

lOCFR 


LEUELIUS.W H 

6002250192* 

50-416 

Q 

LEVENEON, « 

6002260567* 

COMM 168 ION 

LEVENSON.M 

8002280079 

TOPREP 


LEYINE.S H 

80021SOL16* 

50-5 

0 

LEVIN# J A 

6002270456 

50-289 

0 

LEVINE, M M 

80022S0334 

RF.8 


LEVINE. M H 

6002260219 

RES 


LEVINE, a 

8002040090* 

8ECV 


LEVINE, 8 

8002130629* 

MI8C 


LEVINE, S 

8002260236 

RES 


LEW, N 

8002070404 

FOIA 


LEWALD, 0 H 

6002250002 

50-471 

0 

LEWALD.O H 

6002230002 

50-471 

0 

LEWIB.N A 

6002060312* 

50-320 

H 

LEWIS. M I 

8002150152* 

50-320 

0 

LEWIS, li t 

0002270480 

50-289 

0 

LEWIS# S R 

8002150432* 

50-269 

0 

LEWIS. E R 

8002210533* 

SO -269 

9 

LEWIS. D 0 

8002140677 

NUREO 


LEWIS. S H 

6002040440 

50-312 

0 

LEWIS. 8 H 

6002120373 

50-312 

0 

LEWte.fi H 

8002130105 

90-471 

0 

LEWIS. 8 H 

6002130324 

50-312 

0 

LEWIS. 8 H 

8002220191 

50-312 

Q 

LEWIS. 8 H 

6002250384 

50-312 

0 

LEWIS. 8 H 

6002250218 

50-312 

0 

LEWIS. R C 

8002150048* 

50-330 

0 

LEWIS. R, C 

8002070464 

50-296 

S 

LEWIS# R C 

6002080328 

90-296 

s 

LEWES. R C 

6002050217 

90-269 

Q 

LEWIS. R C 

8002150034 

50-336 

Q 

LEWIS. R C 

80021 10207 

50-302 

0 

LEWIS. R C 

8002110216 

50-269 

0 

LEWIS. R C 

6002040131* 

90-302 

0 

LEWIS. R C 

6002050241* 

50-269 

0 

LEWIS, R C 

8002120449 

90-299 

Q 

LEWIS# R C 

6002080198* 

90-324 

Q 

LEWIS. R C 

8002070470* 

50-280 

0 

LEWIS# R C 

600201 ooao 

50-416 

Q 

LEWIS# R C 

0002010490* 

50-302 

0 

LEWIS# R C 

a00206<1344 

50-302 

Q 

LEWIS, R C 

8002010495 

50-302 

Q 

LEWIS# R C 

6002010355 

90-338 

Q 

LEWIS# R C 

6002010492 

90-321 

Q 

LEWIS. R C 

8002010496* 

90-321 

Q 

LEWIS# R C 

8002070177 

90-406 

Q 

LEWIS. R G 

6002010027 

90-327 

Q 

LEWIS. R C 

6002040098* 

50-338 

Q 

LEWIS# R C 

6002010048 

50-416 

Q 

LEWIS# R C 

6002010166 

90-321 

Q 

LEWIS# R C 

6002110167 

90-335 

Q 

LEWIS# R C 

8002110197 

50-269 

Q 

LEWIS# R C 

6002070315 

50-302 

Q 

LEWIS, R C 

8002110272 

90-250 

0 

LEWIS, R C 

0002070200* 

90-261 

Q 

LEWIS, R C 

8002110260 

50-302 

Q 

LEWIS, R C 

8002000181 

90-324 

0 

LEWIS, R C 

B002070463 

.50-280 

Q 

LEWIS. R. C 

8002070466 

50-280 

Q 

LEWIS, R.C 

8002130379* 

90-269 

Q 

LEWIS, R C 

8002040116 

50-302 

0 

LEWIS, R.C 

G0D204D091 

50-330 

0 

LEWIS, R.L 

8002070468 

50-259 

0 


AUTHOR 

ACCESSION 

NUMBER 

aUBJECT 

CATEODRV 

LEWIS, R C 

8002070194 

50-261 

Q 

LEX, B L 

8002210458 

90-424 

8 

LEX, B L 

8002070346 

50-424 

B 

LI, C Y 

8002060461* 

50-244 

F 

LlDRIZZIrF P 

8002040563 ‘ 

90-272 

P 

L1BRIZZI,F P 

8002050481 

50-272 

F 

LIBRIZZI,F P 

8002040298 

SO-272 

P 

L1DRIZZI,F P 

8002050483 

50-272 

F 

LIBRIZZI,F P 

8002090514 

50-272 

B 

L1DRIZZI,F P 

8002050529 

50-272 

B 

LIBRIZZI, F 

8002080636 

50-272 

P 

LIDRIZZI,F P 

8002110391 

50-272 

8 

LIBRIZZI,F P 

8002120692 

90*272 

8 

L1BRIZZI,D P 

8002210479 

50-272 

8 

LIBRIZZI.F P 

8002140516 

90-272 

8 

L1DRIZZI,F P 

8002200526 

50-272 

8 

LIDRlZZI,r P 

8002200564 

50-272 

8 

LIDRIZZI.F P 

8002200562 

50-272 

8 

LIBRIZZI.F P 

800226070B 

50-272 

■B 

LlQRIZZliF P 

8002260604 

90-272 

S 

LICHTY,C K 

8002150102* 

90-320 

0 

LICHTENBEROER, H 

8002140067* 

70-1 100 


LIGHTENQERGER. H 

8002250219 

70-1 lOD 


LICHTENBEROER, H 

8002270076 

7o-noo 


LICHTENBEROER, H 

8002270042 

70-1 too 


LICHTENBEROER, H 

8002270069 

70-1100 


LICHTENBEROER, H 

8002220423 

70-1 100 


LICHTENBEROER.H 

8OO220O4SO 

70-1100 


LICHTENBEROER, H 

8002110113 

71-9022 


LICITRA, E A 

8002210164 

50-490 

F 

LIEBLER.O E 

7909040506 

50-255 

P 

LIEDOLD, W 

8002130274* 

PR , 


LlEBOOLDiU 

00021 2011 2* 

90-3 

F 

LIEDERBACH, F J 

80020B03D4 

TOPREP 


LlEITRA.e. A 

8002140606 

50-402 

A 

LIKE, I 

6002220124 

50-516 

0 

LILLARDr D 

8002060048* 

40-3403 


LINDLQODrW J 

S002040592 

50-51A 

D 

LINDER, F 

8002120195 

90-409 

Q 

L1MDER,F 

8002110019* 

50-409 

0 

LINDERiF 

8002040508 

90-409 

P 

LINDER, F 

8002 140438 

90-409 

0 

LINDER.F 

8002070217 

90-409 

p 

LINDER, F 

8002040539 

90-409 

p 

LINDER, F 

8002090462 

50-409 

F 

LINDER, F 

8002140561 

50-409 

F 

LINDER, F 

8002140596 

90-409 

R 

LINDER, F 

8002200569 

90-409 

P 

LINDER, F 

8002210439 

90-409 

P 

LINDER, F 

0002220323 

90-409 

a 

LIPINBKI,W C 

8002190136 

ACRS 


LIPlNBKliM C 

0002150187 

ACRS 


LITTLE, D 8 

8002200161 

50-522 

Q 

LITTLE, D S 

8002200161 

90-922 

9 

LITTLE,W 8 

8002210029 

50-299 

B 

LITTLE,W S 

6002250024 

50-295 

B 

LITTLE.W 8 

8002070514* 

50-301 

Q 

LITTLE, W 8 

8002200336* 

50-319 

Q 

LITTLE.W S 

8002060390 

90-299 

8 

LITTLErW S 

8002070381* 

90-290 

Q 

LITTLE.W B 

8002200759* 

50-331 

a 

LITVACK.B M 

6002220131* 

90-361 

H 

LIVERMORE.H 

8002250510* 

90-4S3 

0 

L1VIN08TDN,A J 

8002290072* 

lOCFR 


LOCKE, R, F 

8002010563 

90-133 

0 

LOFY, R A 

8002010511* 

CONTRACT 


LOGAN, A 

8002120739* 

50-320 

9 

LOHRMANN,A A 

8002080622 

50-244 

9 

LONG, 8 M 

8002220320 

50-320 

H 

LOOMIS, J 8 

8002190201 

REOGO 


LOSCHE, C K 

8002070489 

WASTE «GT 

L0WEN8TEIN, R 

8002130569* 

lOCFR 


LOWEN8TEIN, R 

8002130568* 

lOCFR 


L0WEN8TEIN, R 

8002080427 

50-331 

J 

LOWEN8TEIN, R 

8002130568* 

lOGFR 


LOWENQTEIN.R 

8002130568* 

lOCFR 


LQWENBERO, K 

0002210321* 

90-320 

9 

LOY,E L 

8002120399* 

90-320 

9 

LOZITO,E J 

8002040190* 

50-330 

P 

LUDEMIO, H 

8002220483 

RES 


LUDWIC,J N 

8002200489* 

CONTRACT 


LUJAN, M, 

8002290077* 

COMMlSaiON 

LUMB.R F 

800S1 90132 

REOGO 


LUMER, J. V. 

8002270029 

90-290 

0 

LUNDBTROM, L 

8002200007 

PR 




PERSONAL AUTHOR INDEX 
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AGCE881GN 

AUTHOn NUMBER 


LUNDVALL.A E 0002280236# 

I^UNDVALLi A E 8002200085# 

l^UNOVALLr A E 0002110508 

LUNDVAl-L* A C G002040490 

LUKDVAL.A E 0002060470 

LUNDyALL.AE 80 0 2140574 

i-UNDVALL* A F 8002190745 

LUNDVAUL, A E 0002280366 

LUNDVALLi A E 8002280332 

LUOU E « H 8002130322# 

LUQU^iN 0002140318 

LUQUE.N 0002140121 

UUQUE • N 0002 140126 

LUOUE.N 8002140133 

LUQUE. M 8002890370 

UUSAK* e 8002150303# 

MACAflTHUR. T C 8002010160* 

HACAflTHUR. T 0002110030# 

MACDONALDrJ R 7911140084 

HACDDK'ALD.C E 8002010082 

HACDONALD.C E 0002010231 

MA09QNALD. C E 0002010068 

tIACItaNALDfC E 0002010374 

KACDONALD.C E 0002010379# 

KACDONAUDiO E 0002010304 

MACDONALD. C E QC020103BB# 

MAC DO HALO. C E 8002040051 

HACIK3NALD. C E 8002120402# 

MACDONALD. C E 0002010174 

MACDONALD. C C. 8002010177# 

MACtJONALDrC E 8002010020 

MACDDNALD.C E 8002010032# 

MACDONALD. C E 0002010036 

HACDONALO. C E Q 0020 10039# 

MACDONALD. C C 8002060011 

MAC DONALD rC E 8002050016 

HACDDNALDi C E 0002050022 

HACDDIsfALD. C E 8002050027 

MACDONALD. C K 8002060030 

MACDONALD. C E 8002050032 

MACDONALD. C E 0002080040 

MACDONALD. C t 8002130021 

MACDONALD. C E 8002130025# 

MACDONALD. C E 0002130058 

MACDONALD. C E. 0002130060 

MAC DONAL 0. C , E 80 02 1 30066# 

KACDDNALD. C E, 0002130094 

MACDONALOiC E B002 120396 

MACDONALD. C E 8002130447 

MACDONALD. C E 80020S027Q 

MACDONALD. C E 0002120493 

MACDONALD. C E 8002110109 

MACDDNALDiC E 0002110115# 

MACDONALD. C G 8002150178 

MACDONALD. C E 0002130319 

MACDONALD. C E 0002130448 

MACDONALD. C E. 0002190260 

H AC DONALD, CG 8002130328 

MAC DONALD rC E 0002130329# 

MACDONALD. C E 0002130330 

MACDONALD. C E 0002140221 

MAC DONALD, CE 8002140227 

MACDONALD. C G 0OO214O23S# 

MACDONALD. C E 0002140243 

MACDONALD. C . E . 0002 140250# 

MACDONALD. C E 0002140274 

MACDONALD. C . E 0002 1 4028 1 » 

MACDONALD. C E 8002140310 

MACDONALD. C E 8002190820 

MACDONALD. C E 0002200015 

MACDOANLO. C E 8002200020 

MACDONALD. C E 0002200025 

MACDONALD, C E 0002200030 

MACDONALD. C E 0002200036 

MACDONALD. C . E. Q00220003B 

MACDONALD. C. E. 00022 10104 

MACDONALD. C E 0002210109* 

MACDONALD. C E 0002200088 

MACDDNALDIC E 0002200095* 

MACDONALD. C E 0002200377 

MACDDNALDiC E 0002200382 

MACDONALD. C E B002200387# 

MACDONALDiC E 0002200490 

MACDONALD. C E, 8002200497# 

MAC DONALD. C . E* 00022 10077 


SUBJECT 

CATEGORY AUTHOR 


90-317 Q 

MACDONALD. C E 

90-317 Q 

MACDONALD. C E 

50-317 Q 

MACDONALD. C E 

50-317 F 

MACDONALD. C E 

50-317 P 

MAC DONALD. C E 

90-317 P 

MACDONALD. C E 

50-299 P 

MACDONALD. C E 

50-310 P 

MACDONALD. C E 

90-317 F 

MACDONALD, C E 

50-445 M 

MACDONALD, C E 

50-449 M 

MACDONALD. C E 

90-4SB 0 

MACDONALD. C E 

M18C 

MACDONALD. C E 

MI3C 

MACDONALDrC E 

90-445 M 

MACDONALD. C E 

90-133 0 

MACDONALD. C E 

50-261 Q 

MACDONALD. C E 

50-321 Q 

MACDONALD. C E 

MISC 

MACDONALD. C £ 

71-5926 

MACH.J M 

71-9139 

MACK.T A 

71-9032 

MACMILLAN, J H 

71-9039 

MADDEN. U 

71-9035 

MADDEN. U J 

71-5796 

MADDEN. M 

71-3796 

MADD5EN.0 L 

71-9027 

MADEDA. T J 

71-9035 

MADCDA. T J 

71-9069 

MADEDA. T J 

71-9069 

MADISON. 0 R 

71-5942 

MADieON. \4 R 

71-5942 

MADISON, N R 

71-6144 

MADISON. \4 R 

71-6144 

MADISON. U n 

71-6346 

MADISON, U R 

71-9111 

MADISON. N R 

71-6144 

MADISON. U R 

71-5997 

MADISON. W R 

71-6601 

MADIGON, N R 

71-9028 

MADSEN. G L 

71-18S 

MADSEN. 0 L 

71-357 

MADSEN. 0 L 

71-357 

MADSEN. 0 T 

71-368 

MADSEN. 0 L 

71-48 

MADSEN. 0 L 

71-42 

MADSEN. 0 L 

71-35 

MADSEN. 0 L 

71-9035 

MADSEN. G L 

71-9753 

MADSEN. 0 L 

71-5320 

MADSEN. 0 L 

71-9032 

MADSEN. 0 L 

71-9009 

MADSEN, 0. L 

71-9009 

MADSEN. 0 L 

71-08 

MADSEN. 0 L 

71-170 

MADSEN, 0 L 

71-359 

MADSEN. 0. L 

71-5939 

MADSEN. 0 L 

71-9069 

MAOSON. 0 L 

71-9069 

MADRQMr n 

71-372 

MAIXNEKiD 

71-6679 

MAJEBttl.8 V 

71-6891 

MAJOR. R. K 

71-6291 

MAKINDtH 

71-4986 

MALHRDS.rt H 

71-4986 

NALSCHfN Q 

71-6058 

MAMJYAi e 

71-6058 

MAMIYAi 6 

71-6974 

MANARTALA, H : 

71-9135 

MANDELL, » A 

71-9069 

HANDLER 1 J N 

71-9089 

MANGU8I, J 

71-9113 

MANN. B, J 

71-9094 

MANREHAN, E J 

71-9072 

MANRV» M 

71-9072 

MANRV. W 

71-9024 

MANRY. M 

71-9024 

MANRV. H 

71-5769 

MANRY. M 

71-9768 

MANRV. M 

71-373 

MANRY. li 


7 1 -9037 MANBYiM 

71-9037 MANRY.M 

71-6703 MANRY.M 

71-6703 MANRY.M 

71-9034 MANRY.M, 


ACCESSION 

NUMBER 


8002210114 
8002220164 
B002220171# 
8002210127# 
Q0022 20469 

8002250004 

6002250006* 

8002220206 

8002220210# 

0002220217 

8002220223* 

0002270009 

0002270091# 

0002270377 

0002270303* 

9002270393 
BO 02270398* 
0002200023 
0002200033* 
0002120604* 

6002110263 

0002260429* 

8002290497* 

6002290481# 

6002010017# 

6002270550 

6002010513# 

0002200313# 

6002190267# 

0002220506 


8002070370* 

0002070375# 

8002070379* 

0002070368* 

8002070394* 

6002070402* 

8002070407* 

80020/0412* 

8002190579# 

6002210016 

8002210034 
8002040024 
6002110032 
0002060307 
60 0 2280046* 

8002280042 
8002110330 
6002110036 
60 02280031 
0002270479 

6002000188 
8002060214 
600208021 S 
0002080217 
6002120310 

6002270130 

9002280082 

0002200007# 

8002200437# 

0002010547 

0002190101 

8002010162# 

8002260334 

6002120152# 

0002070106 

8002 250410* 
0OD225O44G# 
0002070152# 
0002010264 
B0022202B5 

0002220442 

0002260336 

0002190029 

0002140491 

6002070272 

6002070216 

6002070276 

6002070307 

6002150319 

6002150331 

6002150330 

6002150356 

6002150366 

6002130399 

6003220414 


SUBJECT 

CATEGORY 


71-273 

71-6743 

71-6745 

71-9034 

71-340 

71-365 

71-365 

71-4949 

71-4949 

71-6697 

71-6697 

71-9137 

71-9137 

71-5517 

71-5517 

71-6294 
71-6294 
71-5904 
71-5904 
50-264 Q 

PR 

COKHISSIQN 
50-320 Q 
50-333 Q 
50-170 0 

SO-313 Q 
50-313 0 

SO-202 0 

70-2609 
50-549 0 

30-338 R 
30-339 R 
30-330 R 
50-339 R 
90-338 n 

50-338 R 
50-330 R 
50-338 R 
90-338 R 
50-267 9 

50-267 B 
90-205 Q 
50-290 B 
50-313 8 

50-252 Q 

90-252 Q 
50-313 0 

50-267 Q 
90-295 0 

SO-313 Q 

50-313 0 

50-299 Q 
50-205 0 

50-267 0 

50-290 0 

50-140 0 

30-72 Q 
50-72 a 
50-237 S 
PROJ 

NUREO 
90-275 □ 

REQOD 
50-344 a 
NUREO 

XPDRTLIC 

XPORTUIC 

FQIA 

NU{)EO 

RES 

70-1426 
50-312 0 

lOCFR 

50-366 8 

50-321 a 

50-321 B 
50-366 8 

50-321 S 
50-366 5 

50-321 e 

50-366 S 
50-321 S 
30-366 0 

50-366 B 
50-321 3 


ACCESSION SUBJECT 

NUMBER CATEGORY 


MARTIN. W 0 
MARTIN. W 0 
MARTIN. W 0 
MARTIN, U O 
MARTIN. W.O 


0002140003 
B0020 10551 
8002040073 
0002130359 
0002290216* 


406 


PERSOWAL AUTHOR INDEX 


ACCESSION SUBviECT 


AUTHOR 

NUMBER 

CATEGORY 

HARTINrU 0 

0002210130 

70-371 


MARTINfU Q 

0002290198 

70-371 


MARTIN. U 0 

e0022B01A^ 

SO-SO 

Q 

MARTIN. M 0 

000228021^ 

70-135 


MARTIN. U Q 

B002290472 

50-333 

Q 

MARTIN. M 0 

6002290407 

50-330 

Q 

MARTIN. R 

6002070490 

50-251 

0 

MARTIN. R D 

BOOaOQOOjbi) 

50-34H 

3 

MARTIN. R D 

G002060063tf 

S 0-302 

Q 

MARTIN. R I) 

eOO2O7Ol02» 

50-406 

Q 

MARTIN. R D 

Q002a703^A^»■ 

50-302 

Q 

MARTIN. R 0 

80021 10281« 

50-250 

Q 

MARTIN, R D 

0002110225} 

50-269 

Q 

MARTIN. R D 

a00SU02A7« 

50-302 

0 

MARTIN. J G 

0002070137* 

SO-IO 

P 

MART IN. J D 

79 lO 100037 

PRQJ 


MARTIN. J Q 

0002140105* 

WASTE MOT 

MASCHNER.n A 

0002190759 

70-754 


MASLEYr M 

B002210U3 

50-387 

0 

MASSE, R F 

6002000054 

SO-316 

8 

MASSE. R E 

00021 10079* 

90-31S 

Q 

MASSlErH W 

80022201 1 & 

RES 


MATHEWS. E R 

0002010372 

90-309 

Q 

MATHEWS. E R 

0002050457 

50-305 

F 

MATHEWS, E R 

00020i0S70 

90-305 

F 

MATHEWS. E R 

B002290i06* 

90-309 

Q 

MATHEWS, E R 

B002060579 

30-309 

8 

MATHEWS. E R 

0002140696 

90-305 

R 

MATHENS. E. R 

6002210511 

50-309 

8 

MATHbWS. E R 

0002270257 

50-309 

8 

MATHIB. C J 

B002010434 

50-293 

3 

MATSON. U 

8002070452 

XPQRTLIC 


MATSON. V 

000206013? 

XPORTLIC 


MATSON. V 

B002250426 

XPQRTLIC 


MATSON. V 

6002250433* 

XPQRTLIC 


MATSON. V 

0002220003 

XPQRTLIC 


MATTHEWS. P R 

B002220S05* 

90-312 

0 

MATTHEWS. P R 

6002220209* 

90-312 

0 

MATT I SON, 0 L 

B002070163 

XPQRTLIC 


MATTIMOErJ J 

6002140244 

90-312 

Q 

MATTIMQEfiJ J 

6002140439 

90-312 

Q 

MA7TIM0S,J J 

6002200629 

90-312 

Q 

MATTlMOe.J J 

0002260269 

50-312 

Q 

MATT I HOE, J J 

0002260763 

50-312 

Q 

HATTIHQS.J J 

0002200262 

50-312 

Q 

MATTIMOE,J J 

8002290618* 

50-312 

Q 

MATTIMOE,J J 

6002060325 

50-312 

P 

HATTlMOEiJ J 

8002060330 

50-312 

P 

MATTIMOE, J J 

0002060341 

90-312 

P 

HATTIMOE.J J 

B0020S0460 

50-312 

S 

HATTIMDE. J J 

0002060336 

90-312 

P 

HATTIMOE.J J 

0002000487 

50-312 

P 

MATTIMOE, J. J 

B002060355 

50-312 

P 

MATTIMOE, T. J 

0002120564 

90-312 

F 

MATTIMOE, J J 

8002120571 

S0-3I2 

F 

MATTIMOE, J J 

8002050493 

50-312 

F 

MATTIMOE, J J 

6002 1 20553 

50-312 

P 

MATTIMQE,J J 

8002190560 

50-312 

0 

MATTIMqE,J J 

6002190480 

50-312 

P 

MATTIMOE, J J 

0002190500 

90-312 

F 

MATTIMOE, J J 

0002210424 

50-312 

F 

MATTIMOE, J J 

6002250499 

50-312 

B 

HATTIMOE,J J 

0002260508 

50-312 

P 

MATTIMOE, J J 

B002250S48 

50-312 

8 

iATTIhOEi J J 

B003210S27 

50-312 

1 

MATTIMOE. J. J 

B002260662 

50-312 

P 

MATTIMOE. J 

8002250538 

50-312 

8 

HATTIMOE.J J 

0002260683 

90-312 

P 

HATTIMOE.J J 

8002210496 

50-312 

F 

MATTIMOE, J J 

8002260641 

50-312 

P 

MATTIMOE. J J 

0002260644 

SO-312 

P 

mattikoeiJ j 

0002270274 

50-312 

F 

MATTIMOE, J J 

8002290397 

50-312 

J 

MATTIA.M J 

0OO22OOSO5« 

CONTRACT 


HATTIA.M J 

0002270103* 

CONTRACT 


MArrrA. m j 

00022 000B3* 

CONTRACT 


MATTIA.M J. 

0002110166* 

CONTRACT 


MATTIA.M J 

8002200482* 

contract 


MATTIA.M J 

0002210110* 

CONTRACT 


MATTIA, M J 

0002130170* 

contract 


MATTIA4M J 

aOOl300S4Btt 

contract 


MATTIA,M J 

0002130630* 

contract 


MATTIAjM j 

0002080237* 

CONTRACT 


mattia,m j 

8002060370* 

CONTRACT 


MATTIA.M J 

8002120266* 

CONTRACT 



AUTHOR 


ACCESSION 

NUMBER 

SUBJECT 

CATEOaRY 

MATTIA.M U 


0002260372* 

CONTRACT 

MATTIA.M J 


0002260366* 

CONTRACT 

MAXWELL. J C 


0002150114 

ACRe 


MAXWELL. J C 


0002150000 

ACR8 


MAXWELL. J C 


0002150119 

ACRE 


MAJtWELL. M 0 


0002200160* 

50-974 

6 

MAXWELL. D 0 


8002110246* 

FOIA 


MAY. E L 


0003190602* 

50-29 

8 

MAY. E L 


8002200490* 

50-29 

8 

MAY. E L 


9002200537* 

50-29 

8 

MAY. E. L 


80022Q045B* 

50-39 

S 

MAY.K 


0002260640 

50-320 

H 

MAYER* C H 


0002250475 

70-1739 


MAYER* L 0 


0002010397 

50-302. 

F 

MAYER* L 0 


0002040472 

50-382 

8 

MAYER, L 0 


8002000676 

50-363 

F 

MAYER. L 0 


0002050910 

50-382 

P 

MAYER, L 0 


0002070271 

50-282 

F 

MAYER. L Q 


0003110498 

50-382 

8 

MAYER* L 0 


0002110611 

50-382 

6 

MAYER, L 0 


0002140476 

90-363 

F 

MAYER, L 0 


G002140534 

90-363 

F 

MAYER* L 0 


6002140562 

90-363 

R 

MAYER. L 0 


6002200415 

90-302 

R 

MAYER* L 0 


0002190508 

50-^63 

8 

MAYER* L a 


0002190499 

SO-363 

P 

MAYER* L □ 


0002200459 

50-382 

8 

MAYER. L 0 


6002210467 

90-382 

8 

MAYER. L □ 


00022204(7 

50-202 

P 

MAYER* L Q 


0002220425* 

50-382 

P 

MAYER* L Q 


6002260575 

90-382 

8 

MAYER. L □ 


0002260696 

50-363 

F 

MAYER* L Q 


0002280593 

90-363 

R 

MAYO. P C 


6002080644* 

50-320 

H 

MC B REART Y.R 

A 

BO 02290 190* 

90-443 

0 

MCCABE, E C 


6002210067 

90-320 

8 

MCCABE, E C 


0002290043 

90-377 

8 

MCCABE 


B002220213 

90-317 

8 

MCCABE, E C 


6002290109 

50-347 

8 

MCCABE, E 


6002060395 

90-317 

8 

MCCABE, 0 C 


6002060417 

90-377 

8 

MCCABE. E C 


8002200304* 

90-377 

0 

MCCABE, E 


6002250324 

50-347 

8 

MCCABE. E C 


0002120506* 

90-333 

0 

MCCABE. £ C 


B002290561* 

90-371 

0 

MCCABE* E C 


B0022B0179* 

90-334 

0 

MCCAFPERY, J 1 

M 

6002070106 

FQ lA 


MCCARTNEY, L 

B 

6002260666 

90-482 

A 

MCCARTHY. E 


0002200432 

Sl4ta Prog 

MCCARTEN. J B 


0002120107* 

50-316 

Q 

MCCLAIN. M E 


6002250140 

REOOD 


MCCLANAHAN.H 

M 

6002290459 

70-37 


MCCLANAHAN.H 

H 

6002290465* 

70-37 


MCCLANAHAN.H 


0002360007 

70-37 


MCCLANAHAN.H 

H 

6002290332 

70-37 


MCCLAIN. C N 


0002320354* 

90-319 

R 

MCCLENTOCK.R 

a 

6002050033 

I&E 


MCCLINTOCK.R 

a 

6002080264* 

40-0112 


MCCLiNTOCKrR 

a 

BOO2O6O260* 

70-3430 


MCCLINTOCArR 

Q. 

0002220301* 

70-3876 


MCCLINTOCK. R 

Q 

0002040097 

70-920 


MCCLiNTOCKrR 

a 

6002000290* 

40-9112 


MCCLINTOCK. R 

□ 

8002140056 

70-1717 


MCCLiNTOCKrR 

0 

8002000240 

40-9112 


MCCLiNTOCKrR 

0 

8002060241 

70-3430 


MCCLiNTOCKrR 

Q 

0002220160 

70-3876 


MCCLiNTOCKrR 


0002110256* 

FOIA 


MCCLiNTOCKrR 

0 

6002110219* 

FOIA 


MCCOLLOM. K A 


BO 02260959* 

50-344 

T 

MCCONNELL. J M 

80022600B4* 

50-327 

T 

MCCQRKLEr B 


0002260304 

90-466 

0 

MCCORMACK, M. 


0002290112* 

COMMISSION 

MCCORMACK, M 


0002200331* 

COMMISSION 

MCCORMACK, M 


8002210306* 

8t«ba Prog 

MCCORMICK. R C 


8002120512* 

50-444 

8 

MCCORMICK, R 


8002120919* 

FOIA 


MCCORKLE. 0. U, 


B0021 90781 

70-371 


MCCORKLE. 0 W, 


6002220123 

70-371 


MCCORKLE, 0 


6002280081 

70-1300 


MCCDRKLE,G M. 


0002280090 

70-734 


MCCORKLE, 0, M 


0002200105 

70-020 


MCCCRKLEiG W 


0002230091 

70-135 


MCCORKLE. Q W 


0002200127 

70-1739 


MCCORKLE. 0 H 


8002200334 

50-186 

P 

MCCORKLE,© W, 


8002190215 

70-1300 




ACCESSION 

0U0JEC1 


AUTHOR 

NUMBER 

CATEGORY 

MCCORKLE, 0 W 

0002130306 

30-201 

F 

MCCORKLE. 0 W 

0002080210 

70-2478 


MCCORKLE,© W 

0002040587 

90-327 

r 

MCCORKLE,© W 

0002060179 

70-020 


MCCQRKLEr 0 W 

B 002080 186 

50-206 

p 

MCCORKLE,© W 

0002110367 

70-1027 


MCCORKLE,© W 

8002110363 

70-2322 


MCCORMICK. R 

8002080377* 

FOIA 


MCCULLOUGH. E R 

0002070050 

50-10 

p 

MCOIARMID. R C 

8002130232 

PROJ 


MCDIARMID. R C 

8002190753 

50-416 

K 

MCDONALD, D 

8002130059 

FOIA 


MCDONOUGH. M D 

8002130601* 

BECV 


MCDONOUGH. M D 

8002130610* 

BECV 


MCDONALD. J A 

8002210012 

50-327 

fi 

MCDONALD. C E 

0002130656 

71-6307 


MCDONALD, C E 

0002200011 

71-173 


MCDOWELL-BOYER 

8002270S69 

RES 


MCDOWELL-BOYER 

0002290241 

RES 


MCDUFFIE, M A 

0002050580 

90-400 

0 

MCDUFFIE. M A 

60021S0169 

90-400 

0 

MCDUFFIE. M A 

0002040517 

90-400 

A 

MCDUFFIE. M A 

0002040950 

90-400 

A 

MCELROY. J L 

8002270203 

PR 


MCELROY. W N 

0002250242 

RES 


MCFARLAND. C R 

8002140052* 

90-413 

a 

MCFARLAND. C R 

0002090134 

90-369 

e 

MCGAUOHV. J P 

00021 10467* 

90-416 

0 

MCOAUOHY. J P 

0002290108* 

90-416 

a 

MCOAUOHY. J P 

8002250172* 

50-416 

Q 

MCOAUOHY. J P 

00021 10446* 

90-416 

0 

MCOAUOHY. J P 

0002040547 

90-416 

0 

MCOAUOHY, R W 

00021 10027 

80-443 

8 

MCOAUOHY. R 

0002070471 

90-322 

8 

MCOAUOHY. R W 

8002190207* 

90-387 

0 

MCOAUOHY. R W. 

8002080405* 

80-443 

0 

MCOAUOHY. R W 

0002010020* 

90-394 

Q 

MCOAUOHYrR W 

8002280297* 

90-307 

8 

MCOAUOHY. R. W 

0002290904* 

50-322 

Q 

MCOAUOHY. R W 

800229092?* 

90-410 

Q 

MCOAUOHY. R W 

0OO229O19O* 

90-443 

Q 

MCOAUOHY, R, W 
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MURPHY. C E 
MURPHY. C E 
MURPHY, C E 

MORTON. K V 

MORTON. K V 

MORTON. K V 

HORTON. K V 

MORTON. K V 

3002200060* 

8002200041* 

80DS200362* 

B002060171 

B002040106* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MURPHY. C E 
MURPHY. C E 
MURPHY. C E 
MURPHY, C E 
MURPHY, C e 

MORTON. K V 

HORTON. K V 

MORTON. K V 

MORTON. 

MORTON. K V 

8002120463* 

8002060114* 

8002060176* 

3002060203* 

8002060188* 

CONTRACT 

CONTRACT 

CONTRACT 

contract 

CONTRACT 

MURPHY. C, E 
MURPHY, C E 
MURPHY, C E 
MURPHY. C E 
MURPHY, C E 

MORTON, K V 

MORTON, K V 

MORTON. K V 

MORTON. K V 

MORTON, K V 

3002070009 

8002070221* 

8002200749* 

8002010060* 

0002060196 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MURPHY, C £ 
MURPHY, C £ 
MURRAY. T D 
MURRAY, T 0 
MURRAY.! D 

MORTON. V. V 
MORTCNiK V 

MORTON. K V. 

MORTON. K V 

MORTON. K V. 

6002270250* 

aooaoiosi 1* 

8002200064* 

aooai 10188* 

3002200354* 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

CONTRACT 

MURRAY.! D 
MURRAY.! 0 
MURRAY,! D 
MURRAY,! D 
MURRAY.! 0 

MORTON. K V. 
MOSCHNER.R A 
M03CHNER. « A 
KQ3CHNER. R. A 
MOBCHNER.R A 

0002200268* 

3002250220 

8002050200 

8002010323 

8002190679 

CONTRACT 

70-754 

70-754 

30-70 F 

30-70 F 

MURRAY,! 0 
MURRAY,! D 
MURRAY.! D 
MURRAY.! D 
MURRAY.! 0 

MD3CHNER. R , ^ 
MOSELEY. N C 
MOSELEY. N C 

HOWRY. M R 

MOHRY.W R 

3002200487 

8002200024 

8002110484* 

3002250180 

8002050255 

50-73 F 

50-272 0 

50-28 1 C 

XPORTLIC 

70-1812 

HURRAY. U 
MYER9, J 
MYNATT.F « 
MYHATTr A 
MYRADO.A L 


ACCESSION 

SUBJECT 


ACCESSION 

SUBJECT 

NUMBER 

CATEGORY 

AUTHOR 

NUMBER 

CATEGORY 

8002050262* 

70-1812 


NACE.W J 

0002060218 

71-9094 


8002060161 

71-9037 


NAOAI. V 

8002080697 

50-219 

p 

8002060166 

71-6703 


NAOAI. y 

6002150495 

50-219 

p 

8002060202 

71-9034 


NAIDU. K R 

0002130307 

REGOD 


8002070214 

71-6745 


NAIDU. K R 

8002250334* ' 

50-329 

0 

8002270068 

70-734 


NAJAWICZ. N 

0002140177* 

50-329 

c 

8002220411 

70-734 


NAPUDAr 0 

8002290070* 

50-266 

0 

8002070032 

XPORTLIC 

NAPUDA. 0 

8002150085* 

50-29 

0 

8002070033* 

XPORTLIC 

NARASIMHAN, T N 

0002190052 

PR 


0002080655* 

30-320 

H 

NARROW. L 

8002070471 

50-322 

e 

0002200034* 

OA999 


NAUGHTON. M F 

8002270319* 

SO-4S4 

K 

eooaoaosoa* 

50-205 

a 

NAUOHTON. W F 

0002260289 

50-456 

A 

6002040422* 

50-205 

8 

NAUGHTON. W F 

8002190333 

50-295 

F 

8002560385* 

50-205 > 

a 

NAUGHTON. W F 

0002040513 

50-295 

P 

8002280502 

rOPREP 


NAUGHTON. W F 

6002280 165 

50-454 

A 

8002010345* 

50-307 

0 

NAUOHTON. W F 

8002200381 

50-295 

P 

8002130258 

50-320 

p 

NAUOHTON. H F 

8002210442 

50-454 

A 

8005150146 

50-320 

0 

NAUGHTON. W F 

8002210430 

50-454 

A 

8002140360 

MISC 


NAUOHTON. W F 

8002270279 

50-599 

A 

8002280096 

30-320 

p 

NAUGHTON, W F 

8002260690 

90-295 

P 

8002290252* 

lOCFR 


NAUOHTON, W F 

8002250679 

90-10 

p 

0002010543* 

40-299 


NAUOHTON. W F 

3002270314 

50-454 

K 

8002230653* 

50-320 

H 

NEEL. J. N 

0002220397 

27-40 


8002120441 

50-454 

0 

NEELY. D 

8002080106 

70-687 


8002270450 

SO-454 

0 

NEELY. D ft 

6002110252* 

SO-219 

a 

8002220219 

50-255 

0 

NEFF. n K 

8002290320 

50-327 

G 

8002 U 0593* 

50-316 

0 

NEIGHBORS. D 

9002050362 

50-261 

p 

8002110395* 

90-272 

8 

NEIGHBORS, D 

8002210221 

50-280 

p 

8002120696* 

50-272 

8 

NEIHAUB. P W 

0002200120* 

aA999 


8002140524* 

50-272 

0 

NEILBON, R M 

8002070145* 

FOIA 


8002200532* 

50-372 

0 

NELKIN. D 

8002040231* 

FOIA 


0002200370* 

90-372 

0 

NELSON. H D 

8002080458* 

NUREO 


8002260712* 

50-372 

0 

NELBON. P R 

8002110234* 

FQIA 


6002150161* 

90-518 

0 

NELSON. P R 

80021 10299* 

FOIA 


8002070430 

SO-390 

0 

NEtaON. P R 

8002110254* 

FGIA 


8002110475* 

50-416 

0 

NELSON, P R 

8002110279* 

FQIA 


8002250196* 

90-416 

0 

NELSON. C 

8002080272 

50-70 

p 

0002040025* 

90-416 

0 

NELBON. P R 

3002110175* 

FOIA 


8002000263* 

50-330 

0 

NELSON. P R. 

8002110289* 

FOIA 


8002200180* 

50-400 

Q 

NELSON. P R 

0002110340* 

FOIA 


8002010187* 

50-321 

0 

NELSON. P R 

8002110360* 

FOIA 


8002010110* 

50-321 

0 

NELSON. P R 

9002110366* 

FOIA 


8002010146* 

50-321 

Q 

NELBON. P R 

9002110269* 

FOIA 


8002040059* 

50-280 

Q 

NEWCOMDE.F U 

8002130229* 

50-320 

H 

e0021S0579* 

50-566 

Q 

NEWHALL. C 

0002130590 

XPORTLIC 


B002040010 

90-338 

Q 

NEWHALL. C 

6002130602* 

XPORTLIC 


0002010040 

90-324 

0 

NEUHALLrC. 

8002130597* 

XPORTLIC 


8002010072 

50-370 

Q 

NEWMAN. P 

6002010396 

40-0674 


8002010006 

90-339 

Q 

NEWMAN. J R 

9002130349 

50-490 

0 

8002060401* 

90-400 

0 

NEWMAN. J R 

8002070399 

50-466 

0 

0002070210* 

90-369 

0 

NEWMAN. J R. 

0002090035 

50-466 

0 

0002080213* 

90-281 

Q 

NEWMAN, J R 

6002120742 

50-490 

Q 

B0020 80253* 

50-338 

Q 

NEWMAN. J R. 

8002200269 

50-490 

0 

80021 10477* 

90-348 

0 

NEWMAN. J R 

8002130331 

50-466 

C 

8002110486* 

90-348 

0 

NEWMAN, J R 

0002270079 

50-466 

0 

8002110432* 

90-416 

G 

NEWMAN. J R 

0002210507 

50-466 

4 

8002010007* 

90-413 

Q 

NEWMAN. J R 

0002290323 

50-466 

0 

0002070403* 

90-390 

0 

NEWMAN. U R 

9002130345 

90-490 

0 

8002140043* 

90-413 

Q 

NEWMAN. J R 

0002070389 

50-466 

4 

8002040039* 

50-369 

0 

NEWMAN. J R 

6002090035 

50-466 

4 

8002040131* 

90-400 

Q 

NEWMAN. J R 

8002200269 

50-498 

0 

8002070008* 

90-333 

a 

NEWMAN. J. R 

0002130331 

50-466 

0 

6002110138 

50-339 

Q 

NEWMAN, J R 

9002270079 

50-466 

0 

8002280136* 

50-250 

0 

NEWMAN, U R 

8002210507 

90-466 

9 

8002280109* 

50-250 

Q 

NEWMAN, J, R 

8002290323 

50-466 

4 

6002070188* 

50-395 

a 

NICHOLS. W M 

8002260979* 

C0HHI8BI0H 

B002 130020 

50-280 

Q 

NICHOLB. W M. 

8002260592* 

CQMMlSBtON 

7907100377 

50-320 

8 

NICHOLAS. H H 

S0022B0270* 

90-322 

G 

B002040237 

50-346 

6 

NIEMANN. J E 

8002000433* 

50-320 

H 

8002040342 

90-346 

9 

NIJHAWAN. 8. 

8002290101 

RES 


8002040425 

50-346 

8 

NIL80N. ft 

9002250356 

70-1257 


8002070234 

90-346 

8 

NILBON. ft 

BDO2O7O304 

TDPREP 


0002120712 

50-346 

8 

NIHITZ.R L 

8002110242* 

50-219 

0 

B0021 10392 

50-346 

R 

NlMITZ.ft L 

8002200119* 

50-293 

0 

60021 10409 

50-346 

3 

NlX.D 

8002260405* 

50-312 

G 

8002190443 

50-346 

8 

NIX.R T, 

8002070222* 

50-321 

8 

8002190695 

90-346 

8 

NIX.R T, 

8002070279* 

50-366 

8 

8002190665 

50-346 

8 

NlX.R T, 

6002070319* 

50-321 

9 

8002260670 

50-346 

9 

NIX.R T, 

8002150344* 

50-366 

8 

8002290451 

90-346 

8 

NIX.R T 

8002220419* 

50-321 

8 

0002280192* 

50-263 

H 

NIX, R T 

9002220391* 

50-321 

B 

0002290112* 

COMMIBSION 

NIX.R T 

8002220408* 

50-366 

6 

0002250256 

RES 


mXfR T 

S00222G454* 

50-366 

0 

0002200359 

CONTRACT 


NIX.R T 

0002200491* 

50-321 

B 

8002140588* 

50-263 

R 

NIX.R T, 

8002200582* 

50-321 

B 
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ACCESSION 

/VUTHOR 

NUMBER 

NlX.n T 

Q002360591* 

Nt )!« R T 

8002260596# 

N1X.R T 

B002260597* 

MIX.R T 

80O226O6Q6# 

HIX.R T 

Q002290466* 

N1X0N«W A 

8002270096* 

A 

8002000257* 

NtXQMiU A 

B002260298 

NOFTiB N 

8002060461* 

NOOER.tl C 

8002210441 

NOLAN. F, 

6002000151 

NOLAN. F 

8002060392 

NOONAN. V 

80022001 4G 

NDRBERO, J, A 

B0022S0417* 

NORDERHAViO. L 

B0020S0072 

HQRBERHAUO^ L 

8002250769 

NDflCER»AUO. L 

8002250775 

hORDERKAUO. L 

8002190045 

KDRDEfiKAUO.L 

8002250784 

NORDERHAUO. L R 

800315043B 

NQRDERHAUO. L R 

0002150419 

ndrderhauo.l r 

8002150452 

HORPERRAUO. L R 

8002190083 

HORPERHAUO.L R 

0002130430 

NORDERHAUO. L R 

0002 190137 

NORDERHAUOiL R 

8002150446 

NORDERHAUOiL R 

0002000334 

NORDERHAUOrL R 

B002270405 

NDRPLINOERiH 3 

80020402S7* 

NORElKAiJ F 

8002010499* 

NORELIUS.C E 

8002010513* 

NQREUlUa. C E 

8002120107* 

NDREL1U3.C E 

8002290026* 

NORTAII.P E 

9002220240* 

NOR I AN. P e 

8002220242* 

NORtAN.P E 

8002220244* 

MORIANrP E 

0002220247* 

NORtAN.P E 

0002220249* 

hORRHOLHi L J 

8002210085 

NORRHOLKr L 

8002080090 

NORRHOLMiL J 

6002080013 

NORRHOLMrU J 

8002080062 

^(aRRl8l J R 

8002260623* 

NQRRIBrJ R 

B002290447* 

NORRIS. E B 

8002270331* 

NORRIS. J A 

0002080332* 

NORRIB.O A 

8002110014* 

MOSENZQiL V 

0002060634 

NOSERZO. L V 

0OO2O7OSO3 

NOSENZO, L V 

8002080244 

NOSEHiaiL V 

80022101 17 

NO-SEMIO. L V 

8002290199* 

NOSENZO. L V 

8002130607* 

HDSENZO.L V 

8002130624* 

NOSENZO. L V 

8002110121 

NOSENZO. L V 

8002210363 

NOTTlNOHAMrW 

3002130251 

NOVAK. T *1 

8002040357 

NOVAK, T M 

8002220254* 

NOVAK, T. M 

0002220258* 

NQVAK. T « 

8002220263* 

NOVAKrT N 

0002220268* 

KOVARRO. J P 

0002220253 

NDVARROrJ P 

8002150470 

NQVARRO, J P 

9002070256 

NOVARRD, J P 

8002040572 

NOVARRG , J P 

0002110377 

NQVARRO 1 J P 

8002150393 

NQWICKI. 5 J 

B0022100B6 

NOZENZOrL V 

8002000306 

NQZENZOiL V 

8002200358 

NUOENT.e L 

8002250001 

KVN8TAD. A A 

8002110616* 

O'ERlCNivI N 

8002070026 

O'ERIEMjM T 

8002190052 

□ 'CONNELL, J M 

0002080678 

O'CONNELLiC E. 

8002290016 

□ 'CONNOR. P H 

8002070SOO 

0 'CONNOR. P W 

8002140200 

O'CONNOR. P W 

80020700BS* 

0 'DONNELL. E 

8002210219 

O'NEILL. 0 U 

8002290457* 

O'REILLY. J P 

8002040163* 

O'REILLVjJ P 

8002040 SI 9* 

O'REILLY, J P. 

8002110203* 


SUBJECT 

CATEGORY 

AUTHOR 

50-366 

S 

Q'REILLV.J P 

50-366 

8 

O'RElLLYrJ P 

50-321 

B 

□ 'REILLY. J P 

50-321 

8 

0 'REILLY. J P 

50-366 

6 

0 'REILLY, J P 

70-1489 


0 'REILLY, J P 

70-135 


0 'REILLY, J P 

70-135 


0 'REILLY. J P 

50-244 

F 

0 'REILLY. J P 

DRG 


Q'REILLV.J P 

50-296 

8 

O'REILLY.J P 

50-296 

B 

O'REILLY.J P 

50-70 

P 

a 'REILLY, J P 

GEN TEC 

IS 

O'REILLY.J P 

70-734 


Q'REILLV.J P 

50-344 

S 

O'REILLY.J P 

50-344 

s 

Q'REILLV.J P 

50-344 

8 

Q'REILLV.J P 

50-344 

8 

O'REILLY.J P 

70-754 


Q'REILLV.J P 

70-1257 


O'REILLY.J P 

70-734 


Q'REILLV.J P 

70-25 


Q'REILLV.J P 

70-25 


O'REILLY.J P 

70-1257 


Q'REILLV.J P 

70-734 


O'REILLY.J P 

50-133 

Q 

O'REILLY.J P 

50-344 

Q 

O'REILLY.J P 

FOIA 


O'REILLY.J P 

50-315 

P 

O'REILLY.J P 


50-315 

0 

O'REILLY.J P 

50-315 

Q 

O'REILLY.J P 

50-454 

Q 

O'REILLY.J P 

50-312 

0 

0 'RE ILLY. J P 

50-312 

0 

O'REILLY.J P 

50-312 

0 

O'REILLY, J P 

50-312 

0 

O'REILLY. J P. 

50-312 

0 

Q 'REILLY. J P 

50-272 

s 

O'REILLY.J P 

30-272 

0 

0 'REILLY, J P 

50-272 

8 

O'REILLY, J P 

50-272 

8 

0'TQDLE,T J 

50-259 

0 

OQEROtC R 

50-259 

S 

□BERQfC T 

SO-315 

P 

OSERO. C 

50-209 

0 

OJJEROrC R 

30-209 

0 

QBEKOiC ft 

XPQRTLIC 


QQERO.C ft 

XPORTLIC 


ODERO.C R 

XPORTLIC 


OBERO.C R 

XPQRTLIC 


ODERO.C R 

lOCFR 


OBERO.C R 

8ECY 


OBERO.C R 

SECY 


QBLOW.E.M 

XPORTLIC 


QDEOAARD. J 

XPORTLIC 


OESHANNiH J 

30-302 

P 

0E9TERMAN,I1 J 

50-320 

P 

DEBT MANN* M J 

50-3 1 2 

0 

□ESTMANN.M J 

50-312 

0 

OKRENT. D 

50-312 

0 

QKUDA. H 

50-312 

0 

OKUDA.H 

50-322 

A 

OLIVE. D 

50-322 

Q 

OLLERfR E 

50-322 

A 

QLNaTEAD.H J 

50-322 

A 

OLSEN, A F 

50-322 

A 

OLSEN, A F 

50-322 

A 

OLBENrA F 

50-219 

P 

OLBENiA r 

XPORTLIC 

OLSEN, A F 

XPQRTLIC 

GL0EN.A F 

40-2259 


OLSEN, A F 

50-282 

S 

PL8KAN. L 

NUREO 


OLSON. D J 

PR 


GLSDN.R C 

50-327 

J 

□N9D0RFF.K A 

50-522 

0 

QPEKA.J F 

50-10 

p 

OPEKA.J F 

30-29 

p 

OPEKA.J F 

50-10 

p 

OPEKA.J F 

ORO 


QPEKA.J F 

50-346 

8 

OPEKA.J F 

FOIA 


OPEKA.J F 

70-143 


OPEKAr J. F 

70-143 


OPEKA.J F 
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AUTHOR 

ACCESSION 

NUKQER 

SUBJECT 

CATECORV 

AUTHOR 

ACCESSION 

NUM8ER 

SUBJECT 

CATEGORY 

AUTHOR 

PARKERrH a 

B0022 10474 

50-369 

8 

PEARLHAN, J 

8002140646 

CONTRACT 

PETERSON. H T 

PARKER, W □ 

8002130013 

50-269 

0 

PECK.C C 

6002200137 

40-3392 


PETERSON, H T 

PARKER, W 0 

8002D60939 

50-369 

9 

PECK. C C 

6002120147* 

50-254 

0 

PETERSON, H T 

PARKER. M □ 

6002060424 

50-269 

P 

PEELER. 0 B 

B002220493 

RES 


PETRI, T E 

PARKER. U a 

6002120127 

SO-269 

0 

PELTIER, I A 

6002130530 

50-358 

A 

PETRICK. N A 

PARKER, W 0 

0002130370 

50-269 

Q 

PENDERORAFTrR 

90020 S0496* 

50-368 

8 

PETRICK.N A 

PARKER, W 0 

8002120036 

50-269 

a 

PENDER GRAFT, R 

8002050500* 

50-368 

8 

PETRtCK, N A 

PARKER. M D 

8002120046 

50-269 

0 

PENBERORAFT, R 

60020 S050 4* 

50-368 

8 

PETRICK, N A 

PARKER. W 0 

0002040526 

50-269 

p 

PENDERGRAFT, R 

8002 110585* 

50-368 

B 

PETRICK.N A 

PARKER. W a 

6002040S60 

80-369 

j 

PENDEROBAFT. R 

0OO22OO4SO* 

50-360 

8 

PETRICK.N A 

PARKER, M 0 

6002040S24 

50-369 

A 

PENDERORAFT, R A 

8002200/1 4« 

50-368 

R 

PETRICK.N A 

PARKER. W G 

8002060329 

50-207 

8 

PENSE. A H 

8002130012 

ACRB 


PETRIE, L. M 

PARKER, W G 

8002060368 

50-369 

A 

PEOPLES, D L 

8002130523 

REOOD 


PEVEN9TEIN, J E 

PARKER, W O 

6G02040395 

REQOD 


PEQPLES.D L 

8002150196* 

50-237 

Q 

PEYTON, C H 

PARKER. W D 

80020603 1 4 

SO-269 

P 

PEOPLES, D L 

8002070 184 

REOOD 


PFAFF.S J 

PARKER, H 0 

8002060598 

50-26? 

H 

PEOPLES, D L 

8002 120193* 

30-373 

0 

PFEFFER, J L 

PARKER, H O 

8002060 1 38 

50-369 

A 

PEOPLES. D L 

8002200234* 

50-454 

0 

PHELPS, J 

PARKER, M □ 

6002060441 

30-269 

P 

PEOPLES. D L 

8002060667 

50-10 

0 

PHILBRICK.B 8 

PARKER, U Q 

8002060537 

50-269 

P 

PEOPLES, 0 L 

0002130317 

REOOD 


PHILLIPS. R 

PARKER, U □ 

6002110390 

50-269 

F 

PEOPLES, D L 

8002120254 

30-237 

0 

PHILLIPS, R H 

PARKER* U 0 

8002110923 

50-369 

F 

PEQPLESrD L 

8002060412 

30-295 

P 

PHILLIPS, D L 

PARKER, M O 

6002070281 

so-4ia 

S 

PEOPLES, 0 L 

6002060293 

50-295 

p 

PHILLIP. 0 ,A 

PARKER, M 0 

8002120539 

50-269 

P 

PEOPLES. D L 

0OO2OBO55O 

50-10 

p 

PHILLIPS, H 8 

PARKER. H 0 

6002120749 

50-269 

S 

PEOPLES, D L 

0OO2OBO64O 

30-295 

F 

PHILLIPS, H 9 

PARKER, H 0 

8002120678 

50-269 

P 

PEOPLES, D L 

8002200098 

30-10 

P 

PHILUlPa.H a 

BARKER. N 0 

8002150249 

50-269 

P 

PEOPLES, D L 

8002200385 

30-454 

a 

PICKENS, F 0 

>ARKER,U 0 

8002150417 

50-269 

0 

PEOPLES, D L 

8002130274 

50-237 

p 

PICKENS, F, D 

>ARKER,N 0 

8002190334 

50-369 

A 

PEOPLEOrD L 

8002120367 

30-454 

K 

PIERRO, M, A 

>ARKER«U 0 

8002190767 

50-269 

P 

PEOPLES,!) L 

B0022B0332 

50-373 

Q 

pioott,d,r. 

'ARKER,^ 0, 

6002200455 

SO-269 

P 

PEOPLES, D L 

8002260203 

50-293 

P 

PIOOTT, D. R 

PARKER, 11 0 

6002200466 

50-269 

P 

PEOPLES, D L 

8002200479 

30-373 

F 

PILANT, J, M 

PARKER, W 0 

B0022 i 0532 

50-269 

S 

PEOPLES, D L. 

8002220318 

30-373 

A 

PILANT, JvM 

PARKER, U Q 

9002220159 

50-269 

P 

PEOPLES, 0 L. 

8002220333 

30-247 

P 

PILANT, J.M 

PARKER, U Q 

8002270369 

50-369 

H 

PEOPLES, D L 

8002260672 

50-293 

P 

PILANT, J M 

PARKER, H M 

8002190627 

ACRa 


PERKINS,! J 

8002140610 

30-220 

8 

PILANT, J M 

PARKENTERr F,K 

6002130340 

50-445 

M 

PERKINS, T L 

8002190535* 

30-220 

R 

PILANT, J M 

PARMENTER*F H 

8002140263 

50-445 

M 

PERKINS, T J 

8002260534* 

50-220 

R 

PILANT, J M 

PARMENTEH.F H 

8002290338 

50-443 

I'i 

PERLMAN, L 

8002190063* 

50-352 

0 

PILANT, J M 

PARR,0 8 

8002270127 

50-373 

A 

PERLMAN, J 

8002110144* 

CONTRACT 


PILANT, J M 

PARRiO D. 

6002270146 

50-400 

A 

PERLMAN, J 

8002060210 

CONTRACT 


PILANT, J M. 

PARR^Q D 

6002090373 

5-0-307 

A 

PERLMAN. J 

8002060359 

CONTRACT 


PlUANT, J M 

PARR.O D 

8002010123 

50-430 

A 

PERRIOQ, L D. 

8002070101* 

FOIA 


PlRaZZI,J E 

PARRrO 0 

0002070038 

50-373 

A 

FERRIOO.L D 

8002250197 

RES 


PLASKONiR e 

PARR,Q D 

0002130115 

50-373 

0 

PERROTT.O J. 

0002110245* 

50-269 

Q 

PLA9KaN,R E 

PARR.O D 

8002110590 

30-438 

F 

PETERSON. J ti 

B002040249 

71-5939 


PLATE, W. J 

PARR.Q D 

8002110906 

S0-49B 

F 

PETERSEN, A H 

8002210453 

50-367 

I 

PLATO, P 

PARRiQ D 

80021 1035B 

50-490 

A 

PETERSEN. A H 

8002210453* 

50-367 

t 

PLEBBET.M 8. 

PARRiQ D 

60021 10579 

50-592 

A 

PETEREON. H. E 

8002120690 

S0-28S 

J 

PLEB8ET, H 8 

PARR. 0 D 

B0021 10379* 

50-392 

A 

PETERSON, M R 

8002270047* 

XPDRTLIC 


PLESdET, H 8 

PARRrO D 

0002120312 

50-560 

A 

PETERSON. H R 

7909250634 

XPDRTLIC 


PLUMLEE.K E 


ACCESS t ON 
NUMBER 


aoo20403ia» 
B002050214* 
8002040407* 
8002 I 30 I 26 
8002070168* 

8002 140621 
6002120449 
0002130098 
8002110420 
8002250992 

8002270312 

6002190818 

8002010031* 

8002270290* 

8002190213 

8002210240* 

8002060043 

8002190834 

8002200232 

6002260298* 

8002260430* 

8002010913* 

8002010223* 

8002070308* 

8002260098* 

8002120299 

8002120306* 

8002130227 

8002040974 

800204058Q* 

8002130092 

8002140430 

8002140429 

0002040511 

8002110491 

6002060123 

6002120977 

6002190483 

6002200426 

80022103^6 

6002290391 

6002190116* 

8002190476 

8002190916 

8002130490* 

6002130208 

8002190066 

6002190071 

8002260440* 

8002070419* 


BUDJBCT 

CATEQDRY 

FOIA 
NUREO 
For A 

90-266 U 
30-462 s 

30-492 B 
50-462 Q 
30-462 Q 
30-482 8 

30-462 9 

30-462 4 

NUREO 

FOIA 

CONTRACT 

40-6659 

0A999 

NUREO 

ACRB 

50-327 H 
50-327 Q 

50-298 B 
50-319 0 

50-498 a 
90-498 0 

90-496 fl 

71-399 
71-399 
90-97 0 

90-206 0 

90-206 0 

90-299 Q 
50-298 0 

90-296 a 
S0-29B P 
50-298 P 

30-298 J 
90-298 F 
90-298 P 
30-298 P 
90-298 P 

50-298 P 
50-320 0 

50-916 0 

90-916 0 

TOPREP 

CONTRACT 

ACR8 

ACR8 

C0MMIB6I0H 
50-77 0 


PARRrO D 

80021 20323* 

50-368 

A 

PETERSON, M n 

0002010023 

XP8RTL1C 

PAflR.Q D 

8002190148 

30-373 

A 

PETERSON, M ft 

8002070046 

XPORTHC 

PARR, a D 

8002190155 

50-311 

A 

PETERSON, M ft 

0OO2OBOO53 

XPORTLIC 

PARR, a 0 

8002130363 

50-aB7 

A 

PETERSON, M R 

8002 110132 

XPORTLIC 

PARRiQ D 

8002130123 

50-387 

A 

PETERSON, M « 

8002060056 

XPORTLIC 

PARR, 0 D 

0002220139 

50-387 

A 

PETERSON, M R 

0002060080 

XPORTLIC 

PARR, 0. D 

8002150299 

50-387 

A 

PETERSON, M R 

80020600B3 

XPORTLIC 

PARRrQ D 

8002280279 

50-387 

A 

PETERSON, M R 

0002060090 

XPORTLIC 

PARR, Q D 

8002250101 

30-3 1 1 

A 

PETERSON, n R 

B002060095 

XPORTLIC 

PARR, Q D 

0OO229DD65 

50-311 

A 

PETERSON, 11 R 

8002060517 

XPORTLIC 

PARBQNB.C U 

B0022S01BS* 

70-2876 


PETERSON. M ft. 

0002080392 

XPORTLIC 

PARTLQW, J 0 

0002280030 

70-1 43 


PETERSON, M ft 

0002110091 

XPORTLIC 

PARTLQW. J 0 

0002270490 

70-143 


PETERSON, M ft 

00021 10126 

XPORTLIC 

PARTLOM, J 0. 

8002280064 

70-1201 


PETERSON, K R 

0002110148 

XPORTLIC 

PARTLOUiJ 0 

8003280003 

70-754 


PETERSON, M R 

8002060509 

XPORTLIC 

PARTLOWiJ 0 

0002200073 

70-820 


PETERSON, M R. 

8002120264 

XPORTLIC 

PARTLOWrJ 0 

6002200 1 1 1 

70-1131 


PETERSON, H R 

0002120454 

XPORTLIC 

PARTLOU.J 0 

0002070003 

70-B20 


PETERSON, M ft 

0002140167 

XPORTLIC 

PARTLOUrJ 0 

6002120301 

70-133 


PETERSON, M ft 

8002140144 

XPORTLIC 

PARTLOWrJ 0 

6002270538 

70-B24 


PETERSON, li ft 

0002140147 

XPORTLIC 

PARTLOWrJ a 

6002060152 

70-133 


PETERSON. K ft 

0002140157 

XPORTLIC 

PARTfllDOE, M J 

6002190668* 

50-333 

0 

PETERBDN, M. ft. 

BOOS 1401 74 

XPORTLIC 

PASaUA.P F 

S002130430* 

50-320 

N 

PETERSON. M ft 

8002140197 

XPORTLIC 

PASSANNANTE, U 

60021201374 

30-3 

F 

PETERSON. M ft 

8002210123 

XPORTLIC 

PATE,R J 

0002070459* 

50-361 

0 

PETERSON. *1 ft 

B0022201 53 

XPORTLIC 

PATE. B 

6002200153* 

50-206 

0 

PETERBDN, H ft 

B0O22 10360 

XPORTLIC 

PATERSON. J M R 

0002210148* 

50-309 

0 

PETERSON,/! ft 

BQ022 10364 

XPORTLIC 

PATERSON. J H.R 

Q0G2 140344 

50-309 

0 

PETERSDN.M ft 

B002290135 

XPORTLIC 

PATERSON. J M R 

0002210144 

30-309 

0 

PETERSON, M ft 

0002290043 

XPORTLIC 

PATONiU 0 

Q00204O355 

50-389 

0 

PETERSON, M ft. 

80022900 4S 

XPORTLIC 

PATONiU 0 

0002050120 

30-389 

A 

PETEftBON, « ft 

8002290033 

XPORTLIC 

PATTERSON, J P 

0002040060* 

70-37 


PETERBON.H ft 

8002290060 

XPORTLIC 

PATTON, R M 

0002120609* 

50-320 

H 

PETERSON. M R 

0002290137 

XPORTLIC 

PAVLUS.R C 

0002060176 

50-255 

8 

PETERSON, M ft 

8002290140 

XPORTLIC 

PA^LlCKliS 6 

0002260257 

50-338 

A 

PETERSON, H T, 

8002040415* 

FOIA 


PLUMLEH.K E 

8002250339 

50-307 

ft 

PLUMMER, J.P 

8002130322* 

50-445 

H 

PLUMMER, J P 

8002130305 

50-445 

H 

POCHAL, F N 

8002 190214 

XPORTLIC 


POCHAU.U F 

0002220011 

XPORTLIC 


PDCHAL. U F, 

0002290038 

XPORTLIC 


POHLrR 0 

8002220916 

50-485 

0 

POINDEXTER, C H 

0002040264 

50-317 

P 

POiNDEXTEn, C H 

0002050544 

90-31 7 

P 

POIRIER, M R 

8002130157 

50-445 

M 

PDjftlER.N ft. 

0002290364 

50-449 

H 

POIRIER, M R 

8002200021 , 

80-490 

M 

POIRIER, M R. 

8002260355 

30-449 

M 

FDIRJER.M R. 

0002260395 

50-445 

N 

POIRIER.M R 

8002130157 

50-445 

M 

POIRIER, M, R 

8002270103 

98-449 

N 

POIRIER.M R. 

0002270107* 

50-449 

K 

POIRIER.M R 

8042270100 

50-449 

K 

POLLARD, R 0. 

6002220126 

50-289 

0 

POLLARD, R, 0, 

0o4220OOJ9 

50-207 

0 

POLLARD, ft 0 

80022901 46 

90-289 

0 

POLLARD, R, a 

8002290169 

50-289 

C 

POLLOCK, R.P. 

8002210266 

PR 


POMEROY, P W 

8002150000 

ACRB 


POMPONlOfJ R. 

8092210178 

70-024 


POORT, J 

0002290353* 

QA999 


POST/ ft. 0 

8002210192 

PR 


POTAPOVS, U 

80021 S0S33 

QA999 


PDTAPOVB, U 

0002200725* 

0A999 


POTAPDVBi U 

0002150218* 

QA999 


POTAPOVS, U 

E0D2200J17* 

OA777 


POTAPOVS, U 

80^2080164* 

QA999 


POTAPOVS, U 

8002210210* 

0A999 


POTAPOVS, U 

8002200688* 

QA799 


POTAPOVS, U 

8002070129 

aA999 





ACCESSION 

SUBJECT 


AUTHOR 

NUMBER 

CATEGORY 


PDTAPDV&i U 

8002010326 

0A999 


POTAPOVS. U 

80020704 42» 

QA999 


POTAPOVS# U 

8002150226 

QA999 


POTAPOVS# U 

8002200104* 

QA999 


POTAPOVS. U. 

8002290340* 

QA999 


POTAPOVS# U 

B0022B0156* 

0A999 


POTAPOVS# U 

8002270130* 

0A999 


POTAPOVS. U. 

8002010520 

QA999 


POTAPOVS# U 

8002210203* 

QA999 


POTAPOVS# U 

8002010310 

0A999 


POTAPOVS# U. 

8002070265* 

QA999 


POTAPOVS. U 

8002150017* 

QA999 


POrAPOVSrU 

8002 190305 

QA999 


POTAPOVS. U 

8002150212 

QA999 


POTAPOVS. U 

8002140312 

0A999 


POTAPOVS. U 

8002150201 

QA999 


POTAPOVSirU 

8002070050 

QA999 


POTAPOVS. U 

B0020S0155 

0A999 


POTAPOVS* U 

8002290325* 

QA999 


POTAPOVS* U 

8002200110 

0A999 


POTAPOVS. U 

8002070258 

QA999 


POTAPOVS. U 

8002070413 

QA999 


POTAPOVS. U 

8002120377 

0A999 


POTAPOVS# U 

8002200029 

QA999 


POTAPOVS. U 

8002200125 

QA999 


PaT«*0V8# If 

8002150004 

QA999 


POTAPOVS# U 

8002280150* 

QA999 


POTAPOVS. U 

8002200657 

QA999 


POTAPOVS# U 

0002200077 

QA999 


f^OTAPDVSr U 

8002210191 

QA999 


POTAPOVS# U 

8002210234 

QA999 


POTAPOVS. U 

8002200747 

aA999 


POTAPOVS# U 

8002280144 

0A999 


PDTAPDV3# U 

8002270142 

QA999 


POTAPOVS# U, 

8002290314 

QA999 


POMELLrB C 

8002270203 

PR 


POhERi 0 F 

B0021 20070 

FOIA 


J^OWERSiJ A 

6002200349 

TOP REP 


PRATT, r e 

9002290093* 

lOCFR 


PRATT# C H. 

8002290297 

FOIA 


PRENDER&A9T#VJ r 

80022901 25* 

lOCFR 


PRESTOM.O L 

8002040240 

40-299 


PRESTOS!# C. C 

8002250242 

RES 


PREVEMASiP. 

8002040476 

50-409 

H 

PRICE. J K 

8002080542* 

30-320 

H 

PRICE# 0. 8 

8002060004 

SO-260 

8 

PRICE. D 8 

B00211021 1* 

50-302 

Q 

PRICE# D 8 

8002070488 

50-321 

8 

PRICE# D.a 

8002210181 

50-259 

8 

PRlEDiriB# D 

8002220338 

30-285 

H 

PRIME# W 

8002200362* 

CONTRACT 


PROFFITT. « L 

8002000239* 

50“33a 

Q 

PROXHIRE# a 

8002130120 

50-266 

U 

PJ?ZYBYLA#L J 

8002190001 

REOOD 


PUCKETT. J M 

8002040105* 

50-259 

0 

tWATTBOCCHI# J L 

B002QB070B 

50-327 

J 

OUIOOfC 

6002070130* 

SO- 10 

P 

CiUtOO.C 

8002080261 

FOIA 


OUISTj N 

8002190802 

FOIA 


QUIVT6CMREIBER 

8002130201 

50-361 

0 

RABINOUlTZiO 

8002120173* 

50-3 

F 

RADER# R K 

8002200741 

50-320 

0 

RADER. R H 

B002200741 

50-320 

0 

RADER #R M 

800220074 1 

50-320 

0 

RAOOHE. 8 

7911070418* 

TOPREP 


RANLUEa. U 

8002290488 

XPORTLIC 


RAINEY# J L, 

8002040335 

40-206 1 


RALPK# B 

8002130149* 

30-320 

H 

RANDOLPH* sJ 

8002200335* 

CQhKISSlON 

RANDOLPH. M L 

8002250235 

RES 


RANDOLPH* M L 

B0022S0259 

RE6 


HASH# J L 

8002260715* 

50-324 

P 

RASKIN# D B 

8002070469 

50-498 

0 

RASKIN# D B 

8002070469 

50-490 

0 

RATHKOPF. C L 

8002140703* 

50-320 

H 

RATLEDOE# J E 

6002200353 

71-3800 


RATTErC A 

8002220102 

ORO 


RAW. T. N 

8002080463* 

NUREO 


RAW# T.N 

8002220284* 

NUREO 


RAUSCH* J. 

8002220502 

50-491 

8 

RAVENBERO# N M 

8002220110 

ORO 


RAVEN-HAN8EN# P 

8002040150* 

FOIA 


RAVEN-HAN8EN# P 

8002040323* 

FOIA 


RAVEN-HANSEN.P 

8002080324* 

NUREO 


RAVEN-HAMSENi P 

8002040354* 

FOIA 



PERSONAL AUTHOR INDEX 


ACCESSION SUBJECT 
AUTHOR NUMBER CATEODRY 


RAVHQNO, L R 

Q002070506 

70-2219 


RAYMOND. W J 

6002250048 

50-309 

S 

RAYMOND. U 

RAVNO# D R 

READ.R P 

80020B0073 

8002140020 

8002120533 

50-309 

NUREO 

FOIA 

3 

READ. J B J 
REARDON. C 

8002120308* 

8002110300 

50-320 

FOIA 

0 

REDELONSHI.T 

8002280679* 

50-347 

0 

REBOLBKl.T 
REDMOND. J M 

8002060396 

8002110363 

50-347 

FOIA 

8 

REED. C 

REED.P R 

8D02040D02 

8002050203 

50-237 

NUREO 

Q 

REGAN# N H 

8002110005 

50-275 

A 

REOAN.N H 

8002110564 

50-346 

A 

REOAH.W H 

8002260065 

50-416 

A 

REHAN.U H 

8002140465 

50-275 

A 

REHM# R 

0002140013* 

50-320 

H 

REHM# T A 

8002070044 

COMMISSION 

REHM. T A 

8002120205 

C0MMIB9I0N 

REHH. A 

8002150146 

COMMISSION 

REID.R U 

8002150499* 

90-250 

8 

REID.R N 

8002070043 

50-209 

P 

REID. R.W 

8002050161 

50-170 

P 

REID.R N 

8002050064 

50-366 

F 

REID.R U 

B0020S0222 

50-320 

F 

REID.R W 

8002050292 

50-312 

F 

REID# R.W 

8002070015 

50-302 

P 

REID. R 

6002040321 

50-313 

P 

REID. R U 

6002040040 

50-302 

P 

REID.R N 

8002040042 

50-313 

P 

REID.R U 

8002060219 

SO- 129 

P 

REIOiR M 

6002060243* 

50-129 

P 

REID. R. N 

8002060251 

50-209 

P 

REID.R N 

8002080254 

50-312 

P 

REID.R \4 

8002070134 

30-313 

P 

REID.R U 

8002060109 

50-302 

P 

REID.R U 

8002080195* 

50-302 

P 

REID.R », 

8002080200* 

50-302 

P 

REID.R M 

8002110179 

50-270 

P 

REID. R N 

80021 10195 

50-333 

P 

REID.R U 

9002110201* 

50-333 

P 

REID.R H. 

8002110209* 

50-335 

P 

REID.R N 

8002120096 

50-317 

P 

REID.R W 

8002120513 

50-140 

P 

REIO.R N 

6002130477 

50-309 

P 

REID.R N. 

8002140022 

S 0-3 12 

P 

REID.R U 

8002130463 

50-209 

P 

REID.R W 

8002140477 

50-209 

P 

REID.R VI 

8002110341 

50-389 

P 

REID.R U 

8002110342* 

50-209 

P 

REID.R U. 

8002130230 

50-309 

P 

REID.R M 

8002130379 

30-289 

P 

REID.R, W 

6002150144 

50-289 

P 

REID.R N 

6002070266* 

50-200 

F 

REID.R N 

8002190304 

30-288 

P 

REID.R V 

6002190621 

50-335 

P 

REID. R. U 

0002270961 

50-317 

F 

REID.R U 

6002200202 

50-269 

P 

REID.R U 

8002200291* 

30-269 

P 

REID.R W 

B002200303* 

50-267 

P 

REID. R.VI 

8003250044 

50-269 

F 

REID.R, H 

6002260104 

50-335 

P 

REID.R U 

6002270563 

50-313 

F 

REID.R W 

6002260694 

30-309 

P 

REID.R M 

(3002280697* 

50-309 

P 

REID.R N 

0002260703* 

50-309 

P 

REID.R U 

8002270133 

50-312 

P 

REID.R U 

6002280020 

50-317 

P 

REID.R U 

6002290083 

50-302 

P 

REID.R M 

8002290144 

50-312 

F 

REID.R N 

8002260237 

50-302 

P 

REID.R H 

BOO220O249* 

50-302 

P 

REID.R H 

8002280269* 

50-302 

P 

RElHEfl. E,T 

8002260510 

50-317 

F 

RE INERT, 8 

000228052'0» 

50-403 

0 

REINKE# T 

8002120691* 

50-320 

H 

REIQ.H F 

REIS.E U. 

REI8.E. J 

8002010565 

8002200329 

8002200336* 

50-309 

27-39 

37-39 

0 

REIS.E. J 

8003210501 

50-400 

Q 

REI61HOER.O H 

800221D123 

50-387 

0 

HE IS LAND. J 
REITLERiE K 
REITLER.E K 

8002080163 

8003270026 

0002250735 

50-334 

70-1151 

70-1151 

8 

i 

REKITQ.M A 

0002200211* 

50-277 

Q 


411 




ACCESSION 

SUBJECT 


AUTHOR 


NUMBER 

CATEGORY 

REhICK.F J 


BOOa 040260* 

FOIA 


REKMEL. J 0 


8002200436 

SO- 266 

I 

REMY, M H 


8002190797 

50-312 

G 

RENBEROER, D L 


8002200746 

50-397 

Q 

RENOEROER# D L 


0002140245 

50-397 

Q 

RENDEROEH.D L 


0002 1402 53 

50-460 

Q 

RENQEROEft. D L 


6002150343 

50-397 

G 

RENDERGERi D L 


8002110056* 

50-460 

0 

RENBERGER, D t 


9002010136 

NUREC 


RENBERCER. D L 


8002140065* 

50-460 

B 

RENaERGER.D L 


8002130063* 

50-500 

Q 

REMDERGER. D L 


000-3230407 

50-397 

K 

RENQEROER. D L 


0002120625 

30-397 

A 

RENBEROER. P L 


B003060571 

50-397 

F 

RENBEROER. D t. 


8002120459 

30-397 

A 

RENSERGER. D L 


8002200060* 

50-397 

Q 

RENBEROER. D L 


8002190474 

50-460 

S 

REVELEY. W T 


8002140533 

90-322 

0 

REVELEY, W T 


00021 405 52* 

50-322 

G 

REYES. L A 


0002060413 

SO-346 

a 

REYES. L A 


0002210073 

50-346 

8 

REYES, L A 


8002110319* 

50-346 

0 

REYES. L A 


0002050135 

50-346 

6 

REYES. L A 


0002070352* 

90-345 

D 

REVEB.L A 


B002050141 

50-346 

S 

REYES. L A 


8002250792 

50-346 

3 

REYNOLDS. A 


a 0022906 19* 

50-320 

H 

REYNOLDS, A 


0002290624* 

30-320 

H 

REVWQLDS.N 8 


8002140205 

NUREO 


REYNOLDS. N B 


BOOS 150142 

PAN 


REYNOLDS. N S 


8002290025 

50-445 

0 

REYNQLDS.W B 


70092 1 0001 

50-346 

G 

REYNOLDS, N Q 


6002130171 

50-500 

A 

REYNOLDS# N B 


6002130205 

50-346 

N 

REYNOLDS. W D 


0002 1 30283 

50-346 

M 

REYNOLDS.!# 8 


6002 1 50474 

50-346 

M 

REYNOLDS.!! D 


3002190474 

50-346 

M 

REYNOLDS.!! D 


6002150474 

50-346 

M 

REYNOLDS# N 8 


6002290025 

50-445 

G 

RHODE, 0 K 


0002150117 

90-410 

Q 

RHODE. 0 K 


8002190036 

50-410 

0 

RHODE# 0 K 


8002040417 

90-410 

A 

RHODE. 0 K 


8002060577 

50-410 

A 

RHODE. 0 K 


8002060583 

50-410 

A 

RHODE# 0 K 


8002140316 

50-410 

S 

RIBICOFF. A 


0002070116 

90-309 

U 

RICHLEY. E A 


8002270412 

50-30 

R 

RICHLEY. E A 


6002260244 

50-30 

R 

RICKER. B 


6002070456 

FOIA 


RIDOWAY.K R 


0002120124* 

50-409 

0 

RILEY. B W 


B002070464 

50-296 

8 

RILEY. B N 


8002000320 

90-296 

6 

RILEY. D W 


8002050117 

50-259 

8 

RILEY. B W 


QDO2O0OO66 

SO-299 

0 

RINERi W 


0002260 4 35* 

Stst* Pro^j 

RIORDAM. D J 


8002040161* 

FOIA 


R IORDAN. 8 J 


0002040170* 

FOIA 


RISCHLING, J L 

0002290430* 

SO-3 1 5 

S 

risner.n j 


0002070209 

FOIA 


HITSIIEH.J A 


0002290376 

50-443 

A 

RIVENBARK. G 


000204 0359* 

FOIA 


RIZZQ.P 0 


6002060484* 

50-310 

B 

RIZZO. P 0 


6002060586* 

90-310 

8 

RIZZO. P 0 


6002060398* 

50-317 

8 

RIZZQ.P Q 


6002120689* 

50-310 

0 

RIZZO. P G 


6002150325* 

90-317 

8 

RiZZOrP 


0002250457* 

50-317 

6 

RIZZQ.P 0 


8002290367* 

50-310 

B 

RIZZO.P G 


8002290374* 

50-318 

S 

RllZD.P 0 


Q0022903B3* 

S0-31B 

8 

ROBBINS. £ C 


60D20301DO 

S 0-367 

0 

RQBBiNBi 0 


8002140118* 

HASTE MOT 

ROBERTS. R A 


8002080499* 

90-320 

H 

RDBERSDH. K 


0002070063* 

FOIA 


ROBERDS. H W 


0002290368* 

aA999 


ROBEY# B M 


8002070117* 

50-320 

M 

RDBINSDN. J 


8002120493* 

SO-320 

H 

RQCCAFOflTE. J 

A, 

0OOSOBO613* 

50-320 

H 

RODEN. J N 


0002190521* 

50-366 

R 

RODEN. J N 


8002190914* 

50-321 

R 

RODRIGUEZ. R 

J 

8002130212 

50-312 

0 

RODRIGUEZ.R 

J 

6002200255 

50-312 

Q 

RODRIGUEZ. R 

J 

8002010544* 

50-312 

G 

RQDRIOUEZ.R 

J 

8002190764 

50-312 

ft 

RDDRICUEZ.R 

J 

8002276365 

50-312 

3 
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AUTHOR 

NUHDER 

CATEGORY 

ROE.L E 

79071 0O3B3* 

50-320 

S 

ROOERS, V C 

8002270276 

PR 


R00ER3,T R 

Q002250361-* 

CONTRACT 

RQOERS^A E 

BQ02070245# 

50-263 

P 

RQOERSjD R 

6002200211 

NUREQ 


RGOER&.D R 

8002200217 

NUREO 


ROGERS, H H 

8002290453* 

50-321 

S 

ROOOViNiH 

6002070014* 

CONTRACT 

ROGOV INi K 

790B310S04 

50-320 

P 

RQGOU. B S 

G002270029 

80 -aSQ 

o 

ROlSliANiA Z 

0002040371* 

FOIA 


ROMANO, F R 

6002140271* 

50-352 

H 

ROMANO, A J 

6002190081 

NUftEO 


ROMANO, A J 

8002190115 

NUREO 


RONVm, A 

6002050100 

S 0-367 

0 

ROOD, H 

6002200071 

50-361 

A 

flOOO, H 

8002120361 

50-361 

A 

ROOD. H 

0002170090 

50-361 

A 

ROONEY. H A 

6002270470 

70-1309 


ROONEY, V L 

0002140313# 

S0-2S9 

P 

ROONEViV L 

8002280672 

50-259 

P 

ROONEY. V L 

8002060255 

50-271 

P 

lOONEY, V L 

6002120642 

30-271 

P 

^QQMEY.V L 

8002140594 

SO-271 

F 

[QDT, L D 

6002290600# 

50-331 

0 

tqoT, L D 

8002110526 

50-331 

0 

fOOT, L 0 

3002040301 

30-331 

P 

^OOT, L D 

6002130112 

50-331 

a 

floor. L 0 

0002050470 

SO-331 

F 

ROOT, L D 

8002270339 

50-331 

p 

RQSANO, R 

6002040340 

70-Ba0 


ROSANQ, fi 

8002040034# 

50-220 

0 

ROSEN. A E 

6002130444 

TOPREP 


ROSEN. A E 

6002130450# 

tdprep 


ROSENTHAL, A 8 

8002290262 

50-346 

N 

ROSENTHAL, A S 

6002090327# 

nUREO 


ROSENTHAL, A 8 

6002130370# 

50-320 

0 

ROSENTHAL. A S 

B0021S03G7# 

50-320 

0 

flOSENTKALrA 3 

00021 S040e# 

50-320 

0 

ROSENTHAL, A S 

8002150433# 

50-320 

0 

ROSENTHAL. A 5 

6002190454* 

50-320 

0 

RG8S,C F 

6002120272# 

50-3 

F 

’OSS, 0 A 

6002010546 

50-219 

Q 

OSS. D A 

6002190096 

50-219 

Q 

OSS. D A 

8002050484# 

50-219 

B 

OSS,D A 

8002130745# 

50-219 

8 

OSS, D A 

6002220349 

50-219 

R 

03S,D A 

6002280392* 

50-219 

8 

OSSi D A 

8002290415 

50-219 

Q 

□SS, W J 

8002140207# 

50-330 

0 

1S8. D F 

7706250091 

50-269 

P 

/SS. fi F 

6002110649 

50-339 

H 

iSSrD F 

8002070397 

SO-352 

H 

[SS,D F 

8002130121# 

50-373 

0 

iSS. 0 F 

6002060243 

50-330 

P 

IS5, 0 F 

6002130364 

50-327 

A 

ISS. 0 P 

6002150003# 

50-412 

0 

ISS. D F 

8002270531* 

50-275 

0 

ISS, 0 F 

6002200511# 

50-553 

A 

)S3, 0 F 

6DO2O1O20S 

50-430 

A 

OSS, D F 

6002110224 

50-269 

0 

'03S. D F 

8002040034 

50-220 

P 

QTH. J tt 

6002190A10 

50-87 

R 

[QTH. J 

6002050062 

70-135 


lOTH, J 

6002050037 

70-135 


lOTH, J 

60020G0106 

70-667 


lOTN, J 

6002050074 

70-6B7 


/OTN, 

6002200093 

70-1143 


tDTH, 0 

6002140080# 

70-1100 


(OTH, vj 

8002050167 

70-607 


ROTH, J 

8002290207# 

70-393 


ROTH, J 

0002250323 

50-201 

8 

RDTHE,P H 

8002250253 

RES 


RQTHGED,R 14 

8002260686# 

50-336 

8 

ROTHSCHILC.N V 

0002010508 

50-443 

0 

R0TH3CHILI?,M U 

00020 105 10 

50-443 

0 

ROTHSCHILD, M U 

6002010561 

50-445 

0 

ROTHSCHILD, li U 

60020501 16 

50-445 

H 

ROTHSCHILD, tf V 

00021 20273 

SO- 44 5 

G 

ROTHSCHILD, H U 

8002150241 

50-445 

G 

ROTHSCHILD. H U 

8002200313 

50-500 

Q 

ROTHSCHILD, M U 

8002290206 

70-I30a 


R0TH8CHlLD.il U 

8002280053 

50-445 

0 

RorZrJ V 

0002200404# 

50-235 

G 

ROUSE, L C 

8002260114 

70-135 
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NUMBER 
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CATEGORY 

ROUSE. L C 


6002070356 

70-1143 


ROUSE. L C. 


8002060022# 

40-3453 


ROUSE. L C 


6002060034# 

40-3453 


ROUSE. L C 


8002060041# 

40-3453 


ROWDEN, H A 


8002040120# 

FOIA 


nay, D h 


800204 04B6 

TOPREP 


ROY. 0 U 


8002120491# 

50-444 

S 

ROY. G H 


8002120500# 

50-444 

8 

ROY.G W 


8002120509* 

50-443 

8 

RUDENSTEIfl, L 


8002060025 

50-327 

A 

RUBENSTEIN, L 


8002140340 

50-454 

A 

RUaENSTElN, U 

3 

8002150223 

50-329 

A 

RUBENSTEIN, L 

8 

D002140399 

50-454 

A 

RUOENSTEIN.L 

6 

8002280286 

50-327 

0 

RUDEN3TEIN. L 

B 

8002250459 

50-327 

0 

rudensteiw. L 

S 

80022 B029 5 

50-329 

A 

flUDENSTEIM, L 

B 

8002200691 

50-400 

A 

RUBIN, M P 


8002220254# 

50-312 

0 

RUBIN, M P. 


8002220253# 

50-312 

0 

RUB IN, M P 


8002220263# 

50-312 

0 

RUCKER, H J 


8002290567# 

50-482 

Q 

RUHLMAN.W A 


8002120455# 

50-259 

0 

RUITER.O H 


8002060565# 

50-305 

9 

RUlTERrO H 


8002210517# 

50-305 

8 

RUITER,G H 


8002210519# 

50-305 

8 

RUITER,0 H 


8002210525# 

50-305 

8 

RUITER, 0 H 


8002270263# 

50-305 

8 

RUNDER, 0 A 


8002230504 

50-320 

8 

RUNES. J 


B002120129# 

50-3 

F 

RUOCCHIQ, J P 


8002110166# 

CONTRACT 


RUPP, C H 


8002150106 

WASTE MOT 

RUSCHE, D C 


80020B0570# 

NUREO 


RUSCHE.D C 


8002040129# 

FOIA 


RUSHMQRE, J N 


8002060117 

50-220 

J 

RU8HM0RE, J U 


BO 020604 50 

50~220 

J 


RUSHHQREiJ U 0002080442 50-220 J 
RUSHMORE. J 14 0002200429 50-220 J 
RUSSELL, 0 8002050284# 50-320 0 
RUSSELL, C T 80020B0637* 50-320 H 


RUSSELL, L 

6 

B0OSO6O469 

50-310 

0 

RUSSELL, L 

8 

0002060576 

50-318 

9 

RUSSEtLi L 

D 

0002060595 

50-317 

8 

RUSSELL, L 

B 

80021 10529 

50-317 

0 

RUSSELL, L 

B 

8002110539 

50-317 

B 

RUSSELL, L 

B 

8002120605 

50-310 

8 

RUSSELL, L 

D 

0002120710 

50-317 

a 

RUSSELL, L 

D 

6002120693 

50-317 

0 

RUSSELL, U 

n 

8002150290 

50-318 

a 

RUSSELL, L 

D 

8002150314 

50-317 

8 

RUSSELL. L 

B 

8002250450 

50-317 

0 

RUSSELL, L 

0 

Q002290363 

50-310 

0 

RUSSELL, L 

8 

8002290371 

50-310 

8 

RUSSELL, L 

0 

0002270377 

50-310 

8 

RUSSELL, L 

a 

8002280589 

50-317 

8 

RUSSO, D 


8002110554 

FOIA 


RUZICKA.U 

0 

8002270392 

50-54 

B 

RYAN. C 


0002130405 

50-369 

M 

RYAN. C 


0002130410 

50-350 

H 

RYAN. C 


0002130414 

50-372 

H 

RYAN. C 


0002130419 

50-375 

H 

RYAN, C 


8002130424 

50-466 

G 

RVAN, C 


8002130429 

50-516 . 

H 

RYAN, J W 


8002 LL 01 8 6# 

CONTRACT^ 


RVANiR 0 


0002190022 

NUREO 


RYAN,R 0 


0002200413# 

QiaU Pi^< 

ag 

RVAN. R 0 


0002040307 

at«tB Prog 

RVAN,R 0 


8002220337 

St#t# Prog 

RYANfR 0 


Q0D2220342# 


RYAN,R 0 


0002220351# 

B^att Prog 

RVAN,R 0 


8002220356# 

Sfcaia Pri 


nYAN,B 0 


8002220369# 

Stab# Prog 

RVAN, fl 0 


B002220377# 

Stats prog 

RYAN,R 0 


8002220380# 

Stats Prog 

RVAN,R 0 


8002220386# 

State Pfog 

RYAN,fl 0 


B00222039S# 

Stats Prog 

RYANrR 0 


0002220 <1 00# 

State Prog 

RYAN,R 0 


B0021 20626 

State Prog 

RYAN,R 0 


B002070007 

State Prog 

RYAN, M E 


8002110509* 

30-280 

0 

RVAN, U E 


8002110572# 

50-200 

Q 

RYAN, U E 


8002 110630# 

30-280 

a 

BABt>L,A n 


6002200276# 

50-387 ' 

0 

8ADDQCK.VI 0 

G002060434 

50-244 

F 

SALOARiNirU-C 

0002070329 

REOO0 


SALOARINI, J-C 

0OO22SO1S0 

REGOD 



AUTHOR 

ACCESSION 

NUMDER 

8UBJ£C 

CATGGOi 


SAULANSiW J 

0002290175# 

lOCFR 


3AUTZMAN, J 

8002200412 

50-252 

J 

6ALTZKAN, J 

0002230195 

50-320 

M 

8AUTZMAN, J 

8002190824 

70-2917 


8ALTZMAN, J 

0002230127 

50-361 

H 

SALZMAN, L 

G0D213O274# 

PR 


SALZMAN.L 

0002130112# 

‘ 50-3 

F 

SALZMAN, R 8 

8002230273 

50-275 

U 

SALZMAN, R 8 

8002230291# 

50-275 

U 

SAND, D 

8002130160# 

50-3 

F 

SANDERB,W F 

0002140199* 

50-29 

Q 

BANDERS, W F 

0002290529# 

50-410 

0 

SANDERS, K E 

G0021402B5 

QRO 


SANDQUIST, 0 M 

6002200397# 

50-72 

F 

SANTHAN, L D 

6002260366# 

CONTRACT 

SARBANES, P 8 

8002120416 

50-320 

U 

SATTERFIELD, R M 

6002220316 

50-387 

A 

SAUER, R, C 

8002040138# 

50-302 

Of 

SAUER, R C 

8002010034# 

50-327 


8AUNI,B J 

Q002060217# 

CONTRACT 

SAVAGE, R D 

8002110295# 

FOIA 


8AVI0, R 

0002010163# 

50-275 

Q 

SA}(I0N, H 

600226036? 

50-466 

0 

SCARANQ, R A 

7910230473 

PROJ 


8CARANQ, R A 

7910250516 

PROJ 


8CARAN0.R A 

0001160354 

WASTE WOT 

aCARANQ, R A 

0002200390# 

40-299 


8CARAN0, R A 

0002040221 

40-0728 


SCARANO, R A 

8002040233# 

40-8728 


SCARANQ, R A 

0002040230# 

40-0720 


SCARANO, R A. 

0002200503# 

40-8728 


SCARANQ, R A, 

0002120270 

40-299 


BCARANQ, R. A 

0002010106 

WASTE WflT 

SCARANQ, R A 

0002260198 

40-4492 


BCARANQ, R A 

0002060013 

40-3453 


6CARTH,E D 

8002200694 

50-445 

H 

BCHAPER, J A 

0002190287# 

70-2609 


8CHEER, J,L 

0002280400* 

50-298 

0 

SCHELL, A U 

8002080664# 

SO-320 

H 

SCHERER, A. E 

8002130327 

REOOD 


SCHERER, A E 

0002040482 

TOPREP 


SCHERER, A E 

0DO2O6OS4B 

TDPREP 


6CHMERH.no, J M 

6002070274 

TOPREP 


BCHMERLINO,J M 

0002360232 

90-330 

P 

8GHME1DER,U R 

0002050463 

90-333 

F 

SCHNEIDER, J R 

0002050499 

90-206 

F 

BCHMJDT.A D 

8002150472# 

ao-aao 

a 

SCHMIDT, A D 

6002150470# 

50-1Z50 

9 

BCHMIDT, A D 

0002150485# 

90-290 

8 

SCHMIDT. A. D 

’ 0002150499# 

50-230 

e 

BCHMIDT, A D 

B002040505 

5D-29D 

fi 

SCHMIDT, A D 

8002040542 

30-250 

s 

SCHMIDT, A D 

8002040396 

90-290 

a 

SCHMIDT, A D 

0002130471 

90-290 

B 

BCHMIDT, A D. 

0002130534 

90-250 

B 

BCHMIDT. A R. 

0002040537 

50-335 

9 

SCHMIDT, A D 

0002130542# 

90-290 

0 

BCHMIDT, A D 

0002210300 

90-339 

6 

SCHMIDT, A D 

8002220162 

50-339 

6 

SCHMIDT, A D 

8002220362 

90-250 

0 

SCHMIDT, A D 

0002210373 

90-339 

0 

SCHMIDT, A D 

G002210S3G 

90-339 

0 

BCHMIDT. A D 

0002220330 

90-339 

8 

SCHMIDT, A D 

8002250534 

90-291 

6 

aCHMIEDER.O R 

8002190662 

50-333 

0 

SCHMIEDERiO R 

0002290437 

90-206 

0 

BCHMIDT. H C 

0OO2J 20592 

50-449 

A 

BCHMIDT, E. U 

0002250260 

RES 


bchmitt.t 

8002220096 

ORO 


8CHMITT, T. 

0002220007 

ORO 


SCHNEIDER, Q L 

0002110250 

PH 


SCHNEIDER, R, R 

8002290509# 

50-820 

a 

SCHNEIDER, F W. 

0002110502 

50-272 

Q 

SCHNEIDER, F.W 

0002040261# 

90-272 

? 

SCHNEIDER, F M 

0002210440 

50-272 

Q 

SCHNEIDER, F M 

8002290469 

50-272 

I 

8CHNE&ELEN, A 

0002110466# 

90-200 

Q 

8CHNEBEUEN, A 

0002110504# 

90-201 

0 

SCHOPPMAN.M A 

8002150402# 

90-230 

0 

BCHOPPMANrM, A 

8002040512# 

90-250 

8 

acHOPPMAN, M, A 

0002040549# 

90-290 

Q 

aCHOPPMAN, M A 

0002040399# 

90-290 

a 

BCHOPPMAN, H A. 

8002130400# 

90-290 

a 

BCHOPPMANiM, A 

8002040535* 

50-335 

a 

SCHDPPMAN, M A. 

0002210306# 

50-339 

0 
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SCHOPPWAN. M A 
SCHQPPHAN^K A 
SCnaPPMAN. M A 
6CH0PPMAN. M A 
SCHOPPMAN. M A 

SCKRE^RSi B F 
eCHBOCKi V. E 
8CKBQEDER1F 
eCHlIELKErD A 
SCHULTZi 0 R 

BCHULTZi D K 
BCHULTZi D H 
eCHULEfti T 
6CHUMACHER,P M 
SCHUMACHER. M C 

SCHUMACHER. H C 
BCHUARZi H D 
SCHWARZ. M D 
SCHWARZ. H 0 
SCHWARTZ, R B 

SCHWARZ. M D 
SCHWARZ, H D 
SCHWARTZ, S A 
SCHWARTZ, S A 
BCHWEBEL, A 

BCHWCIKERiR S 
BCHWEIKER.R 8 
SCHWEITZER. 0 0. 
SCHWElBtNZiE. 
8CHWE1BINZ.E R 

SCHWEIBINZ.E R 
BCHWEHCERr A 
SCHWENCER.A 
SCHWENCERiA 
SCHHEWGER, A 

SCKWENCER,A 

SCKWEHCER,A 

SCKWENCERrA 

SCKWEHGER,A 

SCKWEHCER,A. 

SCHUEttCERrA. 
SCHWEKCER, A 
SCHWEWCER,A 
SCHNEMCER, A 
SCHWENCER, A. 

ECHWENCER, A 

bchwencer. a 

SCHWENCERIA, 

SCHWENCERIA 

SCHWENCERIA 

SCHWENCERr A 
8CHWENCER.A 
SCHWENCERIA 
SCKWENGERr A. 
SCHWENCERr A 

SCHWENCER . A 
SCHWENCERr A 
SCHWENCER, A 
SCHWENCERr A 
BCHWENGER, A. 

SCHWENCERr A 
8CHWENCER . A 
SCHWENCERr A. 
SCHWENCERr A 
SCHWENCERr A 

SCHWENCERr A 
SCHWENCERr A 
SCHWENCER. A 
SCHWENCERr A. 
SCHWENCERr A 

8CHWENGER. A 
SCHWENCERr A 
SCHWENCERr A 
SCHWENCERr A. 
SCHWENCER, A 

SCHWENCERr A 
SCHWENCERr A 
SCHWENCERiA 
SCHWENCERiA 
SCHWOEBELrJ J 

8CINTO.O F 
SCOTTr C. F. 
BCOTTr J. M 
aCOTT, W, 0 
SCOTT. W 0 


ACCE3SI0N 

NUMBER 

Q00222016a» 

0002220370# 

0002210370* 

0002210930# 

0002250525# 

8002140138# 

8002220065 

8002280196# 

80022703B2 

0002140334 

0002130468 

0002290345 

0002190506# 

0002280003 

0002110334* 

0002120475# 

0002130345 

0002110183 

0002260037 

0002200057* 

B002130345 

0002110183 

0002060305 

0002040204 

0DO229OOB0# 

0002050091 

0002210057 

0002190101 

0002000090 

8002270120# 

8002210027 

8002150300 

6002150305 

0002190147 

6002190153 

0002190161 

8002190164 

8002190169 

8002190170 

8002190174 

8002190176 

0002190179 

8002190100 

8002190156 

8002130484 

8002130292 

8002250030 

8002250040# 

8002250058# 

0002130380 

0002280017 

0002140120 

0002280174 

0002280183# 

8002280156 

8002250130 

0002250145* 

8002250159# 

8002280280 

0002250114 

0002250126# 

0002250150# 

0002190835 

8002270564 

8002270566 

8002070111 

8002110525 

8002120069 

8002250077 

8002250084# 

8002230105# 

8002110555 

8002150168 

8002190174 

8002220135 

8002130151 

8002270002 

8002220104 

8002150468# 

8002290046# 

8002190012 

8002080493# 

8002290370 

8002140251# 

8002120465 


SUBJECT 

CATEGORY 


WASTE MOT 
ACR8 

50-263 H 
50-282 H 
50-307 Q 


50-155 Q 
30-498 O 
50-490 0 
90-490 0 
CONTRACT 

50-490 0 
50-498 0 
Slate Prog 
State Prog 
lOCFR 


SCOTT, W J 
SCOTT. W J 
5EABAU0H, P W 
BEABAUOH. P H 
SEALrM M 

SEAL, M M 
SEAL, M M 
SEAL, H M 
SEHUUERrS N 
GEIDLE.W C 

BEIDLE.W C 
BEtOLE.U C 
SEtDUe.W C 
BEIDLE. W C 
SEIDLE, W G 

SElOLErW C 
SEIDLE. W C 
SEIDLE. W C 
SEIDLE. M C 
BEIDLE, U C 

BEIDLE, W C 
BEIDLE. W C 
SEIDLE. H C. 
SEIDLE. U C 
SElOLEr W €, 

BEIOLErU C 
SEIDLE. (4 C 
SEIDLE. (4 C 
8EKULER. B N 
8EKULEH. B N 

SEKULER. 3 N 
SELLERS. R C 
SELLS. 0 E 
SELLS. S E 
SELLS. D E 

SELLS. D E 
BELLS, D E, 
BELLS, 0 
SELLS. D E. 
BERAOIAN.J A 


SEVFRIT. 

8EVFR1T. 

BEYFRIT. 

SEVFRIT. 

SEVFRIT. 

SEVFRIT.; 

SEVFRIT.; 

SEVFRIT.; 

SEVFRIT.: 

SEVFRIT. 

SEVFRIT.; 
SEVFRIT. 
SEVFRIT. I 
SEVFRIT.; 
SEVFRIT. 

SEVFRIT. 
8EYFR I T. 
SEVFRIT. 
BEYFRIT. 
SEYFRITr 

BEYFRIT. 

BEYFRIT, 

BEYFRIT. 

SEVFRIT, 

BEYFRIT, 

BEYFRIT, 

BEYFRIT, 

BEYFRIT. 

SEYFRIT, 

BEYFRIT, 

BEYFRIT. 

BEYFRIT, 

BEYFRIT, 

SEYFRIT, 

BEYFRIT, 

BEYFRIT, 

SEYFRIT, 

SEYFRIT, 

SEYFRITr 

SEYFRIT, 

SEYFRIT. 

SEYFRITr 

SEYFRIT, 

BEYFRIT, 

SEYFRITr 


ACCESSION 

NUHDER 

3002200275 
8002270439 
6002200211 
6002200217 
B002 190833* 

B002 120514* 
80021 10159# 
8002150200# 
8002290390 
8002290161 

9002010209 

8002120073 

0002070249# 

8002140040 

GOD2070248 

G002 070298 
6002120748 
8002290562 
8002290572 
8003290630 

8008070090 

8002120217 

8008280093 

8002280123 

8002130132 

8008120201 

8002130173 

8008270560 

8002200275 

8008290020 

8002270439 

8002220130 

8002150007* 

6002290130 

8002200517* 

8002250111 
GO 02200506 
8002260665 
G0022G0220 
8002290232# 

8002110491# 

0002140451# 

8002140463# 

6002290397# 

8002190130# 

0002190112 

8002050282 

0002290007# 

8002080121 

8002080122 

8002080123 

8002080124 

0002080125 

8002080126 

8002080129 

6002080130 

0002DB0131 

8002040113 

0002080101 

0002080109 

0002080107 

8002080110 

B002080114 

8002060054 

8002080027 

8002080153 

8002080154 

0002080161 

8002080163 

8002080168 

8002080170 

8002080172 

8002080179 

0002080178 

0002140064 

0002140070 

0002140076 

8002140078 

8002140002 

8002140086 

8002140090 

8002140096 

8002140101 

8002250539 

B00225Q542 


SUOJECT 



ACCESSION 

SUBJECT 

CATEGORY 

AUTHOR 

NUNDER 

CATEGORY 

50-367 

0 

SEYFRIT, K V 

8002290545 

50-482 

70-1308 


SEYFRIT, K V 

8002250546 

50r-3a2 

NUREO 


SEYFRIT, K V 

8002250547 

50-445 

NUREO 


SEYFRIT, K V 

8002190281 

50-445 

50-320 

0 

SEYFRIT, K V 

8002220003 

50-458 

50-443 

H 

SEYFRIT, K- U 

8002210291 

50-450 

50-339 

M 

SEYFRIT, K V 

8002210292 

50-49B 

50-522 

H 

SEYFRIT, K V 

B0022 10293 

50-482 

70-1308 


BEYFRIT, K V 

8002210294 

50-3B2 

50-445 

a 

SEVFRIT, K Y 

8002210295 

50-445 

50-490 

0 

BEYFRIT. K V 

B002220060 

50-458 

50-458 

0 

SEVFRIT, K V 

8002220061 

50-49B 

50-458 

a 

SEYFRIT. K V 

G002220D64 

50-482 

50-482 

Q 

SEYFRIT, K V 

8002220066 

50-392 

50-458 

a 

SEVFRIT, K V 

G00222006B 

50-445 

50-498 

0 

SEYFR1T,H V 

0002250359 

50-382 

50-302 

Q 

SEYFRIT. K V 

8002250366 

50-445 

90-482 

0 

BEYFRIT. K V 

8002250374 

50-402 

50-482 

0 

BEYFRIT. K V 

8002250379 

50-498 

50-490 

0 

BEYFRIT. K V 

9002250388 

50-458 

50-443 

Q 

BEYFRIT. K V 

9002290003 

QA999 

50-482 

a 

SEYFRIT. K Y 

9002110501# 

50-2B0 

50-498 

a 

SHACKELFORD, M 

9002140104 

50-329 

50-445 

Q 

BHACKELTON, D C 

9002200744* 

50-344 

50-498 

Q 

SHALLY, S C 

8002050329 

50-289 

50-450 

0 

SMALLER, D Y 

8002050558 

50-316 

50-490 

0 

SMALLER, D V 

9002060566 

50-316 

50-450 

Q 

SMALLER. D Y 

G002080S69 

50-316 

50-367 

0 

SMALLER, D Y 

9002110588 

50-316 

70-1308 


SMALLER.© Y 

B002 140607 

50-316 

70-1300 


SMALLER.© Y 

0002190751 

50-315 

50-259 

0 

SMALLER.© V 

8002220314 

50-315 

50-412 

0 

SMALLER.© V 

8002200629 

50-315 

50-433 

A 

SMALLER,© Y 

SOQ22006S5 

50-316 

50-553 

A 

SMALLER,© Y 

0002260647 

50-316 

50-397 

A 

SMALLER,© V 

0002290431 

50-315 

50-553 

A 

SHAH. F J 

8002140644 

50-312 

50-320 

T 

BHANDAKVrM 

0002060395 

50-317 

50-580 

D 

8HAQ, L C 

0002130526 

MISC 

50-286 

Q 

SHAO. L C 

9002 1 20022 

MI SC 

50-280 

Q 

SHAPAR, H K 

8002130560* 

lOCFR 

50-482 

Q 

6HAPAR, H K. 

9002250270* 

lOCFR 

90-402 

Q 

SHAPAR, H K 

8002130097 

SO -363 

04999 


SNAP I RO, R 

8002140569# 

50-322 

4D-B084 


8HAPIRQ.R 

9002250007 

80-322 

40-8084 


BHAPIRO.P 

0002140569# 

50-322 

90-490 

Q 

SHAP IRD, R 

0002250007 

50-322 

QA999 


SHEA. K 

G002270422 

50-367 

50-313 

Q 

SHEA. J R 

B008270050* 

XPDRTLIC 

50-458 

Q 

SHEA. J R 

Q002110615* 

XPDRTLIC 

50-498 

Q 

GHEA. J R 

900204.0220* 

FOIA 

50-482 

Q 

GHEA. J R 

8002290039* 

tOCFR 

50-302 

Q 

BKEA. J. R 

B002290203* 

tOCFR 

50-298 

Q 

6HEA. J R 

8002290208* 

lOCFR 

50-2BS 

Q 

SHEA. J R 

9002060008 

XPDRTLIC 

50-267 

Q 

GHEA. J R 

8002090169 

XPDRTLIC 

50-443 

0 

GHEA. J R 

8002 1 30599 

SECY 

30-450 

H 

SHEA. J R 

9002260160 

XPDRTLIC 

50-450 

Q 

SHEA. J R 

8002130452 

XPDRTLIC 

50-490 

Q 

GHEA. J R 

8002220117* 

XPDRTLIC 

50-382 

Q 

SHEA, J R 

8002210059 

XPDRTLIC 

50-482 

Q 

BHEA, J R 

8002220108 

XPDRTLIC 

50-449 

Q 

GHEA, J R 

8002110604* 

XPDRTLIC 

50-458 

Q 

SHEA, J R 

8002010427 

XPDRTLIC 

50-458 

Q 

SHEA, J R 

8002000133 

XPDRTLIC 

90-313 

Q 

BHEA, J R 

8002000059 

XPDRTLIC 

50-458 

0 

BHEA. J R 

8002080047 

XPDRTLIC 

90-498 

a 

SHEA. J R 

8002140161 

XPDRTLIC 

50-482 

Q 

SHEA. J R 

GOD23L0053 

XPDRTLIC 

90-382 

Q 

SHEA. J R 

8002210140 

XPDRTLIC 

50-298 

Q 

SHEAr J R 

8002210146 

XPDRTLIC 

30-285 

0 

SHEDLOaKYi T 

0OD221O185 

50-245 

50-267 

0 

SHEDLOSKY. T 

8002050408 

50-245 

50-445 

Q 

SHEDLOSKYi T 

8002290565* 

50-245 

90-267 

a 

SMEDLOSKY. T 

8002250340 

50-245 

50-285 

Q 

SHELDON, K P 

G0023204B? 

50-195 

90-298 

Q 

SHELDON, K P 

8002220409 

50-155 

50-313 

Q 

SHELLEY, M J 

□002130665 

40-B027 

90-498 

Q 

SHELLEY, M J 

8002270072 

70-925 

90-482 

D 

SHELLEY, M J 

G0D2O4O2S9 

71-6400 

90-458 

Q 

SHEPHERD. R 

8002290497# 

50-320 

90-445 

Q 

SHERIDAN. D J 

8002150154 

40-0384 

50-382 

Q 

SHERMAN, C L 

8002060308# 

50-320 

50-458 

Q 

SHERMAN, F L 

8002260473 

70-33 

90-498 

Q 

SHERMAN, F L 

B002250726 

70-33 


414 


PERSONAL AUTHOR INDEX 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SMERHAN, F U 

0OC82aaO7A 

70-33 


SHERMAN* F L 

6002270059 

70-33 


SHERHAW. F L 

8002040263 

70-33 


SHEROMrD U 

0002050019 

TQPREP 


SHERRViR R 

7908240150 

MISC 


SHEWmKERj R £ 

6002080167 

50-329 

5 

SHIELDSES W 

0OO2O6O&7B 

50-546 

A 

SHIELDS. S U 

6002080033 

MUREQ 


shields. S M 

6002110543 

50-546 

0 

SHIELDS. S H 

6002290600» 

50-546 

Q 

shields. S U 

6002260401 

50-546 

0 

SHIELDS, S W 

3002200579 

50-546 

B 

SHIELDS. S W 

3002150313 

50-546 

S 

SHIELDS, a H 

3002200474 

50-346 

8 

SHIELDS* S W 

3002270322 

50-546 

8 

SHIER* U 0 

6002280219 

RES 


SKISSLERrUI C 

80022d0542» 

Proo 

SHIVELY. C N 

BOOai 10476# 

50-313 

6 

SHIVELY. C U 

B002U0576* 

50-368 

6 

SHIVELY, C N 

a002U056l» 

50-368 

6 

•'HIVELY. C N 

8002210526* 

50-368 

6 

TVELY, C H 

G002200446* 

50-368 

S 

/ELY, C H 

0002200456* 

30-368 

8 

LY*C N 

8002200464* 

50-369 

6 

1AWER.C L 

8002120671 

50-317 

J 

.Y,S C 

8002130366 

50-289 

0 

.Y*5 C 

6002130374* 

50-289 

0 

,Y. S C 

B002290131 

30-289 

0 

-Y*S C 

8002290 194* 

50-289 

0 

LYiS C 

G002290434 

50-289 

0 

LY. S C 

6002590440* 

50-*2a9 

0 

^E*E. H 

600212-0715* 

50-320 

H 


000221-0047 

50-367 

0 

.TZ*R J 

6002250276 

RE8 


LEY 

6002220311 

70-***** 


^B* J 

3002140292 

PR 


38*0 P 

3002220252 

ACR8 


3TAD. J S 

8002220265* 

40-1341 


3ER0*J E 

30 020 40080 

50-320 

Q 

aER0*J E 

8002120736 

30-580 

0 

BERO. J € 

8002130014 

50-500 

0 

BERO.J E 

8002140035 

30-320 

0 

BERO.J E 

8002260200 

50-387 

0 

8ERO* J E 

8002260288 

50-320 

0 

DERO, J E 

8002270216 

50-320 

0 

□ER<». J E 

8002260200 

50-367 

0 

GERO.J E 

8002260200 

80-387 

0 

DERD* J E 

8002270218 

50-320 

0 

LYHAM. T 

8002080516* 

50-320 

H 

VERU00D.>l B 

8002250135 

REOOD 


VERMAN.L 

8002120734 

ACR8 


VER.H 

8002070149 

50-289 

P 

VEft, R D 

8002140231 

50-2 53 

P 

VEft* H 

8002110012* 

50-289 

O 

[CHUK* J D 

6002250036 

71-5026 


IKGNSr J 

6002150216* 

50-313 

H 

HP SON. A k 

8002290172* 

50-320 

U 

NCLAIR.^^ F 

6002150461 

REOOD 


NCLAIRr J R 

6005130279* 

80-302 

P 

mOER.L 14 

8002040362 

50-289 

H 

IKDER.L N 

0002010517 

50-289 

0 

HNDER.L N 

8002250009 

50-269 

0 

3IH5ER.L N 

8002130096 

50-289 


SINGER. L 14 

3002280117 

50-289 

0 

BtNOER.L N 

8002290157 

50-289 

Q 

SINGH. Q 

8002070020 

NUREO 


SlNklN.L A 

8002050021 

50-490 

0 

SINKIN.L A 

8002090034* 

50-496 

0 

aiNklM.l. A 

8002050042* 

50-490 

0 

SlNKIt|*L A 

0002050021 

50-490 

0 

SlNkIN*L A 

8002050034* 

50-490 

G 

SINKIN.L A 

8002050042* 

50-499 

0 

SISTER MARY 

8002050563 

XPORTUIC 


S^IOGREMr R H 

0002190708* 

50-309 

R 

SJDOREN, R H 

8002190661* 

50-271 

n 

SJOGREN. R H 

9002190532* 

50-29 

R 

SkARlTA. J. 

0002120550* 

50-206 

P 

SkILEB.E U 

8002200047 

XP0RTUIC 


Cl AMTlI A A 

600226066 B 
8002190291 

6002140100 

8002290346* 

8002290335# 

6002290320* 

6002290107* 

50-482 

REOGD 

71-121 

0^999 

QA999 

QA999 

lOCFR 

A 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

SMITH. C U 

6002080296* 

70-1309 


SHITH.C U 

6002000313* 

FDIA 


SrllTH.R H 

8002200010 

70-1207 


SMITH. R N 

8002070399 

50-416 

A 

SMITH. A E 

0002270325 

50-320 

P 

SMITH. A E 

6002270333 

50-320 

P 

SMITH, R U 

8002280615 

50-271 

P 

SMITH. A 

80020 30 IB 5* 

50-49B 

G 

SMITH. 1 W 

8002070450 

50-269 

0 

SMITH* I H 

800213033? 

50-269 

0 

SMITH, I W 

0002130355 

50-389 

t1 

SMITH. I 14 

8002220148 

50-289 

G 

SMITH. I W 

8002270567 

50-209 

0 

SMITH,© H 

0002050033 

I&E 


SMITH*© H 

B0020S0062 

70-135 


SMITH. C H 

Q0020S0057 

70-135 


BHITK, Q 

9002030074 

70-697 


SMITH. Q 

8002190073 

I6E 


SMITH. 0 

0002190038 

I6E 


SMITH* G 

8002 1900 67 

I6E 


SMITH, 0 

B002250U5 

50-219 

a 

SMITH. Q H 

0002200093 

70-1143 


SMITH, G 

8002050029 

40-341 


SMITH* G, H 

0002050140 

50-213 

s 

SMITH* 0 

6002050167 

70-607 


SMITHiO 

8002050036 

UE 


etllTM, G, 

8002040339 

i6e 


SMITH, T 

8002280252* 

50-309 

0 

SMITH. 0 

8002040343 

14<E 


SMITH.O C 

6002280152* 

SO-20 

0 

SMITH.T 

8002260362* 

a 0-309 

0 

SMITH. 0 H 

8002250323 

50-201 

8 

5M1TH.0 

8002050109 

I4rE 


SMITH. C U 

6002250335 

50-309 

B 

SMITH.O H 

6002140203 

70-1143 


SMITH. 0 H 

8002140072* 

70-1100 


SMITH.O H 

6002200090* 

50-317 

Q 

SMITH. O H 

6002140262* 

70-39 B 


SMITH.O H 

0002290585* 

50-277 

Q 

SMITH.O H 

600228033 £i« 

50-213 

0 

SMITH.O H 

6002290270* 

70-398 


SMITH.O H 

0002 1 40038 

70-020 


SMITH.O H 

B002 140061 

70-1100 


SMITH.O H 

8002140240 

70-390 


SMITH.O H 

8002290197 

SO-271 

0 

SMITH.O H 

8002 140040 

70-020 


SMITH.O H 

0002290223 

50-286 

Q 

SMITH.O H 

8002200070 

50-317 

Q 

SMITH.O H 

8002260113 

30-293 

0 

SMITH.O H 

8002280334 

30-317 

Q 

SMITH* 0 H 

0002290577 

50-277 

Q 

8KITH. 0 H 

8002290251 

70-398 


SMITH*© H 

000228031 1 

50-213 

Q 

SMITH.© C 

8002010560* 

70-820 


SMITH, J 0 

8002050149 

SO -266 

8 

SMITH* J D 

8002070492 

50-266 

B 

fiMlTH.J O 

B002210036 

50-266 

8 

SMITH. C.V 

80021 10305* 

FOIA 


SMITH. C V 

0002000372* 

FOIA 


SMITH,© V 

80021 10310* 

FOIA 


SMITH.© V, 

60020402B5* 

FOIA 


SMITH, R D 

8002070133* 

FOIA 


SMITH, ft D 

0002130223 

27-39 


SMITH. H 

0002200303 

90-253 

O 

SHiTHrH 

0002120016 

50-206 

0 

SMITH. ft 0 

0002040390* 

FOIA 


SMITH. D A 

0002070416 

PR 


SMITH. R 0 

6002040400* 

FOIA 


ENQHrE A 

0002150372 

50-244 

R 

EQBONfL J 
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90-331 

R 

VAN VRANKEN.J 

6002140251* 

PRM 


VAN WINKLE, U 

6002220113 

RES 


VAN WINKLE. N 

0002250250 

RE8 


VANDRUNT.E E 

6002140195 

50-520 

Q 

VANDERVELDEN. M 

8002190777 

50-312 

0 

VANDEN0UROH. D 

6002270332 

50-309 

P 

VANDENQURGH. D 

G002270397 

50-307 

P 

VANOENDURGH. D E 

0002260228 

50-27 1 

P 

VANDENOURGH. D E 

0002040502 

50-29 

F 

VANOENDURGH. 0 

S0020D0398 

50-271 

P 

VANDENQURGH. D £ 

B002040976 

50-27 

P 

VANDEL, T E 

8002110094* 

50-327 

G 

VANDOORN.P K 

8002110162* 

50-333 

0 

VARELA. J M 

8002110959* 

FOIA 


VARELA. J M 

8002110527* 

50-321 

0 

VAR CL A. A A 

8002190186* 

50-244 

Q 

VARELA, J M 

8002110532* 

30-321 . 

0 

VARELA, J M 

8002110538* 

FOIA 


VARGA, e A 

8002140512* 

50-402 

G 

VARGA. 8 A 

8002140186 

50-273 

A 

VARGA. 8 A 

80021300B9 

71-46 


VARGA. 8. A 

8002270014* 

50-320 

P 

VARGA, S A 

8002140417 

50-352 

11 

VARQN. C 

80021(0296 

FOIA 


VEMEOAS. M 

GOD20 10532 

71-9033 


VILLA.G L. 

B002060254* 

70-2430 


VINKLERrJ F 

8002200706* 

QA999 


VINKLER. J F 

8002200673* 

0A999 


VIROT.G 

B002010249* 

50-413 

Q 

VISBIHG. 0 

8002140660 

50-313 

P 

VI8QIWG. 0 S 

8002290071 

50-313 

P 

VIZENTE.H 

0002090290* 

90-320 

0 

vac I E K, 

8002200549* 

90-244 

P 

VOGT- LOWELL. R, 

0002110201* 

90-250 

0 

VQIOT.H H 

6002130220 

50-485 

0 

VDIOT. H H 

6002270904 

30-485 

0 

V0L0ENAU,E 

8002040279* 

FQIA 


VQLGENAU, E 

6002110478* 

50-201 

Q 

VOLOENAU. E 

6002110636* 

FOIA 


VQLGENAU. E 

6002110566* 

FOIA 


VOLLEN. R J 

0002140260* 

PRM 


VOLLEN, R, J 

8002140260* 

PRM 


VOLLHER, R 

8002260663 

50-320 

T 

VOLLMERiR H 

8002130279 

OEN TEC 

la 

VOLLHER tR H 

8002270615 

90-10 

H 

VOLLMER.fl H 

8002140665* 

50-409 

P 

VOLLMER, R H 

8002040219 

50-320 

P 

VQLLMERi R H 

8002110503 

50-320 

M 

VOLLMER. R H 

8002060321 

90-320 

P 

VOLLMER, ft H. 

8002120494 

90-320 

P 

VOLLMER. a H 

8002040377 

50-289 

P 

VOLLMER. R. H 

0002050197 

90-320 

H 

VOLLMER. R H 

8002030372 

90-320 

H 

VOLLMER. R H 

0002070091 

30-320 

H 

VOLLMER. R H 

000207007^ 

60-320 

H 

VOLLMER, ft H 

8002120033 

90-320 

H 


AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

VOLLMER. n H 

0002150020 

50-320 H 

VOLLMER, R H 

B002220152 

50-320 P 

VOLLMER, n H 

9002200630 

50-320 H 

VOLLMER . R H 

8002290269 

50-320 0 

VOLLMER, R H 

BOD220O6OO 

50-320 H 

VOLLMER. ft H 

9002280619 

go-320 0 

VOLLMER. R T 

BOO 22806 38 

50-320 H 

VOLLMER. H H 

8002200649 

50-320 H 

VOLLMER . R H 

8002290164 

50-320 H 

VOLLMER, R H 

8002270272 

50-320 H 

VON HIPPEL. F 

B00208054B* 

NUREO 

VON HIPPEL, F 

8002040354* 

FQTA 

VOTH. M M 

8002130657 

71-70ai 

VOTH.M H 

8002130663 

71-9044 

VOTH.M H 

8002140504 

50-54 S 

WACKB.M E 

00 022 IG 192 

PR 

WADE.O E 

(5C022 10447* 

TOPREP 

WAFNJCK. R F 

8002050454 

50-282 S 

WAGGONER. R ft 

8002040336 

WASTE MOT 

WAGNER. A 0 

6002010085* 

50-416 0 

WAONER. A G 

6002010056* 

50-416 Q 

WAITE. R T 

S 002260330 

REOGD 

WALIGORAiB J 

0002070179 

REGGD 

WALKER. W L 

B002070071* 

50-339 P 

WALKER. W L ^ 

8002070079* 

FOIA 

WALKER. U L 

0002070000* 

FQIA 

WALKER. W L 

8002070084* 

FOIA 

WALKER. B 

8002270259* 

lOCFR 

WALKER, J V 

8002200004 

XPORTLIC 

WALLACE . J J 

□002140700* 

50-305 n 

WALLER, G E 

8002300377 

50-461 C 

WALLOWAK J W 

8002010254 

S0-3B7 C 

WALLOWAK.M 

0002010337* 

50-387 G 

WALSH. E 

B00S200326 

70-1309 

WALSKE, C 

8002Q40367* 

FOIA 

HALTERS, D K 

8003140092* 

50-413 C 

WALTERS. D K 

8002070193* 

90-395 t 

WALTERS. D K 

8003110505* 

50-416 < 

UANAT.a W 

0002070140 

27-37 

WANAT, B W 

B002070144* 

27-37 

WANAT.8 W 

8002070148* 

27-39 

WANAT. S W 

0002070140 

27-39 

WANAT. 9 W 

B002070144* 

27-39 

WANAT. 8 W 

8002070148* 

27-39 

WANDKE. N E 

0002130029 

SO-275 

WANDKE. N E 

8002290407 

50-295 

WANDKE. N E 

0002120701 

50-295 

WANBKEfN E 

0002120530 

50-295 

WANOKE.N E 

3002220427 

50-295 

WANOKE. N E 

0002220410 

50-304 

WANDKE«N E 

B0022904QO 

50-295 

WANUEBS. J W 

8002190243 

REGOD 

WARD. J E 

8002080473* 

r^UREO 

WARD. J E 

6002000480* 

NUREO 

WARD. J J 

8002110496* 

FOIA 

WARD. W J 

0002120512* 

50-444 

WARD. K D 

8002250800* 

SO-254 

WARD. K 0 

8002250694* 

50-255 

WARD. K 0 

0002200274* 

50-202 

WARD. W J 

B002130139 

QA999 

WARDEN. W G 

0002260619* 

50-387 

WAREMBOURO. D 

B002040347 

50-267 

WAREMDOURG. 0 W 

80 02040 990 

50-267 

WAREMBQURO.D W 

0002060451 

50-2 67 

WARCHDOUnO. D 

6002110417 

50-267 

WAREMBOURO. D 

0002120713 

50-267 

WAREtiDOUROi D W 

0002190290 

50-267 

WAREMDOUnO, D 

8002120675 

50-267 

WAREHDOURO. D 

0002150247 

50-267 

WAREMBOURO, D 

8002190447 

50-267 

WAREMDQURO. D W 

8002190471 

50-267 

WAREMDDUROi D 

8002150269 

50-267 

WAREMDOUaGi D 

0002260687 

50-267 

WAREMnOURG. D 

8002290403 

50-267 

WAftlCK. R F 

B002 250032 

50-306 

WARWICK, ft K 

8002060413 

50-346 

WARWICK. R F 

6002050147 

50-266 

WARNICK. ft F 

0002210073 

50-346 

WARWICK, ft F 

8002070492 

50-266 

WARWICK. R F 

6002110319* 

50-346 

UARNKK. ft F 

0002080238* 

50-305 

WARWICK. R F 

B002090247* 

60-202 

WARWICK. R F 

8002290628* 

50-350 

WARWICK. R F 

0002080138 

50-305 

WARWICK. R F 

8002200236* 

50-2B2 


PERSONAL AUTHOR INDEX 
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ALPTHQR 

ACCESS I'ON 
NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

ACCESSION 

NUtlBER 

SUBJECT 

CATEOOny 

AUTHOR 

ACCESSION 

NUMBER 

SUBJECT 

CATEOOFJY 

HARNICK, R F 
MARNICK-R F 
WARRE^iM C 
WARWICK. R F 
WASHBURN. Q U 

8002250343 

Q00221003£> 

a0&2290006<» 

8002070352* 

BO 02270 0-21 

50-305 

50-266 

0A999 

50-346 

NU8E0 

S 

8 

0 

WERNER. J 

WERNER. B J 
WESCDTT.H H 
WESCDTT. H « 
WESSHAN. R H 

8002070200* 

8002260673* 

0OO2GBO226* 

0002130175* 

0002120455* 

50-346 

50-346 

50-461 

50-483 

50-259 

8 

8 

0 

Q 

Q 

WILDDRN.L 

WILCOX. M R 

WILCOX. N R 

WILCOX. M R 

WILCOX, N R 

6002190131* 

6002220100 

8002220101* 

S00222009S 

0OO222OO9B* 

40-8084 

71-356 

71-356 

71-13 

71-13 

WAQTLER. S 
WATERMAN. M E 
WATERS, K H 
WATFORD. N 

WATFORD, El 

Q002220112 

0002060333 

8002190113 

G00204035g» 

8002040356* 

□RO 

RES 

PR 

50-261 

50-261 

R 

ft 

NESSMAN.R H 
WES5HAN. R 

WESSMAN. R H 

WEST. J T 
WESTERFIELD. A E 

8002110202* 

800201017U 

0002110173* 

0002190818 

0002270114* 

50-267 

50-321 

50-335 

NUREO 

lOCFR 

0 

0 

0 

WILCOX. J D 

WILCOX. J D 

WILCOX. J D 

WILCOX. J D 

WILDE. R N 

0002040033* 

0002000227* 

8002010046* 

0002130026* 

0002210315 

90-416 0 

50-291 0 

50-324 a 
50-280 Q 
50-320 Q 

WATFORD. 11 L 
WATSON. F 

WATSON. A P 
WATTENGAROER. B 
WATTERB.il J 

G00212C530* 

8002080546* 

8002250241 

8002080140 

8002080333* 

50-261 

NUREO 

RES 

ypORTi-IC 

NUREO 

R 

MESTERMAN. T F 
WESTERMAN, T F 
WESTERMAN.T J 
WESTERMAN. T F 
WE8TERMAN. T F 

8002 110041* 
6002260036* 
0002110032 
0002270486* 
0002270537* 

50-267 

50-285 

50-298 

50-313 

50-313 

0 

Q 

8 

Q 

Q 

WILDE. R N 
WILLIFORD. J M 
WILLIAMS. B E 
WILLIS. R J 

WILLIS. E 

8002280115* 

8002040583* 

8002040410 

8002060370* 

0002110389* 

S 0-320 0 

50-320 H 
50-387 0 

CONTRACT 
90-324 R 

WATTERS. H J 
WATTERS, H J 
WEAVER, U N 

WEAVER. W W 

WEDIi.C ti 

8002050172 

8Q02S2027S 

8002220109 

9002110387* 

Q002260344 

NUREO 

NUREO 

ORG 

50-209 

50-312 

P 

G 

WESTERMAN. T F 
WESTERMAN. T F. 
WESTFALL, R M 
WESTOVERiA T 
WESTON. M 

6002060307 
0002260009 
0002280204 
00021 10253 
8002040169* 

50-313 

50-36S 

ftE8 

PR 

FOIA 

S 

8 

WILLIAM9.C C 
WILLIAMS. C 
WILLIAMS. C C 
WILLIAMS. C C 
WILLIAMS. C C 

0002060406 

6002000090 

0002110059* 

8002210 isa* 

8002290627* 

50-454 8 

50-546 S 
50-454 0 

50-546 0 

50-373 0 

DER, J 

ER,C F 

3TER.C J 
BTER.E H 
3TER.E H 

0002320363* 
0002190131 
80020 1 0362* 
30020401 01* 
8002070403 

50-285 

NUREO 

50-338 

50-330 

50-200 

H 

0 

0 

S 

WESTRriANtT F 
WETOY.C M 

NETHY.C H 

WETMOBE. J 
WETTERHAHN.M J 

0002110416* 

0002140612 

0002110517 

8002200164 

0002050004 

30-313 

30-335 

30-335 

50-153 

50-272 

G 

9 

8 

P 

0 

WILLIAMS. C C 
WILLIAMS 
WlLLIAMa.C C 
WILLIAMS. C C 
WILSON. L E 

8002270120* 

8002130032 

8002290156* 

8002210027 

0002080533* 

50-456 G 
50-440 5 

50-900 Q 
50-546 8 

50-320 H 

STER.E H 

STER, R H 

3TER. E H 

STERi E H 

K8.E D 

9002210213 

0002060393 

0002030324 

0002220166 

6002090659 

50-200 

50-281 

50-324 

50-338 

50-133 

B 

8 

a 

a 

R 

METTERHAHN.H J 
IJETTERHAHN. H J 
WHEATLEY, P D 
WHEELER. R A 
WHEELERiR A 

8002270041 

8002250017 

0002220487 

8002150312 

0002150229 

30-272 

50-272 

RE6 

30-133 

50-133 

G 

0 

0 

0 

WILSON. R J 

WILSON. W E 

WILSON. R J 

WILSON. D J 

WILSON. D D 

0002210379 

0002260671 

0002260151 

0002290034 

8002290121* 

PR 

50-27 U 

PR 

XPORTLIC 

lOCFR 

K8,E D 

KBiiJ R 

GAND. J 0 

GANDi J G 

OAND. J 0 

6002140597 

8002050397* 

0002250312 

0002110514 

0002190109 

50-133 

50-295 

50-458 

50-458 

S0-4SB 

R 

0 

S 

0 

8 

WHEELER. D H, 
WHEELER. A J 
WHEELERiR L 

WHITE. C E 
WHITESIDES. G E. 

0002260627 

0002070245* 

8002220094 

0002070062* 

80022B0204 

Miac 

50-263 

ORO 

QA999 

RES 

P 

WILSON. D 

WILSON. e 

WILSON. 8 0 

WILSON. K R 

WILSON. R F 

0002220010 

8002220013 

0002210190 

8002120753* 

0002040941* 

XPORTLIC 
XPORTLIC 
XPORTLIC 
90-269 6 

90-320 P 

OANO. J 0 

OAND. J 0 

OAND. J Q 

GAKO. J G 

GAM>. J Q 

0002 190717 
600211051 1 
0002110518 
800211052-0 
8002190103 

50-450 

S0-4SB 

50-458 

30-450 

50-458 

0 

a 

a 

0 

B 

WHITE. L D 

WHITE. L D 

WHITE. L D 

WHITE. L D 

WHITE, L 0 

0002140347* 

8002050254 

8002040199 

0002060468 

0002060520 

50-244 

90-244 

50-244 

90-244 

50-244 

Q 

Q 

Q 

J 

H 

WILSON. R F 

WILSON, R F 

WILSON. R F 

WILSON. R F 

WILSON. R F 

0002040534* 

80020B0408 

8002000673 

8002060403 

8002190539 

50-320 P 
90-3ZG R 
50-320 P 
50-320 F 
50-320 P 

AND. J 0 

RJD. J G 
tNDr J G 
^NDr J G 
^ND. J 0 

8002220497 

8002270051 

8002190016 

0002150543 

80022S0020 

30-458 

50-458 

30-450 

50-450 

50-450 

s 

A 

A 

6 

6 

WHITE. L D 

HHITC.L D 

WHITE. L D 

WHITE. L D 

WHITE. L D 

6002140565 

0002200512 

0002200533 

8002190502 

8002190739 

50-244 

50-244 

30-244 

30-244 

50-244 

Q 

F 

P 

B 

P 

WILSON. R F 

WILSON. R F 

WILSON. R F 

WILSON, R. F 

WILSON. R F 

B002 150253 
8002200414 
8002200469 
8002260526 
8002290360 

90-320 P 
50-320 0 

50-320 P 
50-320 f 
50-320 P 

mo. J 0 
^ND.J G 
^ND. J G 

AND. J G 

Efl.R E 

0002250023* 

6002230125 

0002150515 

6002120207* 

6002250231 

90-450 

50-458 

50-450 

50-450 

50-247 

s 

A 

8 

Q 

P 

WHITE. L D 

WHITE. L D. 

WHITE. L D 

WHITE. L D 

WHITE. L D 

0002200543 

8002200449 

8002S20359 

8002250526 

BO 02270306 

50-244 

50-244 

30-244 

50-244 

30-244 

P 

P 

8 

P 

F 

WILSON, R F 

WILSON. R,F 

WILSON. R F 

WILSON. J N 

WILSON. B A 

8002270330 

0002270310 

8002290388 

8002120211 

6002220264* 

50-320 P 
50-320 P 
50-320 P 
50-322 A 
SD<312 0 

NSTEIN. H G 
SSiS H 

ESiE R 

SSiE n 

ES.E R 

6002270512* 

B002290275* 

6002110277 

0002130122 

0002270074 

REGGD 

50-320 

50-209 

50-2B9 

30-209 

H 

0 

0 

0 

WHITE. J R 

WHITE, J fl 

WHITE, J P 

WHITE, J R 
WHIT£6ELL,D E 

6002110242* 

0002000410* 

8002000043 

8002200345* 

5002070129* 

30-219 

50-213 

50-213 

50-317 

QA999 

0 

0 

a 

Q 

WILSON. D A 

WILSON. 0. A 
WILTSCHKO. D V 
WILVERDINO, 0 M 
WING. J 

6002220271* 

8002220272* 

6002220082 

80022104SO 

8002220237* 

50-312 G 
50-312 G 
□RO 

90-286 R 
50-312 4 

SS.E R 

SS . E R ' 

88. E R 

S8. E R 

58. E R 

0002290153 

0002140016* 

0002110277 

B002130122 

6002270074 

50-289 

70-143 

50-209 

50-209 

50-209 

0 

G 

0 

0 

WHlTEBELt.. D,E. 
WHITEGELLr D. E 
WHITEBELL.D.E 
WHITEBELL, D E. 
WHITEBELl*. D. E 

8002010333* 
BO 02 150237* 
8002010522* « 
6002070269* 
0002140320* 

QA999 

QA999 

QA999 

0A999 

QA999 


WINSHIP.D 

WINTER. N T 
WITHERSPOON.? 
WOLFE. D 

WOLFE. 8 J 

6002220297 

0002200499* 

6002190044 

8002040375* 

8002130124 

70-143 

CONTRACT 

PR 

FOIA 

FOIA 

I8S. E R 

ISS.A J 

IS9. D 

IS8. D 

IS3. J D 

8002290 1 53 

8002200051 

0002190127* 

8002230043* 

8002130334* 

50-269 

NUREO 

40-0084 

71-5026 

70-143 

G 

WHITE. L A 

WHITNEY. G 0. 
WICHER8. D L. 
WIDNER.W A 
WIDNER.W A. 

6002140099 

8002200476* 

0002250309 

8002010183* 

0002080305* 

WASTE NOT 

50-293 R 
40-8502 

50-321 0 

50-321 0 

WOLFE. 8 J 

WOLFE. 8 J, 

WOLFE. 8 J 

WOLFE. 8. J 

WOLFE. 8 J 

8002130228 

8002110638 

6002130351 

6002130362 

8002290086 

50-466 0 

90-466 0 

90-466 0 

90-466 0 

90-376 0 

IBS. D 

188. D 

ISS. 0 

IE8. D 

ISG. J D 

0002060 1 03* 

6002040334 

0002040302 

8002070461* 

0002150013 

71-6291 

70-1100 

70- 135 

71- 6294 
70-1257 


WIDNERiW. A 
WIDNER.W A 
WIDNER.W A 
WIDNER.W, A 
WIDNER.W A 

0002010103* 

8002110013* 

Q002040S10 

8002060571 

8002000605 

50-321 

50-321 

50-321 

50-321 

50-321 

Q 

Q 

P 

F 

F 

WDLFLE, D 

WOLLE. R H 
WDLTERMANNiH A 
WDLTERMANN.H A 
WOLTNERiE. 

8002080464* 
800228001 1 
6002200211 
0002200217 
B002210136* 

NUREO 

0L«t* Prog 
NUREO 

NUREO 

70-371 

.ISGi J D 
'IBS. J 0 

ELLE 81 fl. 
jELTiW a 

TEHGER.L 0 

0002150029 

0002150046 

0002070041 

0002200403 

0002200399* 

40-3453 

40-0346 

50-320 

FO!A 

SO-317 

P 

S 

WIDNER.W A, 
WIDNER.W A 
WIDOFF.N P, 
WIDDFF.M P 
WIDOFF.N P 

0002110447 
B0022S0327 
80021 4D52S 
0002140531* 
8002250194* 

50-321 

90-321 

50-209 

50-289 

90-289 

P 

P 

0 

0 , 

G 

WOMACK. A. D 

WONOr T 

WOOD. 0 0, 

WOOD. D, 0 

WOOD. E C 

6002000586* 

B002I306S8 

0002060447* 

8002050223* 

0002060516 

50-320 K 

40-299 

NUREO 

NUREO 
50-309 B 

HENSLAMBfc^l.F 
WERLiNOi J A 
MERLiNOi J A 
HERLINOi J A 
MERUINO. 0 A 

6002220154 
8002000444 
0002060440* 
8002150324 
80021 50333* 

tl.E 

SO-334 

50-334 

50-334 

50-334 

S 

S 

S 

B 

WIDOFF.N P, 
WIDOFF.N P 
WIDOFF.N P 
WIEDEMANN. A,H 
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50-317 

F 

6002040488 

TOPREP 



8002050227 

90-317 

Q 





8002090944 

50-317 

P 

8002060173 

71-9039 



8002060200 

71-9010 


8002060214 

71-6400 






8002060361# 

90-312 

P 


B002060469 

90-316 

0 

8002070001 

70-024 



6002060470 

50-317 

P 

8002070198 

70-135 



8002060470 

90-317 

P 





6002060484# 

90-310 

8 

8002070162# 

70-139 



6002060576 

90-318 

a 

8002070167# 

70-139 






8002070395 

70-1201 



6002060966* 

90-318 

0 

8002080499 

90-269 

P 


8002060995 

90-317 

a 

800211 0397* 

30-289 

P 


6002060598* 

90-317 

8 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Mtmorial In«tUut«« Columbuf 
t^borator it« 


Eatbflli Mamorial Ihttitutfli Pacific 
Northuant Laborabarij 


Hear Crtak Uranium Go 


Bcchbal A«iociaba» Profaailonal Corp 
Bachbal Corp 

Bachtal Po«»r Corp (*uba of Dachtal 
Corp. > 


Dalf lun) 

Barjan-Patbaraon Ptpa Support Corp 
Bergarj D 
Sarnarit G Doyla 
Barrian Counter MI 

Bto-Rad Laborabortas 
Blolronlc Salats Ihc 




ACCESSION 

8UBJECT 


AUTHOR 

ACCESSION 

SUBJECT 


NUMDER 

CArEQQPV 

AFFILIATION 

NUHBER 

CATEGORY 

aooaoG035s 

50-317 

8 


8002060191 

71-6291 


8002110308 

50-317 

Q 

BUtk 6 Veabch 

6002 060331 

REOOD 


8002110529 

50-317 

0 

Doamg Co 

8002060323 

71-372 


8002110534# 

30-317 

B 


0002060327* 

71-372 


00021 10339 

50-317 

0 


8002290102* 

lOCFR 


00021 1034A* 

50-317 

S 

no-aiing Ctimputer Servicaat Inc <sub* 

of 6002150313 

FQIA 


8002120671 

SO-317 

J 

Baelii ‘9 Co > 




0002120605 

50-310 

6 

Sokum Reftourcea Corp 

6002040336 

WASTE MOT 

8002120689* 

30-318 

S 

&org-Warner Corp 

6002060610 

XPORTLIC 


8002120693 

30-317 

s 

Bovton College 

8002210335 

MIBC 






8002220021 

QRO 


8002120693* 

50-017 

8 





0002120710 

50-317 

0 

Hostort Edison Co 

0002010368 

50-993 

Q 

8002120716* 

50-317 

S 


0009010370 

50-993 

S 

0002140374 

30-317 

P 


0002010434 

50-993 

S 

8002150290 

50-310 

3 


8002040447 

50-993 

8 





8002040450* 

50-993 

8 

8002150309* 

50-310 

0 





00021 503 14 

50-317 

a 


6002040453 

50-993 

6 

8002150323* 

50-317 

s 


0OD2O4O4 57* 

50-293 

S 

00021 9074S 

50-235 

p 


B002070268 

50-993 

F 

8009190743 

50-253 

p 


800200047a 

50-293 

0 





8002080610 

50-293 

F 

9009200003* 

30-317 

Q 





8002910423 

30-317 

R 


8003080619 

50-293 

P 

8002210423 

30-317 

R 


8002080701 

50-293 

G 

8002910420* 

30-317 

R 


8002110499 

50-293 

J 

8002230450 

50-317 

8 

, 

8002110499 

50-293 

J 





B002110519 

50-293 

8 

0002250437* 

50-317 

8 





0009260518 

30-317 

F 


0002110524* 

50-293 

S 

0002260310 

50-317 

f 


0002110603 

50-293 

a 

B002 260522* 

30-317 

F 


8009110606* 

50-293 

s 

GOO 2260 329* 

50-317 

F 


0002120592 

50-293 

p 





8002130566* 

lOCFR 


8002200233* 

50-317 

0 





GO 02280332 

50-317 

F 


6002130396 

50-293 

8 

8002280366 

50-310 

P 


0002150403* 

SO-293 

B 

8003260370* 

50-318 

P 


8002190444 

50-293 

J 

G0023G0SB9 

50-317 

S 


6002150488 

30-293 

Q 





6002200470 

50-293 

R 

8002260399* 

50-317 

G 





8009290363 

50-318 

B 


6DO2S0D476* 

30-293 

R 

BO099 90367* 

50-310 

8 ' 


6002200546 

30-293 

S 

6002290371 

50-310 

B 


6002200559* 

50-293 

8 

6002890374* 

50-318 

8 


6C03200644 

30-293 

8 





6002200652* 

50-293 

8 

8002890377 

50-310 

S 





0002290385* 

50-310 

a 


6002210910 

50-293 

0 

8002060270 

RES 



0002210514* 

50-293 

8 





0009990088 

50-293 

P 

8002250266 

RE6 



0002230002 

50-471 

0 

8002350303 

70-a 



0002250 12B* 

50-293 

P 

0002250776 

70-8 


Boston Intulatad Mira 6 Cable Co 

B002150510 

REOOD 


6002290074 

70-0 


Brigham Young Univ 

6002210451 

50-262 

ft 

GOO22BO0B3 

NUREO 



8002 21 0497* 

30-262 

R 

B002290106 

REB 


Brookhavan National Laboratorij 

0002050397* 

50-295 

0 

8002010539 

RES 



8002060136 

50-213 

F 





8002070023 

NUREO 


6002060236 

NUREO 



B00207Q026 

NUREO 


B002070101* 

raiA 



8002070145* 

FOIA 


0002140090 

NUREO 



6002070152* 

FOIA 


0002 1 90827 

AGRB 



8002080412 

50-266 

F 

0002200013 

ACR8 










60020 B 0591 

50-244 

F 

B002220039 

ACR8 



0002000606 

50-206 

F 

0002220400 

REB 



0002080611 

50-335 

F 

8002250201 

RES 



0002120575 

50-309 

F 

0002270203 

PR 



9002120590 

50-247 

F 

8002140663 

40-8452 










8002190081 

NUREO 


8002140660* 

40-0452 



8002190101 

NUREO 


8002200395* 

50-235 

Q 


8002190115 

NUREO 


6002200400* 

50-253 

Q 


8002190469 

30-317 

F 

8002040304* 

50-331 

P 


6002210464 

30-263 

F 

6002070170* 

50-402 

8 









0009210469 

50-263 

F 





6002210505 

50-10 

F 

8002070170* 

30-482 

e 


8002220224 

RE8 


0002070346 

50-424 

a 


6002220234 

RES 


0002120332 

TDPHEP 



8002220403 

REB 


0002140642* 

30-462 

8 





0002140642* 

50-482 

B 


8002250197 

RES 






0002270300 

50-317 

F 

8002190727* 

50-3^4 

P 


8002270300 

50-317 

F 

0002210449* 

TOPREP 



0002270496 

50-10 

F 

6002210458 

50-424 

a 


0002200051 

NUREO 


8002250557* 

50-402 

a 





B002260633 

top REP 



00022802 1 9 

RES 






B0022B052B 

50-317 

F 

B002260176 

REOOP 



80O22B0S40 

30-317 

F 

0002200130* 

QA999 



6002260540 

50-317 

F 

8002210175 

PR 



8002260545 

50-205 

F 

8002060176* 

CONTRACT 





6002000029 

PR 



6002280563 

SO-263 

F 





B0Q22B0972 

50-263 

F 

6002220016 

XPDRTLIC 


6002280611 

50-10 

F 

6002060170 

71-62^1 


Brouin Unlv 

0002130056 

FOIA 
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CORPORATE SOURCE INDEX 


A\JTHOR 

AFFH.IATIDN 

C— E Power System* 


CAlffornia Polytech State Univ^ 
California! State of 


California! Unlv. of^ Dertelcy 
’’alifornia! Untv of, Uoi Angelee 

aliforrrlai Unlv ofi Santa Dartiara 
ammeT U Bfiapiro 

arolina Power (( Light Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR ACCESSION 

AFFILIATION NUMBER 

SUBJECT 

CATEGORY 

7909040506 

SO-259 

P 

0002060332 

90-324 

6002040402 

TOP REP 


0002060337 

90-261 

6002060545 

TOP REP 


0002060346 

50-261 

6002110113 

71-9022 

0002060349 

50-324 

6002130327 

REOOD 


0002060349 

90'<324 

6002190760* 

50-255 

P 

0002060373* 

90-400 

6002210171 

70-36 


0002060390* 

90-400 

6002220423 

70-1100 

0002060403 

90-324 

6002250219 

70-1100 


0002060411* 

90-324 £ 

8002250444 

70-36 


0002060496 

50-325 £ 

800227C012 

70-36 


G002060503 

50-255 ^ 

8002276016* 

70-36 


0002060907* 

50-329 £ 

Q 002270 042 

70-1100 


0002060527 

50-325 £ 

B0022760S1 

70-36 


0002060534* 

50-329 £ 

6002270069 

70-1100 


B00206053B 

90-329 £ 

6002270076 

70- i 100 


0002060949* 

50-329 G 

8002280480 

70-1100 


0002060956 

50-324 E 

8002290477 

SO-394 

P 

0002060619 

90-324 E 

8002010012 

90-361 

+1 

8002060622* 

90-324 E 

8002070135 

90-312 

0 

8002060623 

90-324 £ 

8002050463* 

NUREO 


8002060632 

90-324 £ 

8002110220 

PR 


8002060635* 

90-324 E 

8002110227* 

PH 


8002060639* 

90-324 £ 

8002130041 

PR 


8002060600 

90-324 £ 

8002130159 

PROJ 


8002060603* 

90-324 E 

8002130254* 

PR 


0002070076 

50-324 C 

8002140400 

PROJ 


0002070197* 

90-261 C 

8002220204* 

NUREO 


0002000191* 

90-324 Q 

8002220401 

90-361 

A 

0002000421 

50-324 a 

80022S0164 

90-312 

0 

0002000446 

90-324 J 

6602250201 

PROJ 


8002000446 

90-324 J 

00022603 1 9 

50-312 

0 

8002000505 

NUREO 

8002260336 

90-312 

0 

0002110319 

90-324 Q 

6002260344 

50-312 

0 

00021 103BB 

90-324 R 

5002260355 

50-445 

N 

8002110309 

50-324 R 

8002260401 

90-312 

0 

0002110389* 

50-324 R 

8002260403* 

50-312 

0 

8002110431 

90-261 P 

0002260415* 

90-312 

0 

0002110496* 

POZA 

0062260426* 

90-312 

0 

8002110489 

90-324 0 

0062260035 

PROJ 


8002 U 0490* 

90-324 8 

0062290612 

PR 


8002120169 

90-400 0 

0002290616* 

PR 


8002120169 

90-400 0 

0002120602 

50-142 

J 

8002120169 

90-400 a 

8002190066 

PR 


800212016? 

90-400 0 

0002200056* 

ACRE 


8002120926 

90-261 R 

5002220044 

ACRB 


8002120930* 

90-261 R 

0002220040 

ACRB 


0002120966 

90-329 P 

5002220065 

AGR8 


80021209B3 

90-324 P 

5002210388* 

50-361 

A 

0002130049 

90-261 8 

6002140369* 

50-322 

0 

8002130091* 

90-261 8 

80022S0007 

50-322 

0 

0002140308 

90-400 a 

5002040143 

50-400 

0 

8002140396* 

90-400 8 

0002040331 

50-324 

0 

8002200165* 

90-400 Q 

50020403^3 

90-261 

R 

8002200172* 

90-400 0 

0062040356* 

50-261 

R 

8002200432 

90-329 8 

0062040358* 

50-261 

R 

0002200433* 

50-329 a 

5002040364 

SO-261 

Q 

0002200439 

90-324 0 

6002040423 

50-324 

Q 

0002200437* 

90-324 B 

5002040457 

50-324 

8 

□002200439 

90-324 8 

6002040463* 

50-324 

B 

0002200441* 

90-324 B 

5002040467 

90-324 

S 

0002200923 

90-324 8 

8002040493* 

90-324 

8 

0002200931 * 

90-324 8 

8002040517 

90-400 

A 

0002200934 

90-324 0 

8002040517 

50-400 

A 

0002200942* 

90-324 a 

8002040517 

50-400 

A 

0002200990 

90-325 a 

8002040517 

50-400 

A 

0002200997* 

50-325 9 

8002040590 

50-400 

A 

0002200600 

50-325 a 

8002040SSO 

50-400 

A 

0002200613* 

90-329 a 

8002040550 

50-400 

A 

0002200633 

50-324 e 

QOO2O40SS0 

50-400 

A 

0002200640* 

50-324 8 

8002040565 

50-400 

B 

0002200664 

90-324 S 

8002040965 

50-400 

S 

0002200605* 

90-324 a 

8002040565 

50-400 

a 

0002210404 

90-329 8 

8002040565 

90-400 

8 

8002210420* 

50-329 a 

8002030599 

50-324 

Q 

0002210427 

90-324 B 

8002050959 

50-324 

Q 

8002210433* 

50-324 6 

8002030363* 

50-324 

Q 

0002210915 

90-329 a 

8002050963* 

50-324 

Q 

i 0002210920* 

90-329 5 

8002050580 

50-400 

Q 

0002210929 

90-261 F 

8002050580 

50-400 

Q 

0002210929 

90-261 F 

0002050580 

SO- 400 

a 

0002210929 

90-261 F 

0002050380 

50-400 

Q 

8002220321 

90-324 a 

0002060271 

90-324 

p 

0002220322* 

90-324 a 

0002060271 

30-324 

p 

0002220339 

90-261 P 

0002060332 

50-324 

p 

0002220379 

90-329 0 


CORPORATE SOURCE INDEX 


425 


AUTHOR 

AFFILIATION 


CatAlytici Inc (♦ubi of Air Product* 8< 
Chanlcalvi Inc ) 

Canttr far DovclopfflBnt Policij 


Ca-ntBr for Plannlnp Reiaorchi Xpc 
C>ntr«l ht Southwoft Corp 


C«ntr*l 8c SQuthw««t QvrvUotf Inc 

CantraV Powtr Ic Light Co 

Control Stotf Unlv < QK 
CvtiiCr Inc 

ChvA-Ncjci ear Byttimtr Inc 


Chorrijc M M /Chirryc Flgnn 8< Konter 
Ct«t-op«olt Ensrgg Allianco 


Chickarino ti Oragorg 


Chriita-Marla 

Cincinnati Oai tt Elactrlc Co 


Cltliant Againat Nuclaar Dangari 


Cltljani Aatoclatlon far Bound Enargg 

Citiiana Committaa for Protactlon of tha 
Envlronmant 

ClUcan* Concarnad About Nuclaar Pourart 
Inc 


Cltiiani for Eciuitable Utilitiai 


Civil Sarvlca Contmiis lOHr Fadcral 
Eiacutiv* Inatltuta Alumni A**o 
CUntihall AUianca 
Clavaland Elactrlc Illuminating Co 


ACCESSION 

NUHDER 


8002220307* 

6002250174 

SOO225OS07 

0002250593* 

6002260550 

0002260564* 

8002260663 

6002260666* 

0002260706 

6002260710* 

0OO227OS25 

8002200159* 

8002260367 

8002200372* 

0002290373 

0002290302 

8002290430 

8002070067* 

0002070163 
0002200 12S 

6002030549* 

6002120479 

8002120479 

8002120479 

0002120479 

8002130236 

6002130236 

0002130236 

6002130236 

8002200364* 

6002200360 

0002260445 

8002120425* 

0002220007 

0002040026 

0002140705 

8002030007 

6002220126 

0002260513 

8002260627 

0002280019 

8002290146 

8002290169 

0002040574 

0002040500* 

0002130206 

0002220489 

0002110474 

0002150153* 

8002260155 

0002280392 
0002290330 
0002290333* 
60020 B0340 
0OO2UO297 

8002290096* 

8002250106* 

0002210371 

8002050021 

0002090021 

0002050034* 

0002050034* 

0002050042* 

6002050042* 

0002050021 

8002050021 

0002050034* 

GD0205O034* 

8002050042* 

0002050042* 

0OO22BO472* 

8002060217* 

0002120517* 
6002070302 
00021 10349 

0002140686 
B002140666 
0002 14 0686 
00021 40686 
0002150474 

0002190474 


&U0JECT 

CATEOORV 


50-325 S 
50-400 0 

50-325 8 

50-325 S 
50-329 S 

50-325 8 

90-400 8 

50-400 Q 
50-324 P 
50-324 P 

50-t?61 J 
SO- 261 P 
50-261 8 

90-261 S 
50-324 F 

50-261 P 
50-324 H 
FOIA 

XPQRTLIC 
50-574 0 

90-312 F 
50-445 M 
50-445 li 
50-445 M 
50-445 M 

50-445 M 
50-445 N 
50-445 M 
50-445 H 
50-445 M 

50-445 H 
50-443 M 
70-943 
XPDRTHC 
27-47 

27-47 
50-329 0 

50-209 0 

80-320 H 
HIBC 

50-209 0 

50-269 0 

50--2a9 0 

50-206 0 

50-206 0 

50-155 0 

50-155 0 

50-350 A 
50-358 Q 
50-358 A 

50-358 <k 
30-350 K 
50-350 K 
30-307 O 
50-307 0 

50-556 Q 
50-556 0 

50-3 0 

50-490 0 

50-490 0 

50-490 0 

50-498 0 

50-490 Q 
50-498 0 

50-490 0 

50-490 0 

30-490 0 

30-490 O 
30-490 0 

80-490 0 

50-493 0 

CONTRACT 

FOIA 

50-440 0 

30-440 0 

50-346 n 
50-346 N 
50-346 H 
50-346 H 
50-346 N 

50-346 H 


AUTHOR 

AFFILIATION 


Cnknj D B 

Colorado, Stata of 


Colorado, Univ of, Denver 
Colt Industries, Inc 

Colufltb i* Univ 


Combustion Enginearinj}, Inc 

Commerce, Dept of, National Bureau of 
Standards 


Commerca, Dept of, National Oc aanograph i c 
Atmospheric: Adminst ration 
Commonuieal th Edison Co 


ACCESSION 

NUMBER 


6002150474 
0002210041 
0002270018 
7905290461 
B0020 10330 

8002040017 
8002120631* 
0002 1501 15* 
7904210795 
7904210001* 

8002040277* 

0002050207* 

6002050210* 

0002060452* 

0002080515* 

0002060401* 

8002070062* 

8002140067* 

0002140254* 

8002200057* 

6002290089* 
8002290263* 
& 8002220069 

6002010364 

8002010367* 

0002010367* 
0002010390 
0002010390 
0002010401* 
00020 L040i* 

8002040002 

0002040427 

8002040475 

9ODSO4O401* 

B002040513 

8002040337 

0002060295 

0OD2O6O295 

8002060412 

6002060433 

8002060458* 

0002060667 

8002070092* 

8002070096* 

B002070113* 

0002070184 
0002000104* 
00020001 12 * 
000209037 1 
B00S06O373* 

0002080528 

0002000520 

8002080530 

0002000550 

0002060967 

6002060573* 

8002080612 

6002080623* 

8002080640 

8002080685 

8002060665 
B 002080605 
6OD2O0O66S* 
0002000600* 
0002000668* 

0002120193* 

8002120254 

8002120331 

8002120337* 

8002120367 

Q002ia03b7 

6002120367 

0002120367 

0002120300* 

0002120390* 

8002120300* 

8002120380* 

8002120530 

8002120330 

0OO21SO539* 

0002120343* 

3002120543* 

0002120647 


SUBJECT 

CATECOftV 


50-346 M 
50-440 Q 
SO-367 O 
MI SC 
PftOj 

PROJ 

State prog 
UASTE MOT 
50-395 8 

30-395 S 

FQIA 

NUREO 

NUREO 

NUREO 

NUREO 

50-317 P 

QA999 
70-1100 
70-398 

CONTRACT 

lOCFR 
70-390 
50-320 D 

50-237 F 

50-237 F 

50-237 F 

50-254 P 

50-254 P 

50-254 P 

50-254 P 

50-237 Q 

PR 

30-237 S 

50-237 9 

50-295 P 

50-254 P 

50-293 P 

50-293 F 

50-295 P 

50-10 P 

50-10 P 

50-10 Q 

50-10 P 

50-10 P 

50-10 P 

REOQD 
50-295 O 

50-295 0 

50-237 8 

50-237 S 

50-237 P 

50-237 P 

50-10 P 

50-10 P 

50-237 S 

50-237 S 

50-237 S 

50-237 B 

50-295 F 

50-10 R 

50-10 R 

so-10 a 

50-10 R 

50-10 R 

50-10 R 

50-373 Q 

50-237 Q 

50-249 P 

50-249 P 

&0-4S4 K 

50-454 K 

50-454 H 

00-454 K 

50-454 K 

30-454 K 

50-454 X 

50-454 K 

50-295 R 

50-295 R 

50-295 R 

S 0-295 R 

50-295 R 

50-10 R 



426 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Access 1 DM SUBJECT 

NUMBER CATEflDBV 


AUTHOR 

AFFILIATION 


ACCEBBION SUBJECT 

NUMBER CATEGORY 


G0O2ISO&47 
SO03lSOi>47 
80021206 &3« 
8002120693 
BO 02 1206^ 9 

80021206'?? 

800212069? 

800212069? 

8002120701 

8002120703* 

000213002? 
80021 3003B* 
8002130040 
8002130046* 
0002130317 

8002190196* 
8002190196* 
S002 190274 
8002 IS 0274 
B002 150280* 

0003190280* 
0002190523 
6002190333 
B 002 190600 
8002190632 

8002200234* 

8002300381 

8002200386* 

8002200479 

8002200479 

8002200927 

8002200938* 

8002200980 

8002200986* 

8002200649 

8002200691* 
8002210430 
8002210430 
800 2 2C 0430 
8002210442 

8002210442 

80D22104S4 

8002210494 

8002210456 

8002210462* 

9002210470* 
8002220318 
9002220313 
80022203 19* 
9002220353 

8002220353 

8002220371 

8002220383* 

8002220388 

8002220404* 

8002220418 

8002220422* 

8002220427 

8002220432* 

G002220440 

8002220445* 

800229067? 

9002250677 

800225067? 

8002250679 

80022S0706* 

8002250706* 

8002250706* 

8002250706* 

8002250706* 

8002250706* 

8002250706* 

8002260205 

8002260205 

8002260289 

« 

8002260289 

0002260293* 

8002260293* 

8002260519 

8002260519 

8002260519 

8002260538* 

8002260938* 

8002260938* 

800-2260938* 


50-10 R 
90-10 R 
SO-ID R 
50-10 J 
50-10 J 

SO-lO J 
50-10 J 
50-10 J 
50-295 S 
50-295 8 

50-295 S 
50-295 8 

50-254 S 
50-254 S 
REOOD 

50-237 0 

50-237 0 

50-237 P 
50-237 P 
50-237 P 

50-237 P 
REOOD 
50-295 F 
50-254 ft 
SO-iO P 

50-494 0 

50-295 P 
90-295 P 
50-373 F 
50-373 F 

90-237 6 

50-237 a 
50-24? S 
50-24? 8 

90-249 8 

50-249 8 

50-494 A 
50-494 A 
50-494 A 
50-494 A 

SO-494 A 
50-10 P 
50-10 P 
50-237 S 
50-237 8 

50-10 P 
50-373 A 
90-373 A 
50-370 A 
50-247 P 

50-247 P 
50-265 a 
50-265 S 
50-265 tt 
50-265 8 

50-304 S 
50-304 8 

50-295 8 

50-29 S 8 
90-294 8 

50-254 8 

50-10 P 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-10 P 
50-10 P 
50-10 P 

50-10 P 
50-10 P 
50-299 P 
50-299 P 
50-496 A 

50-496 A 
90-496 A 
90-456 A 
50-10 I 
90-10 I 

90-10 I 
50-10 I 
90-10 I 
50-10 I 
90-10 1 


8002260938* 

8002260672 

0002260672 

8002260690 

0002270279 

8002270314 

0002270314 

8002270314 

0002270314 

8002270315* 

8002270340 

8002270490 

0002270498 

0002200008 

0002280008 

0002280080 

0002280169 

0002200169 

0002280169 

0002280169 

8002200392 

0002280376 

8002280304# 

8002200309 

0002280433 

0002200437* 

0002290407 

0002290490* 

0002290400 

0002290409* 


50-10 1 

90-299 P 

90-299 P 

50-299 P 

90-999 A 

50-434 K 

50-494 ■ K 

50-494 K 

90-494 K 

50-494 K 

90-249 Q 

90-494 O 

50-494 0 

50-10 P 

90-10 P 

50-10 P 

60-494 A 

90-494 ^ 

90-494 A 

90-434 A 

90-373 a 

90-249 a 

90-249 O 

50-494 a 

90-237 O 

90-237 e 

90-299 B 

90-299 0 

90-299 0 

90-299 Q 


Connecticut Yankee Atomic Pauer Co 


0002010344 

8002040392 

8002060146 

8002000691 

8002110487 


90-213 F 
90-213 P 
90-213 3 
90-213 P 
90-213 Q 


8002110493 90-213 
0002120430 90-213 
8002140483 90-213 
8002190397 90-213 
8002190368# 90-213 


P 

P 

P 

B 

D 


0002190660 90-213 
000219066?# 90-213 
8002200428 90-213 
8002200431# 90-213 
0002210381 90-213 


Q 

G 

R 

n 

P 


0002810301 90-213 
8002210406 90-213 
0002210490 90-213 
0002290700 90-213 
0002280324# 90-213 


P 

P 

P 

P 

a 


Conner* Koore & Corber 


8002090004 

8002090096 

8002200741 

0002260711 

0002270041 


90-272 0 
87-39 

90-320 0 
90-416 M 
90-272 a 


Consolidated Edison Co o# Neu York 8002010446 90-3 

0002040330 90-3 

8002040330 90-3 

8002090929 90-247 

0002090536 90-3 


8002090936 50-3 

0002090940# 90-3 

8002060442 90-247 

8002190309 90-3 

8002190389 90-3 


0002150309 90-3 
0002190398# 90-3 
0002190390# 90-3 
0002190390# 90-3 
0002190929 90-3 


0002190690 

8002190776 

0002190776 

8002190779# 

8002200918 


90-247 R 

50-3 F 

90-3 F 

90-3 F 

80-3 R 


0002200910 

0002200940# 

0002200940# 

0002200940# 

8002200727 


90-3 ft 
90-3 ft 
90-3 ft 
90-3 ft 
90-247 P 


0002210383 

8002210389# 

8002210396 

0002210396 

8002210400# 


90-247 R 

90-247 R 

90-3 R 

90-3 R 

90-3 R 


saasa aa'naa 32'n*n'iiQ 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Coniirntn Fouffr Co 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMOER 

9UDJECT 

CATEQORV 

BOOS2tO>400» 

SO -3 

R 



8002260543* 

30-155 

8 

00022 104 00* 

50-3 

R 



8002260659 

30-295 

S 

00022203 &0« 

90-247 

P 



8002260661* 

50-25 S 

S 

00022203 &0« 

90-247 

P 



8002 270241 

50-155 

F 

8002260590 

90-247 

H 



8002270520 

50-329 

H 

0002200333 

50-3 

J 



0OD22BOOe4 

71-5939 


0002040391 

90-195 

P 



0002280194 

50-329 

R 

0002040913 

50-329 

A 



0DO22BO523 

50-259 

P 

0002090143 

50-199 

Q 



6002280622 

50-329 

A 

8002090473 

50-195 

F 



800229031 1 

50-155 

P 

0002090476 

50-159 

P 



8002290316* 

50-159 

P 

0002090476 

50-195 

P 



8002390326* 

50- 1 55 

P 

80020909S3 

50-255 

P 

Cooper fndui-trle«f Inc . 

Cooper Energy 

Q00220DOB7* 

QA999 


8002090946 

50-329 

S 

SOTviCQ* Dlv 





0OO2O5O9SB 

50-295 

P 



8002200094* 

0A999 







6002200109* 

QA999 


0002050962* 

50-295 

P 






8002060166 

50-255 

P 

Cooper M*dlcal Center CamdeniNJ 

B0020B0245* 

40-0112 


8002060192* 

50-259 

P 



8002080258* 

40-0112 


8002060480 

50-255 

J 

Cordie Corp 


8002290046* 

lOCFR 


8002060511 

90-159 

J 

Coraell Unlv 


8002040231* 

POIA 







0002220516 

50-405 

0 

B002060993 

90-153 

8 






0002060601* 

90-155 

B 



6002290361* 

CONTRACT 


0002060614* 

50-159 

8 

Corner & Lad* Co t Inc 


8002200147* 

QA999 


8002060624* 

50-199 

8 



0002280154* 

QA999 


0002070263 

90-299 

P 

Corning Olaes Vlork* 


B002220017 

XPDRTLIC 





Cotter Corp 


8002010547 

PROJ 


8002070331 

30-255 

P 






0002070338* 

90-299 

P 



800201 056B 

PROJ 


0002080020* 

PR 




0002040012 

PHOJ 


8002000643 

50-159 

P 

Council on Environmental 

dualitg 

8002150011 

XPDRTLIC 


8002000640 

90-329 

K 



0002190099* 

CDMHIESION 




Creor*' Inc 


8002250253 

RES 


0002080640 

90-329 

K 






0OO2O8O6S6* 

90-329 

K 

Creueat-Lolre 


8002010249* 

50-413 

Q 

8002080656* 

90-329 

K 

Critical Ha«e Energy Project 

8002210266 

PR 


0002000663* 

90-329 

K 



B002270D1B 

50-367 

0 

8002000663* 

90-329 

K 

Cumber 1 and Conservation 

League 

8002220453* 

50-272 

U 




Dairoland Potuer Cooperative 

8002040508 

50-409 

P 

8002000671* 

90-329 

K 






0002000671* 

50-329 

K 



6002040539 

50-409 

P 

0002110912 

50-329 

B 



8002050215 

50-409 

P 

0002110912 

50-329 

6 



8002050462 

50-409 

F 

8002120236 

50-195 

Q 



8002070217 

50-409 

P 






8002070220* 

80-409 

P 

8002120236 

50-1 55 

O 






0002120247 

50-329 

0 



80020B0429 

50-409 

J 

0002120349 

$0-329 

8 



8002110019* 

50-409 

0 

0002120349 

90-329 

9 



G00212019S 

50-409 

Q 

0002120357* 

50-329 

8 



8002140430 

50-409 

Q 






B002 140961 

50-409 

F 

0002 1203 S7* 

90-329 

8 






0002120959 

50-159 

8 



0002140596 

50-409 

R 

0002120908 

90-329 

K 



8002140603* 

50-409 

R 

0DO212OS88 

50-329 

K 



8002200965 

SO-409 

P 

0002130606 

90-299 

0 



0002210435 

50-409 

P 






8002260674 

30-409 

R 

0002140381* 

50-329 

0 






0002190250 

50-329 

8 



8002260679# 

30-409 

R 

0002190250 

50-329 

B 

Oaltoni A T 


0002250096* 

30-556 

0 

0002190292* 

90-267 

P 



8002350106* 

50-556 

0 

0002190428 

50-295 

R 

9a me* & Hoore 


B002010543* 

40-299 







80021 10328* 

FDIA 


0002190436* 

90-299 

R 






8002190490 

RE GOO 




8002110339* 

FOIA 


8002190342 

90-329 

A 



0002110343* 

FOJA 


0002190442 

50-199 

P 



8002U0346* 

FDIA 


0002190949 

50-329 

A 



8002110390* 

F03A 





Dartmouth College 


BO 02 130 590 

XPDRTLIC 


8002190949 

30-329 

A 






0002190992* 

90-329 

A 



8002130597* 

XPDRTLIC 


0002190952* 

90-329 

A 



B0021 30602* 

XPDRTLIC 


0002190956* 

50-329 

A 

DeMent Laboratories 


BO 02200327* 

ORO 


8002190356* 

50-329 

A 

Debevoiee U Liberman 


8002130031 

50-445 

M 






8002140205 

NUREO 


80021^0674 

50-155 

6 






8002190609* 

50-155 

0 



6002150142 

PRM 


0002190721 

50-195 

8 



8002200694 

50-445 

M 

0002190731* 

90-159 

S 



800226016B 

Pfi 


8002190736 

50-255 

P 



8002260421 

50-445 

H 






' 8002270086 

50-445 

M 

0002190748* 

50-155 

8 






0002200390 

90-255 

0 



0002290025 

50-445 

0 

0002200409* 

50-259 

Q 

Def ensej Dept of 


8002290252* 

lOCFR 


8002200999 

50-259 

P 

D«lauar«t State of 


B002 1 4O2S0 

NUREO 


8002200617 

50-269 

P 

Detrol t Edison Co 


7911070417 

TDPREP 







8002040597 

50-341 

G 

0002210467 

50-239 

H 






0002210467 

90-259 

H 



G002120S82* 

50-341 

K 

8002220219 

90-259 

0 



8002120984* 

50-341 

K 

8002220327* 

50-299 

0 



0OO214D437 

50-341 

Q 

0002220344 

50-159 

P 

DtDella & Fishkln 


0002110358 

FOIA 





Doggetti 5 A 


80020B0049 

50-466 

0 

0002260 MB 

90-255 

F 






8002260164 

50-295 

P 

Dqui Chemical Co 


8002070063* 

FOIA 


0002260507 

50-155 

P 



8002070097* 

FOIA 


0002260531 

50-195 

8 



8002120604* 

50-264 

Q 

8002260537* 

50-155 

8 



8002260523 

50-264 

J 


427 


428 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFIHATIOH 


Atlas Export Salas 
Duke Pauer Co 


ACCESSION SUBJECT 


NUMBER 

CATEGORY 

8002270034 

ICPORTLIC 

791 1070427 

TOPREP 


8002010004 

50-413 

0 

8002010004 

50-413 

Q 

8002010052 

50-413 

Q 

8002010241 

50-413 

Q 

8002010244 

71-6206 

8002010569 

50-269 

0 

8002010569 

50-269 

Q 

8002010569 

50-269 

0 

80020 4003S 

50-369 

Q 

8002040133 

50-269 

0 

8002040251 

90-488 

Q 

8002040430 

50-269 

Q 

8002040S24 

50-369 

A 

S002040S24 

50-369 

A 

8002040526 

50-269 

P 

8002040568 

50-369 

J 

8002040569 

50-269 

Q 

8002040569 

50-269 

a 

8002040569 

SO-269 

Q 

8002040595 

REOOD 


8002050002 

50-491 

a 

8002050080 

50-369 

Q 

8002050229« 

50-269 

0 

8002050293 

50-413 

Q 

8002050297 

50-370 

0 

800206013B 

50-369 

A 

8002060138 

SO-369 

A 

8002060314 

50-269 

f» 

8002060314 

50-269 

P 

8002060314 

50-269 

P 

6002060329 

50-287 

8 

8002060424 

SO-269 

P 

GO 02060424 

SO-269 

P 

0002060424 

50-269 

P 

8002060441 

50-269 

P 

8002060441 

50-269 

P 

8002060441 

50-269 

P 

8002060537 

50-269 

P 

B002060537 

50-269 

P 

6002060537 

50-269 

P 

8002060537 

50-269 

P 

G002060S39 

50-369 

8 

8002060539 

50-369 

S 

8002060558 

50-269 

H 

G00206055B 

50-269 

H 

80020605SB 

50-269 

H 

8002060562* 

50-369 

8 

8002060562* 

50-369 

8 

800206056B 

50-369 

A 

B002060S6B 

50-369 

A 

8002070206* 

50-369 

Q 

8002070281 

50-413 

3 

8002070281 

50-413 

6 

8002070293* 

50-413 

S 

8002070273* 

50-413 

S 

8002080383* 

50-269 

P 

8002080403 

50-491 

A 

8002110390 

50-269 

F 

8002110390 

50-269 

F 

8002110390 

50-269 

F 

8002110523 

SO-369 

F 

8002110523 

30-369 

F 

800212003B 

50-269 

0 

8002120038 

50-269 

0 

8002120038 

50-269 

0 

8002120046 

50-269 

0 

8002120046 

30-269 

0 

8002120046 

30-269 

0 

8002120092 

50-269 

0 

8002120092 

50-269 

0 

8002120092 

30-269 

0 

8002120127 

50-269 

Q 

8002120127 

50-269 

Q 

8002120127 

30-269 

Q 

8002120535 

30-269 

P 

8002120537* 

50-269 

P 

8002120S6S 

NUREO 


8002120678 

30-269 

P 

8002 1 2D67B 

50-269 

P 

8002120678 

50-269 

P 

8002120682* 

50-269 

P 

8002120682* 

50-269 

P 

8002 1 20662* 

50-269 

P 


AUTHOR 

AFFILIATION 


Ovquesne Light Co 


EG 8c Or Inc 


ACCESSION SUBJECT 

NUMBER CATEGORY 


8002120749 

50-269 

8 

8002120753* 

50-269 

8 

8002130013 

SO-269 

Q 

8002130370 

50-269 

Q 

8002130370 

50-269 

Q 

8002130370 

50-269 

Q 

8002130408* 

50-207 

Q 

8002140037 

50-413 

Q 

8002140037 

50-413 

0 

8002150249 

50-269 

P 

8002150249 

50-269 

P 

8002150417 

50-269 

S 

B002 150432* 

50-269 

S 

8002190130 

REOGO 


8002190554 

50-369 

A 

8002190767 

50-269 

P 

8002200455 

50-269 

P 

8002200455 

50-269 

P 

8002200435 

50-269 

P 

8002200486 

50-269 

P 

8002200486 

50-269 

P 

8002200486 

50-269 

P 

8002210474 

50-369 

8 

8002210474 

50-369 

a 

8002210481* 

SO-369 

a 

8002210481* 

50-369 

8 

8002210532 

50-269 

8 

8002210533* 

SO-269 

a 

8002220155 

30-269 

p 

8002220155 

50-269 

p 

8002220323 

50-409 

a 

8002220324* 

50-409 

a 

8002260122 

50-269 

p 

8002270369 

50-369 

H 

8002040557 

50-334 

F 

8002040557 

50-334 

F 

8002050257 

50-334 

a 

8002060425 

50-334 

F 

8002060430 

50-334 

p 

8002060491 

50-334 

R 

8002060499* 

50-334 

R 

8002070030 

50-334 

Q 

8002080444 

50-334 

8 

8002080448* 

50-334 

8 

8002080691 

50-334 

F 

S0021 10482 

50-412 

Q 

8002120585 

50-334 

P 

8002120672 

50-334 

P 

8002150104 

50-412 

a 

8002150324 

50-334 

8 

8002150333* 

50-334 

a 

8002150339* 

50-334 

s 

8002150348* 

50-334 

a 

8002150353* 

50-334 

8 

8002190141* 

50-412 

8 

0002190153* 

50-412 

8 

8002200403 

50-334 

R 

8002200407* 

50-334 

R 

8002200468 

50-334 

0 

B002210139* 

50-412 

8 

B0022702S2 

50-334 

Q 

8002270288 

50-334 

8 

8002270378 

50-334 

P 

8002270403 

50-412 

A 

8002280241* 

50-334 

Q 

8002280288* 

50-334 

P 

8002280583 

50-334 

P 

6002290426 

50-334 

6 

8002290S36* 

50-334 

Q 

8002290343* 

50-334 

0 

8002060333 

RGB 


8002130217* 

50-280 

P 

8002220023 

RGB 


8002220285 

RG8 


6002220487 

RGB 


8002220493 

RES 


8002250263 

RES 


B002250270 

RES 


8002250276 

RES 


B002280039 

RES 


8002280068 

RG8 


8002280075 

RGB 


8002260075 

RES 


8002280086 

RG8 


8002280095 

RES 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


Inc 


Etaico 3irvica«i Inc («ub< of Enierch 
'COTp ) 


Elbfrlini In-B ferumB-nt Corp 


Ec:o-lo{>^ Action of Oswogo 
Edlou Infctrnabional Co 


Elirkric Pouor Rosoarch Initituta 


Er*rjVjDept of 


EnirgyfDept off Clinch Rivar Qriedor 
Rtactor Plant 

En«rggfD«pt of. Savannah River Operatione 
Environmintal Coalition on Nuclear Power 


Environmental Pollcg Inititute 
Environmental Protection Agencg 


Euraton 5uppl(j Agencg (Belgium} 


ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATECORV 

8002280102 

REa 


European t ommunl tieti Conmission of 

8002060494 

XPQRTLIC 


8002200109 

RES 



6002030158 

XPORTLIC 


B0022eOAA2a 

90-29 

P 


8002 1 2000 1 

XPQRTLIC 


8002290162 

RES 



8002120004# 

XPQRTLIC 


0002290162 

RES 



80022G0191 

XPQRTLIC 


8002200673* 

0A999 



8002200235 

XPQRTLIC 


8002200706^ 

QA999 


Exxon Mine rale Co • USA 

8002010169 

40-8064 


B002200717e 

QA999 



6002130664 

40-8064 


eO02O5O52ae 

90-247 

P 

Exxon Nuclear Co • Inc Ciubs of Exxon 

8002060605 

TOPREP 





Corp } 




8002070329 

REOOD 



8002070304 

TOPHEP 


eO02HOt32 

90-382 

K 


8002070506 

70-2219 


8002250150 

REOOD 



8002110103 

7 1 -9069 


0OO225OS37* 

50-281 

P 


B002 140414 

TOPREP 


8002070179 

REOOD 



Q002200577# 

50-285 

P 

8002080145 

XPORTLIC 



0002250396 

70-1257 


8002220002 

XPORTLIC 



0002250363# 

70-1257 


8002250704# 

SD-32C 

H 

« 

0002290334# 

S0-1S5 

P 

8002290052# 

lOCFR 



6002290347# 

50-155 

P 

8002220520# 

50-485 

G 

Factorv Mutual ReseaTch Corp 

B00227042&# 

50-277 

F 

8002260735 

XPQRTLIC 



6002270430# 

50-277 

F 

8002260739 

70-2322 


Fain* J 

8002190244 

70-143 


8002190251 

RE<}0D 


Federal American Partner* (Mining) 

6002070495 

40-4492 


8002260567# 

COMMISSION 

Federal Emargencg Management Agencg 

8002190022 

NUREO 


8002260573# 

CDHHIBBION 


8002260084# 

50-327 

T 

80022702GO 

PR 


Federal Ig Emploged Wemenf Enc 

8002260638# 

CQtiMISSlON 

8002280079 

rOPREP 


Felifman.r Hall« Franilen< Reed it Hooduard 

8002130161 

50-556 

0 

8002010003 

71-9072 


Ferre! l*B M 

80021 10163 

FOIA 


8002010519 

PR 


Fire* Corp 

80021 10250 

PR 


8002040249 

71-5939 


Fif-her Scientific Cc 

B0020B0236 

XPQRTLIC 


8002090337 

PR 


Flacl.O 

0002060242 

50-424 

H 

8002060220 

71-6400 


Flei«cliater. D 0 

6002210371 

50-3 

G 

8002060342 

REGOD 


Florida Institute of Technology 

0002270077 

70-093 


B002130601# 

SECY 


Florida Power Ic Light Co 

8001310048 

50-250 

P 

B002 130610# 

SECY 



6002010023 

50-250 

Q 

8002 1306 IB# 

SECY 



0002040147 

50-335 

Q 

0002140330 

ORO 



6002040245 

50-250 

P 

8002140703* 

30-320 

H 


6002040245 

50-250 

P 

0002190002 

PR 



0002040279 

90-250 

F 

800219000a 

PR 



6002040284 

90-335 

G 

8002190015 

PR 



6002040298 

90-3B9 

Q 

8002190021 

PR 



8002040374 

50-335 

0 

8002250231 

90-247 

P 


8002040396 

90-250 

8 

8008290743# 

50-320 

P 


0002040399# 

50-250 

8 

8002120472 

50-537 

D 


0002040476 

50-309 

8 





B0Q204O483# 

50-309 

S 

8002190211 

70-2844 










0002040509 

50-250 

6 

6002050316 

PR 



6002040912# 

90-250 

S 

0002110208 

50-387 

0 


6002040527 

50-339 

s 

6002110264 

50-289 

0 


8002040539# 

50-335 

8 

8002120365# 

90-387 

0 


8002040542 

50-250 

S 

8002130150 

50-209 

G 









6002040949* 

50-250 

6 

80020503 08 

PR 



0002090515 

50-391 

0 

8001 1604 19# 

HASTE MOT 


6002090932 

50-250 

F 

0002040538 

90-918 

A 


8002070097 

50-250 

Q 

8002040538 

90-918 

A 


6002070360 

50-250 

0 

6002040536 

90-918 

A 









6002110917 

50-335 

€ 

6002040536 

50-910 

A 


0003120031 

50-290 

G 

6002040945# 

SD-516 

A 


6003120231 

50-389 

Q 

0002040545# 

90-910 

A 


8002120363 

50-335 

P 

6002040545# 

90-918 

A 


8002120505 

50-335 

P 

8002040945# 

50-918 

A 









0002120507# 

50-335 

P 

8002060462 

50-914 

D 


8002130471 

50-250 

8 

8002060462 

50-914 

D 


0002130480# 

50-250 

a 

8002140113# 

50-914 

0 


8002 1 30534 

50-250 

s 

B002I40113# 

90-914 

G 


0002130542* 

50-250 

5 

6002210178 

70-824 










0002130566# 

lOCFR 


8002210179 

pnri 



8002140283 

50-250 

G 

8002220325 

50-206 

H 


8002140283 

50-250 

0 

8002220403 

CGNMI88I0N 


G002 140612 

50-335 

5 

6002220407# 

COHMIBSION 


6002 150472# 

50-250 

S 

8002220412# 

COMMISSION 









0002150470* 

S 0-250 

8 

B0D222O415# 

COMMISSION 


0002150482# 

50-230 

S 

8002220424# 

COMMISSION 


BD02 150483# 

50-250 

0 

0002220429# 

COMMISSION 


6002160485# 

50-250 

B 

0002220431# 

COMMISSION 


8002150491# 

50-250 1 

B 

0002220437# 

COMMISSION 









8002190491# 

S0-2S0 

0 

0002220441# 

COMMISSION 


8002150494# 

50-250 

6 

0002260606# 

COMMISSION 


B0021D0497# 

50-250 

3 

0002270329 

90-320 

P 


BO 02 150497# 

50-250 

S 

0002270325 

50-320 

P 


BO 02 1904 9 9# 

90-290 

8 

0002270333 

90-320 

P 









0002150501# 

30-890 

8 

8002270333 

90-320 

P 


0002150506# 

50-250 

6 

8002290247# 

lOCFR 



8002150508# 

50-250 

6 

800220024 1 

XPORTLIC 


0002150512# 

50-250 

S 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


*lorida Power Carp 


M'lda* St4t« of 

irldar Univ off Oainssvill* 


ACCCSaiON 

NUMBER 

SUBJECT 

CATEGORY 

8002150919# 

90-250 

S 

0002 1 90606 

SO-335 

0 

8002190649 

90-302 

3 

8002200957 

90-250 

P 

0002200627 

50-250 

F 

8002200627 

50-290 

F 

8002200632# 

50-250 

F 

0002200632# 

50-250 

F 

0002210373 

50-335 

a 

0002210370# 

90-339 

8 

0002210380 

50-335 

8 

0002210386# 

50-335 

S 

0002210432 

50-291 

Q 

0002210436 

50-250 

P 

8003210436 

50-250 

P 

8002210438# 

50-250 

P 

0002210438# 

50-250 

P 

000221047a 

50-335 

P 

0002210483 

50-250 

P 

0002210403 

50-250 

P 

0002210528 

50-335 

a 

0002210530# 

50-335 

8 

8002220162 

30-335 

6 

0002220160# 

SO-335 

8 

0002220229# 

50-312 

0 

0002220330 

30-335 

8 

8002220334# 

50-335 

8 

8002220341 

50-290 

P 

8002220341 

50-250 

P 

8002220362 

50-230 

6 

8002220370* 

50-250 

8 

0002290924 

50-231 

8 

0002290525* 

50-231 

8 

0002260200 

50-387 

0 

0002260226 

50-290 

P 

0002260226 

50-230 

P 

0002270128 

50-36? 

O 

0002270459 

50-290 

Q 

0002280136* 

50-290 

0 

8002290033 

50-389 

0 

6002040128* 

50-302 

Q 

BOO2Q40494 

50-302 

8 

8002040498* 

50-302 

8 

8002070203 

90-302 

S 

80020702 07* 

90-302 

8 

8002070226 

50-302 

8 

0002070231* 

SO-302 

8 

0002070277 

50-302 

F 

8002080661 

90-302 

P 

0002110107 

71-6206 


0002120464 

90-302 

H 

0002120677 

90-302 

P 

0002130030 

90-302 

3 

0002130035* 

90-302 

8 

8002130443 

90-302 

P 

8002130528 

90-302 

P 

8002150469 

90-250 

8 

0002150469 

90-250 

S 

8002190400 

50-302 

P 

8002190498 

90-302 

P 

8002190501* 

90-302 

P 

0002190916 

90-302 

8 

Q002l905i9* 

90-302 

8 

0002190617 

50-302 

P 

0002190653* 

90-302 

a 

0002190726 

50-302 

p 

6002190734# 

90-302 

p 

B002200361 

90-302 

p 

8002200448 

30-302 

0 

8002200939 

30-302 

p 

0002210904 

90-302 

p 

8002210909# 

90-302 

p 

8002220201 

50-302 

p 

8002290415 

90-302 

R 

8002250421# 

50-302 

R 

8002290428* 

90-302 

R 

0OO226O56B 

50-302 

S 

8002260571# 

90-302 

3 

8002270336 

30-302 

P 

8002270353 

90-302 

P 

8002290281 

50-302 

P 

8002290292* 

50-302 

P 

8002220106 

ORO 


8002150398 

90-83 

ft 

9002150361* 

50-83 

R 


AUTHOR 

AFFILIATION 


Ford Bacon 8( Davlo Utah* Inc 
Foralaut on Board 
Fox Induifcrioi 
Fail Farr S. Cunnlnghatn 


Franklin Init l tute/Frank 1 in R*«earch 
Center 

Friends of the Earth 


General Atomic Cg (tubs of Gulf Oil 
Co > 


General Atomic Co (subs of Gulf Oil 
Corp ) 


General Electric Co 


General Electric Co. i Nuclear Energg 
Products DIv 


ACCESSION 

NUMBER 


a00&27O27A 

□002120697« 

Q002S7037A 

eOOS2902GB 

G0OS29O299* 

B0021 50090 

00022000490 

0002120112 * 

0002130274* 

0002190797 

0002070032 

0002070033* 

0002220411 

0OO22AO60O 

0OO22AOii01* 

0OD227OO6B 

0002290199* 

8002290166* 

8002290104# 

8002090259 


8002090262* 

8002060161 

8002060166 

8002060202 

8002070214 

8002110368* 
8002250180 
80020 10M2 
8002010323 
8002050188 

8002050200 

0002070071# 

8002070078# 

8002070080# 

80020700B4# 

8002070241 

8002070249# 

8002080298# 

0002000319# 

8002080323* 

8002080364# 

0002080381# 

8002080672 

0002000677# 

0002130137 

0002130141# 

8002140392 

8002150219# 

8002190679 

8002190758 

8002200429# 

8002210052 

8002210087 

0002210089 

8002210100 

8002210190 

8002210444 

8002210449# 

0002220010 

8002220013 

8002220349 

8002290220 

8002290300 

8002280823 

8002260719# 

8002270036 

8002270488# 

8002270499* 

8002280469 

8002280929 

8002290121# 

0002290132 

8002290341# 

8002040269# 

8002070454 

8002080111 
8002080289 
8002190170 
80021 9078B 
8002200487 

8002220176 


SUBJECT 

CATEOORY 


PR 

90-320 H 
TOPBEP 
50-289 G 
90-289 O 

ACR8 

ACR0 

50-3 F 
PR 

90-312 G 

XPORTLIC 

XPORTLIC 

70-734 

TGPREP 

TOPREP 

70-734 

iOCFR 

lOCFfi 

IOCFR 

70-1812 


70- 1012 

71- 9037 
71-6703 
71-9034 
71-6745 

FOIA 
XPORTLIC 
70-1308 
90-70 F 
70-1308 

70-754 
90-338 P 
FOIA 
FOIA 
FOIA 

50-263 P 
90-263 P 
70-1308 
FOIA 
FOIA 

FOIA 

FOIA 

TOPREP 

TOPREP 

70-1300 

70-1300 

TOPREP 

QA999 

90-70 F 
70-794 

50-290 P 

70-794 

70-794 

70-794 

70-794 

XPORTLIC 

TOPREP 

TOPREP 

XPORTLIC 

XPORTLIC 

TOPREP 
70-794 
70-1220 
70-1220 
90-324 P 

70-1220 

70-1309 

70-1308 

70-1113 

TOPREP 

IOCFR 

70- 130 a 
90-199 P 
FOIA 

71- 6294 

70- 1113 

71- 4986 
70-1113 
70-794 
90-73 F 

70-794 
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AjfHOR ACCSeSIGN 8UDJECT 

AFFILIATION NUMBER CATEOOftV 


G002aB02&4 RES 

S0022 90247 REG 

6002260029 70-1 U3 

6002270071 70-1113 

8002260163 70-1113 


author accession subject 

AFFILIATION NUMDER CATEGORY 


BO 0220 0649 90-366 R 
9003210-390 90-434 S 
0002230327 90-321 P 
S 002220327 SO- 321 P 
6002220367 90-366 S 


0«nir«l Motor 
Otrtiral Phgti 
Oineral Publl 
Corp 


i Corp 
ct Corp 
c Ufcilitl** - 


OPU a»rvic« 


0002260164# 

3002220001 

3002190669# 

9002040941# 

8002090071 

9002120697 

9002120711 

8002140493 

9002140493 

9002140962 

8002140962 
6002190260 
90021 S026O 
9002190440 
9002150440 


70-1113 
XPORTLIC 
SO- 3 33 Q 

90-320 P 

30-239 P 

50-219 J 
50-219 J 
50-320 J 
90-320 J 
50-320 J 

90-320 J 
50-320 J 
90-320 d 
50-320 J 
90-320 J 


Oaorgt Uathingtan UnW 
OiorgLa Initltut# of Tachnologg 
Oaorgia Pouiar Co. 


0002190407 S0-2B9 I 

6002270269 90-2B9 8 

6002270269# 50-299 Q 

9002290463 30-320 J 

6 0020 4029 B# FOIA 

8002040297# FOIA 

9002260173 REOOD 

0002010103# 50-321 0 

8002010183# 90-321 Q 

8002040910 90-321 P 


0002060971 

0002060971 

8002060961# 

6002060901# 

9002070167 

6002070216 

0002070222# 

6002070272 

8002070273# 

6002070276 

0008070279# 

8002070307 

0002070319# 

90020B0309# 

6002000609 

9002080609 

8002080636# 

0002110013# 

0002110432 

0002110440 

8002110447 

8002120179 

8002120546 

8002120596# 

6002140491 

6002190319 
8002190323# 
90021 90330 
0002190331 
0002190340# 

8002190344# 

9002190366 

9002190363# 

8002190366 

0002190381# 

8008190399 

8002190414# 

9002190912 

0002190314# 

8002190910 

0008190921# 

0002200440 

0002200463 

8008200471 

0002200472# 

0OO22QO47B 

0002200470 

8002200461# 

0OO22OOSO9 

9002200920# 

8008200976 
6002200362# 
I 6002200601 
6002200602 


90-321 F 
90-321 F 
50-321 F 
90-321 F 
REOOD 

90-321 8 
90-321 Q 
90-321 8 
90-321 8 
50-366 8 

50-366 8 
50-321 8 
SO-321 8 
90-321 Q 
90-321 F 

90-321 F 
90-321 P 
90-321 Q 
90-424 8 
90-424 S 

90-321 P 
90-424 0 
30-424 A 
90-424 A 
90-366 a 

90-366 8 
90-366 8 
90-366 9 
90-321 a 
90-321 6 

90-366 8 
50-321 B 
90-321 8 
50-366 8 
90-366 a 

90-366 8 
50-366 a 
90-321 R 
90-321 R 
90-366 R 

90-366 R 
90-321 J 
90-366 8 
90-321 8 
90-366 8 

90-321 F 
90-321 F 
90-321 S 
50-321 0 
90-321 8 

90-321 S 
90-321 S 
50-321 ft 
90-424 A 


Oao»ci#nca* Barvicai. loc ■ Olv of 
Flichar Eavlron Eng 3vc . Inc 
Oaotec Engtnotrai Ir»c 
Oarnangi Fadaral Rtpubllc of 
Oattg Oil Co j patrotomlct Co Div 

01 Ibart/Commonuiaalih Cot 


0002220372# 

0002220394 

0002220391# 

8002220405 

8002220400* 

6002220414 

0OO222O41<7« 

9002220450 

8002220454# 

8002290960 

6002260921 
8002260527# 
0002 S 6054 B 
8002260993# 
0002260981 

9002260986 
80022605*? 0 
0002260591# 
0002260996# 
BOO 2 260597# 

0002260676 

8002260686# 

8002270266 

8002290428 

0002290432# 

0002290442 

0002290446# 

8002290449 

8002290453# 

9002290461 

G002290466* 

0002220239 

0002010115# 

8002290406 

8002190213 

8002040311* 

0002200580# 

8002200592# 

8002200994# 

8002200996# 

8002200590# 

6002200604# 

0002200605# 

8002200607# 

8002200609# 

900S200610# 

8002200614# 

8002200615# 

0002200619# 

8002200620# 

9002200621# 

0002200624# 

0003200626# 

0002200628# 

0OO22OO'629# 

B002200630# 
0002200631 # 
8003200639# 
8002200636# 
6002200639# 

0002200640# 

0002200641# 

8002200642# 

8002200645# 

8002200653# 

9002200694# 

0002200656# 

9002200658# 

0002200659# 

0002200661# 

6002200662# 

9002200667# 

9002200669# 

8002200674# 

8002300679# 

0002200676# 

8002200679# 

8002200679# 

0002200660# 


50-366 S 
50-321 8 
50-321 8 
50-366 a 
50-366 9 

50-321 5 
50-321 8 
50-366 8 
50-366 8 
50-424 9 

50-366 8 
50-366 8 
90-321 8 
30-321 8 
50-366 9 

50-32 1 8 
50-366 a 
90-366 8 
50-366 a 
90-321 a 

50-321 9 
50-321 8 
90-424 8 
90-321 8 
90-321 a 

50-366 9 
50-366 8 
50-321 8 
50-321 S 
SO-366 a 

50-366 S 
QRO 

WABTE MOT 

XPQRTLIC 

40-6659 

50-395 F 
50-244 P 
50-244 P 
50-244 P 
50-244 P 

50-244 P 
50-244 P 
50-244 P 
90-244 P 
50-244 P 

50-244 P 
90-244 P 
SO-244 P 
50-244 P 
50-244 P 

50-244 P 
90-244 P 
SO-244 P 
90-244 P 
90-244 P 

SO-244 P 
50-244 P 
50-244 P 
50-244 P 
50-244 P 

SO-244 P 
50-244 P 
50-244 P 
90-244 P 
90-244 P 

50-244 P 
90-244 P 
50-244 P 
50-244 P 
50-244 P 

50-244 P 
50-244 P 
50-244 P 
50-244 P 
90-244 P 

30-244 P 
50-1Z44 P 
50-244 P 
50-244 P 
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AUTHOPf 

AFFILIATION 


Oi 1] eip I e it Jone» 


Oovernniflnl Ate ountal? i M Projetfc 
Oulf Utllitie* Ct) 


HaniPord £nglnfferin{l D« veloprAent; 

Lab-or-atcri 4 
Harvard Univ 

Hsveg Induitriet (tub* of HercMleft< 
Inc ) 

Hill Christop^«r & Phjllip« 

Hodder^M H 
Hagian it Martian 


Hopkinaonii Ltd 
Hoirse of Hep 


fauio of Hep I Foreign Affairs 
June of Rep < Interior & Insular Affair* 


so of Rep j Interft Foreign 

iflterce 

4 of Rsp I dudiclarv Comniittee 
e of Rep I Science U Technology 


in lighting & Fouer Co 


CORPORATE SOURCE INDEX 


ACCESSION 

NUHBER 


800520 06B1« 
eoo 220 ' 0 &e 4 » 
QD 02 SCO&B 7 e 
8002200 
60032004 . 91 # 

8002200492# 
BO 02200693# 
BO 02200497# 
8002200498# 
6002200499# 

8002200700# 

0003300707# 

8002200709# 

0002300711# 

8002110293 

8002110314 

80020301891# 

8002110911 

80021103(1 

6002110914 

6002110910 

8002110910 

8002110320 

0002110320 

QC 0212020 ?# 

8002150014 
0002150913 
0002150543 
00021 90103 
8002190109 

8002190717 
8002220497 
000222050 1-# 
8002250020 
8002230023# 

8002250312 

6002280123 

8002290031 

6002250242 

8002050344# 

8002210198# 

8002210208# 

6002010524 

0002130041 

8002220447 

80020401 SO# 
80020 <10323# 
6002080924# 
8002270144# 
6001140329# 

6002010570 
6002130126 
6002130486 
80 02200229 
8002200S3&# 

8002220263# 
0002220313# 
8002290072# 
00022901 12# 
8002290127# 

8002220296# 

9002200245# 

B002200347# 

8002200399# 

0002290080# 

6002200319# 

6002220471# 

0002290142# 

8002200321# 

0002210306# 

0002290077* 

8002070389 

8002070469 

6002000024# 

8002000026# 

8002000035 

6002110163 

0002110103 

6002130047 

6002130047 

8002130047 

8002130047 


SUBJECT 

CATEODRY 


50-244 

P 

50-244 

P 

50-244 

P 

90-244 

P 

50-244 

P 

50-244 

P 

S 0-24 4 

P 

SO-244 

P 

90-244 

P 

90-244 

P 

50-244 

P 

50-244 

P 

50-244 

P 

50-244 

P 

50-302 

0 

SO- 382 

0 

NUREO 

50-430 

0 

90-496 

a 

50-450 

a 

50-450 

Q 

50-498 

0 

50-493 

Q 

50-450 

Q 

SO-458 

Q 

50-490 

A 

S0-4SB 

8 

90-490 

S 

50-45B 

0 

S0-4SB 

0 

50-450 

0 

50-450 

8 

50-450 

a 

50-450 

8 

90-458 

8 

90-450 

0 

30-450 

A 

50-490 

A 

REB 

90-320 

H 

<1A99? 

0A999 

50-312 

0 

PR 

50-309 

0 

FOIA 

POIA 

NUREO 

QA999 

50-320 

u 

90-3 

u 

90-266 

If 

PR 

90-327 

if 

50-344 

u 

SO-275 

u 

SO-344 

CJ 

50-275 

u 

C0NN16BI0N 

50-3 

u 

90-275 

u 

COKHIBBION 

COMHISBION 

C0MH186ICN 

COMHISSION 

70-143 

50-272 

u 

50-3 

u 

COMM I 801 DN 

State prog 

CiOHKiBSiaN 

50-466 

0 

50-490 

0 

90-445 

H 

50-449 

h 

50-466 

4 

90-490 

0 

90-490 

4 

30-445 

H 

50-44 5 

M 

50-445 


30-445 

N 


AUTHOR 

AFFILIATION 


ACCESSION SUBJECT 

NUMBER CATEOORV 


0002130057# 

0002130057# 

9008130057# 

0002130057# 

0003130064# 

0003130064# 

0002130064* 

0002130143# 

0002130102* 

8002130253 

8002130233 
60021302S3 
0002130331 
0002130345 
8002 1 40727 

8002140727 

8002140734# 

8002140734# 

8002190270 

6002190270 

8002200269 

8002200737 

0002210907 

8002250439 

9002250485 


50-445 M 
50-449 M 
50-449 M 
50-445 H 
50-445 M 

50-445 ti 
50-445 « 
90-498 O 
50-490 G 
SO-445 K 

50-445 M 
30-445 H 
50-466 0 
50-499 O 
50-490 S 

50-498 8 
30-498 8 
90-498 S 
50-493 K 
30-498 H 

30-498 O 
50-445 M 
50-466 0 
50-490 S 
90-498 8 


800225D690# 

8002350490# 

8002240243 

8002340243 

8002240669 

800224048? 

8002240493# 

0002260693* 

8002270079 

0002270098# 


50-490 a 
90-490 S 
50-445 tt 
90-445 H 
50-490 8 

90-490 0 
90-498 S 
50-49Q S 
30-466 0 
90-445 M 


8002270100 

6002270295 

8002280233 

0002290067 

8002290323 


90-449 M 
90-466 A 
90-493 Q 
30-498 A 
50-464 0 


0 

ITT Reeearch Initltut# 

Ichthijological Aes^cla te* / Inc 
Idaho National Engineering Laboratorg 
Illinois Pouar Co. 


8002110301 

0002090192# 

0002040960# 

8002190033 

0002130313 


90-312 

REOOD 

90-311 A 

PR 

50-461 K 


8002130313 

6002130320# 

8002130320# 

8002130324# 

8002130324# 

0002130339# 

8002130339# 

8002130342# 

8002130342# 

8002130346 

8002130346 

6002130349 

8002130349 

8002130393 

8002130353 

8002130396 

8002130356 

0002130349 

8002130365 

0002130370 

0002130370 

8002130362 

0002130382 

0002130306 

8002130366 

8002130360 
8002130388 
60021 30394 
8002130394 
9002130429 

8002130425 

8002130428 

0002130423 

6002130432 

8002130432 

0002130438 

8002130438 

6002130442 

8002130442 

0002130445 


90-461 K 
50-461 H 
50-461 K 
50-461 H 
50-461 K 

90-461 K 
50-461 K 
50-461 A 
90-461 K 
50-461 A 

50-461 A 
50-461 K 
90-461 K 
50-461 K 
50-461 A 

50-461 K 
90-461 A 
90-461 A 
50-461 K 
50-461 K 

90-461 K 
90-461 K 
90-461 K 
90-461 K 
90-461 K 

90-461 K 
50-461 K 
90-461 K 
90-461 K 
50-464 K 

50-461 A 
90-461 K 
90-461 K 
50-461 H 
50-461 H 

50-461 K 
90-461 K 
90-461 K 
90-461 K 
50-461 9. 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


lllinolij of 


TUlfiotSr Unlv off Medical Center 
Chicago. IL 

Indiana & Michigan Electric Co 


Indiana ii Michigan Potuer Go 
Indiana Univ 

Indufrtrial Nucleonice Corp 
Institute for Energy Analysis 
institute of Electrical & Electronic 
Engineers 

Institute of Bystem Bclenceitlnc 
tnterfalth Center on Corporate Reepontib 
lllty 

ItiteriPTf Dept of 

Inkeriori Dept, of j Fish it Wildlife Service 


Interior. Dept of. Geological Burvey 


International Verbatim Reporters. Inc 
IfttervenoT U F Doherty 


Iowa Electric Light it Power Co 


ACCESSION 

NUMBER 


B00S1304A5 
G002130433 
ao021 30493 
8002130459 
8002130499 

8002130467 

8002130467 

8002130474 

8002130474 

8002190133 

8002200331 a 
8002200 260« 
80022704 1 7 
0OOS2BO377 
8002290307 

8002290509 a 
8002120465 
8002140251 -a 
8002200275 
B0022701B1 

800227 0 I S7» 

8003270439 

8002290020 

8002290350 

8002290338 


8002040530 

B0020SOS38 

8002060050 

8002060357 

8002060566 

8002000569 

8002110580 

8002110993* 

8002140607 

8002140611* 

8002190751 

8002190751 

8002200417 

8002200625 

8002200634* 

8002200659 

8002200663* 

8002210446 

8002220314 

8002220317* 

8002260647 

8002270323 

8002270323 

8002270327# 

8002270327* 

6002280926 

G002290431 

0002290436* 

0002290430* 

0002290349* 

0002110108* 

8002220927 

8002290143* 

8002200072* 

8002040235* 


8002060100* 

8002010516 

0002010910* 

8002290016 

8002060543 

8002070399 

0002200442 

8002220077 

0002220094 

0002200499# 

0002120024 

GD02120029 

0002120035 

0002040301 

0002040375 

0002050470 

8002050475* 

800207020S 

8002070212* 

8002110526 

8002120970 

8002130112 


SUDJECT 

CATEGORY 


50-461 K 
50-461 K 
30-461 K 
50-461 K 
50-461 K 

SO-461 K 
50-461 K 
50-461 K 
50-461 K 
REGGD 

50-461 Q 
50-461 a 
80-461 A 
90-461 Q 
50-461 1 

dO-461 I 
90-295 0 

PRM 

50-367 0 

PR 

PR 

70-1308 

70-1300 

70-1309 

70-2039 


90-315 P 
90-316 8 
30-315 P 
90-315 P 
50-316 P 

50-316 S 
50-316 S 
50-316 8 
50-316 8 
50-316 8 

90-319 R 
SO-319 R 
90-316 P 
90-319 R 
50-319 R 

50-316 R 
90-316 R 
90-319 P 
90-319 0 
90-319 8 

90-316 S 
90-319 P 
90-319 P 
90-319 P 
90-319 P 

90-315 P 
90-319 8 
90-319 8 
90-315 8 
90-315 <k 

CONTRACT 

HIGC 

lOCFR 

ACR8 

FDIA 


CONTRACT 
50-974 0 

90-974 0 

50-522 0 

90-302 A 

SD-416 A 
50-274 R 
ORO 
ORO 

CONTRACT 

FOIA 

FOIA 

FOIA 

90-331 P 
50-331 a 

50-331 F 
50-331 F 
90-331 9 

90-331 S 
50-331 Q 

90-331 8 

90-331 Q 


AUTHOR 

AFFILIATION 


towa Public Interest Retearch Group 
Esharn. Lincoln & Beale 


Iiotope Products Laboratories 


liaak Walton League of America. Portar 
County Chapter 

J M Varela 
Japan 

Jersey Central Power 6 Light Co 


ACCESSION 

NUMBER 


8002190530 
3002190542* 
0002200409 
000 2200 4 OB* 
0002250532 

0002250533* 
8002260566 
BOO 2270 539 
BO 02280056 
BO 02200063* 

6002290608* 

0002140292 

0002040427 

0002000014 

80020G0020* 

8002000092 

0002120441 

0002120479 

0002120479 

0002120479 

GO 02 130236 
8002130236 
8002130236 
B002190Q18 
8002200360 

0002200360 

0002200360 

0002200364* 

0002200364* 

8002200364* 

0002220227* 
G 0022 50057 
8002290057 
8002250067* 
0002250067* 

00022 5007B* 
9002250076# 
9002250132# 
9002290132# 
8002260014 

9002260116 

9002260242 

9002260445 

9002270064 

8002270097 

8002000002 

0002120466 

0002210103 

9002290179# 

0002140260# 


0002110859# 

0002200006 

0002200010 

000201032? 

8002010335# 


SUBJECT 

CATEGORY 


50-331 0 

50-331 0 

50-331 R 
50-331 R 
50-331 S 

SO- 331 S 
50-331 S 
50-331 P 
50-331 ft 
50-331 ft 

50-331 Q 

PR 

PR 

PR 

PR 

50-295 0 

90-454 G 
50-443 M 
90-445 M 
50-443 M 

50-445 M 
90-443 M 
50-443 M 
90-155 0 

50-443 M 

50-445 M 
90-445 tt 
50-445 M 
90-445 M 
50-445 M 

50-255 O 
50-556 0 

50-956 0 

50-556 0 

50-956 0 

50-996 0 

50-556 G 
50-556 0 

50-556 0 

50-329 0 

50-445 M 
50-199 0 

90-445 M 
50-557 O 
50-445 M 

XPORTLIC 

XPORTLIC 

XPORTLIC 

lOCFR 

PRM 


FOIA 
XPORTLIC 
XPORTLIC 
30-219 P 
50-219 P 


0002010546 

0003050466 

0002050484* 

8002050920 

0002070121 


50-219 O 
50-2 1 9 8 
50-219 S 
90-219 P 
50-219 a 


0002070120* 

8002070252 

0002000696 

0002000697 

0002120743 


50-219 S 
50-219 F 
50-2 1 9 P 
30-219 P 
50-219 3 


GO 02120745* 
0002150495 
B002190096 
GO 02220349 
8002220354* 


50-219 a 
50-219 P 
50-219 Q 
50-219 R 
50-219 R 


0002220379 
6002220302* 
6002220305* 
6002220390 
G 002220392* 


50-219 P 
50-219 P 
50-219 P 
90-219 S 
50-219 8 


8002250528 

8002250531# 

8002270286 

0002270291* 

0002270297 


50-219 9 
50-219 9 
50-219 0 
50-219 9 
50-363 F 


0002290299 

B002290412 

8002290414* 

0002290415 


50-219 P 
SO-219 B 
50-219 0 
SO-219 Q 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


G00229041B» 

50“219 

Q 


8002110214 

90-322 

0 

John* Hopklni Unlv 

0002220109 

QAO 


Lehigh Univ. 

6002190012 

ACRB 


Jus t 1 c Dopt of 

60O2OjaOOS& 

50-445 

M 


6002290101 

RE6 



a0020&0059 

50-449 

M 

Long Itland Lighting Co 

6002040572 

90-322 

A 


0002060055 

90-445 

M 


6002070256 

90-322 

A 


0002060055 

50-445 

M 


□002070260* 

90-322 

A 


0002 060070 » 

50-445 

H 


6002110377 

90-322 

A 


0002060070* 

50-445 

M 


6002140533 

50-322 

0 


0002060070* 

50-445 

M 


6002 140992* 

90-322 

Q 


0002060070* 

50-445 

M 


6002190393 

50-322 

A 


0002130322* 

50-445 

M 


8002190470 

50-322 

Q 


0002130340 

50-449 

M 


8002150476 

90-916 

a 


6002130340 

50-443 

M 


8002190516 

90-516 

a 


6002130340 

50-449 

M 


8002200424 

90-322 

H 


6002130340 

50-443 

M 


8002220253 

90-322 

A 


6002140121 

30-456 

0 

Lee Alamo* Scientific Laboratory 

8002010264 

NUREO 



6002140126 

NISC 



8002130639 

90-267 

p 


6002140133 

MI8C 



8002130639* 

90-267 

p 


0002140263 

50-449 

M 


8002190163 

PR 



6002140263 

50-445 

M 


8002220019 

RES 



6002140263 

50-443 

M 


8002220219 

RES 



0002140263 

50-445 

M 


8002220492 

RES 



0002140316 

50-449 

M 


8002270010 

NUREO 



0002200312 

50-443 

M 


8002270021 

NUREO 



0002200312 

50-445 

H 

Louisiana Pouer it Light Go 

8002060201 

90-382 

F 


6002200312 

50-443 

M 


8002060419 

90-382 

9 


0002200312 

50-443 

M 


8002060422 

90-362 

a 


6002220119 

50-443 

M 


8002060449 

90-362 

a 


6002220119 

50-445 

M 


6002070313 

90-362 

a 


6002220119 

90-445 

M 


6002110549 

90-362 

a 


6002220119 

90-449 

M 


6002120994 

50-302 

K 


6002220£3ie 

50-361 

M 


6002120600* 

90-362 

K 


8002250338 

50-449 

M 


6002190236 

50-302 

9 


G002270444* 

70-I30a 



6002200734 

50-302 

9 


8002290370 

50-445 

n 


8002210112 

90-382 

a 


6002290390 

90-445 

M 


8002270102 

90-362 

0 


8002290390 

50-449 

H 


8002270113 

90-382 

0 

.MC. Inc 

6002200372 

PRM 



8002280206 

50-382 

Q 


6002200974* 

PRM 



8002290041 

50-382 

a 


6002200976* 

PRM 



8002290131 

90-382 

a 


6002200561* 

PRM 


Louisiana, State of 

8002260643 

90-382 

A 

KM8 Fufloni Inc (subi of KKS Induttrie 

6002060001 

XPORTLIC 


Louelli Unlv al 

8002060043 

NUREO 


• ■ Inc } 





8002060448 

90-223 

P 

Kattl4« Oai V Electric Ca 

6002120227* 

50-462 

0 

Loueneteln, Netuman, Reis, Aiolrad it Toll 

8002010963 

90-389 

0 


8002130406 

50-462 

F 


8002090104 

PR 



8002150224 

90-462 

a 










8002070360 

90-250 

0 


6002190035 

50-462 

F 


8002070369 

90-466 

o 


8002190042 

50-462 

A 


6002070469 

90-498 

o 


6002190099 

50-462 

A 


8002060017 

50-449 

M 


8002190072 

50-482 

A 


8002080017 

90-443 

M 


8002210037 

50-462 

A 










8002000017 

90-449 

M 


6002220925 

50-482 

S 


6002080017 

90-449 

M 


6002250321 

90-462 

0 


8002080026* 

90-449 

M 


6002250327 

90-462 

A 


6002080026* 

90-445 

M 

Sbetc Univ 

0002270139* 

90-146 

<k 


0002080026* 

90-445 

H 

^«ne-a«i Univ of 

6002010334 

90-146 

F 










BOO2O0OO35 

50-466 

Q 

(ay<»R«gj Inc, 

6002280323 

FOIA 



6002060427 

50-331 

J 

<entue kgj State of 

6002140299* 

State Prog 


6002120742 

90-498 

0 

^entuckgi Unlv of 

BO 022 104 4 I 

ORO 



6002130047 

90-449 

Ml 

terr-McOae Ch«ntlcal C«rp <>>ub« of 

6002130660 

40-2061 



8002130047 

90-445 

M 

Kfrr-llcOee Corp I 









6002130665 

40-8027 



8002130047 

90-445 

H 






8002130037* 

90-449 

M 


8002190490* 

50-309 

F 


8002130057* 

90-449 

M 

Verr-HcOoe Carp 

6002040335 

40-2061 



8002130037* 

90-449 

H 

larT'’'McOee Nuclear Corp 

6002040259 

71-6400 



8002130064* 

90-449 

M 


8002270072 

70-925 






legetene Center for Continuing Educailan 

6002140112* 

WASTE MOT 


8002130064* 

90-443 

M 






8002130331 

90-466 

0 

Corp 

6002290125* 

lOCFR 



8002130345 

90-498 

0 

ICON, Inc 

6002190203* 

50-320 

P 


8002130565* 

lOCFR 


itonDept ofi Occupational Safety 

6002290258* 

lOCFfi 



8002130560* 

lOCFR 


fealth Admin 








lu Engineering Teitlng Co 

6002110300 

raiA 



8002140139 

90-466 

0 

lurence Derkeley Laboratory 

6002190044 

PR 



8002190270 

90-498 

M 






8002200269 

90-496 

0 


6002190052 

PR 



8002200739 

90-445 

M 


8002190113 

PH 



8002210507 

90-466 

Q 


6002190120 

PR 







6002190139 

PR 



8002260100 

PR 



6002200005 

PR 



6002270060 

90-498 

M 






0002270079 

90-466 

0 


6002200007 

PR 



6002270087 

50-449 

K 

jrence Livermore Laboratory 

6002060040 

71-6400 



6002270087 

50-445 

M 


6002200184* 

30-155 

P 





iQoeufi Lamb) Leiby & ffacRae 

6002120573 

50-341 

K 


6002270087 

50-449 

M 


6002130220 

30-465 

0 


6002270090* 

90-449 

N 






6002270098* 

90-449 

M 


8002270504 

50-465 

0 


B00227009B* 

90-449 

M 

edi Robert H 

6002110203 

90-522 

0 


6002270109 

90-449 

« 



CORPORATE SOURCE INDEX 


43S 


AUTHOR 

' AFFILIATION 

ACCESSION 

NUhBER 

SUBJECT 

CATEOORV 

AUTHOR 

AFFILIATION 

ACCESSION 

NUhQER 

SUBJECT 

CATEOORV 


eO0227OLS0 

50-389 

0 


S00227D233 

50-438 

J 


8002270422 

50-367 

0 


8002270233 

50-438 

J 


8002280693* 

90-449 

M 


B0022 70273 

50-250 

J 


0OO22QO693* 

SO-445 

H 


8002270273 

50-250 

J 


8002290323 

50-466 

0 


8002270273 

50-250 

J 

LudwlCf •J N 

8002200409* 

CONTRACT 



8002270273 

50-250 

J 

l.UA>r« J V 

8002270029 

90-250 

0 


0002270273 

50-250 

J 

Ljivrni CountyiPA 

80021202B3* 

30-3 

F 

Marshal l« R A 

B002270029 

50-230 

0 

K«|n< V«nkB« Atomic Poi^ar Co 

8002040198 

90-309 

r 

HarubBi\l America Corp isubs of Marubeni 

6002250402 

XPORTLIC 



8002040203* 

30-309 

F 

Carp ) 









6002250418* 

XPDRTLIC 



8002040254 

30-309 

F 






8002060S16 

30-309 

a 


0OD225O441 

XPDHTLIC 



Q0020702&9 

30-309 

p 


6002250446* 

XPORTLIC 



Q002070237* 

30-309 

F 

Mar^landi^ State of 

B00213019B 

50-320 

H 


00020702 5?« 

90-309 

P 


6002210214 

QRO 







6002220320 

50-320 

H 


0002070261* 

30-309 

P 






8002070299 

50-309 

Q 

Hassachuse tts Institute of Technology 

800<2070020 

NUREO 



80020B0060 

30-309 

0 


GD02140650 

50-20 

H 


8002110443 

30-309 

8 


8002140655* 

50-20 

« 


9002110537 

30-309 

8 


8002150040 

NUREO 







8002260548 

50-20 

K 


8002120662 

50-309 

3 






8002120 665» 

90-309 

8 


6002260953* 

30-20 

K. 


80021 SOI 32 

50-309 

0 

Macsachustf tts* State of 

B002130127 

Far A 



8002150404 

50-309 

0 

Maiieri Drauh & Platt 

8002270470 

70-1306 



8002190403 

50-309 

F 

McCorkle Hlnderttein 

6002260304 

50-466 

Q 





RcCulloughi C R 

8002070050 

SO- 10 

P 


8002190621 

50-309 

F 






8002190701 

90-309 

R 

HcCutcheor Doyle^ Droun & Cmersoti 

B 002260 2B0 

PROJ 



8002190708* 

50-309 

R 


6002290280 

PRDJ 



0002200371 

50-309 

F 

RcOrathi E J 

0002010399 

PROJ 



0002200612 

50-307 

0 

Kiaturei Corp 

800229 0082* 

lOCFR 






I1emb*rs of Congresti for Peace Through 

8002200131* 

90-374 

0 


B0022<l06ie* 

90-309 

0 

Lau 





8002200722 

50-309 

8 






8002200733* 

90-309 

0 

Kemphis State Unlv 

8002290420 

50-938 

R 


8002260224 

90-309 

P 


8002270424* 

50-936 

R 


8002260249 

90-309 

P 

Mercer Medical Center TrentoniNJ 

8002060254* 

70-2430 






Merrimack College 

0002070077* 

50-320 

H 


0002260603 

50-309 

P 

Metropolitan Area Planning Agencg 

8002220350 

50-205 

H 


8002260630* 

90-309 

P 

Omaha 4 NE 





0002260639* 

50-309 

P 






0002270332 

50-309 

P 

Metropolitan Edison Co 

00020 109S 6 

50-269 

0 


0002270338* 

90-309 

P 


0002040007* 

30-320 

0 






0002040087* 

50-320 

0 


0002270357 

30-309 

P 


6002040148 

50-20? 

0 


0002270362* 

50-309 

P 


8002040226 

50-20? 

P 


0002270410 

50-309 

P 






0002290332 

30-309 

P 


8002040229* 

50-20? 

P 

Hainti Statf of 

8002140344 

30-309 

0 


8002040901 

50-26? 

P 






B002040523 

90-320 

P 


8002210144 

30-309 

0 


6002040534* 

30-320 

P 


8002210148* 

30-309 

0 


8002040546* 

50-320 

P 

Harih It HcLtnnanj Inc, * H It H Nucloar 

8002040361 

90-89 

J 





Conaultantij Inc Oiv 





8002040999* 

90-320 

P 


8002060486 

50-89 

J 


6002060483 

30-320 

F 


8002060486 

50-09 

J 


6002070045 

50-289 

0 






0002070196 

50-269 

0 


8002080397 

90-259 

J 


BO 02070 441 

50-289 

0 


8002000602 

90-358 

J 






B0020B0607 

50-358 

J 


0OO2OGQ4OB 

50-320 

R 


8002000614 

90-346 

J 


8002000514 

50-289 

F 


8002000614 

90-346 

J 


8002000624 

50-209 

Q 






6002080628* 

90-289 

Q 


0002000614 

50-346 

J 


8002060673 

50-320 

P 


0002110494 

90-346 

J 






8002110494 

30-346 

J 


B002080689 

50-209 

F 


8002110494 

50-346 

J 


60021 10292* 

50-269 

0 


8002120667 

50-346 

J 


8002110305 

50-289 

P 






8002110455 

50-320 

F 


8002120684 

50-390 

J 


0002110459 

50-320 

F 


8002140339 

50-447 

J 






6002140542 

90-447 

J 


8002120597 

50-209 

P 


8002140351 

90-447 

J 


8002130123* 

50-320 

P 


600219033? 

90-280 

J 


8002 1 30243 

50-289 

0 






8002130268 

50-209 

0 


8002 1 303 99 

90-280 

J 


6002140366 

30-209 

0 


8002190380 

50-280 

J 






8002190390 

90-272 

J 


8002150149 

50-289 

0 


B002200461 

90-302 

J 


8002150253 

50-320 

p 


8002200493 

50-290 

J 


6002150254* 

50-320 

p 






800ai50273 

90-20? 

p 


8002200901 

50-355 

J 


6002150284 

90-28? 

s 


8002260483 

90-321 

J 






8002260403 

50-321 

J 


6002150302* 

9Q-2B? 

8 


0002260408 

50-340 

J 


0002150399 

50-20? 

Q 


8002260488 

90-348 

J 


6002150503 

50-20? 

Q 






8002190030* 

90-28? 

0 


8002260490 

90-259 

J 


8002190078* 

60-289 

0 


8002260492 

50-321 

J 






0002260492 

50-321 

J 


BO 02 190 084 

30-289 

Q 


8002260933 

50-348 

J 


6002190324 

50-209 

0 


8002260933 

50-348 

J 


8002190539 

50-320 

P 






8002200414 

30-320 

0 


B002260940 

50-340 

J 


B00220046S 

50-320 

P 


8002260940 

50-348 

J 






B002270227 

50-321 

J 


8002200606 

50-209 

p 


8002270227 

5D-321 

J 


8002200606 

50-209 

p 
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CORPORATE SOURCE INDEX 


AUTHOR 

ACCESSION 

SliDJECT 

AUTHOR 

ACCESSION 

SUBJECT 


AFFILIATION 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATEOtWY 


0002200637* 

90-289 

P 


SOD2810912 

90-416 

8 


8002210305 

50-320 

P 


8002210512 

SO-416 

a 


80022 103B5 

50-320 

P 


8002210923 

90-416 

8 


8002220^60 

50-289 

0 


8002210523 

90-416 

a 


8002250397 

50-289 

R 


8002220326 

90-416 

A 


8002250401* 

50-299 

R 


6002220326 

50-416 

A 


8002250384 

50-320 

S 


6002250172* 

90-416 

Q 


8002250665 

50-320 

8 


8002250182* 

90-416 

Q 


0002250739 

50-320 

P 


8002260694 

90-416 

A 


8002260239 

50-320 

F 

Mietevri. Btate of 

8002260668 

90-402 

A 


8002260294 

50-289 

0 

HiaSQurl. Univ of. Columbia 

8002040503 

90-166 

B 


8002260509 

90-320 

1 


8002260699* 

90-344 

P 


8002260509 

50-320 

I 

Hlfcra Corp 

B002 130072* 

CONTRACT 



0OO226OS26 

90-320 

F 

0002200064* 

CONTRACT 



8002260926 

90-320 

F 

Nibsublshl International Corp (*ub« of 

8002210120 

XPORTLtC 






Mitsubishi eprp 1 





8002260695 

50-320 

R 






8002260700* 

50-320 

R 

Mitsui V Co . Ltd 

8002060502 

XPORTLIC 



8002260700* 

50-320 

R 


G002220009 

XPORTLtC 



6002260704* 

50-320 

R 

Monsanto Co 

8002200211 

NUREO 



6002260704* 

50-320 

R 


8002200217 

NUREO 






Morris on-Kn<jd**n. Pouer B^items Dlv 

8002110370 

50-344 

Q 


60022702 18 

50-320 

0 






6002270218 

50-320 

0 

Mountain Neit Researchr Inc 

BD02 120223 

NUREO 



B002270310 

50-320 

P 

Mutual Atomic Energg Liability Underwrit 

8002080678 

90-327 

J 


6002270330 

50-320 

P 

ers 





6002280037* 

50-209 

0 

Myer. Bauman. Stroup ti Fiact 

8002210513 

50-424 

0 





NALCO Chemical Co 

8002010515 

PROJ 



8002280043* 

50-289 

0 


8002050986 

PROJ 



6002280257* 

50-289 

Q 






8002280582 

50-320 

P 

NL Industries. Inc 

8002110299* 

FOIA 



8002270360 

90-320 

P 

NL Industries. NL Nuclear Div. 

8002110182* 

FOIA 



8002290388 

50-320 

P 


8002110246* 

FOIA 







8002130391 

PR 



8002290393* 

50-320 

P 


8002290257 

XPORTLIC 



8002270404 

50-320 

P 






B002290423 

50-269 

0 


B002270124 

XPORTLIC 



8002290470 

50-269 

P 

NU3 Corp 

0002060461* 

90-244 

F 

Miami. FLr Uni v of 

8002220467 

50-369 

0 

8002110439* 

90-261 

P 






0002110441* 

90-261 

P 


600S2600B0 

30-389 

0 


8002110449* 

90-261 

P 

Michiganij Univ of 

6002060114* 

CONTRACT 







8002130208 

contract 



8002110490* 

90-261 

P 


6002190795* 

50-315 

R 


8002110454* 

90-261 

P 


6002220082 

ORO 



80021 10459* 

90-261 

P 






8002110462* 

90-261 

P 

Hicrotech lndu«^tri«9< Inc 

6002110166* 

CONTRACT 



B0021 10468* 

90-261 

P 

Hid“Am»T ica L^gal Foifndation 

8002070140 

27-39 






8002070144* 

27-39 



8002110472* 

50-261 

P 


8002070148* 

27-39 



8002190243 

REOOD 


Middle 8allt^ UUntiesiinc 

8002190792* 

90-416 

A 


8002260747* 

NI8C 






NU8AC. Inc 

8002010031* 

FOIA 


riinar.D S 

8002010453 

30-309 

0 


8002010049* 

FOIA 



6002010467* 

50-309 

0 




Mine Rtc lamat ion Coniul tanbsr Inc 

8002220876* 

40-1341 



0002190132 

RE0OD 


Minnesota. State of 

8002110263 

PR 


National Academg of Sciences 

B002290063* 

COMMISSI DN 

Miseitslppl Pouer it Light Co 

8002010035 

50-416 

Q 

8002290073* 

GOHKtQSlON 


6002010035 



National Aeronautics it Space Admin, 

0002260244 

90-30 

R 


50-416 

0 

8002260247* 

50-30 

R 


B0020400I9* 

50-416 

Q 






8002040022* 

50-416 

Q 


8002270412 

90-30 

R 


6002040547 

50-416 

Q 


8002270412 

90-30 

R 


6002040953 

50-416 

e 

National Auduborn Society. Central 

8002060227 

90-286 

H 


6002040553 

50-416 

e 

Midwest Reg Office 

National Electric Reliability Council 

800214046? 

80-269 

H 


8008040599* 

50-416 

9 

National Treasury Employee Union 

0002080491* 

NUREO 



8002040999* 

50-416 

a 





6003060550 

50-416 

A 

National Uiltflifi Federation 

8002040262 

PROJ 



8002060550 

30-4 1 6 

A 

Natural Resources Defense Council 

B002040371* 

FOIA 







8002120399 

FOIA 



8002070275 

50-416 

a 


8002130577 

90-244 

P 


8002070275 

90-416 

a 


8002210379 

PR 



8003070293 

50-416 

e 





8002070283 

50-416 

6 


8002260399* 

COMMiaSlCIN 


6002070266* 

50-416 

9 


8002270037 

90-205 

0 


8002070266* 




8002290378 

90-466 

O 


50-416 

8 

NavyrDept of 

0002060218 

71-9094 



8002070336 

50-416 

8 

8002070099 

71-42 



8002070336 

50-416 

8 




8002080460 

90-416 

Q 


8002070103* 

71-42 



6002080460 

90-416 

Q 


6002220099 

71-13 







8002220096* 

71-13 



8002110446* 

30-416 

Q 


8002220100 

71-396 



8002110467* 

SO-416 

0 


8002220101* 

71-396 



8002110969 

90-416 

S 




8002110569 

90-416 

8 


8002260010 

70-1307 



800211,0610* 

50-416 

9 


8002200028* 

70-1207 






Navy. Dept of. Electronics System* 

8002060017 

71-371 



8002110610* 

SO-416 

8 

Eng inter Ing Canter. SC 





0002120607 

50-416 

H 

8002060019* 

71-371 



6002190783 

90-416 

A 

Nebraslta Public Power District 

8002040911 

90-278 

P 


8002200019 

REOOD 







8002210411 

50-416 

C 


8002040920* 

90-298 

P 






8002060123 

90-290 

J 


8002210411 

50-416 

C 


8002110451 

90-298 

P 


8002210479 

50-416 

8 


0002110498* 

90-298 

P 


8002210475 

50-416 

8 


8002110463* 

80-298 

P 


0002210485 

SO-416 

A 






0002210405 

90-416 

A 


8002110469* 

90-298 

P 
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AUTHaR 

affiliation 


Hiut^ron Productii Inc 

Hiw Hdfflpihlrai Stat« of 
Kiu J#rs«gi 8t«t* nf 
Hiw Nvxico* StAtt of 

Kiw H«x.ico« Univ of 

Kiu York Univ 

Ktu Yorli Bt«t* Univ of» Duffolo 


Ntu Yortr Bt«t# of 


Hiw York. NY 


Nlagjro Hohouk Pou/or Corp 


>Ni»fhe~lu«l Arnoricon Corp 

Morkh ahoro Conunittio Agolnit Nucloor U 
Thftrnol Pollution 
Norkhcutt Elg 

Northttooi: NucWor Etiorgg Co <«ub* of 
Northtoft Utilltl**} 


ACCESSION 

NUliBER 


SUBJECT 
CATE BOR V 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEOOHV 


8002120577 

30-298 

F 

8002120623 

90-298 

R 

8002120704# 

90-290 

R 

8002130092 

90-298 

0 

8002140429 

90-298 

0 

8002140430 

90-298 

0 

8002190483 

30-290 

P 

8002200426 

90-290 

P 

8002200427# 

30-290 

P 

8002210366 

30-290 

P 

8002260374 

90-290 

8 

80022G040D# 

90-298 

8 

8002260420 

30-298 

8 

8002280425# 

90-296 

3 

8002260429 

90-296 

8 

8002260430# 

90-298 

B 

8002260464 

S0-29B 

9 

8002280479# 

50-298 

9 

8002290391 

S0-29B 

P 

8003140100 

71-121 


8002070292 

PR 


800^260076 

50-272 

0 

8001^040234 

WA6TE MOT 

8002090179 

UABTE HOT 

8002200412 

90-232 

J 

80020e094a« 

NUREO 


8002130227 

90-57 

0 

8002290509 

70-785 


8002290544 

30-57 

B 

8002010074# 

CONTRACT 

8002060690 

90-996 

0 

80021*10306# 

FOIA 


8002120149# 

90-3 

F 

8002200362# 

CONTRACT 

8002220506 

90-949 

0 

8002290092# 

NUREO 


8002290240# 

lOCFR 


6002120101 

90-3 

F 

6002120137# 

50-3 

F 

3002120166# 

90-3 

F 

8002130266 

PR 


8002040166 

50-220 

a 

8002040417 

50-410 

A 

8002040936 

50-220 

F 

8002060117 

50-220 

J 

6002060490 

90-220 

J 

6002060577 

50-410 

A 

6002060563 

SC-410 

A 

0002060603 

50-220 

a 

0002060606 

50-220 

p 

0002060442 

50-220 

J 

0002120934 

90-220 

p 

0002120670 

90-220 

a 

0002120674* 

90-220 

6 

6002140316 

90-410 

8 

0002140616 

90-220 

8 

0002190117 

90-410 

Q 

0002190127 

90-220 

a 

0002190197 

50-220 

a 

0002150464 

50-220 

0 

0002190036 

50-410 

Q 

0002190931 

50-220 

R 

0002190935# 

50-220 

R 

0OO22OO4S5 

50-220 

J 

0002220376 

50-220 

p 

0002290599 

50-220 

8 

0002250604# 

90-220 

8 

0002260930 

90-220 

R 

6002260534# 

90-220 

R 

0002260640 

90-220 

8 

0002260650# 

90-220 

B 

8002280325 

90-220 

F 

0002280537 

90-220 

P 

0002290569# 

90-220 

0 

0002220393 

XPORTLIC 

0002290007 

50-322 

0 

00021 10601 

90-445 

M 

0002070018 

50-245 

Q 

0002080449 

90-245 

P 

00021 10977 

90-336 

P 

0OO219Q44B 

90-249 

P 

0002200372 

50-245 

F 

0002200375 

90-336 

P 


Northa-ask UtilikiBV 


NorthsTti tniil4na Public Service Co 


Norkhern Skabei- Power Co 


eD0220007a« 

B002010060 

B0020t03AO 

B002040593 

B002040S9Ae 

6002040998# 

0002090400 

6002090406# 

B002060449 

B0O2O6044? 

B002060449 

0002060449 

B002060449 

0002060459 

0002060466 

8002060466 

BO02O60466 

0002060466 

B002060466 

0002060475 

0002060530 
6002000471# 
600200052 1 # 
6002000627 
6002 000632# 

0002080642# 
6002110561 
B0021 10560# 
0002 120421 
B002 120421 

B002 1 2042 1 
6002120669 
6002140210 
6002150097 
6002150108 

6002150113 

6002190160 

6002190346 

8002130392# 

8002190048 

80021 9054B 
B002 190690 
8002190696# 
60022004612 
8002200496 

6002200503# 

6002200567 

6002200595# 

6002200608 

0002200616# 

6002210166# 

8002210394 

6002210402# 

8002220320 

8002250703# 

8002260146 
S002260453 
80022606 02 
B0022606aB» 
6002290327 

80020602 1 3 
60020704 1 9 
6002190619 
6002200430 
8002210047 

6002210453 

8002210455# 

6002200392 

6002010397 

8002040365 

BO 020403 65 
8002040369 
B00204036B 
8002040366 
8002040472 

6002040477# 

6002090495 

800203049S 

6002050510 

8002050510 

8002050513# 
6002090513# 
6002050317# 
6002090517# 
600207027 1 


50-336 

50-213 

30-213 

50-336 

30-336 

30-336 

90-336 

50-336 

50-245 

50-245 

50-245 

50-245 

50-249 

50-213 

50-249 

50-249 

50-243 

30-243 

50-243 

50-213 

30-336 

NUREO 

WUREO 

30-249 

50-249 

50-245 

50-245 

50-249 

50-213 

50-213 

50-213 

50-249 

NUR£0 

50-245 

50-423 

50-423 

50-213 

90-336 

50-336 

PR 

50-249 

90-336 

50-336 

50-245 

50-336 

50-336 

50-245 

50-245 

50-245 

50-245 

50-423 
50-245 
50-24 5 
50-245 
50-213! 

50-336 

50-336 

90-336 

S0-3P6 

50-420 


90-367 R 
90-367 A 
90-367 R 
50-367 R 
90-367 a 


90-367 

90-367 

30-367 

90-262 

SO-263 

90-263 

90-263 

90-262 

50-202 

30-202 

30-802 

90-202 

50-2B2 

90-202 

90-292 

90-232 

30-202 

90-232 

30-232 

90-202 


I 

I 

R 

F 

J 

J 

J 

J 

J 

B 

8 

P 

P 

P 

P 

P 

P 

P 

P 

F 
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CORPORATE SOURCE INDEX 


AUTHOR 

AFFlLlATlaM 


Nuclsar Aiiociabes Int«rnatlonal 
Nuclear Atturanc* Corp 

Nuclear Enginaering Co 4 Inc <iub« of 
TeLedvner Inc > 

Nuclear Fuel Servictii Inc (tube of 
Oil Co ) 


iar Information <f Reeoorcee Sarvlcoe 


A<: CESS ION 

SUBJECT 

AUTHOR 

ACCESSION 

SUBJECT 

iNUHBER 

CATEOORY 

AFFILIATION 

number 

CATEOOflY 

80 020 70871 

50-202 

F 


6002130424 

90 <'466 

0 

800208057? 

50-262 

8 


6002130429 

90-SlA 

H 

8002080^76 

50-263 

F 

Nuclear Packaging* tnc 

0002250030 

7l--50a6 


aOO2llO4?0 

50-262 

S 


0002250053* 

71-6275 


8002110507* 

50-262 

S 

Nuclear Pharmacy* Inc 

6002130059 

FOIA 


80021105:^3 

S 0-263 

0 

Nuclear Tachnology* Inc (Nutech) 

6002200101* 

50-135 

P 

8002110611 

50-262 

6 

Nucleonic Data Sgefcame* Inc 

6002010302 

XPOHTLIC 

a0021i06l6» 

50-262 

S 

8002290056* 

iOCFR 


8002140476 

50-263 

F 

Nucleonics Neelti* pub of HcOraui Hill, 

0001300548* 

CONTRACT 

80021405:^4 

50-263 

F 

Inc 

Q 'Connor L Hannan 

6002120012 

htlSC 


8002140502 

50-263 

R 





80021405^8* 

50-263 

R 

Q'Neil, Oackue* 6p£eleian 

8002060569 

90-443 

0 

8002l?0077 

50-262 

G 

Oak Rldg* National Laboratory 

8002010190 

RES 


G002 190077 

50-262 

0 


8002010525 

RES 


8002190495 

50-263 

P 


8002010529 

RES 






8002010533 

RES 


8002190508 

50-263 

8 





8002190513# 

50-263 

S 


8002010536 

RES 


B002200415 

50-282 

R 


8002060231 

NUHEO 


8002200415 

50-283 

R 


8002120240 

NUREO 


8002200454* 

50-283 

R 


6002150257 

6002150259* 

TOPBEP 
TOP REP 


8002200454* 

50-263 

R 




8002200459 

50-263 

8 


8002190131 

MUHEO 


8002200467* 

50-282 

8 


8002190142 

NUREO 


8002200713 

50-263 

Q 


8002190018 

NUREO 


8002200713 

a0022i04B7 

50-283 

50-263 

Q 


8002200066* 

6002200203 

ACRS 

NUREO 


8 



8002210493* 

50-283 

8 


8002200223 

NUREO 


8002220417 

50-283 

P 


0002200353 

71-5000 


8002220417 

50-283 

P 


0002220113 

RES 


0002220425* 

8002220425* 

50-283 

P 


6002220473 

0002250235 

REB 

RES 


50-282 

P 



8002220426* 

50-262 

P 


6002250241 

REB 


6002220426* 

50-262 

P 


0002250250 

RES 


8002250654 

50-262 

P 


6002250258 

REB 


8002250654 

8002260575 

50-262 

P 


0002250259 

8002270285 

REB 

PR 


50-282 

8 



0002260577* 

50-262 

8 


8002270287 

PR 


G0D2260698 

8002260701* 

8002270382 

50-263 

50-263 

50-262 

F 

F 

H 


8002270565 

8002270573 

8002260141 

RES 

RES 

RES 


8002200411 

50-263 

Q 


8002200182 

RES 


8002200593 

8002280598* 

8002110362 

8002120490 

50-263 

50-263 

FOIA 

FOIA 

R 

R 

Offtc* of Management it Budget 

8002200190 

8002040263* 

8002080362* 

8002260579* 

RES 

FOIA 

NUREO 

CaMNlBBION 

0002220397 

27-48 



8002260392* 

COMNIBBIDN 

8002010308 

70-143 


Ohio, State of 
□hiTiart Corp 

8002280131* 

8002290072* 

COMNIBBION 

IOCFR 

8002010363 

6002040127 

8002040509* 

70-143 

70-143 

70-143 


Oftonit* Co. 

Omaha Public Power District 

8002190255 

8002200751* 

8002040215 

REQOD 

<1A99'? 

50-SSS 

P 

8002060027 

8002060203 

8002070156 

0002070431 

0002110050 

50-201 

70-143 

70-143 

70-143 

70-143 

P 


8002040222* 

BOO2040402 

8002040405* 

8002040420 

8002040422* 

50-205 

50-285 

50-205 

50-205 

50-205 

P 

a 

Q 

& 

a 

8002110275* 
0002 1 30037 
6002130337* 
0002150425 
0002150502 

70-143 

70-143 

70-143 

70-143 

RE60D 



0002060432 

0002070409 

0002080496 

0002080508* 

8002120628 

50-205 

50-209 

50-205 

50-205 

50-205 

F 

a 

a 

a 

a 

0002220376 

0002220413 

0002220416 

0002220478 

0002250226 

70-143 

70-143 

70-143 

70-143 

70-143 



8002120690 

8002120694* 

8002150351 

8002150364 

6002150373 

50-205 

50-205 

50-205 

50-205 

50-205 

j 

a 

a 

Q 

a 

0002250230 

8002250266 

8002250305 

8002250310 

0002250328 

50-201 

70-143 

70-143 

70-143 

70-143 

F 


8002150392 

8002190522 

6002190524* 

8002200551 

8002200560* 

50-2B5 

50-205 

50-295 

50-205 

50-205 

q 

H 

R 

P 

P 

8002250452 

0002250709 

8002250751 

0002290021 

0002290022* 

70-143 

70-143 

70-143 

50-201 

50-201 

R 

R 


6002200569* 

8002210413 

8002260582 

8002260505* 

0002270325 

50-205 

50-205 

50-205 

50-295 

50-205 

P 

P 

a 

a 

R 

0002290479 

0002290404* 

0002290498 

0002290502 

0002130405 

50-201 

50-201 

50-201 

50-201 

50-369 

R 

R 

R 

R 

H 

Orcgoni State of 

8002280491 

8002290317 

8002290324* 

8002050177* 

8002080634 

50-209 

50-289 

50-209 

50-344 

50-344 

P 

P 

P 

P 

F 

0002130410 

0002130414 

0002130419 

50-350 

50-272 

50-275 

H 

H 

H 


8002260075* 

8002260547* 

8002260552* 

6002260556* 

State Progi 
50-344 T 
50-344 T 
50-344 T 



CORPORATE SOURCE INDEX 


AUTHOR 

AFFILIATION 


-□fArnt E. U 
□wtni-1 1 1 ino i4r Inc 
pjclflc it Electric Co 


Pjieifit L«g«l Pountietlan 
PArAne^vTi Inc 

Pji“'ion«.4 Drinkerhoff # Quaiiia & 
Ut 


Pathfinder Hinee Corp 


Pin-ne V IVACiia Poutr Si Light Co 


PoTinav 1 van la State Unlv 
Pannfv Ivanlai State of 


Paopke Againit Nuclear Energy 

Perkinai Coie< Stonei Qleen Sc 
PKlladali ph ia Electric Co 


Doug laei 


NiUlame 


ACCESSION 

NUMBER 


0002120231 

0002120715* 

8002010563 

8002050209 

8002080475 

B0020B0657 

8002080707* 

8002120688 

8002130238 

8002130275 

8002130332 

8002140224 

8002140519 

8002140597 

8002140601* 

8002190047 

8002200752 

8002260280 

8002260517 

8002280229 

8002280242 

8002280267 

8002280271 

8002290280 

8002050321 

8002010511* 

8002040332* 

8002040332* 

0002040540* 

8002250001 

8002290003* 

8002040962 

8002090552 

8002070190 

8002080984 

8002000610 

8002180980 

8002140418* 

8002190413 

8002190544 

8002880276* 

8002120116* 

8002130183* 

0002120619* 

8002130130 

8002270496 

8002270463* 

8002280363 

8002280428* 

8002130294 

8002200161 

8002010334 

8002010337* 

8002010393 

8002010S50 

8002010950 

0002040007* 

8002040271 

8002060083 

8002060083 

8002060416 

8002060416 

8002060929 

0002060531 

0002060531 

8002060931 

8002060933 

8002060628 

8002060628 

8002070498 

8002110403 
8002110407 
8002110413* 
8002 140907 
8002150122 

8002150193 

8002200411 

8002200411 

8002200413* 

8002200413* 

8002200419 

8002200741 

8002220348 

8002220348 


SUBJECT 

CATEOQRY 


FOIA 

90-320 H 
ao-iDs 0 
PROJ 

50-133 F 
50-133 R 

90-133 n 

90-275 A 

PROJ 

PROJ 

50-279 A 
90-275 0 

30-279 0 

90-133 R 
30-133 R 

50-273 0 

50-133 P 
PROJ 

90-273 J 
50-133 a 

50-133 Q 
50-133 0 

50-133 Q 
PROJ 
PR 

CONTRACT 
50-3 F 

90-3 F 

90-220 F 
40-2239 

40-2299 
90-387 A 
90-387 8 

REOQD 
90-387 A 

90-307 8 

90-307 A 
90-307 Q 
90-387 0 

50-307 C 

90-387 0 

90-9 0 

90-320 H 
90-320 H 
90-320 K 

90-209 0 

50-209 O 
50-320 H 
NUREO 
50-209 0 

90-322 0 

90-277 8 

90-277 8 

50-277 F 
50-277 0 

50-277 0 

90-320 0 

30-392 € 

30-277 J 
30-277 J 

30-277 P 
30-277 P 
NUREO 
90-171 F 
50-171 F 

90-171 F 
90-277 P 
30-277 8 

90-277 8 

PR 

90-270 a 
90-277 a 
90-277 a 
90-277 F 
90-277 a 

REOOD 
90-277 R 
90-277 R 
90-277 R 
90-277 R 

90-277 Q 
90-320 0 

90-277 a 
90-277 Q 


AUTHOR 

AFFILIATION 


Pick Instrument Producti Co # Inc 
Pittsburgh Testing Laboratorg 

Plttsburghr l/niv of 

Plttsburgh-Des Moines Steel Co 
Plateau Resourcesj Ltd 
Pollution Environmental problems 


Portland Oeneral Electric Co 


Pobjer Authority of the Btate of Neu York 


ACCESSION 

NUMBER 


B002260491 

8002260491 

8002260490* 

8002260490* 

0002260903* 

8002260303* 

8002270309 

0002270371 

8002270414 

8002280193* 

0002280300* 
BO 02280 320* 
8002290473 
BO 02290 583* 
8002120299 

8002120306* 
0002250192* 
000220 01 29* 
B0022G0134* 
6002200368* 

0002200034* 

8002010396 

8002070130* 

8002080261 

0002280214 

0002010366 
G0020 10394 
0002040992 
8002050171 
8002060471 

0002060474* 

0002060519 

0002060617 

0002110063* 

8002110093* 

0002120461 

0002120944 

0002120948* 

0002120359 

6002130102 

8002130267 
0002140109 
0002 1 402 1 7 
0002190345 
G0021 50276 

B0021 90720 
0002200161 
8002200443 
0002200973 
0002210030 

0002220355 
6002260692 
0002270497 
8002280 196 
0002200199 

0002200223 
0002200301 
000 IS 103 20* 
0002010327 
0002010331* 

8002010336 

8002010338* 

6002040409 

8002040412* 

0002090300 

0002050394* 

0002050456 

6002050499* 

8002050463 

8002050499 

8002060304 
B 002070024 
B 002070225 
6002070227* 
0002070246 

0002070291* 

0002070253* 

0002070295 

8002070310 

0002070349 

0002110460 
0002110464* 
0002110915 
0002110928 
6002 1 1 0936* 


SUBJECT 

CATEODRV 


50-277 P 
50-277 P 
50-277 P 
50-277 P 
90-277 P 

50-277 P 
SO- 270 a 
90-270 S 
SO- 277 F 
50-277 a 

50-277 0 

SO- 277 Q 
50-277 S 
SO-277 Q 
71-359 

71-359 
90-416 a 
9O-4S0 A 
50-450 A 
CONTRACT 

QA999 
40-0674 
SO- 10 P 
FOIA 
PR 

90-344 P 
SO-344 P 
SD-S14 D 
50-344 F 
50-344 F 

50-344 F 
50-344 P 
50-344 0 

50-344 a 
50-344 Q 

50-344 P 
90-344 R 
50-344 R 
50-344 S 
50-344 Q 

50-344 8 

50-344 Q 
50-344 Q 
a 0-344 8 
50-344 P 

50-344 P 
50-522 0 

50-344 8 

50-344 S 
90-344 Q 

90-344 F 
50-344 P 
SO-344 a 
50-344 Q 
50-344 0 

30-344 Q 
30-344 0 

30-333 8 

30-333 B 
30-333 8 

30-333 8 

30-333 S 
30-333 8 

90-333 0 

50-333 8 

50-333 S 
50-333 S 
50-333 S 
50-333 F 
50-206 F 

50-286 0 

'50-333 0 

50-206 3 

50-2B6 3 

50-333 P 

90-333 P 
SO-333 P 
80-206 F 
90-206 P 
90-286 P 

90-333 8 

80-333 a 
90-266 0 
90-333 a 
90-333 8 



440 


CORPORATE SOURCE INDEX 


AUTHOR 

AFFILlArrON 


r E-ngln«9rlng Society 

lifent of US it Eitcutlve Offices 

-ice^on Univ 

lie Interest Research Group 
lie Interest Research Group* Neu 

ic Service Co of Coloredo 


ACC£SSIQt<f 

NUMBER 

SUBJECT 

CATEGORY 


AUTHOR 

AFFILIATIOM 

ACCEB5I0N 

NUMBER 

SUBJECT 

CATEGORY 

OGOai 10341 

50-333 

S 





6002150435# 

50-267 

Q 

SOOSllOSSOK 

50-333 

s 





0002190442# 

50-267 

Q 

00021 10S9& 

50-333 

3 





0002150447 

50-267 

R 

0002110560 

50-333 

0 





6002150448# 

50-267 

Q 

00021 10365Ht 

50-333 

3 





0002150491# 

50-267 

n 

00021 10567:» 

50-333 

S 





80021504S3# 

50-267 

Q 

e002120489« 

50-333 

Q 





8002190471 

90-267 

R 

B002120633 

50-333 

R 





0002220409 

50-267 

P 

0002i20637« 

50-333 

R 





6002260687 

90-267 

R 

00021301 17« 

50-206 

P 





6002290403 

90-267 

R 

80021301 17« 

50-206 

P 





0OO229O4OS# 

50-267 

R 

8002130123» 

50-266 

P 

Public 

Service 

Ca 

of Indianar Inc 

6002060678 

50-546 

A 

6002130 123« 

50-206 

P 





6002080033 

NUREG 


60021 30 133» 

50-286 

P 





800211 0543 

90-546 

Q 

BC02130133« 

50-286 

P 





' 8002190313 

90-546 

a 

8002140462 

50-333 

6 





8002150313 

90-546 

a 

8002140474# 

50-333 

8 





8002200474 

90-546 

a 

8002140599 

90-333 

S 





8002200474 

50-546 

9 

8003 140604# 

30-333 

S 





8002200579 

30-546 

a 

BO 02 140707 

90-333 

s 





8002270322 

90-546 

0 

6002140712# 

50-333 

8 





6002260401 

90-546 

Q 

6002130246 

50-266 

P 





SO 022 90 600# 

30-546 

Q 

6002130306 

50-333 

5 

Public 

Service 

Co 

of New Hampshire 

6002060389# 

90-443 

Q 

60021S0311# 

50-333 

S 





6002140441 

50-443 

F 

6002190009 

50-286 

0 





6002190073 

50-443 

Q 

8002190662 

50-333 

0 

Public 

Servlc e 

Ca 

of Oklahoma 

6002290067# 

50-536 

0 

8002200492 

50-333 

6 





8002250067# 

50-996 

Q 

6002200500# 

50-333 

6 





6002290078# 

50-996 

0 

8002200548 

50-333 

8 





8002250078# 

90-996 

0 

6002200558# 

50-333 

6 





8002250132# 

50-596 

0 

6002200563 

50-2B6 

P 





6002250132# 

50-596 

Q 

6003210450 

50-286 

R 





6002290140# 

50-996 

0 

6002220336 

S 0-266 

F 





6002250140# 

50-996 

0 

8002220346# 

90-266 

F 





6002250149# 

50-956 

0 

6002250405 

50-266 

R 





6002250149# 

50-996 

0 

6002250410# 

90-206 

R 

Pub 11c 

Service 

Electric t G## Co of Neu 

6002040087# 

50-320 

0 

6002350490 

50-333 

8 

Jeree V 







60D22S0496# 

50-333 

S 





B00204029B 

50-272 

p 

6002350691 

50-333 

P 





6002040261# 

50-272 

p 

6002280309# 

50-266 

Q 





0OO2O4O94B 

50-311 

A 








6002040948 

50-311 

A 

6002280449 

50-333 

8 








8002260446# 

50-333 

9 





6002040963 

50-272 

P 

8002280550 

50-333 

P 





BD02040S67# 

50-272 

P 

8002360977 

50-333 

8 





6D02050481 

30-272 

F 

8002360623# 

90-333 

8 





B0020904B1 

90-272 

F 








8002090483 

30-272 

F 

B002290059# 

50-266 

Q 








0002390297 

FOIA 






8002090483 

50-272 

F 

0002290422 

50-333 

6 





8002090489# 

50-272 

F 

0002390429# 

90-333 

8 





8002090485# 

50-272 

F 

0002390429# 

50-333 

B 





8002090914 

50-272 

a 








8002050524# 

50-272 

6 

8002290437 

5D-206 

Q 








8002S90568# 

50-333 

a 





8002090929 

50-272 

a 

0002 1501 59 

AEOOD 






6002090937# 

90-272 

B 

0002190410 

REOGO 






6002060464 

50-272 

a 

0002110159# 

50-339 

H 





0002070019# 

50-354 

H 








6002060619 

50-311 

A 

0002120514# 

50-443 

H 








8002 1 50200# 

50-522 

H 





B0020B0636 

50-272 

p 

8002190633* 

50-320 

0 





6002110391 

50-272 

B 

8002080948# 

NUREO 






80021 10395# 

50-272 

a 

6002210266 

PR 






0002110902 

50-272 

a 








0002110931# 

50-272 

p 

6002120112# 

50-3 

F 








6002120160# 

50-3 

F 





6002120960 

50-3 1 1 

A 

6002130274# 

PR 






6002120692 

50-272 

8 

8002280202 

PR 






6002120696# 

50-272 

a 

8002040347 

50-267 

R 





6002140916 

50-272 

8 








6002140924# 

50-272 

8 

6002040391# 

50-267 

B 








G 00204 0590 

50-267 

R 





6002150163 

90-354 

Q 

6002040594# 

50-267 

R 





6002150209# 

50-311 

8 

G 00206 04 51 

50-267 

F 





6002150213# 

50-311 

9 

B0021t04l7 

50-267 

8 





6002150266 

50-272 

R 








8002150270# 

50-272 

R 

8002110426# 

50-267 

S 








6002120679 

50-267 

0 





6002190166# 

50-311 

a 

8002120686# 

50-267 

8 





8002200369 

50-311 

A 

8002120713 

50-267 

S 





8002200453 

50-311 

A 

8002120724# 

50-267 

8 





6002200526 

50-272 

0 

a002IS<)247 

50-267 

P 





6002200532# 

50-272 

a 

8002150269 

50-267 

6 





B002200S62 

50-272 

a 

8002150277# 

50-267 

8 





6002200964 

50-272 

a 

8002150290 

50-267 

P 





6002200968# 

50-272 

a 

6002150378 

50-267 

0 





6002200970# 

50-272 

a 








800220074 1 

50-320 

G 

6002150394 

50-267 

0 








6003150404 

50-267 

G 





8002210440 

50-272 

Q 

6002150410* 

50-267 

Q 





8002210477 

50-272 

a 

6002150420# 

50-267 

Q 





8002290017 

50-272 

0 

8002150429# 

50-267 

Q 





8002260604 

50-272 

a 


CORPORATE SOURCE INDEX 


441 


AUTHOR 

AFFILIATION 


BQUfid Poi4i«t Sw Light; Go 

Pur-du* Research Foundation 
Purdua Univ 

P5V tw«r« Appartatenbouuf b v 
Radiation monitoring Devicesi Inc 
Radiation Tochnolagy 

Rad luai-Cbemlci Ltd 
Rainig b Mlglesuorth 
Ran&ay EnginsBrlhg Company 

Raac.tOT Eipar Imantti Inc 


Raid Collsgv 
R*1 lly 6 ti ke 

Rli Ina-Qchi Ido-Vorolme Zuaro Apparatenbouu 


Ria Alfonr Ltd, 


Rtanarig J 

Rochiitir <)a& b Electric Corp 


Racha».tir Unlv of 
Rac-fcy Mountain Energy Co 
Rogovtni Stern Huge 

Rogoidr B 

Rondout Aseoclates 
Ropet b Cray 


Sacraaianto Municipal Utility District 


ACCESSION 

NUMBER 


B002260*ia* 
G0022&070B 
B 0022607 f 2 « 
8002 290 
8002210463 

B0020B01S7* 

8002010060# 

6002010253* 

7906290802* 

8002280403 

8002070476 

8002260696* 

8002260339* 

8002260341* 

6002220018 

8002290042 

8002070264 

8002220124 

8002290320* 

8002290335* 

8002290346* 

8002290393* 

8002040333 

8002190117* 

6002190119* 

8002190124* 

8002190133* 

6002070209 

6002040087* 

8002040199 

8002090254 

8002060443 

8002060454 

8002060466 

6002060920 

G002060622 

8002140347* 

8002140965 

G002150372 

8002190360* 

8002190502 

0002190906* 

8002190737 

0002200447 

6002200912 

8002200933 

B002200943 

S002200949* 

8002220357 

80022S036S* 

8002290936 

6002270306 

6002070496 

8002120973 

8002070014* 

0002270029 

8002150000 

GOD20B0060 

8002250002 

8002290376 

B0020 10002 

8002010931 

8002010937* 

8002010538* 

8002010542* 

8002010944* 

8002010945* 

8002050015 

6002050044* 

8002050096* 

8002090066 

8002090460 

800209046S* 

8002090493 

8002060325 

6002060330 

8002060336 

0002060341 

8002060395 

80020B04B7 

8002120993 

8002120964 

8002120971 

8002130212 

8002130333 


SUBJECT 

GATEQORy 


50-372 S 
50-272 a 
50-272 8 

50-272 I 
50-522 A 

CONTRACT 
CONTRACT 
50-413 8 

ORO 
FOIA 

XPORTLIC 
50-482 H 
FOIA 
FQIA 
XPORTLIC 

XPORTLIC 
50-288 F 
50-516 0 

QA999 
QA999 

QA999 

OA999 

40-8084 

40-8094 

40-0084 

40-8084 

40-8094 

fqia 

50-320 0 

90-244 0 

50-244 O 
50-244 J 
50-244 F 
50-244 J 
30-244 H 

50-244 0 

90-244 Q 
30-244 0 

50-244 R 
SO-244 ft 

50-244 9 

50-244 9 

90-244 P 
30-244 P 
50-244 F 

50-244 P 
50-244 P 
50-244 P 
90-244 B 
50-244 8 

50-244 P 
50-244 F 
FUIA 
40-0380 
CONTRACT 

50-250 0 

ACRS 

90-309 0 

50-471 0 

50-443 A 

50-312 Q 
50-312 Q 
90-312 Q 
50-312 0 

50-312 0 

50-312 0 

50-312 0 

50-312 0 

50-312 0 

50-312 0 

90-312 0 

50-312 9 

50-312 a 
50-312 F 
50-312 P 

90-312 P 
50-312 P 
50-312 P 
50-312 P 
50-312 P 

50-312 P 
50-312 F 
50-312 F 
50-312 Q 
50-312 0 


AUTHOR 

AFFILIATION 


San Diego Aesoctation for Oeo-loyieti 
San Diego- Oa* L Electric Co 

Ban Diego State College 
San Lull OblepOiCA 
Sandia Laboratories 


Sargent b Lundyi Inc 


Basto-n Nuclear Experimental Corp 
Science AppUcatlone« ln.c 


Science General Corp 
Senate 


4 


Benatfi Appropriation! 

Senatfi Environment b Public Norks 


Senate! Finance 

Senatei Foreign Relations Committee 


Sensible Maine Potner 


Separative Uork Unit Corp 
Sbaui! Plttmani Potts & Trotubridye 


ACCESSION 

NUMBER 


8002140244 

8002140439 

8002190490 

80D219O3D0 

8002190960 

8002190569 * 

8002190764 

80O219O76B* 

8002210424 

8002210496 

8002210500* 
800S2 1 0527 
6002250499 
6002250504* 
0002250538 

G002250543* 

G002250S48 

6002250553* 

6002260641 

8002260644 

8002260662 

9002260683 

0002260763 

3002270259 

0002270274 

8002270365 

8002280255 

S0022B0262 

8002290289 

8002290508 

8002290620 

9002270397 

300227061B* 

8002210408* 

8002120541* 

8002210392* 
9002110428 
6002200004 
B0022S01 14 
GOD 2220476 

8002250313 

8002250317 

9002290115 

S0020B0475* 

8002080480* 

8002090538* 
8002110627 
8002110627 
8002V 10627 
8002190201 

9002260264* 

8002200420 

8002010050* 

8002010058* 

8002010065* 

0002070472 
8002040102* 
8002050091 
80020701 IB 
8002120416 

8002130120 
8002 1 50239 
8002200305* 
8002210057 
8002220(79* 

8002220211* 
8002220449* 
80022 10228* 
8002200335* 
8002200379* 

8002290172* 

8002290160* 

9002070171* 

B002200339* 

8002220230* 

8002220230* 

8002010453 

8002010467* 

0002110236 

9002110241* 

80 021302 73* 
8002250236 
7807210001 
800SO 10001 
GO 020 10 526 


SUBJECT 

CATE 09 RV 


50-3 1 2 Q 
50-312 Q 
50-312 P 
50-312 F 
50-312 S 

50-312 S 
50-312 R 
50-312 R 
SO-312 F 
50-312 F 

50-3 1 2 F 
50-312 1 

50-31S 5 

50-312 S 
50-312 S 

50-312 S 
50-312 S 
50-3V2 9 

50-312 P 
50-312 P 

50-312 P 
50-312 P 
50-312 8 

50-312 S 
50-312 F 

50-312 S 
50-312 0 

50-312 8 

50-312 Q 
50-312 P 

50-312 0 

50-312 J 
50-312 Q 
50-361 A 
50-206 P 

50-361 A 

50-275 0 

XPORTtlC 

RES 

RES 

RES 

RES 

RES 

NUREO 

NUREO 

90-10 P 
50-358 Q 
50-358 0 

50-358 0 

REGGD 

50-390 A 
50-146 J 
FOIA 
FOIA 
FOIA 

XPDRTLIC 

FOIA 

50-352 U 
50-309 U 
50-320 U 

50-266 U 
XPORTLIC 
C0MMI88ICN 
50-352 U 
50-320 U 

50-320 U 
50-272 U 
COMMISSION 
COMMISSION 
COJIFirSSIQN 

50-320 U 
50-320 U 
XPORTLIC 
COMMISSION 
90-574 U 

XPORTLIC 
50-309 0 

50-309 0 

50-309 0 

50-309 G 

PR 

XPORTLIC 
50-346 0 

50-287 0 

50-267 0 
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CORPORATE SOURCE INDEX 




author 

ACCESSION 

BUBJECT 

AUTHOR 

ACCESSION 

BUBJECT 


affiliation 

NUMBER 

CATEGORY 

AFFILIATION 

NUMBER 

CATECORV 


Q002010531 

50-312 

0 


0002040466 

90-206 

8 


B0020I0537» 

50-312 

0 


8002040470# 

90-206 

8 


B00201053S* 

50-312 

0 


9002050545 

50-206 

S 


SO&2O4OO0O 

50-320 

0 


B002090556* 

90-206 

0 


aooao^^ooflo 

50-320 

0 


0002060100 

50-206 

J 


0002050015 

50-312 

0 


0002060456 

50-361 

K 


00020500^4# 

50-312 

0 


8002060497 

90-206 

F 


B002050056* 

50-312 

0 


0002060490 

90-206 

P 


B0020700A9 

50-209 

0 


0002070105 

50-361 

A 


8002070 

50-209 

0 


0002070100* 

50-361 

A 


0002070441 

50-289 

0 


0002070323 

90-361 

A 


00021 tOSSb 

50-209 

0 


0002000432 

90-206 

S 


B00212073j> 

50“»ao 

0 


8002000436# 

90-206 

8 


8002130014 

50-500 

0 


8002120540 

90-206 

P 


8002130171 

90-300 

A 


0002120941* 

90-206 

P 


8002130205 

90-346 

M 


0002120547# 

50-206 

? 


8002130205 

90-346 

M 


0002120950# 

90-206 

P 


0002130205 

50-346 

H 


0002130361 

90-206 

Q 


0002130205 

90-346 

M 


0002130661 

90-206 

G 


0002130205 

90-346 

M 


0002140229 

90-206 

G 


8002130243 

90-289 

0 


0002140258 

90-206 

P 


8002130268 

50-209 

0 


8002190317 

90-206 

Q 


8002130283 

50-346 

M 


0002190494 

90-206 

8 


0002130293 

50-346 

H 


0002190497# 

90-206 

fi 


0002130283 

50-346 

M 


0002190307 

90-206 

P 


8002130283 

50-346 

H 


8002200402 

90-361 

A 


0002130383 

50-346 

M 


8002200445 

90-206 

P 


8003140035 

50-320 

Q 


8002200309 

90-206 

P 


8002140035 

90-320 

Q 


8002200647 

90-206 

P 


8002140035 

50-320 

0 


0002210374 

90-361 

A 


9002140039 

90-320 

0 


8002210374 

90-361 

A 


BOO2MO306 

50-209 

0 


8002210382# 

90-361 

A 


0002190474 

50-346 

H 


0002210302# 

90-361 

A 


8002 190474 

90-346 

M 


0002260959 

90-206 

P 


9002190023 

50-209 

0 


0002260620 

90-206 

3 


9002190030# 

50-209 

0 


0002260669 

90-206 

P 


0002190071 

90-209 

0 


0002280210 

90-206 

a 


0002190070# 

50-209 

0 


0002280212 

50-206 

Q 


8002190209 

90-312 

0 


0002200217 

90-206 

0 


9002250174 

30-400 

0 


0002200250 

90-206 

Q 


9002260200 

90-307 

0 


0002200291 

90-206 

Q 


9002260289 

SO-320 

o 


0002200500 

90-206 

P 


9002270053 

90-312 

0 

Bautharn Co Servicaftf tnc 

0002080626 

90-321 

P 


9002270102 

50-302 

0 

Boutbwftt Rtttarch Inafrituta 

0002270331# 

90-319 

P 


0002270109 

50-312 

0 

8mc« Scianca 8ervic«#f Inc 

0002040269 

71-9027 



0002270113 

50-382 

0 

Splagal U HcOLar^rtld 

0002130039 

FOIA 



8002270210 

50-320 

G 


0002130157 

90-445 

M 


8002270264 

50-312 

0 


0002130232 

PROJ 



8002290032 

50-289 

0 


8002190753 

90-416 

K 


0002200570 

50-266 

0 


0002290364 

90-449 

M 


8002290423 

50-289 

0 


0002260359 

50-449 

H 

htlif^nj Harmon & Mrlft 

0002110277 

90-289 

0 


0002280021 

90-498 

M 


0002130122 

50-289 

0 

St Louli- Taiting Lab«i Inc, 

0002140617 

71-9024 



0002130286 

50-155 

0 

Bt Patantburp Timta 0t Patanburg* FL 

0002130291 

90-302 

P 


8002130294 

50-209 

0 

Standard 1 lad Nuclaar Unit Pouar Plant 

0002070168# 

90-482 

0 





8v«tam 





0002140016# 

70-143 







0002220489 

90-195 

Q 


0002070168# 

90-482 

0 


8002260046 

90-209 

0 


8002110420 

90-482 

0 


8002270074 

90-209 

0 


0002110420 

90-482 

B 


8002290193 

50-209 

0 


0002110420 

50-4B2 

8 






0002110420 

50-402 

8 

ior*h«fn apponvni* Coalition 

8002130040 

50-322 

Q 





larra Club 

0002120112# 

50-3 

f 


0002110433# 

90-402 

0 


8002130274# 

PR 



0002110433# 

90-482 

0 

I'gma Chamlcal Co. <«(jbs of Si^ma-Altfri 

0002290005 

XPDRTLIC 



0002110433* 

90-482 

0 

h Corp, 1 





8002110433# 

90-482 

8 


8002290010# 

XPORTLIC 



0002120445 

90-482 

d 


0002290014# 

XPORTLIC 



0002130058 

90-402 

d 

aglionlani Concerned About Nuclaar 

9002110203 

90-522 

0 


0002140621 

90-402 

8 

‘owir 





0002140621 

90-402 

8 


8002110214 

50-522 

0 


8002250952 

50-402 

S 

tall Dufrinaai Admin i-t tr«t i an 

8002200003# 

CONTRACT 



0002270312 

90-402 

A 

luth Carolina £lvctrlc &< Cat Co 

0002040064 

50-395 

0 









Stanford Utiiv. 

0002120463# 

CONTRACT 



0002040140 

90-395 

a 


8002190131 

50-70 

Q 


0002040300 

50-395 

F 

StatSfDapt 

8002060634 

XPORTLIC 



0002060436 

90-395 

S 


8002070903 

XPORTLIC 



0002070183 

50-395 

0 


0002000244 

XPORTLIC 



0002110400 

50-395 

0 










0002000308 

XPORTLIC 



0002140930 

50-395 

8 


0002210117 

XPORTLIC 



0002150345 

30-399 

8 

8tatB<D«pt ofr Buriau of Ocean* it 

8002110121 

XPORTLIC 



B002220260# 

40-1341 


Intftrnatl Environ. It 8cl«ntlflc Affairs 




nt*r 





8002130607# 

SECY 



0002220265# 

40-1341 



8002130624# 

BECY 


tharn CaSifornU Eillian Co 

0002010320 

50-206 

a 










0002200358 

XPORTLIC 



0002010324# 

90-206 

a 


0002210363 

XPORTLIC 



0002010347# 

90-361 

Q 


0002290199# 

lOCPR 




CORPORATE SOURCE INDEX 
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AUTHOR 

AFPILIATION 


Hector & D«vls 


Sltln. Hitch«ll U Miilnes 
Stoni l< Wibftter EnBinoering Corp 


StOTit it 1>lebst«rf Inc 

Strut Inc 
Swiffolik Countgi NY 

Sutquch*nn« Environfnental Advocate* 
Svtpco Tube Corp 
BwL ti friend 

E^etcfli Inc 

T£RA Corp 

Tuchnlcel Operotumsi Inc 
Tetnikron Reeeirchi Inc 
T*hnekronf Inc 


Talcdgn* liotopst 
Telrdynt Hah Chang Albany 
Tannitaei Valley Authority 


ACCESSION SUBJECT AUTHOR ACCESSION SUBJECT 

NUMBER CATEOOIRY AFFILIATION NUMBER CATEGORY 


0002140233 

50-230 

0 

8002270120 

50-309 

0 

0002270459 

50-250 

0 

8002290033 

50-389 

0 

GD02S0O333 

50-320 

0 

80022A0723» 

50-339 

A 

0002260731* 

30-330 

Q 

B002S60731* 

50-338 

0 

0002270317 

TOPREP 


800221 01 fl3» 

50-412 

S 

8002210240* 

QA999 


8002140359* 

50-322 

0 

B002 140334 

50-387 

0 

8002070437* 

QA999 


a0022A0494* 

CaMMISSION 

8002060203* 

CONTRACT 


8002110369* 

FOIA 


8002290064* 

lOCFR 


0002010013 

FOIA 


8002060324* 

PRCO 


8002200349 

TOPREP 


0002280301 

XPQRTLIC 


8002080140 

XPORTLIC 


0002010289* 

50-438 

A 

8002040009 

70-2443 


0002040092* 

50-259 

0 

8002040092* 

50-239 

0 

0002040092* 

50-259 

0 

0002040150 

30-239 

G 

8002040193 

50-259 

Q 

0002040193 

50-239 

Q 

0002040195 

50-239 

Q 

0002040493 

50-259 

8 

8002040529 

50-239 

8 

0002040543 

50-259 

P 

0002030090 

50-239 

0 

8002050098 

50-259 

Q 

8002030098 

50-259 

0 

0002050130 

50-327 

0 

0002060168 

50-430 

A 

8002060160 

50-430 

A 

0002060174* 

50-430 

A 

0002060174* 

50-430 

A 

8002060237 

80-390 

0 

8002060284 

50-327 

8 

8002060313 

50-390 

0 

8002060326 

50-390 

a 

8002060326 

30-390 

a 

8002060437 

30-390 

8 

8002060490 

50-327 

0 

0002060490 

30-327 

Q 

0002060506 

30-339 

8 

8002060510 

50-239 

R 

8002060513* 

50-259 

R 

8002060603 

TOPREP 


0002060612 

50-327 

A 

8002060612 

50-327 

A 

8002060631 

50-259 

B 

0002060641* 

50-239 

0 

0002060643 

50-239 

8 

8002060651* 

50-239 

8 

0002070209 

50-327 

a 

0002070209 

50-327 

8 

0002070289 

50-327 

8 

8002070289 

50-327 

a 

0002070209 

50-327 

8 

8002070289 

50-327 

8 

8002070289 

50-327 

8 

0002070209 

50-327 

8 

0002070209 

30-327 

a 

80020702B7 

30-327 

a 

0002070209 

50-327 

8 

0002070209 

30-327 

a 

0002070209 

30-327 

8 

8002070287 

30-327 

8 

8002070290 

50-510 

8 

0002070290 

30-518 

8 

0002070290 

30-51 B 

8 

0002070290 

30-518 

8 

8002070296* 

30-327 

8 

0002070296* 

50-327 

8 

0002070296* 

50-327 

8 

8002070296* 

50-327 

8 

8002070296* 

50-327 

8 

0002070296* 

50-327 

0 


8002070296* 

50-327 

S 

8002070296* 

50-327 

S 

8002070296* 

50-327 

s 

B002070296* 

50-327 

s 

8002070296* 

50-327 

s 

8002070296* 

50-327 

S 

8002070296* 

30-327 

5 

8002070296* 

50-327 

S 

8002070300* 

50-516 

S 

0002070300* 

50-310 

S 

8002070300* 

50-518 

S 

600207030Q* 

50-510 

s 

8002070477* 

30-259 

0 

8002080420 

30-259 

8 

0002080423* 

50-259 

s 

B0020B0556 

501-327 

A 

8002DG0596 

50-327 

A 

80020QOS62* 

30-327 

A 

0OO2O8OS62* 

50-327 

A 

6002080392 

30-296 

S 

8002080396 

50-337 

A 

8002080596 

50-327 

A 

8002080399* 

30-327 

A 

B 002080599* 

50-327 

A 

8002080600* 

30-296 

S 

8002110375 

50-510 

S 

0002110375 

50-518 

s 

0002 1 1 0375 

30-518 

8 

0002110375 

30-518 

8 

8002110392 

30-390 

S 

9002110304* 

50-518 

3 

□002110304* 

50-519 

8 

0002110384* 

30-518 

9 

8002110394* 

50-316 

8 

8002120191 

50-259 

Q 

8002 120382* 

50-390 

Q 

8002120536* 

30-566 

0 

0002120557 

50-328 

A 

□002120361 

50-327 

A 

8002120561 

50-327 

A 

0002120562 

50-259 

P 

8002120562 

50-259 

P 

8002120562 

30-239 

P 

0002120567 

50-327 

K 

8002120567 

50-327 

K 

8002120568 

30-327 

A 

8 002 IS 0368 

50-327 

A 

8002120569* 

50-327 

K 

8002120369* 

30-327 

K 

0002120621 

80-327 

0 

□002120640 

30-327 

H 

8002120640 

50-327 

H 

0002130420 

30-327 

A 

□002130420 

30-327 

A 

8002 1304 51 

50-280 

F 

8002140300 

30-438 

8 

eOOS 1 40300 

50-438 

a 

8002140307* 

50-430 

0 

8002140307* 

50-436 

a 

B002 140349 

50-327 

s 

8002140336* 

S 0-327 

8 

8002140424 

50-327 

A 

0002140424 

50-327 

A 

8002140426* 

50-327 

A 

80 OS 140426* 

50-327 

A 

8002140506 

50-390 

6 

8002 1405 06 

50-390 

S 

8002140519* 

50-390 

a 

8002140519* 

50-390 

8 

8002140548 

50-296 

S 

0002140557* 

50-296 

8 

8002140571 

50-259 

6 

90021 4038S* 

30-257 

3 

Q0021406S5 

50-438 

3 

8002140625 

50-438 

8 

□002140631* 

50-438 

8 

0002140631* 

50-438 

8 

0002130136* 

30-518 

Q 

8002150252 

50-296 

G 

e0D2 1 30256* 

50-296 

G 

8002150334 

50-327 

A 

0002150334 

30-327 

A 

8002190491 

50-430 

8 

8002190491 

50-43B 

a 

8002190563 

50-327 

a 
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CORPORATE SOURCE INDEX 


AUTJ^DR 

AFFILIATION 


ACCESSION 

NUHOER 


0002190363 
0002190567^ 
00021 90S67-» 
0002190654 
B0021906S4 

00021^0654 

a0021^0659» 

0002190747 

0002190747 

8002200SQB 

0002200367 

0002200567 

00022003844 

00022003844 

0002200623 

8002200630* 
e 00220 0700 
0002200708 
0002200719* 
8002200719* 

8002210368 

8002210372 

8002810375 

8002210375 

8002810419 

8002210431 

8002210431 

8002210466 

8002210472* 

8002210472* 

8002210473 

0002210473 

8002210477* 

8002210477* 

8002210402 

8002210482 

8002210482 

8002210482 

8008210480* 

8002210480* 

8002210480* 

6002210480* 

8002210497 

8002210508* 

8002220240 

8002220251 

8002820340 

0002220337 

0002220357 

0002220361* 

8002220361* 

0002220410 

8002220410 

B0022S0497 

0002230535 

0002250535 

8002250541 

8002230341 

8003230549* 

8002230349* 

0002230554 

8002250568 

GOO225O560 

8002250633 

8002250643* 

8002250727 

8002250727 

8002250730* 

8002250730* 

8002260132 

80022601 52 
8002260152 
8002260152 
8002260132 
800226026? 

8002260273* 

8002260281* 

8002260480 

8002260485* 

8002260545 

8002260545 
8002 260574 
0002260580* 
8002260616 
8002260623* 


SUBJECT 

CATEOD0Y 


50-327 S 
50-327 8 

50-327 S 
50-259 R 
50-259 R 

50-259 R 
50-259 R 
50-327 H 
50-327 H 
50-296 Q 

50-390 9 

50-390 8 

50-390 3 

50-390 8 

50-259 B 

30-259 S 
50-390 8 

50-390 S 
50-390 B 
50-390 B 

50-327 O 
50-259 3 

SO-390 8 

50-390 8 

30-327 A 

50-327 A 
50-327 A 
50-390 8 

50-390 B 
50-390 fi 

50-390 a 
50-390 3 

50-390 a 
50-390 a 
50-510 S 

50-310 8 

50-510 8 

SO-Sie 8 
50-518 a 
50-318 B 

50-SlB 6 
50-518 a 
50-328 8 

50-328 8 

70-2443 

40-1341 
50-354 A 
50-438 A 
50-430 A 
50-430 A 

50-430 A 
50-353 A 
50-353 A 
70-2910 
50-390 a 

30-390 8 

50-390 a 
50-390 6 

50-390 0 

50-390 S 

50-327 a 
50-430 8 

50-438 S 
50-390 0 

30-390 0 

50-327 fi 
50-327 S 
30-327 a 
50-327 8 

50-239 F 

50-25? F 
50-259 F 
30-25? F 
50-259 F 
40-1341 

40-1341 
40-1341 
50-296 P 
50-296 P 
50-390 A 

50-390 A 
50-296 8 

50-296 8 

50-259 ' a 
50-259 8 



AUTHOR 

AFFILIATION 

ACCEB8I0N 

NUMBER 

SUBJECT 

CATEOORy 



0002260631 

50-259 

a 



0002260636* 

50-259 

a 



8002260639 

50-259 

8 



8002260642* 

50-259 

a 



8002260645 

50-259 

a 



0002260646* 

50-259 

a 



0002260649 

50-327 

A 



0002260649 

50-327 

A 



8002260652 

50-259 

R 



8002260652 

50-259 

R 



0002260652 

50-259 

R 



0002260656* 

50-259 

R 



0002260656* 

50-259 

R 



0002260656* 

50-259 

R 



0002260639* 

50-259 

R 



0002260659* 

50-259 

R 



0002260659* 

50-259 

R 



0002260604 

50-259 

8 



8002260694* 

50-259 

B 



8002260716 

50-390 

A 



8002260716 

50-370 

A 



0002260722 

50-260 

8 



0002260726* 

50-260 

a 


' 

0002260732 

50-260 

a 



0002260737* 

50-260 

a 



B002260759 

50-260 

B 



8002260764* 

50-260 

5 



0002270320 

50-327 

A 



0002270320 

50-327 

A 



0002270344 

50-518 

a 



0002270344 

50-510 

a 



8002270350* 

50-510 

a 



8002270350* 

50-510 

a 



0002270356 

50-259 

a 



8002270364* 

50-259 

a 



8002270313 

50-430 

A 



8002200566 

50-327 

Q 



8002200570* 

50-327 

Q 



8002290372 

50-510 

B 



0002290372 

50-510 

0 



0002290372 

50-510 

8 



0002290372 

50-51 B 

B 



0002290301* 

50-518 

B 



0002290301* 

50-518 

0 



8002290301* 

50-510 

B 



8002290381* 

50-510 

B 



8002290406 

50-566 

a 



0002290406 

50-566 

B 



0002290410* 

50-566 

a 



0002290410* 

50-566 

8 



8002290441 

50-259 

B 



0002290447* 

50-259 

8 



0002290458 

50-259 

a 



8002290464* 

50-259 

B 



8002290495 

50-320 

C 

8t-ate dI 

8002280011 

atate Prog 

Ti>nneisB»t Ufilv 

8002130430* 

50-320 

u 

Teifts 

Ins-truflien^i t Inc, 

8002040283 

70-33 




8002130464 

70-33 




0002190709* 

50-247 

R 



0002200047 

XPORTLIC 




8002220074 

70-33 




0002250437 

70-33 




0002250725 

70-33 




0002270056 

70-33 




8002270059 

70-33 




8002270062* 

70-33 




8002270067* 

70-33 




0002200473 

70-33 


Texai 

Nuclear Dlv <subi of Ratrtsag Eng 

8002290170* 

lOCFR 


Co ) 





Taxai 

Pipe Bandlnp Co, (tub*, of Bendtx 

0002290006* 

QA999 


Carp 

> 




Terai 

Public Ifiberesl Retearch Oroup 

8002080022 

PR 




0002120187 

FOIA 




8002190175 

50-466 

Q 



8002220105 

50-466 

0 



0002220513 

50-466 

0 

r»*a« 

T*ch Unlv, 

7911140084 

MI0C 


Tcxa -9 

UtilUi** Co 

0002200694 

50-445 

H 

Texas 

Utintl** Oan«ratlng Co 

0002070095* 

50-445 

a 



B00212040B 

50-445 

K 



8002120408 

50-445 

K 



8002120413* 

50-445 

K 



8002120413* 

50-445 

K 
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ACCESSION 

NUMBER 
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CATEOORY 

AUTHOR 

AFFILIATION 

ACCESSION 

NUMBER 

SUBJECT 

CATEGORY 


9002120592 

50-445 

A 


8002220426 

70-2478 


9002l300ai 

50-445 



8002220430* 

70-2478 


Q002130322« 

30-4 4S 

tt 


B00222D442 

70-1426 


8002190053 

30-445 

3 


0002220486 

XPORTLIC 


8002220193 

50-443 

Q 


0002220494# 

XPORTLIC 


80022&0421 

50-445 

M 


6002250016 

70-2478 


8002270086 

50-445 

N 


8002250027 

XPORTLIC 


8002200277 

50-445 

Q 


8002250031# 

XPORTLIC 


8002290023 

50-445 

0 


0002250344 

70-2478 


8002290 167* 

50-445 

0 


0002250316 

70-2479 

T»k 4 I UtlSltiei Servlcesr Inc 

8002040384 

50-445 

F 


0002250322 

70-2479 


8002040384 

50-445 

P 


8002250331 

70-2470 


8002070234 

SO-445 

A 


8002250337 

70-2479 


B002070254 

90-445 

A 


8002250344 

70-2479 

Tciiti of 

8002070332 

R^OQD 



0002250426 

XPORTLIC 


8002130157 

50-445 

H 


0002250433# 

XPORTLIC 


8002130255 

REOOO 



8002270023 

XPORTLIC 


8002150133 

State ProB 


8002270040* 

XPORTLIC 


8002210235 

Pft 



0002270073 

XPORTLIC 


B002270100 

30-445 

H 


6002270075# 

XPORTLIC 


8002270103 

90-445 

M 


8002270078 

XPORTLIC 


8002270103 

30-443 

M 


8002270DS1# 

XPORTLIC 


8002270103 

30-449 

M 


8002290015 

70-2470 


8002270103 

50-445 

H 


0002290027# 

70-2478 


8002270107# 

50-445 

N 

TrantpartatlQUi Dep t of 

0002140054# 

State PrQd 


8002270107# 

50-445 

li 


8002260366# 

CONTRACT 


0002270107# 

50-445 

H 

Trl-State Motor Transit Co {*ub« of 

8002250475 

70-1739 


8002270107# 

50-445 

M 

Oeorgia Pacific Corp ) 



Ttxai-i Unly of 

8002210111 

70-137 


TroKler Internationale Ltd 

8002220173 

XPORTLIC 


8002210115# 

70-157 



0002220177# 

XPORTLIC 





Tuome^i Latham U Schmitt 

0002130040 

SO-322 Q 

Tt lAi-tou i«na Electric Cooperative^ Inc 

8002130322# 

30-445 

n 




The Will Street Journal 

8002110130 

FOIA 


0 8 Court of Appeal! for Dletrlct of 

8002010567# 

50-369 G 


8002110430 

FOIA 


Columtia Circuit 



Three HIU Uland Alert 

0002110309 

50-209 

0 

Underurltere Laboratpr^ 

0002190001 

REOOD 


8002120636 

50-209 

0 

Union Carbide Corp 

8002010540 

40-299 






8002040240 

40-299 


8002140S29 

50-289 

Q 


8002130657 

71-9001 


8002140831# 

50-289 

0 





8002140840# 

50-209 

Q 


0002130658 

40-299 


8002200280 

50-289 

0 


8002130663 

71-9044 


6002290190 

SO-2B9 

0 


8002140504 

80-54 € 






8002270392 

50-54 E 


8002250194# 

50-289 

0 


6002280204 

RE6 

Toledo Hidlvan Co 

7907100377 

50-320 

0 





7907100383# 

50-320 

e 

Union Electric Co. 

8002200270# 

50-463 C 


B002040237 

50-346 

8 

Union of Concerned Scientists 

8002110277 

50-289 C 


8002040342 

50-346 

8 


6002120396* 

FOIA 






6002120365* 

FOIA 


0002040345# 

S 0-346 

6 


6002130122 

S0-2B9 C 


800204037& 

90-346 

p 





8002040425 

50-346 

6 


6002270074 

50-209 C 


0OO2O4O42B# 

S 0-346 

s 


B002290 1 53 

50-289 G 


0002040570 

30-346 

p 

United En-ginesrt U Constructor si Inc 

8002250135 

REOOO 





(mbs of Raytheon Co ) 




8002060035 

30-346 

Q 

United Nuclear Corp 

000207049? 

70-020 


8002060317 

30-346 

P 


0002290364 

70-820 


8002060515 

30-346 

P 





0002070234 

30-346 

8 

United Nuclear Corp $ UNC Recovery 

9002120364 

70-820 


0002070280# 

SO-346 

8 

Systems I>iv 








6002130457 

70-020 


8002080700 

30-346 

P 


6 002 13 0468 

70-820 


8002110372 

50-346 

P 


8002130475 

70-820 


8002110398# 

50-346 

R 


0002140045# 

70-820 


8002110409 

50-346 

8 





0002110415# 

50-346 

9 


0002140051# 

70-920 






8002220420 

70-820 


0002120529 

50-346 

P 


8002290284 

70-820 


8002120712 

50-346 

8 


0002290369 

70-820 


8002120718# 

50-346 

0 


6002290431 

70-820 


Q0021303D2 

90-346 

F 





8002140428 

50-346 

P 


B00S250713 

70-020 






8002250718# 

70-820 


8002150474 

50-346 

M 


8002250722 

70-820 


8002190445 

90-346 

3 


8002250720# 

70-820 


0002190453# 

50-346 

8 


8002260091 

70-020 


8002190526 

90-346 

P 





8002190669 

50-346 

9 


0002270020 

70-820 






8002270029# 

70-820 


8002190673# 

90-346 

3 


8002280686 

70-B20 


0002190695 

90-346 

8 


0002280699# 

70-820 


0002190702# 

SO-346 

0 


8002290345 

70-820 

* 

600222033? 

50-346 

F 





8002250550 

50-346 

P 

United Nuclear Corp rNaval Products Div 

8002110217 

PR 






0002190770 

70-371 


0002260230 

SO-346 

F 


0002200670 

70-371 


0002260670 

50-346 

8 


8002250424 

70-371 


0002260673# 

50-346 

8 

Univ Put 1 lea t Ion 1 of Americap Inc 

800S1 90802 

FOIA 


6002290451 

50-346 

8 





8002290497# 

50-346 

S 

Utah* Univ, of 

8002200392 

50-72 1 






8002200397# 

50-72 1 

Iraninuc learj Inc 

800206013? 

XPORTLIC 


Vanderbilt Univ 

8002190190 

ACRS 


0002070452 

XPORTHC 


V«ne 9 as Industrial Testing Laboratoriesi- 

8002010532 

71-9033 


0002110594 

XPORTLIC 


Inc 




0002110596# 

XPORTLIC 


Vermont Yankee Nuclear Power Corp 

8002010343 

50-271 ! 


8002220003 

XPORTLIC 
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AUTHOR 

AFFILIATION 


ACCESS I ON 
NUMBER 
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60020 1034G« 

6002010438 

8002010442* 

6002040137 

8002040224 


AUTHOR 

AFFILIATION 


ACCESSION 

NUMBER 


SUBJECT 

CATEGORY 


G0020QD303 

B0020S09&&* 

B0020BOS76 

00020S09B2 

GOO2DBO907# 


8002040444 

8002040449* 

8002040499 

6002040002 

8002040099 


0002080999* 

8002080604* 

8002110373 

8002110373 

8002110421 


0002050243 

8002080398 

8002080414 

6002080418* 

8002080477 


80021 10429* 
6002110471 
8002 1 1097B 
8002120349 
G002120349 


6002060409* 

6002060916 

6002060925* 

6002190149 

6002190903 


8002120923 

8002120696 

8002120661* 

8002120668* 

8002120673* 


8002190907* 

8002190676 

8002190681* 

6002250565 

8002260228 


8002120676 

8002120681* 

8002120667 

6002120702 

0002120707* 


Vsrmorit* State of 

Vet Admin Medical Center areoklvn'NY 
Virgin Islandi 

irglnla Electric U Fouier Co 


Q0022B0615 

6002290544* 

8002220102 

8002220169* 

8002120269* 

7911070418* 
9002010350 
8002010398 
B0020 10369* 
8002010367 


30-271 P 
50-271 Qi 
ORO 

70-2B76 
8t«t« Prog 


8002120726 

8002120732* 

8002130487 

6002130493* 

6002130497 

6002130902* 

8002130511 

8008140009 

8002150043* 

6002190974 


8002040054* 

8002040164 

80020401-90* 

8002040226 

8002040273 


8002190979* 

0002190707 

6002190716* 

6002190722 

0002190729* 


8002040273 

8002040413 

8002040410* 

8002040516 

6002040944 


0002190739 
S002 190742* 
0002190757 
0002190762* 
0002190771 


8002040554 

8002040556 

8002040561 

G002040564 

6002050063 


0002200369 

6002200457 

6002200479 

8002200491 

6002210921 


8002050063 

8002050063 

8002050493 

8002050453 

8002090491 


8002210921 

8002220329 

B002220332* 

0002220366 

8002220373* 


8002090526 

8002060943 

8002060629 

8002070223 

8002070226* 


8002220398 

8002290934 

8002260221 

8002260439 

6002260439 


8002070232 

8002070236* 

8002070267 

8002070291* 

8002070297* 


8002260447 

8002260447 

0002260464 

0002260464 

8002260987 


8002070303* 

0002070396 

8002070365 

8002070370* 

8002070379* 


8002260676 

8002260696 

6002260703 

0002260707 

8002260717 


8002070379* 

8002070388* 

8002070394* 

8002070402* 

8002070407* 


8002260717 

8002260720 

8002260724 

8002260725* 

0002260729 


8002070412* 

90-330 

R 

0002260730* 

90-338 

P 

8002070473* 

50-230 

a 

0002270907 

90-339 

9 

30090 70473 « 

90-280 

Q 

6002200346 

90-200 

P 

3002070917* 

90-280 

Q 

8002200346 

90-260 

P 

6002030249* 

90-336 

Q 

8002200394* 

50-280 

P 

6002030259* 

90-338 

0 

0002280394* 

50-200 

P 

0002060440 

90-280 

F 

8002290300 

50-339 

A 

6002060440 

90-2S0 

F 

8002290303* 

50-339 

A 

0002080440 

50-200 

F 

0002290387* 

50-339 

A 

BOO2O0O44O 

50-200 

F 

0002290416 

90-260 

F 
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AUTHOR 
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ACCESSION 

NUMBER 
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8002290416 

50-200 

F 


8002230766 

70-698 



G00229042U 

50-280 

F 


8002260129 

71-5450 



8002290421 « 

30-200 

F 


8002260207 

REOOD 


T»ch 

80020-40 i06« 

CONTRACT 



8002260232 

30-338 

P 


B002200529 

30-124 

R 


8002270026 

70-1151 



8002200535* 

50-124 

R 


8002270003 

70-1143 


VJrginiii Unlv of 

8002060561 

50-62 

R 


60022800 1 4 

40-8304 


UolLtn. R si 

8002140260* 

PRW 



80022QOS02 

TOPREP 


Cor^ 

8002040248* 

FOIA 



8002280376 

TOPREP 


l^4«hipgtDn Public Pouer Supply 8y«t«m 

8002010136 

NUREO 



BO 02290030 

XPORTLIC 



8002060591 

50-397 

F 


6002290152* 

lOCFR 



8002070312 

50-508 

8 

tfflsilngbou&e Electric Co-rpi ^ Pi#R System* 

8002050220* 

NUREO 



8002070316* 

50-SOB 

S 

Dlv 





8002110056* 

50-460 

0 


8002220343 

TGPREP 



8002120459 

30-397 

A 

U**tlnghous* Electric Carp » Viyamlng 

8002220433 

40-8502 






Hinarel Corp 





8002120625 

30-397 

A 

UastOn Cotnpofienits St Control* 

0002290095* 

lOCFR 



8002130085* 

50-508 

0 






8002140065* 

50-460 

8 

Uldaffi Reager< Selkouiti & Adler 

8002120636 

50-289 

0 


8002140065* 

50-460 

8 


9002140525 

50-289 

0 


0002140073* 

50-460 

8 


8002140531* 

50-209 

0 






0002140540# 

50-289 

0 


8002140073* 

50-460 

6 


8002200280 

50-289 

0 


8002140245 

50-397 

Q 






8002140253 

50-460 

0 


8002250190 

50-289 

0 


8002150342 

30-397 

O 


8002250194* 

30-289 

0 


8002190474 

50-460 

0 


8002280026 

30-289 

Q 





William Potge 1 1 Co 

8002 SOO 120* 

0A999 



8002190474 

30-460 

8 

WiUan. R J 

8002260151 

PR 



8002300447 

30-397 

A 






8002200447 

30-397 

A 

UltconBin Electric Pou*!' Co 

0002010377 

30-266 

0 


8002200447 

50-397 

A 


8002040243 

50-266 

P 


8002200740 

SO -397 

0 


8002040370 

50-266 

J 






8002040370 

50-266 

J 


8002250407 

50-397 

K 


8002040492 

50-266 

P 


8002280060* 

50-397 

0 





Uiihington Service Bur«au< Inc 

8002280116 

FDIA 



8002040492 

50-266 

P 

l^ithlngton Bbata Univ 

6002260671 

50-27 

J 


8002040497* 

30-266 

P 

Uaihlngbon Unlv 

8002070029 

NUREO 



8002040497* 

30-266 

P 






B002060434 

50-266 

0 


0002070034 

NUREQ 



8002060374 

50-301 

P 


8002140681 

NUREO 







8003190800 

NUREO 



8002060-610 

30-502 

1 

Ua-ih Itig bon> 6t«te of 

8002260366* 

CONTRACT 



8002120469 

50-266 

p 

Waih IngtoTii Unlv of 

8002040375* 

FQIA 



8002190686 

50-266 

R 






8002190691* 

50-266 

R 


8002040304 

30-139 

R 


0002200436 

50-266 

1 


8002040507* 

30-139 

R 






0002080464* 

NUREO 



8002200436 

30-266 

I 

U»%K Tit«» UHUbiti Co 

8002270097 

30-443 

M 


8002210480 

50-266 

P 

Ufliblnghout* Elocfcrlc Corp 

7909050323 

TQPREP 



8002220421 

50-266 

S 






8002220433* 

50-266 

S 


8002010087 

71-5450 



G002250S66 

50-266 

P 


8002010319 

70-1151 







0008010334 

XPORTLIC 



8002230566 

50-266 

P 


6002010330* 

NUREO 



B002230S71* 

50-266 

P 


8002040319 

TOPREP 



0002230571* 

50-266 

P 





Ul«can«in Public 6ervlc« Carp 

0002010372 

50-305 

Q 


8002040360 

70-1151 



8002030437 

50-305 

F 


8002060438* 

50-266 

Q 






8002070274 

TDPflEP 



800-2060570 

30-305 

F 


0002070409 

TQPREP 



0002060579 

30-305 

8 


0OO2OGO139* 

QA999 



B0020605&S* 

50-305 

S 






8002140696 

50-305 

R 


8002080469* 

NUREO 



8002140700* 

30-303 

R 


80021 10335* 

70-1151 







8002120319* 

70-1151 



8002210511 

50-303 

8 


8002130020 

XPORTLIC 



8002210317* 

50-305 

8 


8002130538 

TOP REP 



8002210319* 

50-305 

8 





1 # 

8002210325* 

30-303 

8 


8002130345* 

TOPREP 



0002270237 

30-305 

8 


8002130352 

TOPREP 







8002130361* 

TQPREP 



8002270263* 

50-305 

8 


0002130572* 

TQPREP 



8002290606* 

30-303 

0 


8002130635 

71-9069 


WoQduard-CIy d* Conaultanti 

8002220110 

ORO 






Mooduird-Cl yd* Contultant*! Inc 

8002070143* 

XPORTLIC 



8002140095 

71-9069 



8002070151* 

XPORTLIC 



8002140338 

TOPREP 







8002150014* 

0A999 


WoTihamf Foreglhc It 8arrip«li 

0002200694 

30-445 

tt 


0002190104 

REQOt) 


Wright atat* Unlv 

6002220207 

ORO 



8002190214 

XPORTLIC 


Uyontlng Mineral Corp 

8002250309 

40-8502 






Wyoming^ State of 

0002010130 

40-8302 



8002190610 

50-07 

R 

Yahlree Atomic Electric Co 

6002040479 

50-29 

8 


8002190612* 

50-87 

R 






0002210199 

50-430 

P 


8002040483* 

50-29 

8 


8002220006 

50-420 

P 


8002040576 

50-29 

P 


8002220000 

50-429 

P 


8002040591* 

50-29 

P 






8002050461 

SO-29 

8 


800222001 1 

XPQRTUIC 



80020S0464* 

50-29 

G 


8002220116 

REG 







0002220301 

TOPREP 



8002030493 

50-29 

0 


8002220347* 

TQPREP 



8002130128 

50-29 

Q 


8002220406 

70-1010 



8002130391 

30-29 

Q 






8002190168 

REDOD 



8002220434 

70-1151 



8002190528 

30-29 

R 


8002220443 

70-1151 







8002250039 

70-1010 



8002190532* 

50-29 

ft 


8002250527* 

50-244 

P 


8002190395 

80-29 

3 


8002250735 

70-1151 



8002190602* 

50-29 

8 
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AUTHOR 

ACCESSION 

SUBJECT 


AUTHOR 

ACCESSION 

SUBJECT 

AFFIHATION 

hlU^BER 

CATEOORV 

AFFILIATION 

NUMBER 

CATEOORV 


B002S004&0 

50-29 

e 


e002200337« 

50-29 8 


B0022004e5« 

50-29 

8 


6002220350 

50-29 P 


9002200494 

50-29 

8 


8002220368 

50-29 P 


900220a49B« 

50-29 

8 


3002270294 

50-29 P 


9002200530 

50-29 

8 


8002280457 

50-29 a 






0002280458* 

50-2^ 3 



REPORT NUMBER INDEX 


The subject category column in this index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P.Tho docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed Items are also entered 
In tilts column by symbol; for example, ACRS. These cate- 
gories are defined in Appendix B and listed In the Contents* 


REPORT 

NUhSER 

ACCESSION 

NUMBER 

SUBJECT 

CATEODRY 

OTHER REPORT 
* MUM HER 

13100099 

7912180099 

RES 


9003010190 

8002010190 

RES 

0RNL/HA9RN~59 

900S0105SS 

B0020 10925 

RES 

0RNL/ED/EI8-114 

BOO 201092? 

8002010929 

RES 

0RNL/eD/El8-ll5 

B002010533 

8002010933 

RES 

aRNL/EI>/ElB-ll6 

80020 10S0& 

6002010936 

RE8 

DRNL/HASRD-62 

8002010339 

8002010939 

RE8 


80020^0333 

8002060333 

RES 

E00-TFBP-S070 

0002080270 

8002080270 

RE6 


B003220019 

8002220019 

RES 

WX-8-32a7 

6002220023 

8002220023 

RES 

YDR-ll-QO 

eOO22S0i 13 

8002220113 

REa 


e002250il4 

6002S20114 

RES 

4 44l/Mt.-2 

a002220116 

6002220116 

RES 


800222021 & 

8002220219 

RES 

W)C-8“3374(R299) 

6002220224 

8002220224 

REG 


6002220234 

8002220234 

RE8 

BNL-NUREO -29294 

6002220239 

8002220289 

RES 


8002220452 

8002220492 

REG 


8002220473 

8002220473 

RES 


8002220476 

8002220476 

RES 

4441/Mt“7 

6002220480 

8002220460 

RES 


6002230483 

8002220483 

REG 

nNL-WUREO-26a24 

B0022204Q7 

8002220487 

RES 

eO0-CAAP~9O72 

B0022SQ473 

8002220493 

RES 

EOO-CAAP-5074 

6002250197 

8002290197 

RES 


8002250239 

0002290239 

RE9 

QRNL/HASRD-60 

8002250241 

8002290241 

RES 

QRNL/HABRD-66 

8002290242 

8002250242 

RES 


8002290290 

8002290250 

RES 


6002290253 

8002290293 

RES 


8002230298 

8002290298 

RES 


6002290259 

8002290299 

REG 

QRNL/HAaRO-64 

8002250263 

8002250263 

RES 

UTR LO- 00-79" 11 

8002250264 

8002290264 

RES 

NRC-04-76-219 

6002250267 

8002290267 

REG 

NRC-04-79-IB4 

8002290268 

8002250268 

RES 


B00K3027O 

8002290270 

REB 

e<}0-'CAAP"906l 

6002290276 

8002290276 

RES 

PRD-ID 

6002290281 

8002290281 

RES 


6002250313 

8002290313 

RES 


8002250319 

8002250319 

RES 


8002260236 

8002260236 

RES 

RIL-07Q (FRNJ 

8002270565 

8002270965 

RES 

0RNL/HAeRI)"6S 

8002270573 

0002270573 

RES 

OflNL/FTR-794 

8002290059 

8002260059 

RES 

EOQ-C DAP- 9082 

8002290068 

8002280068 

RES 

EOO"EA-90a3 

8002260075 

8002280079 

RES 

E0O-EA-SO4B 

8002280086 

8002280066 

RES 

EOO-TFBP-5027 

8002280095 

8002280099 

REB 

EOO-CAAP-SOai 

8002280 102 

8002280102 

RES 

E00-EA-9O49 

6002280109 

8002280109 

RES 

LO“Mft-002 

6002280141 

8002280141 

RES 

ORNL/ED7EI8-11B 

8002280 182 

8002280182 

RES 

□RNL/HA8RD-63 

6002200190 

8002280190 

REB 

□RNL/'ED^EIB-Il? 


An asterisk following the accession number In this index 
Indicates that the document is an enclosure to another 
document. To obtain the accession number of the principal 
document under which the enclosure is listed, refer to the 
Index entitled "'Cross Reference of Enclosures to Principal 
Documents/' 


REPORT 

NUMBER 

ACCESSION 

NUMBER 

SUBJECT OTHER REPORT 

CATEODRY NUMBER 

8002280204 

9002260204 

RES 

0RNL/'CSD/INF-80 

B0022B0219 

9002280219 

RES 

BNL-NUREO-26903 

80022901 Oi 

9002290101 

RES 


0002290106 

80022<>0t06 

RES 


8002290115 

8002290113 

RES 


8002290162 

8002290162 

RES 

EO0-EA-5060 

AWC-75-A Ha 

8002130430* 

TOPREP 


DAW" 1997 

8002190262* 

50-269 

P 

BAW-1598 

8002140431* 

50-346 

P 

DAW- 1610 

0002130437* 

TQPREP 


DAW-3 01 

8002280317* 

70-824 

14506 

ce-i-A 

8002210470* 

SO- 10 

P 

CE-l-A 

0002290706* 

50-10 

P 

CEQ-EHT8-03 

□002190099* 

COhhlSSlQN 

DOE/ET-OOai 

8002190002 

PR 


D0£/eV-O046 V2 

8002190008 

PR 


D0E/8n"WM-79"l 

8002190021 

PR 


ERDA"k536 

8002190003 

PR 


EM« 1994 Ri 

8002200949* 

50-244 

P 

FD DU-247-009 

8002270276 

PR 


LA-7496-I1S 

8002190163 

PR 


1,DL“7047 

8002190044 

PR 


LBU-7091 

8002190113 

PR 

SAC- 19 

LOL-7063 

Q002190120 

PR 

SAC- 13 

LDL-7083 

8002190135 

PR 

BAC-20 

UDL-70B9 

8002190092 

PR 


LDL-7096 

0002190066 

PR 


LlfL"709A 

8002200009 

PR 

UC-70 

NEDM-20A9a 

8002080323* 

FOIA 


MED0-t272l 

8002210052 

70-794 

14672 

MEDO-21326 

0002270495* 

70-1308 


NeD0-2l326Cj 

8002130141* 

70-1308 

15004 

M£DD-2iaB7 

0002210449* 

TQPREP 

7&NED177 

*1EDQ-23S45 

8002090677* 

TOPREP 


UED0-a3749" 1 

8002070245* 

90-263 

P 

NE0O-2423O 

8002200429* 

50-298 

P 79NED4ia 

NEDO- 24235 

8002260719* 

90-324 

P SONE00253 

UP" 1097 

8002270283 

PR 

StA 78-414 

NP-44-SR 

8002270280 

PR 


NUREO-0020 V3 

8002190190 

NUREO 


KUREO-0170 VI 

7906270173* 

CDMMIS8IGN 

NUREO-0170 V2 

7906270177* 

CDMrtlSSlON 

NUReO-0300 V4 Nl 

8002060229 

NUREO 


NUREO-0404 VI 

791US0524 

PROJ 


NUREO-0432 

8002290307* 

50-320 

0 

NUREO-0432 

B0022507B9# 

90-320 

0 

NUREO-0940 VI Nil 

G00207DD36 

NUREO 


NUREO-0940 VI N12 

8002270 020 

NUREO 


NUREO-0606 V2 Nl 

G002200297 

NUREO 


NUREO-0621 

7912180499* 

70-1143 


KUREO-0647 

8002250773* 

50-320 

0 

NUflEO-0647 

8002290289* 

5o-a;ft) 

0 

NURE0-064a 

8002070106 

NUREO 


N0RE0-D694 

8002190822 

NUREO 

FEMA-REP-1 

KUftEO”066O 

8002260318* 

lOCFR 



450 


REPORT NUMBER INDEX 


ftEpanr 

NUHDEft 

^CGEfiSlaN 

NUHDER 

SUBJECT 

CATEQORr 

OTHER REPORT 
NUMBER 

NufiEoycp»ooio 

e-aoaaooaaa 

tslUREO 



WUHt:o/CR-OS7& 

0002200223 

NUREO 


ORNL/tiUREO/TM-2 

WUflEO/CR -0707 

B002 190810 

NJREO 


QRNL/NURE0/C8D- 

NUrtE0/CR-09A2 

8002140078 

NUREO 


PNL-3040-2 

NUnEO/CR-0994 

6002010264 

NUREO 


LA-7965-M3 

NUflE0/CR-l003 

6002190131 

NUREO 


0RNL/NURE07Tli-3 

NUREO/CR-IOOA 

8002190101 

NUREO 


BNL-NUREO-91094 

f^UREO/CR-lOlO 

8002190(42 

NUREO 


ORNL/NUREO/TH-a 

Nl/REQ/CR-lOl 1 

8002200203 

NUREO 


DRNL/NUREO-TM-a 

NUREO/CR-lOl? 

8002060236 

NUREO 


PNL-3096 

MUREO/CR-I031 

8002070023 

NUREO 


BNL- NUREO -51069 

NLREO/Cn-I03& 

0002070026 

NUREO 


BNL-NUREO- 51090 

NUREO/CR-1035 

0002190115 

NUREO 


BNL-NUREO-5lOai 

rJUREQ/CR-l03i 

0002190081 

NUREO 


ONL' NUREO -5 1082 

NUREo/cn-loa? 

0002280051 

NUREO 


DNL- NUREO- 9 1003 

NUREG/Cft-1062 

0002060231 

NUREO 


DRNL /NUREO /TM-3 

KirREO/CR-I136 

0002120240 

NUREO 


QRNL /NUREO /TM-3 

NURE 0 /Cn- 11 B 6 

8002150040 

NUREO 


NRC-0 4-76 -209 

Ki;REO/CR-t200 

8002270021 

NUREO 


LA-91 70-HB 

Ni;REO/Cfi-la07 

8002140677 

NUREO 


ANL/£a-a3 

MUREG/CR-iai4 VI 

8002200211 

NUREO 


MLM-253a 

NVREO/CR-1214 V2 

8002200217 

NUREO 


MLM-253a 

NUREQ/Cn-1215 

8002120223 

NUREO 



NURE0/Cn-121A 

8002140020 

NUREO 


ANL/Ea-e4 

NU«Eo/cn-i 2 ie 

8002070020 

NUREO 



NUREO/CR-1320 Vl 

8002070034 

NUREO 



NUREG/CR-tSaO V2 

8002070029 

NUREO 



NUREO/cft-iaai 

8002140681 

NUREO 



NUREO/cn-iaaa 

8002190800 

NUREO 



NUREG/CR-taaS 

B002270010 

NUREO 


LA-B1B0-PR 

NUREO/cn-iasa 

6002270013 

NUREO 


AML-79 -98 

NUREo/cn^iaei 

6002060043 

NUREO 



NUReo/CR~ia94 

6002280093 

NUREO 


0fir-2O42 

NU3-3440 

6002260747* 

hisc 



NU 8-3321 

6002060461* 

80-244 

F 



REPORT 

NUMBER 

ACCEBSIGN 

NUHSER 

SUBJECT 

CATEOORY 

OTHER REPORT 
NUMBER 

ORNL/ElB-162 VI 

6002270239 

PR 



ORNL/EI0-162 Va 

BOD2270237 

PR 



POE- 1020 R4 

6002190727* 

50-344 

P 


RH-0O-2-DF1 

6002260659* 

90-259 

R 


aEcy-7a-00B 

8002250269* 

lOCFR 



SECY“7a-20e 

8002040137* 

FOIA 



SEC ¥-79-233 

6002290039* 

lOCFfi 



aECY-79-2a3A 

0002290203* 

lOCFR 



aEcy“79“2a3D 

B0D22902OB* 

lOCFR 



6ECY-79-371 

6002040001 

SECY 



SECy-79“404 

6002040153* 

FOIA 



BECY-79-406 

0002130560* 

lOCFR 



8eCY-79-574 

6002000302* 

50'^289 

0 


SECY-79-636 

8002290239* 

lOCFR 



SECY-79-661 

8002290032* 

lOCFR 



SECY-79-661 

6002290036* 

lOCFR 



SECY- 79-662 

6002250262* 

lOCFR 



SECY-79-6e2 

0002250286* 

lOCFR 



SECV-79-6B2 

6002290218* 

lOCFR 



8ECV“a0-009 

6002250278* 

lOCFR 



9ECY-aO-020 

8002060394 

SECY 



aECY-ao-ooa 

8002130999 

SECY 



TID-3555 

6002210186 

PR 



TID-3555 81 

6002200253 

PR 



UC ID- 18142 

6002200184* 

90-155 

P 

UCID 18142 

UTEC ME 80-0 IS 

6002200397* 

90-72 

F 


VEP-FRl>-34 

6002040190* 

90-336 

P 


MCAP-94B6A 

6002130945* 

TOPREP 



MCAP-9570 

6002130561* 

TOPREP 



UCAP-9662 

0002130972* 

TOPREP 



XN-NF- 79-21 

8002290334* 

90-199 

P 


XN-NF- 79-89 

8002200577* 

90-289 

P 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


Items listed as enclosures are those indicated by an asterisk 
following the accession number fn the Indexes. The second 
column gives the accession number of the principal docu- 
ftient under which the enclosure is fisted. Knowing the 
accession number of the principal document, the date 
Issued and the category enables locating the title listing of 
the enclosure. 


ACCEBSION NUMIIER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

IB8UED 

BUDJECT 

CATEGORY 

7904310901 

7904210795 

79/03/22 

SO ”395 

8 

7906370173 

7906270163 

79/05/29 

CaMMIBSION 

7906370177 

7906270163 

79/09/29 

COMMISSION 

7906390902 

7906290799 

79/05/30 

□RO 


7907100393 

7907100377 

77/11/14 

50-320 

6 

7900090477 

7908090471 

79/05/15 

Miac 


7910360437 

7910260431 

79/10/09 

COMMISSION 

7911070410 

7911070417 

79/10/31 

TOPREP 


7913100459 

7912180451 

79/11/30 

70-1143 


9001160338 

9001160314 

79/12/31 

50-320 

V 

9001160361 

0001160354 

79/12/07 

WASTE MOT 

9001160419 

0001160354 

79/12/07 

WASTE MOT 

9001310220 

8001210217 

90/01/19 

50-333 

8 

6001300349 

9001300542 

79/13/10 

CONTRACT 


9002010007 

9002010004 

79/12/31 

90-413 

0 

900S010010 

9002010004 

79/12/31 

90-413 

0 

6002010017 

9002010015 

79/12/09 

50-170 

0 

8002010020 

8002010014 

79/12/11 

80-354 

0 

8002010031 

9002010019 

80/01/10 

FOIA 


6002010032 

9002010029 

00/01/23 

71-5942 


6002010034 

8002010027 

79/12/13 

90-327 

0 

0002010039 

0002010036 

80/01/23 

71-6144 


6002010045 

6002010019 

90/01/10 

FOtA 


6002010046 

0002010040 

79/12/05 

50-324 

0 

6002010030 

8002010019 

90/01/10 

FOIA 


B002010056 

9002010048 

79/12/14 

90-416 

0 

6002010058 

0002010019 

BO/Oi/10 

FOIA 


6002010060 

0002010054 

80/01/09 

CONTRACT 


6002010065 

0002010019 

80/01/10 

FOIA 


6002010067 

9002010061 

79/12/05 

50-325 

0 

8002010074 

6002010069 

79/10/01 

CONTRACT 


0002010077 

0002010072 

79/12/05 

50-370 

Q 

6003010095 

9002010090 

79/12/09 

90-416 

0 

0002010092 

9002010069 

79/12/09 

50-335 

Q 

8002010095 

0002010091 

80/01/14 

lOCFR 


6002010101 

9002010091 

00/01/14 

lOCFR 


6003010103 

9002010097 

80/01/14 

90-321 

0 

6002010110 

0002010091 

00/01/14 

lOCFR 


6002010115 

0002010106 

00/01/14 

WASTE MOT 

6002010118 

9002010097 

80/01/14 

50-321 

0 

8002010120 

9002010091 

90/01/14 

lOCFR 


B002010125 

8002010091 

80/01/14 

lOCFR 


0002010131 

9002010091 

00/01/14 

lOCFR 


0002010132 

000201 Q097 

80/01/14 

50-321 

Q 

0002010139 

0002010091 

80/01/14 

lOCFR 


0002010143 

8002010091 

80/01/14 

lOCFR 


6002010146 

0002010097 

00/01/14 

50-321 

0 

0002010152 

9002010148 

79/12/07 

50-290 

Q 

6002010160 

9002010159 

79/12/14 

SO -261 

Q 

6002010162 

9002010134 

79/11/09 

50-275 

Q 


The subject category column in this Index gives the docket 
number and the symbol for the category of Information 
within that docket; for example, 50-320 P.The docket subject 
categories are defined in Appendix A. 

Subject categories for nondocketed items are also. entered 
in this coiumn by symbol; for example, ACRS. These cate- 
gories are defined In Appendix B and listed In the Contents. 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOBURE 

DQCUHENT 

ISSUED 

CATEOQRV 

9002010171 

6002010166 

79/12/14 

50-321 

Q 

0002010177 

8002010174 

90/01/19 

71-9069 


9002010183 

9002010175 

90/01/10 

50-321 

Q 

9Q020IOI97 

9002010175 

90/01/10 

50-321 

0 

9002010192 

6002010175 

80/01/10 

50-321 

0 

9002010197 

8002010175 

90/01/10 

50-321 

Q 

8002010215 

9002010209 

79/12/12 

50-490 

0 

8002010223 

9002010209 

79/12/12 

50-499 

0 

0002010235 

9002010229 

79/12/12 

50-329 

0 

8002010239 

9002010229 

79/12/12 

50-329 

a 

9002010249 

9002010241 

79/11/07 

50-413 

Q 

8002010293 

9002010241 

79/11/07 

50-413 

9 

8002010256 

000201 0247 

79/1 2/3 J 

50-275 

Q 

9002010281 

9002010275 

80/01/02 

50-260 

Q 

6002010284 

9002010292 

76/09/20 

50-438 

A 

8002010291 

9002010283 

90/01/02 

50-220 

0 

9002010302 

0002010293 

80/0 1 /02 

50-330 

0 

BC020 10322 

6002010319 

79/12/17 

QA999 


0002010324 

8002010320 

80/01/26 

50-206 

8 

0002010331 

90D2010327 

90/0-1/29 

50-333 

8 

8002010333 

6002010326 

79/11/16 

aA999 


6002010335 

8002010329 

90/01/29 

50-8 1 9 

P 

6002010337 

9002010334 

ao>oi/24 

50-277 

8 

6002010338 

6002010336 

BO/Ol/29 

50-333 

9 

8002010339 

6002010254 

60/01/16 

S0-3B7 

0 

9002010345 

9002010294 

eo/oi /16 

50-397 

0 

8002010347 

9002010341 

eo/ot /22 

50-361 

0 

9002010349 

8002010343 

80/01/29 

50-271 

9 

9002010351 

9002010341 

90/01/22 

50-361 

0 

9002010357 

9002010341 

QO/Ot/22 

50-361 

0 

8002010361 

9002010341 

80/01/22 

50-361 

0 

9002010362 

8002010355 

79/12/07 

50-33B 

Q 

9002010365 

9002010363 

79/18/20 

70-143 


9002010367 

9002010364 

90/01/24 

50-237 

F 

B0020 10369 

900201 0356 

90/01/30 

50-200 

a 

9002010371 

9002010363 

79/18/20 

70-143 


9002010379 

9002010374 

90/01/17 

71-9035 


9002010369 

9002010384 

90/01/17 

71-5796 


9002010401 

9002010396 

79/18/31 

50-254 

p 

8002010442 

6002010439 

79/12/13 

30-271 

Q 

9002010452 

9002010447 

79/18/26 

70-734 


8002010467 

8002010453 

80/01/16 

50-309 

0 

8002010476 

9002010462 

79/10/02 

70-23 


6002010490 

9002010465 

79/12/06 

50-302 

Q 

8002010494 

0002010499 

79/12/27 

50-254 

Q 

800201 0496 

0OO2OIO49S 

79/12/07 

50-32 1 

Q 

6002010499 

0002060050 

60/01/28 

50-315 

P 

8002010303 

00020 1049 6 

79/12/27 

50-10 

Q 

8002010511 

8002010509 

80/01/18 

CONTRACT 


6002010513 

9002010506 

79/18/27 

50-3 1 5 

0 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION UUhBER ACCESSION NUMDEn 



PRINCIPAL 

DATE 

SUBJECT 


PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

document 

ISSUED 

CATEGORY 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

GOQiSOlO&lS 

8002010516 

79/12731 

50-574 

G 

6002040191 

8002040094 

60/01/09 

FOIA 


6002010523 

8002010520 

79/1271^ 

QA999 


0002040192 

8002040165 

80/01/02 

50-333 

G 

8002010537 

8002010931 

00/01 724 

50-312 

0 

6002040194 

8002040094 

00/01/09 

FOIA 


800201053a 

8003020531 

60/01/24 

50-312 

0 

6002040197 

B002040094 

00/01/09 

FOIA 


G002010542 

8002010531 

80/01/24 

50-312 

0 

8002040201 

6002040094 

00/01/09 

FOIA 


G002010543 

6002010940 

BO/01/09 

40-299 


GC02040203 

8002040190 

80/01/31 

50-309 

f 

8002010544 

8003010531 

BO/Oi/24 

50-313 

0 

6002040205 

0002040094 

80/01/09 

FOIA 


8002010549 

8002010531 

00/0 1 724 

50-313 

0 

8002040209 

6002040094 

00/01/09 

FOIA 


800201094a 

80020 10531 

60/01/24 

50-313 

0 

8002040210 

B002040D94 

60/01/09 

FOIA 


8002010995 

8002010591 

00/01/03 

70-630 


80020402 1 1 

B002040094 

80/01/09 

FOIA 


BOO 201 09 97 

8002010551 

60/01/03 

70-820 


0002040213 

0002040208 

79/12/20 

COMM 188 ION 

aoo 2 oiossa 

6002010556 

80/01/17 

NUREO 


B002040214 

B002040074 

00/01/09 

FOIA 


aooaoios^o 

8002010591 

80701/03 

70-B20 


8002040216 

6002040094 

BO/01/07 

FOIA 


0002 01 0567 

0002010565 

90701/21 

50-3B9 

0 

6002040220 

0002040094 

80/01/09 

FOIA 


0002040009 

6003040001 

79706/04 

SECY 


0002040222 

0002040215 

80/01/20 

90-285 

P 

8002040016 

80030400 10 

79712/04 

50-336 

0 

9002040323 

B002040094 

00/01/09 

FOIA 


0002040019 

0002040006 

60701/ 06 

SO-416 

0 

8002040227 

6002040094 

00/01/09 

FOIA 


8002040032 

6003040006 

B070a/08 

50-416 

Q 

0002040329 

8002040226 

60/01/31 

50-289 

P 

6002040029 

6003040006 

a 0/01/08 

50-416 

Q 

8002040230 

0002040094 

80/01/09 

FOIA 


G0020400SB 

6002040006 

80 / 01 /oa 

50-416 

Q 

9002040231 

0002040094 

80/01/09 

FOIA 


8002040029 

6002040024 

79/12/17 

50-265 

Q 

8002040332 

6002040221 

60/01/08 

40-0723 


0002040031 

0002040021 

79/12/14 

50-367 

A 

6002040235 

8002040094 

80/01/09 

FOIA 


6002040033 

8002040006 

80/01/08 

50-416 

Q 

6002040336 

6002040221 

00/01/06 

40-8720 


6002040039 

8002040035 

80/01/03 

50-369 

0 

6002040241 

8002040094 

00/01/09 

FOIA 


a0O2O40043 

B002040035 

80/01/03 

30-369 

Q 

8002040242 

8002040221 

80/01/08 

40-0728 


8002040054 

6002040046 

00/01/10 

50-260 

Q 

8002040347 

6002040094 

00/01/09 

FOIA 


6002040059 

8002040048 

00/01/10 

50-2B0 

0 

8002040240 

B002040094 

00/01/09 

FOIA 


6002040060 

8002040045 

79/12/20 

70-27 


0-002040252 

6002040094 

60/01/09 

FOIA 


3002040063 

8002040046 

so/oi/io 

50-200 

8 

0002040255 

0002040094 

60/01/09 

FOIA 


8002040066 

6002040062 

00/01/21 

70-143 


6002040257 

0002040094 

00/01/09 

FOIA 


8002040069 

0002040046 

00/01/10 

50-360 

0 

6002040260 

6002040094 

60/01/09 

FOIA 


fl 002040075 

0002040049 

60/01/10 

50-280 

0 

8002040261 

8002040256 

80/01/20 

50-272 

P 

8002040077 

B 0020 4 0073 

80/0 1 /Q3 

50-220 

Q 

8002040263 

0002040094 

80/01/09 

FOIA 


8002040061 

8002040001 

79/06/04 

SECY 


8002040269 

0002040094 

80/01/09 

FOIA 


8002040063 

8002040076 

BO/OJ/I8 

37-48 


6002040274 

B002040094 

00/01/09 

FOIA 


8002040004 

8002040073 

00/01/03 

50-220 

0 

6002040277 

6002040094 

80/01/09 

FOIA 


8002040065 

8002040001 

79/06/04 

SECY 


8002040232 

0002040094 

80/01/09 

FOIA 


6002040087 

8002040080 

80/01/10 

50-320 

0 

6002040285 

6002040094 

00/01/09 

FOIA 


8002040083 

600204CC01 

79/06/04 

8ECY 


BOO2O4O20B 

6002040094 

00/01/09 

FOIA 


8002040090 

9002040001 

79/06/04 

SECY 


8002040291 

6002040094 

80/01/09 

FOIA 


6002040092 

9003040078 

80/01/14 

50-259 

Q 

B0D2040294 

6002040094 

GO/Ol/09 

FOIA 


0002040093 

6003040001 

79/06/04 

«ECY 


0002040297 

0002040094 

00/01/09 

FOIA 


0002040098 

9002040001 

79/06/04 

secv 


8002040299 

B002040094 

00/01/09 

FOIA 


0002040096 

8002040078 

60/01/14 

50-259 

0 

6002040304 

0002040301 

80/01/20 

50-331 

P 

6002040098 

0002040091 

80/01/11 

50-336 

G 

6002040305 

6002040094 

80/01/09 

FOIA 


6002040099 

0002040070 

60/01/14 

50-259 

G 

6002040311 

8002040306 

00/02/01 

50-395 

F 

B002040I00 

800204009 1 

80/01/ 11 

50-330 

G 

B002040312 

8002040094 

60/01/09 

FOIA 


600S04010I 

0002040091 

80/01/11 

50-338 

G 

6002040319 

0002040094 

80/01/09 

FOIA 


3002040102 

8002040094 

60/01/09 

FOIA 


6002040323 

6002040094 

00/01/09 

FOIA 


8002040105 

8002040076 

00/01/14 

50-239 

G 

6002040326 

8002040094 

00/01/09 

FOIA 


6002040106 

8002040103 

79/12728 

CONTRACT 


8003040327 

6002040307 

79/12/31 

Proa 

8002040111 

8002040094 

BO 701/09 

FOIA 


3002040332 

6002040330 

80/01/31 

50-3 

F 

800S0401 14 

8002040094 

00/01/09 

toprep 


3002040345 

B002040342 

00/01/30 

50-346 

S 

B002040120 

8002040094 

80/01/09 

FOIA 


8002040349 

6002040094 

00/01/09 

FOIA 


8003040126 

8002040116 

00/01710 

50-303 

0 

6002040351 

8002040347 

80/01/20 

90-267 

R 

8002040129 

8002040094 

80/01/09 

FOIA 


6002040352 

6002040094 

BO/01 /09 

FOIA 


8002040131 

6002040116 

00/01/10 

50-302 

Q 

3002040354 

6002040094 

80/01/09 

FOIA 


8002040 1 35 

6002040116 

60/01/10 

50-302 

Q 

8002040356 

B0020403S3 

80/01/21 

50-2&t 

R 

8002040136 

8002040094 

80/01/09 

FOIA 


6002040350 

6002040353 

00/01/21 

50-261 

R 

8002040138 

8002040116 

80/01/10 

50-302 

G 

6003040359 

6002040094 

00/01/09 

FOIA 


800204013? 

6003040094 

80/01 /09 

FOIA 


8002040363 

0002040094 

80/01/09 

FOIA 


6002040150 

BO 020400 94 

00/01/09 

FOIA 


8002040367 

6002040094 

80/01/09 

FOIA 


8002040151 

8002040143 

00/01/02 

50-400 

G 

6003040371 

6002040094 

00/01/09 

FOIA 


B002040153 

6002040094 

BO/01/09 

FOIA 


6002040375 

8002040094 

80/01/09 

FOIA 


6002040157 

0003040094 

80/01/09 

FOIA 


0002040377 

6002040094 

80/01/09 

FOIA 


6002040160 

8002040094 

80/01/09 

FOIA 


0002040370 

6002040373 

BO/01/21 

50-209 

0 

600S040163 

0002040094 

80/01/09 

FOIA 


0002040379 

6002040094 

00/01/09 

FOIA 


0002040166 

6003040094 

60/01/09 

FOIA 


0002040391 

8002040094 

80/01/09 

FOIA 


6002040169 

8002040094 

80/01/07 

FOIA 


6002040395 

6002040094 

80/01/09 

FOIA 


8002040171 

0002040164 

80/01/02 

50-263 

0 

0002040306 

8002040094 

80/01/09 

FOIA 


8002040172 

8002040094 

ao/ot/09 

FOIA 


0002040390 

8002040094 

80/01/09 

FOIA 


8002040174 

8002040094 

00/01/09 

FOIA 


8002040393 

8002040094 

80/01/09 

FOIA 


8002040175 

8002040143 

60/01/02 

SO -400 

a 

0OO2O4O39S 

8002040364 

80/01/29 

50-445 

F 

8002040178 

8002040094 

00/01/09 

FOIA 


0002040397 

6002D4Q094 

80/01/09 

FOIA 


8002040179 

0002040176 

00/01/02 

50-244 

G 

0002040390 

0002040094 

00/01/09 

FOIA 


6003040 1 ao 

8002040177 

80/01/14 

50-219 

G 

9002040399 

6002040396 

79/12/31 

50-250 

6 

6003040101 

8002040094 

00/01/09 

FOIA 


0002040400 

8002040094 

00/01/09 

FOIA 


0002040163 

8002040094 

60/01/09 

FOIA 


0002040403 

B002040D94 

80/01/09 

FQIA 


00020401 87 

8002040094 

80/01/09 

FOIA 


0002040404 

0002040094 

80/01/09 

FOIA 


6002040190 

BOO2O4O104 

00/01/29 

50-330 

P 

8002040403 

6002040402 

60/01/26 

50-205 

S 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESBIGN NUMBER ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

8002040406 

0002040094 

80/01/09 

foia 


0002 050207 

0002050172 

80/01/23 

NUREO 


9002040407 

B002040094 

80/01/09 

FQIA 


0002050210 

0002050172 

80/01/ 23 

NUREO 


9002040400 

8002040384 

80/01/29 

50-445 

F 

8002050214 

8002050172 

80/01/23 

NUREO 


0002040412 

0002040409 

80/01/29 

50-333 

3 

80020S0218 

8002050212 

80/01/24 

50-320 

H 

B0020404 1 5 

8002040094 

00/01/09 

FOIA 


8002050220 

8002090172 

80/01/23 

NUREG 


8002040416 

8002040401 

79/12/11 

90-206 

H 

8002050223 

8002050172 

80/01/23 

NUREG 


9002040410 

0002040413 

80/02/01 

50-338 

8 

0002050225 

8002050216 

BO/Ol/04 

30-219 

P 

B002040419 

8002040094 

80/01/09 

FOIA 


6002050229 

8002050217 

00/0 1 /07 

50-269 

Q 

9002040421 

8002040094 

80/01/09 

FOIA 


0002050231 

0002050216 

80/01/04 

50-219 

P 

8002040422 

8002040420 

80/01/28 

90-205 

a 

80 0205023 B 

8002050216 

80/01/04 

SO-^l? 

P 

800S04042B 

8002040429 

80/01/30 

30-346 

s 

8002050239 

8002050236 

BO/O-l /24 

50-320 

H 

8002040429 

8002040094 

80/01/09 

FQIA 


800205024 1 

8002050217 

80/01 /07 

50-269 

Q 

9002040434 

0002040094 

80/01/09 

FOIA 


' 8002050248 

8002050217 

80/01/07 

50-269 

Q 

9002040439 

8002040094 

80/01/09 

FQIA 


B0O205O2SO 

8002050244 

90/01 /24 

50-320 

Q 

9002040442 

8002040094 

00/01/09 

FOIA 


8002050259 

BD02050259 

79/11/20 

70-1812 


B002040445 

8002040441 

00/01/25 

50-340 

8 

8002030260 

0002050217 

80/01/07 

50-269 

0 

9002040446 

8002040094 

80/01/09 

FOIA 


8002050262 

8002050259 

79/11/20 

70-lBia 


900204044? 

8002040444 

80/02/01 

50-271 

3 

80020902 70 

8002050273 

80/01/02 

50-305 

0 

9002040450 

8002040447 

60/02/01 

50-293 

0 

8002050284 

8002090276 

80/01/24 

50-320 

G 

8002040451 

0002040094 

80/01/09 

FOIA 


8002050313 

8002090307 

80/01/23 

50-320 

P 

BD020404S6 

8002040094 

00/01/09 

FQIA 


0002090331 

8002050322 

80/01/00 

50-320 

H 

B0020404S7 

8002040453 

80/02/01 

50-293 

S 

6002090350 

8002050340 

80/01/10 

90-320 

0 

9002040450 

8002040454 

80/01/25 

50-302 

B 

80020SO366 

8002050363 

80/01/83 

50-320 

H 

9002040461 

8002040094 

00/01/09 

FOIA 


80020S0379 

8002050370 

80/01/09 

90-320 

H 

9002040463 

8002040459 

80/01/28 

50-324 

8 

8002050301 

8002050372 

80/01/21 

30-320 

H 

9002040467 

8002040094 

BO/Ol/09 

FOIA 


8002090306 

8002050247 

00/01/24 

50-295 

G 

B002040469 

8002040462 

80/01/25 

90-348 

B 

8002050394 

8002090385 

80/01/31 

50-333 

8 

8002040470 

8002040466 

00/01/31 

50-206 

S 

B 002090397 

8002090247 

B0/0t/S4 

50-295 

0 

0002040474 

6002040094 

00/01/09 

Foia 


8002090406 

8002090400 

00/01/25 

50-336 

8 

8002040477 

8002040472 

80/01/30 

50-282 

8 

6002090415 

8002050390 

60/01/10 

90-320 

H 

8002040481 

8002040475 

60/01/23 

50-237 

8 

8002050423 

0002050420 

80/01/00 

90-320 

H 

8002040483 

8002040478 

80/01/25 

50-389 

a 

8002050428 

0002050426 

80/01/08 

50-320 

H 

S002040485 

0002040479 

80/01/30 

50-29 

e 

8002050459 

8002050456 

80/02/02 

50-333 

8 

8002040486 

8002040094 

00/01/09 

FOIA 


8002050464 

80020S0461 

80/02/01 

50-29 

8 

B 002040493 

8002040487 

00/02/01 

50-324 

e 

0002050465 

8002050460 

BO/OJ/25 

50-312 

S 

8002040497 

8002040492 

S0/01/2G 

50-266 

p 

0002090479 

B 002090 4 70 

80/01/31 

50-331 

F 

B002040506 

8002040094 

80/01/09 

FOIA 


8002090479 

8002050469 

79/12/28 

70-27 


8002040907 

B002040504 

80/01/24 

50-139 

R 

8002090404 

BOD2050466 

80/01/30 

90-219 

8 

0002040909 

0002040496 

80/01/14 

70-143 


0002090409 

8002090401 

80/01/25 

50-272 

F 

0002040912 

8002040905 

79/12/20 

50-250 

8 

0002090496 

0002090490 

80/01/29 

50-360 

8 

0002040919 

8002040496 

80/01/14 

70-143 


0002050500 

0002060490 

80/01/29 

50-368 

8 

0002040920 

8002040511 

00/01/30 

50-296 

P 

0002090504 

0002050490 

80/01/29 

50-360 

8 

8002040932 

0002040496 

80/01/14 

70-143 


80D20S05I3 

0002050510 

60/01/31 

50-232 

P 

8002040934 

8002040523 

80/01/10 

50-320 

P 

8002050517 

0002050510 

80/01/31 

90-202 

P 

8002040935 

8002040527 

eo/oi /02 

50-335 

S 

8002090524 

B0020503I4 

80/01/31 

50-272 

S 

8002040940 

0002040536 

80/02/01 

50-220 

F 

B00205092G 

0002050529 

80/01/29 

90-247 

P 

8002040941 

0002040523 

80/01/10 

50-320 

P 

8002050537 

8002090529 

00/01/31 

50-272 

3 

8002040949 

8002040538 

BO/Ol/lB 

50-518 

A 

0002050940 

0002050536 

eO/01/29 

50-3 

R 

8002040946 

0002040523 

80/01/ IB 

50-320 

P 

0002050549 

0002090493 

00/01/31 

30-312 

F 

0002040949 

8002040542 

79/12/28 

50-250 

B 

8002050596 

0002050949 

80/01/29 

90-206 

3 

0002040959 

8002040923 

80/01/18 

50-320 

P 

8002050562 

B0D20 50598 

00/01/31 

90-255 

P 

9002040999 

8002040993 

00/01 /2S 

50-416 

a 

0002050563 

8002050559 

00/01/30 

50-324 

0 

8002040960 

8002040948 

80/01/25 

50-311 

A 

G002060009 

8003060004 

79/12/19 

50-341 

0 

8002040967 

8002040963 

00/01/25 

50-272 

p 

0002060010 

8002060005 

00/01/10 

50-272 

H 

8002040980 

0002040974 

80/01/22 

50-206 

0 

8002060012 

0002060004 

79/12/19 

50-341 

a 

8002040981 

8002040976 

80/01/30 

50-29 

p 

BOO 20600 19 

8002060017 

ao/oi/u 

71-371 


G002D40583 

8002040979 

80/01/10 

50-320 

H 

8002060022 

8002060013 

00/01/19 

40-3453 


8002040994 

8002040590 

00/01/29 

50-267 

R 

0002060030 

B002060013 

00/01/15 

40-3493 


8002040996 

8002040993 

00/01/29 

50-336 

P 

8002060031 

0002060021 

00/Di/lS 

90-289 

0 

8002040998 

0002040993 

00/01/29 

50-336 

P 

8002060034 

8002060013 

80/01/19 

40-3493 


8002050034 

8002090021 

80/01/16 

50-498 

G 

8002060041 

0002060013 

80/01/15 

40-3453 


0002090042 

8002050021 

80/01/16 

50-498 

G 

8002060040 

8002060013 

00/01/15 

40-3453 


8002050044 

8002090019 

80/01/24 

50-312 

0 

8002060070 

8002060055 

00/01/17 

50-445 

M 

8002090094 

8002050047 

80/01/02 

50-315 

0 

8002060110 

8002060101 

80/01/15 

50-209 

0 

8002050096 

8002090015 

00/01/24 

50-312 

0 

8002060114 

0002060104 

00/01/07 

CONTRACT 


8002050113 

8002090099 

80/01/09 

80-206 

H 

0002060174 

0002060168 

BO/01/29 

50-438 

A 

8002090132 

8002090126 

80/01/10 

50-320 

H 

0002060176 

0002060171 

79/12/21 

CONTRACT 


0002090137 

8002090120 

80/01/30 

50-389 

A 

0002060 1Q3 

0002060178 

80/01/15 

71-6291 


8002050199 

8002050144 

80/01/19 

BECV 


0002060100 

0002060182 

80/01/02 

CONTRACT 


0002050177 

8002090171 

79/12/04 

50-344 

F 

0002060192 

8002060186 

80/02/01 

50-255 

P 

8002090100 

8002090176 

00/01/24 

50-498 

0 

0002060203 

8002060196 

80/01/15 

CONTRACT 


8002090185 

8002090176 

80/01/24 

90-498 

0 

0002060217 

8002060210 

80/01/21 

CONTRACT 


B002090187 

8002050176 

80/01/24 

50-498 

0 

8002060224 

8002060219 

80/01/22 

50-129 

P 

0002090199 

8002090172 

80/01/23 

NUREO 


8002060232 

8002060219 

80/01/22 

90-529 

P 

8002090191 

8002090176 

80/01/24 

50-498 

G 

0002060238 

8002060219 

00/01/22 

90-129 

P 

0002090192 

8002050184 

00/01/24 

RGOOD 


8002060243 

8002060219 

80/01/22 

50-129 

P 

8002090193 

8002050176 

80/01/24 

50-490 

0 

8002060254 

800206D241 

80/01/07 

70-2430 


8002090196 

8002050183 

00/01/24 

review grp 

8Q0206026B 

800206D241 

80/01/07 

70-2430 


6002090198 

8002050172 

00/01/23 

NUREO 


0OO2D6O278 

8002060241 

80/01/07 

70-2430 


80020^0202 

8002090197 

80/01/21 

50-320 

H 

8002060283 

0002060272 

BO/Ot/14 

90-320 

H 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ACCESBION NUriBER 


PRINCIPAL 
ENCLOSURE DOCUMENT 

800S060310 BO 02060307 
6002060312 6002060300 
6002060327 6002060323 
6002060350 6002060344 
6002060361 6002060359 

6002060363 6002060344 
6002060370 000206033? 
GDD2060373 60 0206037 1 
6002060386 6002060364 
6002060391 BO 02060366 

8002060397 6002060394 
6002060396 6002060371 
6002060401 00102060371 
6002060405 BD02060371 
6002060410 8002060371 

60020 604 tl 6002060403 
6002060438 8002060434 
8002060498 B002060453 
6002060461 80020604S4 
6002060474 8002060471 

800206 0461 8002 060470 
6002060464 6002060469 
6002060499 0002060491 
6002060507 8002060496 
6002060513 8002060910 

8002060924 6002060374 
6002060534 8002060927 
6002060549 8002060538 
6002060562 8002060539 
6002060561 8002060571 

8002060585 0002060579 
B002060986 6002060576 
SO 02060 598 8002060595 
8002060601 8002060593 
8002060614 8002060593 

6002060622 6002060619 
8002060624 8002060593 
8002060635 GO 02060623 
8002060636 8002060632 
800206064 1 800206063 1 

0OO2O6Q69I 6002060645 
8002060665 0002060657 
8002060683 6002060680 
8002070008 8002070005 
8002070012 8002070005 

8002070014 0002070009 
6002070016 8002070005 
8002070019 0002070017 
6002070021 0002070013 
8002070028 8002070022 

8002070033 0002070032 
8002070035 8002070031 
8002070056 0002070051 
8002070099 8002070054 
8002070060 0002070091 

6002070062 8002070058 
6002070063 3002070094 
8002070066 8002070051 
0002070067 0002070094 
8002070069 8002070065 

8002070071 6002070054 
a0020701>72 6002070051 
8002070074 6002070074 
8002070075 6002070051 
6002070077 8002070073 

8002070078 8002070054 
8002070080 0002070054 
6002070083 6002070081 
6002070064 8002070054 
8002070065 0002070081 

8002070086 B00207008S 
8002070067 8002070094 
6002070068 0002070054 
8002070092 0002070094 
8002070093 0002070091 

B0020 70094 8002070061 
8002070095 0002070090 
6002070096 BOO2O7O0S4 
6002070100 8002070081 
6002070101 0002070054 


DATE SUBJECT 

ISSUED CATEGORY 


60/01/16 

71-370 


60/01/18 

50-320 

H 

80/01/14 

71-372 


79/12/05 

50-302 

Q 

00/01/29 

50-312 

P 

79/12/05 

50-302 

Q 

60/01/24 

CONTRACT 

80/01/10 

50-400 

Q 

80/01/02 

50-348 

0 

ao/Oi/17 

50-237 

P 

80/01/15 

SECY 


60/01/10 

50-400 

Q 

60/01/10 

50-400 

0 

80/01/10 

50-400 

Q 

80/01/10 

50-400 

0 

80/01/30 

50-324 

S 

60/01/30 

50-266 

0 

60/02/01 

50-10 

P 

80/01/30 

50-244 

F 

80/01/31 

50-344 

F 

60/01/31 

50-317 

P 

eo/oi/25 

50-318 

9 

80/01/30 

50-334 

R 

80/01/29 

50-325 

8 

60/01/29 

50-259 

R 

80/01/02 

PROJ 


60/01 /29 

50-325 

8 

80/01/30 

50-325 

0 

60/01/16 

50-369 

a 

60/01/31 

50-321 

F 

80/01/30 

50-305 

S 

60/01/25 

90-310 

s 

80/01/29 

50-317 

s 

80/01/30 

90- 1 59 

8 

60/01 /30 

90-159 

8 

60/01/29 

90-324 

B 

60/01/30 

50-195 

3 

60/01/29 

50-324 

B 

80/01/30 

50-324 

a 

80/01/31 

50-259 

8 

80/01/31 

50-259 

8 

60/01/22 

50-416 

F 

80/01/29 

50-324 

s 

80/01/29 

50-338 

a 

80/01/29 

50-336 

0 

80/01/04 

CONTRACT 

80/01/29 

50-338 

0 

80/01/04 

50-354 

H 

80/01/17 

90-10 

P 

80/01/02 

90-251 

Q 

30/01/15 

XPORTLIC 


80/01/02 

90-283 

0 

80/01/16 

POIA 


00/01/16 

50-10 

P 

ao/oi /16 

fdia 


30/01/16 

04999 


30/01/16 

FOIA 


00/01/16 

FOIA 


00/01/16 

FOIA 


79/12/20 

50-483 

0 

00/01/16 

50-333 

P 

00/01/16 

FOIA 


79/12/20 

50-483 

Q 

30/01/16 

FGIA 


00/01/24 

50-320 

K 

BO/Ol/16 

FOIA 


00/01/16 

FOIA 


80/01/16 

FOIA 


00/01/16 

FOIA 


80/01/16 

FOIA 


00/01/24 

50-320 

K 

00/01/16 

FOIA 


60/01 A 6 

50-10 

P 

60/01/16 

50-10 

P 

80/01/23 

50-320 

H 

80/01/16 

FOIA 


80/01/16 

50-445 

Q 

80/01/16 

50-10 

P 

80/01/16 

FOIA 


80/01/16 

FOIA 



PRINCIPAL 
ENCLOSURE DOCUMENT 

0002070103 8002070099 
6002070104 0002070081 
0002070107 0002070031 
80020701 OS 0002070105 
3002070109 8002070001 

00020701 13 6002070054 
80020701 17 8002070 1 10 
8002070126 0002070125 
3002070128 6002070121 
8002070129 8002070125 

6002070130 0002070054 
6002070133 0002070054 
8002070137 8002070054 
80020 70] 38 6002070054 
8002070142 8002070141 

6002070143 8002070136 
6002070144 B002070140 
0002070145 0002070054 
8002070146 6002070140 
8002070150 8002070054 

8002070151 6002070136 
8002070152 6002070054 
B002070I57 8002070054 
8002070159 0002070154 
8002070 160 6002070156 

0002070162 0002070158 
3002070164 6002070156 
8002070165 0002070161 
8002070167 6002070158 
8002070168 8002070166 

8002070170 0002070166 
3002070171 0002070163 
3002070176 6002070169 
3002070182 8002070177 
8002070108 8002070183 

0002070191 8002070 1B9 
3002070193 B0020701B3 
8002070196 6002070169 
3002070197 8002070194 
3002070199 8002070195 

8002070200 B002070194 
8002070202 8002070194 
8002070204 8002070194 
8002070206 0002070201 
8002070207 8002070203 

6002070210 0002070201 
8002070212 0002070200 
8002070213 6002070201 
8002070219 8002070201 
8002070220 0002070217 

6002070221 8002070213 
6002070222 8002070216 
6002070227 8002070225 
8002070226 8002070223 
6002070231 8002070226 

8002070236 B002070232 
8002070245 6002070241 
0002070249 8002070243 
6002070251 8002070246 
8002070253 8002070246 

6002070257 6002070293 
6002070259 8002070299 
6002070260 8002070296 
8002070261 6002070255 
0002070262 0002070256 

a0020<70263 0002070250 
0002070266 0002070264 
8002070267 00 020702 SB 
0002070269 0002070253 
8002070273 8002070272 

8002070279 0002070276 
8002070200 8002070234 
8002070266 6002070283 
3002070291 8002070207 
8002070293 0002070201 

3002070296 0002070289 
3002070297 3002070207 
8002070300 0002070290 
3002070303 0002070207 
0002070308 0002070290 


DATE 

ISSUED 

SUBJECT 

CATEGORY 

80/01/14 

71-42 


00/01/16 

FOIA 


00/01/16 

FOIA 


79/12/10 

90-361 

A 

80/01/16 

FOIA 


00/01/16 

90-10 

P 

00/01/11 

90-320 

H 

79/10/29 

0A999 


80/01/07 

90-219 

8 

79/10/29 

QA999 


00/01/16 

50-10 

P 

80/01/16 

FOIA 


00/01/16 

90-10 

P 

80/01/16 

50-10 

P 

80/01/14 

OEN TEC 

10 

00/01/14 

XPORTLIC 

00/01/24 

27-39 


80/01/16 

FOIA 


80/01/24 

27-39 


80/01/16 

90-10 

P 

80/01/14 

XPORTLIC 

80/01/16 

FOIA 


00/01/16 

90-10 

P 

79/12/10 

50-348 

Q 

80/01/24 

70-143 


79/12/10 

70-139 


00/01/24 

70-143 


80/01/31 

50-313 

P 

79/12/10 

70-139 


00/01/04 

90-482 

8 

80/01/04 

90-482 

8 

80/01/23 

XPORTLIC 

79/12/10 

50-327 

0 

79/12/10 

30-406 

Q 

00/01/31 

90-398 

0 

79/12/10 

90-390 

Q 

80/01/21 

90-399 

0 

80/01/21 

FOIA 


00/01/29 

90-861 

G 

80/01/04 

90-299 

Q 

80/01/29 

90-261 

Q 

00/01/29 

50-261 

Q 

00/01/29 

90-261 

Q 

80/01/24 

50-369 

0 

00/02/04 

90-302 

0 

00/01/84 

90-369 

Q 

80/01/30 

90-331 

8 

80/01/24 

90-369 

Q 

00/01/24 

90-369 

Q 

00/01/30 

50-409 

P 

80/01/07 

CONTRACT 


80/01/31 

90-381 

a 

00/02/04 

50-286 

0 

00/02/05 

50-330 

a 

00/02/04 

50-302 

0 

80/02/09 

50-339 

8 

80/01/29 

50-263 

P 

79/12/27 

90-490 

Q 

00/02/02 

90-333 

P 

00/02/02 

50-333 

P 

80/02/01 

50-309 

P 

00/02/01 

50-309 

P 

00/01/14 

50-322 

A 

80/02/01 

50-309 

P 

80/01/23 

0A999 


00/01/23 

0A999 


00/01/24 

50-208 

F 

80/01/23 

QA999 


80/01/23 

QA999 


80/01/30 

50-321 

0 

80/01/31 

50-366 

8 

00/02/04 

90-346 

8 

80/01/30 

90-416 

3 

00/02/09 

90-280 

8 

80/02/01 

90-413 

0 

00/02/01 

90-327 

8 

00/02/09 

90-280 

8 

80/01/31 

90-910 

8 

80/02/09 

90-200 

0 

00/01/04 

90-498 

Q 



CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION 

ENCLOBURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

I8SUED 

SUBJECT 

CATEGORY 

Q 0020703 16 

8002070312 

80/01/31 

50-508 

8 

« 0020703 19 

8002070307 

BO/Ol/31 

50-321 

6 

G 002070326 

8002070315 

79/12/19 

30 “302 

Q 

800207033Q 

0002070331 

00/02/04 

50-255 

P 

8002070342 

8002070335 

80/01/04 

5 0-34 A 

0 

8002070351 

8002070348 

79/12/10 

70-364 


S 002070352 

8002070335 

00/01/04 

50-346 

0 

0002070370 

8002070365 

80/02/0S 

50-330 

R 

B 002070374 

0002070371 

00/01/02 

50-255 

Q 

8002070375 

8002070365 

00/02/05 

50-330 

R 

8002070379 

8002070365 

80/02/05 

50-330 

R 

8002070301 

8002070371 

80/01/02 

50-233 

Q 

0002070307 

8002070360 

80/01/08 

50-390 

0 

8002070300 

8002070365 

00/02/05 

50-330 

R 

0002070394 

0002070365 

00/02/05 

50-339 

R 

0002070402 

0002070365 

00/02/05 

50-338 

R 

8002070403 

8002070300 

00/01/08 

50-390 

Q 

8002070407 

0002070365 

80/02/05 

50-339 

R 

8002070400 

0002070300 

80/01/00 

50-390 

Q 

8002070411 

0002070406 

00/01/10 

FQIA 


8002070412 

0002070365 

00/02/03 

90-338 

R 

0002070419 

9002070414 

79/12/12 

30-77 

0 

8QOS070421 

8002070416 

00/01/23 

PR 


8002070435 

8002070429 

80/01/08 

50-293 

P 

B002070437 

8002070413 

80/01/23 

QA999 


8002070430 

9002070429 

80/01/00 

50-293 

P 

8002070442 

0002070413 

00/01/23 

QA999 


8002070443 

0002070420 

80/01/00 

50-293 

P 

B002070445 

80020704 13 

00/01/23 

QA999 


8002070449 

8002070413 

80/01/23 

QA999 


BO 02070459 

8002070451 

80/01/04 

50-361 

Q 

0002070461 

8002070454 

80/01/09 

71-6294 


8002070473 

8002070466 

00/01/00 

50-280 

Q 

8002070477 

8002070468 

00/01/23 

50-259 

Q 

0002070470 

9002070466 

00/01/00 

SO-200 

Q 

0002070491 

9002070466 

00/01/00 

30-200 

0 

8002070482 

8002070479 

80/01/10 

XPQRTLIC 


8002070494 

8002070466 

80/01/08 

50-280 

Q 

B0020 70491 

8002070466 

80/01/08 

50-280 

Q 

6002070496 

8002070493 

80/01/10 

50-320 

H 

6002070505 

8002070501 

79/12/28 

50-255 

Q 

0002070514 

9002070507 

79/12/20 

50-301 

0 

S002070S17 

8002070463 

80/01/08 

50-280 

Q 

3002000020 

8002080014 

80/01/24 

PR 


BOD2060026 

B0020Q0017 

80/01/29 

30-445 

M 

8002000104 

9002080092 

90/01/24 

50-295 

0 

8002000112 

8002080092 

80/01/24 

50-295 

0 

8002DS0139 

9002080155 

80/01/10 

QA999 


8002000164 

8002090155 

80/01/19 

QA999 


8002000174 

8002090155 

80/01/10 

QA999 


6002000180 

8002080155 

80/01/18 

QA999 


6002000107 

8002080184 

80/01/21 

CONTRACT 


0002000191 

0002080181 

90/01/04 

50-324 

0 

B0020B0195 

0002000189 

00/01/23 

50-302 

P 

0002000197 

BOO2OBO109 

80/01/23 

50-302 

P 

0002080190 

8002000191 

80/01/04 

50-324 

Q 

8002080200 

8002000189 

80/01/23 

50-302 

P 

8002080202 

0002080181 

80/01/04 

50-324 

Q 

8002080210 

0002000101 

80/01/04 

50-324 

0 

01002000213 

8002000206 

00/01/11 

50-201 

Q 

0002000219 

8002000206 

90/01/11 

50-281 

0 

GOO2O0O226 

0002000220 

90/01/03 

50-461 

0 

0002000227 

8002090206 

90/01 /il 

50-281 

0 

0002080237 

8002090231 

80/01/21 

CONTRACT 


BOO2O0O23B 

9002080232 

80/01/04 

50-305 

0 

B0020B0245 

9002090240 

80/01/04 

40-0112 


8002000247 

B0020B0241 

90/01/04 

50-282 

0 

8002080249 

9002090234 

90/01/11 

50-339 

Q 

8002000250 

9002080240 

80/01/04 

40-0112 


8002000253 

8002080234 

80/01/11 

50-339 

0 

8002080257 

8002080252 

79/11/30 

70-133 


8002000250 

6002080240 

80/01/04 

40-8112 


BOO2O0O259 

8002080234 

oo/oi/u 

50-338 

0 

0002000262 

8002080252 

79/11/30 

70-133 


BOO2O0O263 

0002000234 

90/01/11 

50-338 

0 

QOO2O0O264 

9002080240 

90/01/04 

40-0112 


0002000266 

8002080252 

79/11/30 

70-133 


8002080268 

8002080240 

80/01/04 

40-0112 


8002000274 

8002080234 

80/01/11 

50-338 

Q 

8002000276 

8002080271 

90/01/11 

50-273 

A 


ACCESS I or^ NUMDER 



PRINCIPAL 

DATE 

SUBJECT 

ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

0002080282 

8002080271 

90/01/11 

50-273 

A 

0002080283 

8002080234 

80/01 /I L 

30-330 

Q 

8002080284 

8002000277 

90/01/2L 

70-143 


0002080280 

8002000275 

80/01/30 

50-260 

P 

0002000292 

8002000271 

80/01/11 

30-275 

A 

0002080290 

80020 0027 5 

80/01/30 

70-1308 


0OO2OBO3O2 

0002000294 

80/01/23 

50-20? 

0 

8002000305 

0002000291 

80/01/14 

50-321 

0 

8002080307 

0002000275 

00/01/30 

FQIA 


8002000308 

0002080303 

80/01/09 

50-320 

H 

800200031 1 

0002000291 

80/01/14 

50-321 

Q 

8002000312 

0002000294 

90/01/23 

50-29? 

0 

000200031 S 

0002000275 

80/01/30 

FQIA 


8002000317 

0002000313 

80/01/09 

50-320 

H 

8002000318 

0002000294 

80/01/23 

50-26? 

0 

8002080319 

□002080291 

90/01/14 

50-321 

6 

8002080323 

0002080275 

80/01/30 

FOIA 


8002080325 

0002080291 

80/01/14 

50-321 

<3 

8002080326 

0002080322 

80/01/09 

50-320 

H 

8002080332 

0002080294 

80/01/23 

30-209 

G 

8002080333 

G0D2 080329 

90/0 1 /29 

NUREG 


8002080339 

8002080275 

90/0 1 /3a 

FOIA 


8002080343 

0002080275 

00/01/30 

FOIA 


8002080340 

8002080329 

90/01/20 

NUREO 


8002080354 

S0D2 080351 

00/01/0? 

30-320 

N 

8002080357 

0002080275 

80/01/30 

70-1300 


8002080359 

8002080356 

00/02/01 

50-349 

S 

8002080362 

6002080329 

00/01/20 

NUREG 


8002080364 

9002080275 

00/01/30 

FQIA 


8002000365 

8002080329 

90/01/80 

NUREO 


G0020B0367 

8002080356 

00/02/01 

50-340 

3 

8002000369 

0002080329 

60/01/20 

NJREG 


0002000372 

9002030275 

80/01/3,0 

FQIA 


8002080375 

9002030371 

60/01/30 

50-237 

8 

8002000377 

B 002000275 

80/01/30 

FOIA 


8002000391 

B0020B0275 

80/01/30 

FOIA 


8002080393 

0002080380 

80/01/16 

50-269 

P 

8002080397 

0002000380 

80/0 1/18 

30-26? 

P 

8002080389 

9002080385 

80/01/07 

30-443 

a 

80020B0399 

9002080305 

00/01/07 

50-443 

0 

8002000399 

800208D3D5 

00/01/07 

30-443 

Q 

0002000405 

900 2080305 

90/01/07 

30-443 

a 

0002000415 

9002080410 

77/12/13 

30-213 

d 

00020004 1 9 

B0020B04J4 

00/02/04 

50-271 

s 

0002000423 

0002080420 

BO/02/04 

50-25? 

9 

0002000426 

B0020B042S 

90/01/09 

30-320 

H 

0002080430 

B0020B042B 

90/01/09 

50-320 

H 

0002000433 

B0020B0431 

90/01/ 09 

50-320 

N 

0002000436 

0DO2OBO432 

80/02/05 

50-206 

9 

0002080437 

0002000434 

90/01/09 

50-320 

N 

8002080441 

9002000430 

80/01/09 

50-320 

H 

8002080 4 45 

9002000443 

80/0 1 /O? 

50-320 

H 

9002080447 

9002000329 

80/01720 

NUREO 


8002080449 

8002080444 

80/01 730 

50-334 

a 

8002000452 

8002080329 

00/01 728 

NUREO 


S0020D0493 

B0020B0329 

90/01/28 

NUREO 


0002000433 

Q0020B0451 

B0/<71709 

50-320 

H 

0002000436 

0002000329 

80701/20 

NUREO 


0002000459 

GO 0200032 9 

80/01720 

NUREO 


0002000461 

GOO2O0O329 

90701720 

NUREO 


0002080463 

8002000329 

00/01720 

NUREO 


9002080464 

3002000329 

00/01728 

NUREO 


0002080467 

8002000462 

00/01709 

50-320 

H 

0002080469 

3002080329 

00/01 728 

NUREO 


0002080471 

9002080329 

00/01/28 

NUREO 


9002000473 

9002080469 

00/01/09 

30-320 

H 

8002000475 

8002080329 

80/01/20 

NUREO 


8002000476 

a0O2QB0329 

90/01/29 

NUREO 


8002000490 

Q0020B0329 

80/01/26 

NUREO 


8002000493 

B 002000329 

a0/0L/2B 

NUREO 


3002000494 

8002000329 

80701/2B 

NUREO 


0002080485 

9002000479 

00/01/09 

30-320 

H 

000208049? 

8002080477 

00/02/04 

30-271 

9 

0002080491 

9002000329 

00/01/28 

NUREO 


BOO2O0O493 

9002080490 

BO/OJ/09 

50-320 

H 

9002000497 

B0020D0329 

G0701/2B 

r^UREO 


BOO2O0O499 

9002000329 

80/01/20 

NUREO 


0002000502 

9002000498 

80/01/09 

50-320 

H 

0002080503 

900200032? 

80/01/20 

NUREO 


0002090500 

800200 0476 

00/02/01 

30-283 

8 



466 


CROSS REFERENCE OF ENCLOSURES TO 
PRINCIPLE DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATECORY 

6002030509 

8002060329 

80/01/38 

NUREO 


6002030510 

8002080504 

80/01/09 

50-320 

H 

3002080515 

8002080329 

B 0/0 1/20 

NUREO 


3002080513 

8002080512 

00/01/09 

50-320 

H 

3002080521 

6002080329 

80/01/28 

NUREO 


8002080523 

6002080520 

80/01/09 

50-320 

H 

0002050524 

0002000329 

60/01/20 

NUREO 


80020 G0S2S 

8002000516 

60/02/04 

50-271 

S 

8002030527 

8002080329 

60/01/28 

NUREO 


6002030531 

0002080327 

60/01/28 

NUREO 


8002060533 

0002090526 

60/01/09 

50-320 

H 

8002060334 

8002090329 

80/01/28 

NUREO 


8002060537 

8002080329 

60/01/28 

NUREO 


8002080539 

8002090530 

80/02/01 

50-10 

P 

6002080539 

8002090329 

0 O/Oi/ 2 a 

NUREO 


80020G0S42 

8002090535 

00/01/09 

SO-320 

H 

8002080543 

9002080329 

00/01/20 

NUREO 


G0020B0545 

8002080536 

80/01/31 

50-313 

R 

6002080548 

9002000329 

80/01/20 

NUREO 


6002080549 

00020 B 0544 

80/01/09 

50-320 

H 

8002080592 

8002080329 

00/01/26 

NUREO 


8002060597 

0002080329 

00/01/28 

NUREO 


6002080560 

6002060555 

80/01 /09 

50-320 

H 

8002080561 

6002060329 

00/01/28 

NUREO 


6002080562 

6002060556 

00/01/31 

50-327 

A 

80-02080565 

6002000329 

30/01/29 

NUREO 


8002060566 

6002080553 

80/02/04 

50-338 

8 

0002080570 

6002060329 

60/01/20 

NUREO 


8002080574 

6002060329 

00/01/26 

NUREO 


6002080375 

6002080567 

90/01/30 

50-237 

S 

8002080578 

8002080571 

80/01/09 

50-320 

H 

0OO2OSOS86 

8002080500 

00/01/09 

50-320 

H 

8002080587 

0002000592 

00/02/06 

50-330 

8 

8002080593 

8002080598 

80/01/09 

50-320 

H 

8002080595 

0002080576 

80/02/06 

50-336 

8 

8002-080599 

8002080596 

60/02/04 

50-327 

A 

6002030600 

8002080592 

80/02/05 

50-296 

8 

8002080603 

B0020B0599 

60/01/09 

SO-320 

H 

8002080604 

BOOSO0OS76 

80/02/06 

50-330 

8 

80020 B06 13 

0002080609 

00/01/09 

50-320 

H 

8002060620 

6002090617 

60/01/09 

54-320 

H 

8002080623 

9002090612 

eo/01/30 

50-237 

8 

8002080628 

8002090624 

80/01/31 

50-209 

Q 

8002080629 

8002080616 

80/01/31 

30-293 

F 

8002080630 

8002090625 

80/01/09 

50-320 

H 

8002080632 

9002090627 

00/02/04 

50-245 

8 

8002060633 

8002080626 

00/01/30 

50-321 

P 

6002080637 

8002000631 

80/01/09 

50-320 

H 

6002080638 

B 0020 B 0626 

00/01/30 

30-321 

P 

80020e064S 

6002000627 

00/02/04 

50-245 

8 

6002080644 

6002060641 

80/01/09 

50-320 

H 

6002080650 

6002060646 

80/0 1 /09 

30-320 

K 

8002060655 

8002000652 

00/01/09 

30-320 

H 

8002000656 

8002080648 

80/01/30 

30-329 

K 

6002080663 

8002060648 

80/0 1 /30 

50-329 

K 

8002080664 

8002000650 

00/01/09 

50-320 

H 

8002 080671 

8002080648 

00/01/30 

50-329 

K 

8002080674 

8002080669 

80/01/09 

50-320 

K 

8002080677 

8002000672 

80/01/29 

TOPREP 


8002080683 

B0020B0679 

00/01/09 

50-320 

H 

8002090666 

0OO2O8O6B5 

79/12/31 

50-10 

R 

0002080707 

8002090659 

eO/01/03 

50-133 

R 

8002110004 

90021 10003 

60/01/31 

50-289 

0 

8002110012 

80021 10003 

00/01/30 

50-209 

0 

8002110013 

80021 10009 

80/01/22 

50-321 

Q 

8002110014 

9002110003 

60/01/31 

50-289 

0 

8002110018 

00021 lOOOQ 

60/01/22 

50-321 

8 

8002110019 

80021 10015 

60/01/25 

30-409 

Q 

80021 10022 

8002110006 

00/01/22 

50-321 

0 

90021 10030 

9002110006 

80/01/32 

50-321 

Q 

8002110041 

8002 1 1 0036 

79/12/26 

50-267 

0 

6002110042 

8002110038 

00/01/17 

30-237 

P 

6002110056 

9002110053 

00/01/31 

30-460 

0 

8002110098 

8002110054 

00/01/06 

50-320 

0 

6002110059 

8002110055 

00/01/04 

50-434 

0 

8002110062 

80021 10053 

80/01/31 

50-460 

Q 

80021 10063 

8002110060 

80/01/25 

30-344 

Q 

8002110069 

6002110060 

80/01/25 

30-344 

0 

BOOaU 0067 

8002110053 

80/01/31 

50-460 

0 

8002110072 

8002110067 

80/01/04 

50-313 

Q 


ACCESSION 

NUMBER 





PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

QOOSt 10073 

0002110060 

60/01/25 

50-344 

a 

00021 10070 

0002110053 

00/01/31 

50-460 

Q 

8002110079 

B0D2 110067 

00/01/04 

50-313 

Q 

B0021100BO 

6002110060 

80/01/25 

50-344 

o> 

8002110006 

0002110053 

00/01/31 

50-460 

0 

8002110093 

B0021 10003 

60/01/30 

50-344 

Q 

G0021 10094 

0002110005 

00/01/04 

50-329 

Q 

8002110098 

0002110003 

00/01/30 

50-344 

Q 

0002110100 

0002110093 

80/01/30 

50-344 

a 

8002110105 

0002110083 

00/01/30 

50-344 

Q 

8002110115 

0002110109 

00/01/30 

71-9009 


6002110136 

8002110134 

60/01/21 

50-293 

0 

8002110144 

B0D21 10132 

80/01/25 

CONTRACT 


8002110159 

6002110153 

60/01/16 

50-339 

H 

8002110162 

8002110159 

79/12/19 

30-335 

0 

8002110166 

0002110161 

80/01/25 

CONTRACT 


8002110171 

0002110169 

60/01/24 

FOIA 


80021 10173 

B0021 10167 

79/12/17 

50-335 

Q 

a002U0175 

8002110169 

60/01/24 

FOIA 


8002110182 

0002110168 

60/01/24 

FOIA 


8002110109 

0002110174 

79/12/07 

CONTRACT 


0002110190 

8002110180 

80/01/18 

50-348 

0 

0002110191 

8002110169 

80/01/24 

FOIA 


0002110201 

0002110195 

80/01/23 

50-335 

p 

8002110202 

0002110197 

79/12/18 

50-269 

Q 

6002110206 

80021 10195 

60/01/23 

50-335 

P 

8002110209 

0002110195 

60/01/23 

50-335 

P 

8002110211 

0002110207 

79/12/19 

50-302 

Q 

8002110219 

0002110160 

80/01/24 

FOIA 


8002110223 

0002110168 

80/01/24 

FOIA 


6002 110225 

0002110216 

79/12/27 

50-269 

0 

8002110227 

0002110220 

60/01/25 

PR 


0002110220 

0002110218 

80/01/02 

50-546 

Q 

800211022? 

9002110168 

80/01/24 

FOIA 


8002110234 

8002110168 

80/01/24 

FOIA 


800211023? 

0002110160 

60/01/24 

FOIA 


0002110241 

0002110236 

80/01 /24 

50-309 

0 

8002110242 

0002110233 

80/01/12 

50-219 

0 

8002110245 

8002110235 

79/12/19 

50-269 

0 

8002110246 

9002110168 

80/01/24 

FOIA 


8002110252 

6002110233 

80/01/12 

50-219 

0 

8002110254 

0002110160 

80/01/24 

FOIA 


8002110256 

8002110249 

79/12/26 

30-Ul 

0 

8002110258 

0002110168 

60/01/24 

FOIA 


8002110261 

0002110166 

00/01/24 

FOIA 


8002110265 

8002110168 

60/01/24 

FOIA 


8002110267 

0002110260 

79/12/27 

50-302 

Q 

8002110270 

0002110160 

60/01/24 

FOIA 


8002110275 

00021 10260 

60/01/21 

70-143 


8002110279 

6002110160 

60/01/24 

FOIA 


8002110201 

6002110272 

79/12/26 

50-250 

Q 

8002 110202 

0002110168 

80/01/24 

FOIA 


8002110203 

6002110268 

60/01/21 

70-143 


00021 102B7 

6002110266 

60/01 /21 

70-143 


000211020? 

6002110166 

00/01/24 

FOIA 


60021 10292 

0002110266 

80/01/22 

50-289 

0 

60021 10295 

8002110168 

80/01/24 

FOIA 


8002110297 

0002110268 

80/01/21 

70-143 


60021 10299 

6002110166 

60/01/24 

FOIA 


8002110305 

6002110166 

00/01/24 

FOIA 


B002I 10310 

6002110168 

80/01/24 

FOIA 


6002110312 

6002110307 

80/01/18 

FOIA 


8002110314 

60021 1016B 

00/01/24 

FOIA 


aooai 10319 

B0021 10311 

60/01/04 

50-346 

0 

6002110320 

8002 U 0307 

60/01/18 

FOIA 


8002110322 

6002110307 

80/01/10 

FOIA 


8002110320 

6002110307 

00/01/16 

FOIA 


B00211032? 

8002110323 

00/01/04 

30-315 

0 

8002110333 

6002110324 

80/01/02 

50-254 

Q 

8002110334 

0002110323 

80/01/04 

50-315 

Q 

000211033? 

0002110307 

00/01/18 

FOIA 


0002110340 

8002110330 

60/01/31 

FOIA 


B002110342 

6002110341 

60/01/28 

50-289 

P 

8002 110343 

0002110307 

00/01/18 

FOIA 


8002110344 

6002110330 

60/01/31 

FOIA 


8002110345 

60021 10341 

80/01/28 

50-289 

P 

80021 10346 

0002 110307 

80/01/10 

FOIA 


B002I 10347 

8002110341 

60/01/26 

50-289 

P 

8002110350 

6002110307 

60/01/18 

FOIA 


8002110351 

600211034? 

80/01/17 

50-245 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

ENCLOSURE 

NUMBER 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORY 

80021 1035S 

8002110330 

BO/01/31 

FOIA 


Q0021 10354 

8002110349 

QO/Ol/17 

50-245 

F 

0002110356 

8002110349 

00/01/17 

50-245 

P 

8002110360 

8002110330 

00/01/31 

FOIA 


8002110365 

0002110330 

00/01/31 

FOIA 


8002110366 

8002110330 

00/01/31 

FOIA 


9002110368 

8002110330 

00/01/31 

FOIA 


8002110369 

8002110364 

80/02/05 

FOIA 


8002110372 

8002110371 

79/11/21 

MI8C 


8002110304 

8002110375 

00/02/01 

50-510 

S 

8002110306 

8002110330 

00/01/31 

FOIA 


8002110307 

8002110305 

00/02/07 

50-2G9 

P 

9002110309 

8002 110308 

00/02/04 

50-324 

R 

8002110395 

0002110391 

00/02/05 

50-272 

S 

8002110397 

0002110338 

79/12/11 

50-313 

0 

8002110398 

8002110392 

80/02/07 

50-346 

R 

8002110402 

0002110333 

79/12/11 

30-313 

0 

8002110412 

0002110404 

eo/oi/ii 

50-364 

8 

8002110413 

0002110407 

80/02/01 

50-277 

S 

8002110415 

0002110409 

80/02/07 

50-346 

8 

8002110416 

8002110330 

79/12/11 

50-313 

0 

0002110425 

0002110421 

80/02/08 

50-338 

S 

8002110426 

0002110417 

80/02/05 

50-267 

8 

8002 110433 

0002110420 

80/02/05 

50-482 

8 

8002110439 

8002110431 

80/02/01 

50-261 

P 

8002110441 

8002110431 

80/02/01 

50-261 

P 

80021 1044S 

8002110431 

80/02/01 

50-261 

P 

8002110446 

0002110435 

80/01/29 

50-416 

0 

8002110450 

8002110431 

80/02/01 

50-261 

P 

8002110452 

0002110435 

80/01/29 

50-416 

0 

8002110454 

8002110431 

80/02/01 

50-261 

P 

8002110456 

8002110437 

80/01/07 

FOIA 


80021 10458 

8002110451 

00/01/30 

50-290 

P 

80021 10459 

8002110431 

80/02/01 

50-261 

P 

80021 10462 

G0021 10431 

80/02/01 

50-261 

P 

0002110463 

8002110451 

00/01/30 

30-290 

P 

8002110464 

8002110460 

00/02/08 

30-333 

0 

8002110466 

8002110437 

00/01/07 

30-200 

0 

8002110467 

8002110435 

00/01/29 

50-41A 

0 

8002110468 

8002110431 

00/02/01 

50-261 

p 

8002110469 

80021 10451 

00/01/30 

50-293 

p 

8002110472 

8002110431 

00/02/01 

50-261 

p 

8002110473 

8002110437 

00/01/07 

50-280 

0 

8002110475 

0002110435 

00/01/29 

50-41A 

0 

0002110476 

8002110457 

00/02/04 

50-313 

0 

80021 10477 

8002110100 

00/01/18 

30-340 

0 

8002110478 

0002110437 

00/01/07 

30-281 

0 

8002110479 

0002110100 

00/01/18 

50-343 

Q 

8002110481 

8002110435 

00/01/29 

50-416 

0 

8002110484 

8002110437 

00/01/07 

50-281 

0 

6002110486 

8002110180 

00/01/18 

50-340 

Q 

8002110489 

8002110437 

00/01/07 

FOIA 


6002110490 

0002110485 

00/02/06 

50-324 

8 

6002110491 

8002110437 

80/01/07 

50-280 

0 

6002110496 

8002110437 

80/01/07 

50-280 

Q 

6002110501 

8002110437 

80/01/07 

50-2B0 

Q 

0002110504 

8002110437 

00/01/07 

50-2B1 

Q 

6002110505 

8002110435 

80/01/29 

50-416 

0 

8002110507 

8002110490 

80/02/06 

50-282 

8 

0OO2UO5O9 

8002110437 

80/01/07 

50-260 

Q 

6002110516 

0OO2UO437 

80/01/07 

50-2B0 

Q 

6002110521 

8002110437 

80/01/07 

FOIA 


6002110522 

8002110513 

80/01/25 

50-260 

0 

6002110524 

8002110519 

80/02/06 

50-293 

8 

8002110527 

6002110437 

80/01/07 

50-321 

Q 

8002110531 

8002110525 

80/01/24 

50-272 

P 

8002110532 

8002110437 

80/01/07 

50-321 

Q 

8002110534 

8002110529 

80/01/31 

50-317 

5 

0002110535 

8002110530 

80/01/22 

70-1191 


8002110536 

8002110528 

80/02/06 

50-333 

8 

00021 10538 

8002110437 

80/01/07 

FOIA 


6002110542 

8002110530 

80/01/22 

70-1151 


6002110546 

8002110539 

80/01/31 

50-317 

8 

0002110547 

8002110437 

00/01/07 

50-321 

Q 

0002110540 

8002110530 

80/01/22 

70-1151 


0002110550 

80021 10541 

80/02/08 

50-333 

8 

0002110553 

0002110437 

00/01/07 

50-280 

Q 

0002110559 

0002110437 

00/01/07 

FOIA 


8002110562 

8002110437 

00/01/07 

50-200 

0 

0002110565 

0002110560 

00/02/08 

SO-333 

B 


ACCESS ION NUMBER 


ENCLOSURE 

PfllHCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

80021 £0566 

0002110437 

80/01/07 

FOIA 


90021 1056 7 

9002 110556 

80/D2/06 

50-333 

S 

80021 1056S 

8002110561 

80/02/01 

50-245 

S 

9002110571 

8002110437 

BO/0 1 /07 

FOIA 


80021 10972 

8002110437 

80/01/07 

50-200 

0 

80QB1L0S73 

0002110437 

80/01/07 

FOIA 


8002110974 

8002110437 

80/01/07 

FOIA 


8002110576 

00021 10570 

80/02/05 

50-360 

8 

8002110979 

8002110575 

80/01/25 

50-592 

A 

0002110580 

0002110437 

BO/Ol/07 

FOIA 


600211058} 

0002 1 1 0570 

80/02/05 

50-368 

S 

8002110982 

0002110437 

00/01/07 

FOIA 


8002110583 

0002110437 

80/01/07 

FOIA 


8002110905 

0002 1 1 0570 

80/02/05 

50-366 

8 

8002110586 

8002 1 1 0437 

80/01/07 

FOIA 


6002110589 

8002110437 

80/01/07 

FOIA 


8002110591 

0002 1 1 0437 

80/01/07 

FOIA 


8002110992 

8002 1 1 0437 

80/01/07 

FOIA 


8002U0593 

8002110580 

80/02/06 

50-316 

9 

8002110995 

8002110437 

BO/01/07 

FOIA 


8002110596 

0002110437 

00/01/07 

50-313 

Q 

8002110990 

0002110594 

79/12/12 

XPORTLIC 


8002110999 

0002110437 

00/01/07 

90-324 

P 

8002110600 

0002110437 

aO/01/07 

50-334 

P 

0002110602 

00021 10437 

00/01/ 07 

FOIA 


8002110604 

0002110594 

79/12/12 

XPOHTLK 


8002110606 

0002 1 1 0603 

80/02/05 

50-293 

8 

8002110607 

0002110437 

80/01/07 

FOIA 


8002110609 

0002110437 

80/01/07 

50-200 

0 

6002110610 

0002110569 

79/12/18 

50-416 

8 

8002110612 

8002110437 

00/01/07 

FOIA 


0002110613 

0002110437 

00/01/07 

50-324 

P 

8002110615 

0002110594 

79/12/12 

XPORTLIC 


8002110616 

0002110611 

00/02/06 

50-282 

3 

0002110617 

0002110437 

00/01/07 

FOIA 


80021 1061B 

8002110437 

00/01/07 

FOIA 


8002110619 

0002110994 

79/12/12 

XPORTLIC 


0002110620 

0002110437 

00/01/07 

FOIA 


8002110621 

8002110437 

00/01/07 

FOIA 


0002110622 

0002110437 

ao/01/07 

FOIA 


0002110623 

0002110437 

80/01/07 

FOIA 


0002110625 

0002110437 

80/01/07 

FOIA 


0002110626 

0002110437 

00/01/07 

FOIA 


8002110629 

0002 1 1 0624 

ao/01/17 

50-206 

P 

6002110630 

0002110437 

BO/Ol/07 

50-200 

0 

8002110631 

0002110437 

80/01/07 

FOIA 


8002110632 

0002110437 

80/01/07 

FOIA 


0008110633 

8002110437 

80/01/07 

FOIA 


8002110635 

30021 10437 

80/01/07 

FOIA 


0002 110636 

8002110437 

80/01/07 

FOIA 


8002110639 

80021 10437 

80/01/07 

FOIA 


8002110640 

8002110437 

80/01/07 

FOIA 


0002110642 

8002110437 

80/01/07 

FOIA 


8002110643 

8002110437 

80/01/07 

FOIA 


8002110646 

0002110437 

00/01/07 

FOIA 


6002120004 

0002120001 

00/01/15 

XPORTLIC 


0002 120011 

0002120005 

ao/01/17 

50-346 

0 

8002120079 

0002120073 

79/12/19 

50-458 

Q 

B002 120080 

0002120073 

79/12/19 

50-458 

a 

0002120094 

^002120008 

00/01/23 

50-333 

p 

0002120099 

0002120088 

00/01/23 

50-333 

p 

8002120107 

0002120104 

00/01/02 

50-31 S 

0 

8002120110 

0002120105 

79/10/20 

50-5 

0 

8002120112 

0002120101 

00/01/09 

50-3 

p 

8002120116 

0002120105 

79/10/20 

50-5 

0 

0002120124 

0002120117 

00/01/04 

50-409 

0 

8002120129 

0002120101 

00/01/09 

50-3 

F 

8002120137 

0OO212OLO1 

00/01/09 

50-3 

F 

8002120144 

0002120140 

79/12/31 

50-344 

Q 

0002120147 

0002120132 

00/01/02 

50-254 

0 

8002120149 

0002120101 

00/01/09 

50-3 

F 

8002120192 

0002120140 

79/12/31 

50-344 

Qi 

8002120160 

8002120101 

80/01/09 

SO -3 

F 

8002120173 

8002120101 

00/01/09 

50-3 

F 

8002120186 

8002120101 

00/01/09 

50-3 

F 

8002120193 

8002120104 

80/01/25 

50-373 

Q 

8002120196 

0002120101 

80/01/09 

30-3 

F 

8002120206 

8002120101 

80/01/09 

30-3 

F 

8002120207 

8002120201 

80/01/30 

50-450 

Q 

8002120224 

8002120101 

80/01/09 

50-3 1 

F 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 
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DATE 
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ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8C 03120227 

8002120217 

60/0 l/t& 

50-492 

Q 

8002120235 

6002120101 

60/0 1 /09 

50-3 

F 

8003120S45 

8002120101 

80/01/09 

SO-3 

F 

8002120260 

6002120101 

80/01/09 

50-3 

F 

8002120266 

8002120259 

80/01/31 

CONTRACT 

GO 02120269 

8002120263 

80/01/23 

3t4t» Profi 

8002120272 

6002120101 

80/01/09 

50-3 

F 

8002120283 

8002120101 

60/01/09 

50-3 

F 

8002120306 

8002120299 

80/01/16 

71-359 


8002120308 

8002120300 

eo/oa/04 

50-320 

0 

8002120317 

8002120300 

80/02/04 

50-320 

0 

8002120320 

8002120310 

80/0 1 /07 

50-298 

G 

8002120323 

8002120312 

80/01/25 

30-569 

A 

Q0031203S7 

8002120300 

60/02/04 

50-320 

0 

8002120336 

6002120300 

80/02/04 

50-320 

0 

8002120337 

8002120331 

60/02/06 

50-249 

P 

8002120344 

0002 1203 OD 

60/02/04 

50-330 

Q 

8002120356 

8002130353 

80/01/31 

FOIA 


8002120357 

8002120349 

90/02/07 

50-329 

S 

800S 120362 

8002120353 

ao/ 0 1 /31 

FOIA 


8002120363 

8002120353 

80/01/31 

FQIA 


8002120369 

6002120353 

00/01/31 

FOIA 


8002120380 

8002120367 

00/02/06 

SO-454 

K 

8002 120382 

B002I20374 

60/01/07 

50-390 

0 

8002120393 

0002120379 

90/01/31 

50-307 

0 

9002120386 

8002120377 

80/01/23 

06999 


8002120395 

8002130383 

90/01/08 

50-320 

0 

8002120403 

8002120396 

90/01/25 

71-9035 


8002120410 

6002130400 

90/01/19 

50-289 

0 

8002120413 

6002120409 

90/01/31 

50-445 

K 

8002120425 

8002120418 

79/12/21 

70-943 


8002120427 

8002120423 

60/01/19 

50-320 

0 

8002120428 

8002120419 

79/12/21 

70-943 


8002120432 

8002130426 

80/01/10 

50-275 

0 

8002120434 

8002120420 

80/01/19 

50-313 

H 

8002120438 

6002120418 

79/13/21 

70-943 


8002120443 

8002120416 

79/12/21 

70-943 


8002120444 

6002120400 

90/01/19 

50-289 

0 

8002120447 

8002120442 

60/01/10 

50-320 

H 

8002120450 

8002120446 

79/12/29 

70-824 


80021 204S2 

8002120449 

79/11/27 

50-259 

a 

8002120453 

6002120451 

80/01/11 

50-320 

H 

8002120455 

8002120449 

79/11/37 

50-259 

Q 

8002120463 

8002120456 

79/13/28 

CONTRACT 

6002120467 

8002120450 

80/01/16 

50-320 

0 

8003120471 

6002120465 

60/01/24 

50-295 

0 

8002120475 

6002120468 

SO/Ol/04 

50-155 

0 

8002120470 

8002120474 

80/01/16 

50-320 

0 

G0D212O487 

8002120482 

79/12/36 

50-424 

0 

8003120488 

80021204B3 

80/01/16 

50-320 

H 

8003120409 

8002120477 

79/12/31 

50-333 

•0 

8002120491 

6002120466 

80/01/21 

50-444 

0 

8003120495 

6002120477 

79/12/31 

50-333 

0 

6002120498 

6003120482 

79/12/28 

50-424 

Q 

600212049? 

8002120494 

80/01/18 

50-320 

P 

8002120500 

6002120496 

60/01/21 

50-444 

6 

8002120502 

6002120477 

79/12/31 

50-333 

0 

8002120506 

6002120477 

79/13/31 

SO-333 

0 

8002120507 

6002120505 

90/02/06 

50-335 

P 

8002120509 

6002120406 

90/01/21 

50-443 

8 

6002120510 

8003120503 

79/12/18 

50-245 

P 

8002120512 

6002120496 

80/01/21 

50-444 

6 

8002120514 

8002120511 

90/01/24 

50-443 

H 

8002120515 

6002120496 

90/01/21 

FOIA 


8002120517 

6002120496 

80/01/21 

FOIA 


0002120519 

8002120516 

80/01/16 

70-1151 


8002120520 

6002120516 

80/01/16 

70-1151 


8002120521 

8002120496 

80/01/21 

FOIA 


8002120524 

6002120516 

60/01/16 

70-1151 


8003 1 20527 

3002120466 

BO/01/21 

FOIA 


8002120526 

8002120516 

80/01/16 

70-1151 


8002120530 

6002120526 

80/02/05 

50-261 

R 

8002120531 

8002120529 

80/02/07 

50-346 

P 

8002120532 

6002120466 

80/01/ai 

FOIA 


8002 1 20536 

6002120519 

eO/01/22 

50-566 

Q 

8003120537 

8002120535 

00/02/05 

50-269 

P 

8002120539 

8002120538 

80/02/07 

50-295 

R 

0002120341 

6002120540 

80/02/09 

50-206 

P 

B002120543 

6002120538 

80/02/07 

50-295 

R 

8003120547 

9002120540 

80/02/09 

50-206 

P 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

8002120548 

6002120S44 

80/02/06 

50-344 

R 

8002120550 

0002120540 

80/02/00 

50-206 

P 

9002 120551 

8002120546 

BO/02/06 

50-424 

A‘ 

8002120554 

0002120546 

00/02/06 

50-424 

A 

0002120556 

6002120546 

80/02/06 

50-424 

A 

6002120569 

8002120567 

80/02/04 

50-327 

K 

8002 120579 

8002120518 

80/01/22 

50-566 

0 

0002120582 

8002120578 

80/02/08 

50-341 

K 

0002120584 

8002120378 

80/02/00 

50-341 

K 

0002120586 

8002120516 

80/01/22 

50-566 

Q 

0002120591 

8002120S1B 

80/01/22 

50-566 

Q 

6002120600 

8002120394 

80/02/07 

50-302 

K 

0002120601 

8002120596 

80/01/10 

50-320 

0 

0002 120604 

8002120397 

80/01/23 

50-264 

0 

0002120606 

8002120598 

80/01/10 

50-320 

H 

8002120609 

0002120605 

00/01/10 

50-320 

H 

0002120613 

8002120612 

80/01/16 

50-320 

H 

0002120616 

0002120611 

79/12/28 

50-255 

0 

0002 120622 

0002120619 

00/01/08 

50-320 

H 

0002120630 

0002120624 

60/01/28 

50-275 

A 

0002120631 

0002120626 

BO/Ol/16 

Btatt Prog 

0002120632 

8002120627 

80/01 /oa 

50-320 

H 

8002120634 

8002120629 

80/01 /08 

50-320 

H 

0002120635 

8002120624 

80/01/20 

50-275 

A 

6002120637 

8002120633 

90/02/06 

50-333 

R 

9002120639 

8002120624 

80/01/20 

50-275 

A 

8002120643 

6002120624 

80/01/28 

50-275 

A 

9002120645 

6002120624 

00/01/20 

50-275 

A 

9002120649 

8002120624 

00/01/20 

50-275 

A 

0002120650 

8002120640 

00/01/00 

50-320 

H 

B002 120652 

0002120646 

00/01/10 

50-320 

H 

0002120653 

0002120647 

00/02/06 

50-10 

R 

8002120659 

0002120654 

00/01/10 

50-320 

H 

0002120660 

0002120655 

80/01/00 

50-320 

0 

6002120661 

0002120656 

00/02/07 

50-280 

8 

8002120665 

0002120662 

80/01/31 

50-309 

0 

8002120668 

0002120656 

80/02/07 

80-280 

B 

8002120673 

0002120656 

00/02/07 

50-280 

B 

8002120674 

8002120670 

80/02/05 

50-220 

8 

6002120681 

0002120676 

80/02/07 

50-338 

8 

0002120682 

8002120676 

80/02/06 

50-269 

P 

8002120663 

8002120679 

00/02/04 

50-313 

P 

0002120686 

8002120675 

80/02/08 

50-267 

9 

8002120699 

8002120605 

00/02/07 

50-310 

8 

8002120691 

8002120600 

80/01/08 

50-320 

H 

0002120694 

6002120628 

00/02/08 

50-265 

6 

8002120695 

0002120693 

00/02/06 

50-317 

8 

8002120696 

8002120692 

80/02/05 

80-272 

6 

0002120703 

8002120697 

00/01/10 

50-320 

H 

8002120704 

8002120623 

80/02/04 

50-290 

R 

8002120705 

0002120701 

80/02/01 

50-295 

8 

8002120707 

0002120702 

00/02/07 

50-330 

8 

8002120715 

0002120706 

80/01/16 

50-320 

H 

8002120716 

8002120710 

80/02/07 

50-317 

B 

8002120718 

8002120712 

80/02/06 

50-346 

8 

8002120724 

8002120713 

80/02/07 

50-267 

0 

8002120725 

8002120719 

80/02/07 

50-348 

8 

8002120729 

8002120723 

80/01/16 

50-320 

H 

8002120730 

8002120719 

80/02/07 

50-348 

6 

8002120732 

8002120726 

80/02/07 

50-330 

8 

8002120739 

8002120735 

80/01/16 

50-320 

0 

0002120744 

8002120737 

80/01/18 

50-320 

0 

8002120745 

8002120743 

80/02/07 

50-219 

8 

0002120791 

8002120748 

80/01/04 

50-382 

0 

8002120753 

8002120749 

80/02/05 

50-269 

8 

8002130022 

8002130018 

60/01/18 

50-320 

P 

8002130029 

8002130021 

60/01/23 

71-357 


8002130026 

8002 130020 

79/12/28 

50-280 

0 

8002130027 

0002130023 

00/01/10 

CQMMI60IDN 

8002130035 

8002130030 

00/02/06 

50-302 

0 

8002130036 

8002130029 

80/01/30 

50-295 

8 

8002130046 

8002130040 

00/02/01 

50-254 

8 

8002130051 

8002130045 

80/02/07 

50-261 

6 

8002130037 

0002130047 

00/02/01 

50-445 

H 

8002130064 

0002130047 

00/02/01 

50-443 

M 

8002130066 

0002130060 

79/01/23 

71-42 


8002130072 

0002130070 

79/09/20 

CONTRACT 


0002130095 

6002130080 

B0/0W31 

50-500 

0 

8002130070 

0002130080 

00/01/31 

50-508 

Q 

8002130099 

8002 130080 

00/01/31 

50-508 

0 
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ACCESSION NUMBER 



PRINCIPAL 
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aO02i30101 

6002130080 

SO/01/31 

60-308 

0 

a002 100109 

8002130104 

00/01/17 

60-266 

0 

8002130117 

8002130110 

60/01/11 

50-286 

p 

8002130121 

8002130115 

00/01/17 

60-373 

0 

8002130123 

8002130116 

00/01/08 

50-320 

p 

8002130125 

8002130110 

80/01/11 

50-266 

p 

8002130128 

8009130115 

00/01/17 

60-373 

G 

8002130133 

6002130110 

80/01/11 

60-286 

P 

8002130134 

8002130115 

80/01/17 

60-373 

0 

8002130140 

0002130115 

80/01/17 

60-373 

0 

8002130141 

0002130137 

79/IS/17 

70-1308 


B002130143 

8002130132 

00/01/24 

60-498 

Q 

6002130145 

8002130139 

79/12/31 

GA999 


B002130149 

8002130142 

80/01/16 

30-320 

H 

0002130153 

8002130151 

00/01/16 

30-320 

H 

8002130160 

8002 130 156 

80/01/16 

30-320 

H 

8002130169 

0002130147 

80/01/04 

30-403 

0 

8002130170 

8002130163 

80/01/31 

CONTRACT 


8002130175 

8002130147 

80/01/04 

30-483 

0 

8002130102 

0002130173 

80/01/31 

30-498 

Q 

8002130163 

6002130176 

00/01/14 

30-320 

N 

0002130211 

6002130203 

79/12/26 

50-200 

P 

B002130217 

6002130203 

79/12/26 

50-200 

P 

6002130225 

8002130216 

00/01/07 

50-320 

H 

6 0021 3023? 

8002130231 

00/01/07 

30-320 

H 

6002130250 

6002130245 

00/01/18 

60-320 

P 

6002130265 

8002130259 

80/01/10 

50-302 

P 

8002130271 

6002130259 

eo/oi/ia 

PQIA 


8002130274 

6002130266 

80/01/09 

PR 


8002130279 

8002130259 

60/01/10 

50-302 

P 

8002130264 

6002130266 

60/01/09 

PR 


8002130265 

8002130259 

60/01/18 

50-302 

P 

8002130291 

6002130259 

80/01/18 

30-302 

P 

6002130293 

8002130266 

80/01/09 

PR 


8002130296 

8002130259 

80/01/18 

50-302 

P 

8002130309 

8002130259 

80/01/16 

FOIA 


8002130316 

0002130259 

80/01/10 

FQIA 


8002130320 

6002130313 

79/12/01 

50-461 

H 

8002130322 

8002130305 

60/01/26 

50-44S 

M 

8002130323 

8002130259 

80/01/16 

FDIA 


8002130324 

8002130313 

79/12/01 

50-461 

K 

8002130328 

8002130259 

60/01/16 

FOIA 


8002130329 

0002130325 

00/02/04 

71-9069 


8002130334 

8002130037 

79/11/07 

70-143 


8002130335 

8002130313 

79/12/01 

50-461 

K 

8002130337 

0002130037 

79/11/07 

70-143 


8002130342 

6002130313 

79/12/01 

50-461 

K 

0002130367 

8002130359 

80/01/03 

70-371 


6002130373 

8002130359 

80/01/03 

70-371 


6002130374 

8002130368 

80/01/19 

50-209 

0 

8002130379 

8002130370 

60/01/22 

50-269 

0 

8002130390 

8002130370 

00/01/22 

50-269 

a 

8002130404 

0002130397 

79/12/20 

50-260 

0 

8002130408 

0002130399 

00/01/24 

50-287 

Q 

GDD21304U 

8002130397 

79/12/20 

50-260 

Q 

0002130415 

6002130379 

80/01/24 

50-287 

Q 

8002130422 

8002130399 

80/01/24 

50-287 

0 

0002130430 

8002130426 

80/01/11 

50-320 

H 

0002130434 

6002130399 

80/01/24 

50-287 

0 

6002130437 

6002130433 

80/01/04 

TOPREP 


8002130441 

8002130436 

60/01/09 

70-620 


8002130450 

8002130444 

00/02/04 

TOPREP 


8002130460 

8002130471 

79/12/31 

50-250 

a 

8002130493 

8002130487 

00/02/11 

50-338 

B 

8002130502 

0009130497 

00/02/11 

50-338 

s 

8002130542 

8002130534 

79/12/3! 

50-250 

8 

8002130545 

8002130538 

79/12/03 

TOPREP 


8002130553 

8002130547 

00/01/22 

lOCFR 


8002130560 

6002130547 

00/01/22 

lOCFR 


8002130561 

80021 305 52 

60/02/06 

TOPREP 


6002130565 

6002130547 

80/01/22 

lOCFR 


6002130566 

8002130547 

80/01/22 

lOCFR 


8002 1 30572 

6002130552 

80/02/06 

TOPREP 


8002130597 

8002130590 

79/10/24 

XPPRTUrC 


0002130601 

8002130599 

60/01/21 

SECV 


8002 1 30602 

8002130590 

79/10/24 

XPDRTLIC 


8002130607 

8002130599 

00/01/21 

6ECY 


8002130610 

8002130599 

60/01/21 

BECY 


8002130618 

8002130599 

00/01/21 

BECY 


8002130624 

8002130599 

60/01/21 

SECY 
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8002130629 

6002130627 

80/01/10 

NISC 


8002130630 

8002130626 

80/01/19 

CONTRACT 


8002130639 

8002130635 

79/04/24 

50-267 

P 

6002130650 

8002130640 

80/01/10 

50-320 

P 

8002140012 

8002 140000 

00/0 1 /25 

70-143 


8002140013 

Q002U0007 

80/01/24 

50-320 

K 

8002140016 

0002 140006 

30/01/23 

70-143 


B002 140023 

6002140019 

80/01/24 

50-320 

H 

0002140030 

8002140024 

80/01/24 

50-320 

0 

0002140033 

8002 1 40027 

79/12/18 

70-135 


8002140043 

9002140037 

79/12/31 

50-413 

Q 

6002140044 

8002140040 

79/12/26 

50-482 

a 

8002140045 

8002140030 

80/01/09 

70-820 


8002140051 

8002 140040 

80/01/11 

70-820 


0002140052 

8002140037 

79/12/31 

50-413 

Q 

8002140054 

0002140047 

80/02/01 

State Proa 

8002140065 

0002140060 

Q 0/02/01 

50-460 

8 

8002140067 

0002140061 

00/01/09 

70-1 100 


8002140072 

0002140061 

00/01/09 

70-1100 


8002140073 

0002140060 

fl 0/02/01 

50-460 

S 

0002140074 

8002140061 

eo/01/09 

70-1100 


6002140080 

8002140061 

80/01/09 

70-1100 


0002140087 

8002140003 

79/12/18 

50-223 

P 

0002140091 

8002140069 

80/01/29 

40-3433 


6002140097 

0002140093 

80/01/lS 

50-369 

P 

8002140105 

0002140099 

80/01/16 

WASTE MOT 

8002140111 

0002140104 

80/01/11 

SO-329 

0 

8002140112 

0002140099 

80/01/16 

WASTE MOT 

8002140113 

0002140103 

80/02/06 

50-514 

0 

0002140114 

8002140100 

60/01/24 

50-209 

H 

SD02140116 

8003140104 

80/01/11 

50-329 

0 

6002140118 

8002140099 

80/01/16 

WASTE MOT 

GD02140119 

8002140104 

80/01/11 

50-329 

0 

8002140136 

8002140099 

80/01/16 

WASTE MOT 

8002140177 

6002140104 

80/01/11 

50-329 

0 

8002140193 

8002140101 

79/11/19 

70-fi 


0002140199 

0002140176 

79/12/26 

50-29 

Q 

8002140207 

8002140194 

80/02/05 

50-338 

0 

8002140212 

0002140203 

79/11/06 

70-1143 


6002140233 

6002140219 

79/12/19 

50-271 

Q 

8002140235 

0002140227 

80/02/04 

71-6291 


8002140250 

8002140243 

80/02/04 

71-4906 


8002140251 

0002140239 

80/01/28 

PRM 


8002140254 

0002140240 

80/01/09 

70-396 


8002140260 

0002140239 

80/01/28 

PRM 


6002140262 

8002140240 

80 /O 1/09 

70-398 


S002 140268 

8002140240 

BO/Ol/09 

70-398 


0002140271 

8002140264 

80/01/20 

50-352 

H 

8002140276 

0002140240 

80/01/09 

70-398 


S003140281 

8002140274 

00/02/04 

71-6058 


0002140296 

e002l402Q9 

00/01/14 

50-259 

P 

Q00214029? 

8002140293 

80/01/28 

State Prog 

0002140305 

8002140293 

Bo/oi/aa 

State Prog 

8002140307 

0002140300 

80/02/07 

50-438 

6 

0002 14 0308 

000214020? 

00/01/14 

50-259 

P 

0002140315 

0002 140209 

00/01/14 

50-259 

P 

0002140320 

0002140312 

79/12/21 

OA999 


0002140347 

0002140336 

80/01/10 

50-244 

0 

0002140353 

0002140336 

00/01/10 

50-244 

0 

0002140356 

0002140349 

00/02/04 

50-327 

6 

8002140363 

0002140336 

60/01/10 

50-244 

Q 

8002140371 

0002140336 

60/01/10 

50-244 

Q 

8002140381 

0OO2I4D375 

60/02/04 

50-329 

0 

8002140396 

80021 403 BB 

80/02/05 

50-400 

5 

8002140418 

G002140407 

80/01/10 

50-387 

Q 

&0021 40421 

8002140407 

80/01/10 

50-387 

Q 

6002140422 

BD02140417 

80/02/06 

50-352 

H 

0002140423 

8002140407 

90/01/10 

50-387 

Q 

0002140429 

8002140407 

60/01 /lO 

50-387 

Q 

6002140426 

BD02140424 

80/02/07 

50-327 

A 

6002140431 

8002140428 

80/02/11 

50-346 

P 

8002140442 

BD0214044D 

80^01 /ai 

50-482 

0 

0002140451 

GD02140440 

60/01/31 

50-482 

0 

8002140463 

GD02140440 

80/01/31 

50-482 

0 

0002140471 

8002140440 

80/01/31 

50-482 

0 

8002140474 

8002140462 

80/02/09 

50-333 

S 

8002140469 

8002140440 

80/01/31 

50-482 

0 

8002140495 

8002140440 

00/01/31 

50-482 

0 

8002140512 

8002140440 

80/01/31 

50-482 

0 

8002140519 

8002140506 

80/02/07 

50-390 

s 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 



PRINCIPAL 

DATE 

SUBJECT 

EKCL08URE 

DOCLPhENT 

ISSUED 

cateoory 

S002140520 

8002140440 

80/01/31 

50-402 

0 

G002140524 

6002 1 4051 6 

80/02/11 

50-272 

S 

BOO214DS20 

6002140440 

80/01/31 

50-4B2 

0 

6002140531 

6002140525 

00/01/28 

50-207 

0 

6002140540 

6002 140525 

80/01/28 

50-239 

0 

6002140552 

9002 140933 

eO/02/00 

S 0-322 

0 

fl002140557 

90021 4054 B 

BO/02/00 

50-296 

s 

a00214O359 

6002140533 

e 0 / 02 / 0 B 

50-322 

0 

9002140569 

8002140933 

90/02/08 

50-322 

0 

6002 140 5 QS 

B002I40571 

80/02/09 

50-259 

8 

aoo2i4osaa 

9002140562 

80/02/12 

50-263 

R 

a002140^>01 

9002140597 

60/02/04 

50-133 

R 

8002140603 

9002 1 40396 

80/02/07 

50-409 

R 

8002140604 

9002140595 

80/02/0? 

50-333 

S 

B002140611 

9002 1 40607 

90/02/03 

50-316 

8 

8002140631 

9002140625 

90/02/06 

50-430 

8 

6002140642 

9002140621 

79/11/2? 

S0-4B2 

B 

B002140652 

9002140621 

79/11/2? 

50-402 

S 

6002140654 

9002140646 

90/02/05 

CONTRACT 

G00214065S 

8002140650 

80/02/07 

50-20 

H 

8002140665 

B002 140657 

80/02/04 

50-409 

P 

8002140669 

6002140663 

00/01/30 

40-6452 


B002 140679 

6003140657 

eO/02/04 

50-409 

P 

6002140663 

6002140657 

90/02/04 

50-409 

P 

8002140694 

6002140695 

ao/01/24 

50-320 

HI 

B002 140700 

8002140696 

80/02/08 

50-305 

R 

B002 140703 

8002140685 

80/01/24 

50-320 

H 

8002140712 

8002140707 

60/02/09 

50-333 

S 

8002140716 

8002140691 

79/12/19 

50-29 

0 

80021 407 1 7 

8002140700 

eo/oi/25 

50-219 

p 

B0Q2 140723 

9002140709 

90/01/25 

50-219 

p 

8002140726 

8002140713 

80/01/24 

50-320 

H 

8002140729 

8002140709 

80/01/25 

50-219 

P 

8002140734 

0002140727 

79/12/31 

S0-49B 

8 

8002140744 

6002140737 

90/01/30 

COMMISSION 

6002 1 50003 

8002190001 

80/01/30 

50-412 

0 

8002 1 50006 

8002150001 

80/01/30 

50-412 

0 

8002150007 

0002150001 

80/01/30 

50-412 

0 

8002150010 

6003150001 

60/01/30 

50-412 

0 

8002150014 

0002150004 

BO/02/01 

flA999 


8002 150017 

9002150004 

80/02/01 

QA999 


8002150019 

6002150004 

90/02/01 

QA999 


6002150023 

8002150010 

ao/oi/31 

TOP |£P 


800215002S 

9002150004 

90/02/01 

aA9?9 


a0021B003i 

8002150026 

80/01/30 

50-320 

H 

8002150038 

0002150020 

ao/oi/30 

50-320 

H 

6002150043 

00021 S003 4 

80/01/10 

90-339 

Q 

8002150048 

BOOS 150034 

90/01/10 

80-339 

0 

8002150051 

8002150042 

80/01/21 

50-320 

0 

8002150094 

8002150034 

80/01/10 

50-338 

a 

8002150061 

6002150034 

BD/01/10 

90-338 

Q 

80021 50063 

60021 5005? 

90/01/21 

50-320 

H 

8002150061 

6002150077 

79/12/04 

COMMISSION 

80021 500B5 

9002150073 

79/12/19 

50-29 

Q 

8002150102 

8002 1 50095 

80/01/21 

50-320 

0 

8002150115 

9002150106 

60/01/18 

WASTE MOT 

8002150116 

0002150111 

GO/Oi/21 

50-320 

0 

80021 SO 1 24 

9002150120 

60/01/21 

50-320 

0 

B002I90135 

900219012? 

90/01/24 

50-320 

H 

80021 50 1 52 

9002150146 

90/01/25 

50-320 

0 

9002150153 

9002150150 

80/02/01 

50-350 

9 

8002150156 

9002150100 

80/01/07 

50-510 

Q 

8002150161 

8002150100 

80/01/07 

50-519 

Q 

80021 50 1 64 

6002150162 

eo/oi/io 

50-671 

Q 

B002150165 

6002190100 

BO/OI/07 

50-519 

Q 

8002150172 

8002150100 

90/01/07 

50-518 

0 

8002150185 

8002150173 

80/01/24 

50-320 

0 

B00S150186 

8002150101 

79/12/18 

50-244 

0 

9002150196 

6002150191 

80/02/01 

50-237 

a 

8002150200 

9002150192 

80/02/07 

50-522 

H 

8002150207 

8002150199 

80/01/11 

50-397 

0 

80021 50209 

8002150206 

80/01 /U 

50-311 

8 

8002150213 

0002150206 

00/01/14 

50-311 

3 

8002150315 

0002150213 

79/12/19 

QA999 


8002150216 

6002150211 

90/01/30 

50-313 

H 

8002150319 

8002150213 

79/12/19 

QA99? 


8002150221 

9002150217 

60/01/26 

50-250 

F 

8002150333 

6002150213 

79/12/19 

aA997 


8002150225 

0002150213 

79/12/19 

QA999 


B0021 50237 

80021 S0233 

79/11/19 

QA99? 



ACCESSION NUMBER 


enclosure 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

0002150240 

0002130238 

80/02/01 

50-237 

P 

GO 02 150243 

0002150238 

80/02/01 

50-237 

P 

0002150254 

0002130253 

80/02/00 

50-320 

P 

6002150256 

0003150252 

80/02/11 

50-296 

0 

0002150259 

0002150257 

80/01/21 

TOP HEP 


9002150262 

B0021 30255 

00/02/14 

30-269 

P 

8002150270 

0002150266 

80/02/11 

30-272 

R 

9002150277 

0002150267 

80/02/12 

30-267 

8 

8002150260 

0002150274 

00/02/07 

50-237 

P 

80021 502B6 

0002150201 

79/12/21 

QA?99 


8002150292 

8002150290 

00/02/07 

50-267 

P 

9002 150302 

9002150204 

80/02/06 

50-289 

8 

8002150303 

0002150296 

80/01/22 

50-133 

0 

9002150309 

8002130298 

80/02/00 

50-310 

B 

8002150311 

0002150306 

80/02/12 

50-333 

6 

8002150323 

0002150319 

80/02/04 

50-366 

B 

8002150325 

8002150314 

80/02/08 

50-317 

8 

8002150333 

S002150324 

80/02/07 

50-334 

B 

8002150339 

0002150324 

80/02/07 

50-334 

B 

8002150340 

8002150331 

80/02/04 

50-321 

8 

9002 150344 

0002150330 

80/02/05 

50-366 

8 

8002150348 

0002150324 

80/02/07 

50-334 

8 

0002150349 

9002150230 

80/02/01 

50-237 

P 

0002150352 

0002150346 

00/02/12 

50-336 

0 

6002150353 

0002150324 

00/02/07 

50-334 

8 

8002150361 

8002130359 

80/02/07 

50-93 

R 

0003150362 

8002150357 

00/02/07 

50-213 

B 

0002150363 

9002150356 

80/02/05 

50-321 

B 

0002150370 

8002150365 

00/02/06 

50-320 

0 

6002150376 

8002150371 

80/02/12 

50-313 

P 

9002150360 

8002150372 

80/02/07 

50-244 

R 

0OO215O3B1 

9002 L 50366 

80/02/07 

50-366 

8 

6002150396 

0002160371 

80/02/12 

50-313 

P 

0002150307 

9002150377 

80/02/06 

50-320 

0 

0002150397 

9002150371 

80/02/12 

50-313 

P 

0002150390 

9002150389 

QO/02/10 

50-3 

R 

9002150403 

9002150396 

80/02/06 

50-293 

8 

9002150400 

0002150400 

00/02/06 

50-320 

0 

0002150409 

0002150371 

80/02/12 

50-313 

P 

8002150410 

9002150404 

00/02/08 

50-267 

Q 

8002150414 

9002150399 

00/02/07 

50-366 

8 

8002150410 

9002150371 

80/02/12 

50-313 

P 

6002150420 

0002150404 

80/02/08 

50-267 

0 

00021 50424 

9002 1503/1 

80/02/12 

50-313 

P 

8002150429 

90021 50<<u4 

80/02/06 

50-267 

a 

6002150432 

9002150417 

80/02/00 

30-269 

s 

0002150433 

9002 150421 

80/02/06 

50-320 

0 

9002150434 

9002150427 

00/01/10 

50-3 

0 

00021 50435 

0002150404 

00/02/08 

50-267 

Q 

9002150436 

9002150429 

00/02/08 

50-255 

R 

9002150442 

8002150404 

00/02/08 

50-267 

Q 

9002150448 

8002150404 

00/02/08 

50-267 

Q 

9002150450 

8002150439 

BO/Ol/tO 

50-3 

0 

9002150451 

8002150447 

00/02/11 

50-267 

R 

9002150453 

8002150404 

00/02/08 

50-267 

Q 

8002150454 

8002180441 

00/02/06 

50-320 

0 

8002130468 

8002150465 

BO/02/11 

50-250 

a 

8002150471 

8002150463 

80/02/04 

50-293 

P 

©002150472 

0002150465 

80/02/11 

50-250 

8 

6002150479 

0002 1 50465 

80/02/11 

50-250 

S 

0002150479 

8002150463 

80/02/04 

50-293 

P 

0002150482 

8002150465 

80/02/11 

50-250 

8 

0003150483 

8002150465 

80/02/ 1 1 

50-230 

0 

8002150485 

0002150465 

60/02/11 

50-250 

6 

800215048? 

0002150465 

80/02/11 

50-230 

a 

B0021S0491 

0002150465 

00/02/11 

30-250 

B 

0002150494 

9002 150465 

80/02/11 

50-250 

B 

0002150475 

8002 1 50463 

80/02/04 

50-293 

P 

0002150477 

9002150463 

80/02/11 

50-250 

8 

000215047? 

8002150465 

80/02/11 

50-250 

8 

8002150501 

9002150465 

80/02/11 

50-250 

8 

0002150506 

0002150465 

80/02/11 

50-230 

8 

0003150308 

8002150465 

80/02/11 

50-250 

8 

0002150311 

9002150242 

76/12/12 

ACR8 


0002150512 

9002150465 

80/02/11 

50-230 

6 

6002150510 

9002130465 

80/02/11 

50-250 

8 

0002150519 

9002150465 

80/02/1 1 

50-230 

8 

0002150527 

90021 50242 

76/12/12 

ACRB 


8002150530 

6002 1 50322 

80/01/11 

50-133 

Q 

8002150533 

9-002150242 

76/12/12 

ACRS 




CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

I05UED 

SUBJECT 

Category 

B002150542 

0002150534 

00/01/17 

50-344 

G 

G0&21SO544 

0002150242 

76/12/12 

50-336 

0 

8002150548 

8002150242 

76/12/12 

ACR8 


8002150549 

8002150242 

76/12/12 

30-336 

0 

GD021 50550 

0002150242 

76/12/12 

50-10 

0 

8002150551 

0002150546 

00/01/07 

50-397 

0 

0002150552 

0002150242 

76/12/12 

50-295 

Q 

0002190006 

8002190003 

80/01/09 

MI6C 


0002190007 

8002190004 

80/01/20 

70-1257 


8002190013 

0002190009 

00/01/09 

50-3 

H 

8002190014 

0002190010 

00/01/28 

70- i 100 


0002190019 

0002190017 

80/01/09 

50-3 

Q 

8002190024 

8002190020 

80/01/20 

70-1113 


8002190027 

8002190025 

80/01/09 

50-3 

0 

8002190030 

0002190023 

00/01/23 

50-289 

Q 

8002190032 

0002190028 

00/01/28 

70-U5i 


8002190039 

B002190034 

00/01/09 

50-3 

0 

8002190049 

8002190046 

80/01/20 

40-8027 


8002190056 

8002190043 

80/01/09 

30-3 

Q 

G 002 190063 

0002190060 

00/01/09 

50-352 

0 

8002190076 

0002190069 

00/01/09 

50-3 

H 

8002190070 

8002190071 

00/01/29 

50-209 

0 

8002190005 

8002190002 

80/01/09 

50-352 

0 

0002190093 

0002190080 

80/01/28 

70-1201 


0002190094 

0002190091 

00/01/09 

50-320 

H 

8002190099 

0002190095 

79/12/19 

COMMISSION 

8002190100 

8002190090 

80/01/20 

70-36 


80021 90 100 

8002190107 

80/01/20 

70-135 


0002190117 

8002190112 

79/12/21 

40-8084 


8002190119 

0002190112 

79/12/21 

40 -BOB 4 


8002190124 

0002190112 

79/12/21 

40-0084 


8002190127 

8002190112 

79/12/21 

40-0084 


8002190133 

8002190112 

79/12/21 

40-0084 


8002190130 

8002190112 

79/12/21 

40-0084 


8002190141 

0002190134 

BO/Ol/10 

50-412 

0 

8002190145 

0002190112 

79/12/21 

40-0004 


G0021901S1 

0002190112 

79/12/21 

40-0084 


8002190153 

8002190134 

00/01/10 

50-412 

8 

8002190154 

8002190149 

80/01/23 

50-244 

P 

8002190160 

0002190149 

80/01/23 

50-244 

P 

8002190162 

0002190155 

00/01/31 

50-31 1 

A 

8002190165 

8002190149 

80/01/23 

50-244 

P 

8002190166 

0002190159 

80/01/10 

50-31 1 

8 

8002190187 

0002190182 

00/01/28 

70-2002 


0002190203 

0002190200 

80/01/21 

50-320 

P 

8002190220 

8002190224 

80/01/15 

50-29 

F 

8C02 190258 

0002190249 

00/02/11 

70-143 


80021902B7 

0002190271 

77/10/24 

70-2609 


8002190312 

0002190305 

79/12/17 

0A999 


0002190317 

8002190305 

79/12/17 

QA999 


0002190455 

8002190445 

80/02/12 

30-346 

8 

8002190490 

0002190485 

QO/Oa/tl 

50-309 

F 

8002190497 

0002190494 

00/02/13 

50-206 

8 

8002190501 

0002190490 

00/02/15 

50-302 

P 

0002190506 

0002190502 

80/02/13 

50-244 

B 

0002190507 

8002190503 

80/02/14 

50-271 

8 

0002190513 

0002190508 

00/02/13 

50-263 

8 

8002190514 

0002190512 

00/02/10 

50-321 

R 

8002190519 

0002190516 

00/02/12 

50-302 

0 

8002190521 

0002190510 

00/02/10 

50-366 

R 

0002190524 

8002190522 

90/02/00 

50-285 

R 

0002190532 

0002190520 

00/02/12 

50-29 

R 

8002190535 

0002190531 

00/02/12 

50-220 

R 

8002190542 

8002190538 

80/02/07 

50-331 

a 

0002190552 

0002190549 

80/02/11 

50-329 

A 

8002190556 

0002190549 

80/02/11 

50-329 

A 

8002190567 

8002190563 

80/02/12 

50-327 

8 

8002190569 

0002190560 

80/02/06 

50-312 

8 

8002190579 

8002190574 

80/02/13 

50-338 

R 

8002190602 

0002190595 

00/02/15 

50-29 

8 

8002190612 

0002190610 

00/02/11 

50-87 

R 

8002190653 

0002190649 

80/02/1 1 

50-302 

8 

8002190659 

8002190654 

80/02/00 

50-259 

R 

8002190668 

0002190662 

80/02/13 

50-333 

0 

0002190669 

0002190660 

80/02/12 

50-21:3 

e 

8002190673 

0002190665 

00/02/13 

50-346 

8 

BO 02 190601 

6002190676 

00/02/12 

50-271 

R 

8002190605 

0002190674 

80/02/12 

50-155 

S 

8002190691 

0OO219O6Q6 

80/02/08 

50-266 

R 

8002190696 

0002190690 

00/02/07 

50-336 

R 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGORY 

9002190702 

8002190695 

80/02/12 

50-346 

5 

9002190708 

8002190701 

80/02/12 

50-309 

R 

9002190709 

80021 0698 

80/02/15 

50-24 7 

R 

9002190710 

9002190707 

B0/02/U 

50-200 

S 

9002190727 

9002190720 

80/02/13 

50-344 

P 

9002 190729 

9002190722 

80/02/ H 

50-280 

5 

8002190731 

9002 190721 

00/02/12 

50-155 

S 

9002170734 

0002190726 

00/02/15 

50-302 

P 

0002190742 

8002 190735 

00/02/13 

50-330 

S 

0002 190740 

8002170721 

80/02/12 

50-155 

S 

8002190755 

0002 190751 

80/02/00 

50-3 IS 

R 

8002190760 

0002190745 

80/02/19 

90-255 

P 

0002170762 

0OO219O7S7 

00/02/19 

50-280 

R 

0002190768 

0002190764 

00/02/01 

50-312 

R 

8002190775 

8002 1 90767 

00/02/13 

50-269 

P 

8002190779 

0002170776 

80/02/14 

50-3 

F 

0002190792 

0002190705 

80/02/12 

50-416 

A 

8002190831 

0002190829 

90/01/24 

lOCPH 


0002190833 

8002190828 

79/12/20 

90-320 

0 

8002190840 

8002190035 

00/01/21 

50-3 

P 

8002190042 

9002190841 

BO/Ol/21 

50-244 

P 

0003200033 

0002200024 

00/02/1 1 

50-272 

0 

8002200034 

9002200027 

00/01/23 

□A999 


0002200041 

0002200037 

80/01/28 

CONTRACT 


0002200049 

0002200042 

79/09/13 

ACRG 


0002200055 

8002200050 

80/02/07 

TOP REP 


80 022000 S 6 

8002200042 

79/09/13 

ACRS 


8002200057 

9002200037 

00/01/28 

CONTRACT 


0002200060 

0002200053 

00/01/29 

CONTRACT 


G 002200064 

0002200062 

00/01/21 

CONTRACT 


G 002200066 

0002200042 

79/09/13 

ACRQ 


8002200072 

8002200042 

79/09/13 

ACR8 


8002200093 

8002200079 

80/01/29 

CONTRACT 


8002200 0B5 

8002200070 

80/01/19 

50-317 

0 

8002200087 

G 002200077 

00/02/05 

QA999 


8002200090 

8002200070 

80/01/15 

50-317 

a 

8002200094 

8002200077 

80/02/05 

0A999 


9002200095 

8002200090 

QO/02/06 

71-5760 


9002200097 

0002200070 

00/01/15 

50-317 

Q 

9002200104 

0002200077 

eO/02/05 

QA999 


8002200105 

9002200070 

aO/Ql/15 

50-317 

Q 

0002200109 

0002200077 

80/02/05 

0A999 


9002200112 

0002200070 

90/01/17 

90-219 

p 

9002200117 

0002200077 

80/02/05 

QA999 


.0002200119 

8002200077 

80/02/09 

0A999 


8002200120 

0002200110 

80/01/21 

OA999 


0002200126 

0002200077 

00/02/05 

OA999 


8002200130 

0002200125 

80/01/28 

QA999 


0002200136 

8002200133 

79/11/06 

50-320 

0 

0002200139 

8002200134 

80/02/01 

50-237 

p 

8002200145 

0002 200 134 

80/02/01 

50-237 

p 

BOO 2200 149 

0002200134 

80/02/01 

90-237 

p 

□002200153 

8002200147 

80/01/04 

50-206 

Q 

0002200162 

0002200157 

00/01 /08 

90-460 

0 

8002200165 

0002200156 

BO/Ot/IO 

50-400 

Q 

0002200172 

8002200196 

80/01/10 

50-400 

Q 

0002200179 

8002af00174 

00/01/17 

SO- 159 

P 

8002200180 

0002200156 

80/01/10 

90-400 

Q 

8002200181 

0002200164 

90/01/22 

90-159 

P 

8002200184 

BO 02200 174 

90/01/17 

90-153 

P 

0002200191 

8002200156 

00/01/10 

50-400 

Q 

6002200195 

0002200187 

BO/01/07 

90-361 

Q 

8002200202 

0002200194 

80/01/23 

90-336 

F 

8002200209 

8002200205 

80/01/22 

50-155 

F 

000220021 S 

8002200212 

00/01/21 

90-213 

F 

G 0022002 16 

0002200156 

GO/01/10 

50-400 

0 

6002200222 

G 0022002 20 

80/01/22 

50-271 

F 

8002200226 

8002200207 

80/01/31 

SO -266 

U 

8002200234 

8002200227 

80/02/07 

SO-454 

a 

9002200240 

0002200231 

80/01/23 

COMMISSION 

9002200245 

0002200231 

80/01/23 

COMM18B10N 

8002200251 

3002200244 

80/02/08 

50-461 

Q 

9002200260 

3002200244 

00/02/08 

50-461 

0 

9002200268 

3002200265 

00/01/10 

COMHISSIGM 

8002200270 

0002200263 

80/02/07 

90-403 

Q 

8002200271 

BD022 00266 

00/01/25 

CONTRACT 


0002200273 

00022 0026S 

00/0 l/iO 

COMMISSION 

0002200283 

8002 S 00276 

00/01/15 

50-27 

Q 

8002200294 

0002200265 

80/01/10 

COMMISBION 

9002200205 

0002200281 

00/01/23 

50-245 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRrNCIPAL DOCUMENTS 


ACCESS tatJ NUMBER 

DATE 

ISSUED 

SUBJECT 

CATEGDRV 

ACCESSION NUMBER 

DATE 

ISSUED 

GUDJECT 

CATEGORY 

ENCLOSURE 

PRINCIPAL 

OOCUMENT 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

BOOS200S90 

6002200381 

BO/0'1/33 

50-245 P 

0002200935 

B00220D929 

00/02/13 

50-124 

R 

Q003£^0039t 

8002300282 

80/02/07 

50-269 P 

8002200936 

8002200520 

00/01/11 

50-344 

,U 

9003200394 

6002200281 

80/01/23 

50-245 P 

0002200537 

8002200530 

00/02/19 

90-29 

6 

0002200395 

6003300289 

80/01/11 

50-266 0 

0002200530 

8002200527 

00/02/13 

90-237 

B 

0OO22OO39G 

8002200282 

00/02/07 

50-269 P 

0002200940 

0002200518 

80/02/ 13 

50-3 

R 

9002200301 

8002200297 

80/01/09 

50-331 Q 

8002200542 

0002200534 

80/02/11 

90-324 

0 

9002200303 

8003200289 

80/0 1/U 

50-266 Q 

8002200549 

8002200543 

60/02/13 

50-244 

P 

9002200303 

8003200283 

80/02/07 

50-269 P 

8002200553 

0002200545 

80/02/13 

90-348 

0 

□002200304 

8002200297 

80/01/09 

50-331 a 

8002200530 

8002200548 

80/02/12 

90-333 

8 

9003200305 

8002200299 

80/01/04 

COMMISSION 

8002200559 

0002200546 

80/02/15 

50-293 

8 

9002200315 

8002200307 

80/01/14 

50-262 Q 

8002200560 

0002200951 

00/02/14 

50-205 

P 

0002200317 

8002200GO? 

60/01/11 

50-S9S 6 

0002200566 

8002200562 

00/02/15 

50-272 

8 

9002200319 

0003200308 

BO/01/15 

70-143 

8002200569 

0002200551 

00/02/14 

50-295 

P 

9002300321 

B003200316 

90/Ol/lB 

COMMISSION 

8002200570 

8002200564 

80/02/ 14 

50-272 

B 

9002200327 

8003200324 

60/03/04 

QRO 

8002200574 

8002200572 

00/02/14 

PRM 


8002200329 

6003200323 

aO/01/07 

50-363 Q 

0002200577 

0002200551 

00/02/14 

50-205 

P 

3002200334 

8002200331 

60/01/09 

50-319 0 

8002200578 

8002200572 

BO/02/14 

PRM 


00022 003 3 S 

6003200330 

80/01/03 

COMMISSION 

6002200561 

8002200372 

60/02/14 

PRM 


8003300336 

8002200331 

00/01/09 

50-315 0 

8002200562 

8002200576 

80/02/12 

50-321 

8 

8002300339 

800320032B 

30/03/13 

27-39 

6002200564 

8002200967 

80/02/15 

50-390 

8 

9003200339 

8002300332 

□0/01/23 

COHMiaSION 

6002200566 

0002200580 

80/02/11 

50-249 

8 

9002200341 

8002300337 

□0/01/07 

90-312 0 

8002200566 

0002200933 

80/02/12 

90-244 

P 

9003300346 

BQ02200340 

60/01/09 

50-329 0 

6002200592 

8002200533 

00/02/12 

90-244 

P 

9002200348 

8003300345 

60/0 1/11 

90-875 0 

8002200594 

8002200533 

00/02/12 

50-244 

P 

9002200354 

0002200350 

60/01/29 

CONTRACT 

0002200599 

8002200587 

00/02/14 

50-249 

B 

8003200363 

8002200359 

79/18/01 

CONTRACT 

a0022005<76 

8002200533 

80/02/12 

50-244 

P 

B003300364 

00022003^0 

60/03/07 

50-445 M 

90022005^7 

6002200590 

80/02/11 

50-325 

8 

B002200367 

80022003^^3 

60/01/23 

C0HMI68I0K 

9002200596 

8002200533 

80/02/12 

50-244 

P 

G 002200368 

6002200366 

80/01/29 

CONTRACT 

9002200604 

B00220D533 

80/02/12 

90-244 

P 

□003800370 

000220037 S 

80/08/08 

50-336 P 

8002200605 

8002200533 

80/02/12 

50-244 

P 

0002200379 

8002300371 

60/01/31 

COMMISSION 

6002200607 

8002200533 

80/02/12 

50-244 

P 

6003300386 

8002200361 

60/02/13 

50-295 P 

900220060? 

8002200533 

00/02/12 

50-244 

P 

6003200397 

8002200362 

60/02/06 

71-9037 

9002200610 

8002200533 

00/02/12 

50-244 

P 

6003300393 

8002200369 

80/01/16 

COMMISSION 

9002200613 

8002200600 

60/02/11 

50-325 

6 

0002200395 

0002200390 

00/02/14 

50-255 0 

0002200614 

8002200533 

00/02/12 

50-244 

P 

8002200397 

9002200392 

80/01/31 

50-72 F 

8002200615 

6002200533 

80/02/12 

50-244 

P 

6003300398 

6002200394 

60/01/09 

40-299 

6002200616 

8002200600 

80/02/14 

50-245 

8 

8003200399 

Q0022003Q9 

80/01/16 

CONMieSION 

8002200616 

6002200612 

80/02/14 

90-309 

9 

8002200400 

B003200390 

80/02/14 

50-259 Q 

6002200619 

8002200533 

80/02/12 

50-244 

P 

8003200404 

0002200390 

80/03/14 

50-255 Q 

B0022 00620 

S002200533 

80/02/12 

50-244 

P 

8002200407 

□002200403 

00/03/13 

50-334 R 

6002200621 

8002200533 

00/02/12 

50-244 

P 

8002200408 

6002200405 

00/03/15 

50-331 R 

G 002200624 

8002200533 

00/02/12 

50-244 

P 

8002300409 

6002200390 

00/02/14 

90-255 Q 

6002200626 

GOD2200533 

00/02/12 

50-244 

P 

8002200413 

6002200411 

00/02/11 

50-277 R 

600220062B 

8002200533 

80/02/12 

90-244 

P 

80023004 1 a 

8002200416 

00/03/15 

50-313 6 

6002200629 

B002200533 

80/02/12 

90-244 

P 

8003200427 

8002200426 

00/02/06 

50-290 P 

6002200630 

8002200533 

80/02/12 

90-244 

P 

BOO 320042? 

6002200426 

80/02/06 

50-298 P 

8002200631 

8002200533 

80/02/12 

50-244 

P 

8003200431 

8002200420 

00/03/06 

50-213 R 

8002200632 

0002200627 

80/02/15 

50-250 

F 

8003300433 

8002200432 

00/02/13 

SD-325 a 

6002200634 

8002200629 

80/02/11 

50-315 

ft 

8003200437 

0002200435 

60/02/12 

90-324 8 

6002200635 

0002200533 

80/02/12 

50-244 

P 

8002300441 

0002200439 

00/02/11 

50-324 9 

6002200636 

8002200533 

80/02/12 

50-244 

P 

8002200446 

6002200444 

00/02/15 

50-369 3 

6002200637 

6002200606 

80/02/15 

50-289 

P 

0002200450 

0002200444 

00/02/15 

50-369 9 

8002200638 

8002200623 

00/02/14 

50-259 

8 

8003200454 

8002200419 

60/02/12 

90-262 ft 

8002200639 

6002200533 

60/02/12 

50-244 

P 

B0022004S9 

8002200444 

60/02/15 

50-360 S 

8002200640 

6002200533 

80/02/12 

50-244 

P 

8002200464 

0003200444 

60/02/15 

50-368 S 

8002200641 

8002200533 

80/02/12 

50-244 

P 

8002300467 

0002200499 

80/02/15 

50-262 8 

8002200642 

0002200533 

80/02/12 

90-244 

P 

0002300472 

0003200463 

90/02/13 

50-366 6 

BD02200649 

0002200533 

00/02/12 

90-244 

P 

8002200476 

0002200470 

90/03/01 

SO-293 ft 

0002200646 

8002200606 

80/02/15 

50-289 

P 

8002200481 

8002200471 

80/03/13 

50-321 S 

8002200648 

8002200633 

80/02/11 

50-324 

a 

B0D32Q04B2 

8002200473 

90/01/10 

CONTRACT 

8002200651 

0002200649 

80/02/11 

50-249 

8 

8002200483 

0003200469 

60/01/11 

40-6720 

8002200652 

8002200644 

00/02/11 

50-293 

8 

8002200485 

0002200490 

90/02/15 

50-29 8 

8002200653 

0002200533 

80/02/12 

50-244 

p 

8002200488 

0002200469 

ao/oi/ii 

40-B729 

60022006S4 

8002200533 

80/02/12 

50-244 

p 

8002200489 

0002200473 

90/01/10 

CONTRACT 

0002200656 

8002200533 

80/02/12 

50-244 

p 

6003200495 

000-2200469 

90/01/11 

40-0729 

8002200658 

0DO22OD533 

80/02/12 

50-244 

p 

B00S200497 

8002200490 

GO/08/06 

71-6703 

8002200659 

8002200533 

80/02/12 

50-244 

p 

9002200496 

0002200494 

80/02/15 

50-29 8 

8002200661 

BD02200533 

80/02/12 

50-244 

p 

9002200499 

0002200473 

80/01/10 

CONTRACT 

8002200662 

8002200333 

80/02/12 

50-244 

p 

6002200900 

8002300492 

80/03/12 

50-333 9 

8002200663 

0002200655 

80/02/11 

50-316 

R 

0003200602 

0003200469 

eo/oi/u 

40-0726 

0002200667 

8002200533 

00/02/12 

50-244 

P 

9003200503 

8003200496 

60/02/ n 

50-336 8 

8002200669 

800220053; 

00/02/12 

50-244 

P 

6002200909 

8002200473 

60/01/19 

CONTRACT 

0002200673 

8002200657 

80/02/04 

0A999 


8002200910 

8003200473 

60/01/10 

CONTRACT 

0002200674 

8002200533 

80/02/12 

50-244 

P 

8002200911 

8002200906 

80/02/07 

50-993 A 

8002200675 

8002200533 

80/02/12 

50-244 

P 

8002200917 

0002200506 

00/02/07 

90-553 A 

8002200676 

8002200533 

80/02/12 

50-244 

P 

8002200919 

6003200513 

60/01/09 

50-380 H 

8002200670 

6002200533 

80/02/12 

50-244 

P 

6002200920 

0002200509 

60/02/13 

50-321 S 

000220067? 

8002200533 

00/02/12 

50-244 

P 

8002200931 

6002200533 

60/02/ 1 1 

50-324 8 

0002200660 

0002200533 

80/02/12 

50-244 

P 

6002200932 

9002200526 

60/02/14 

50-272 8 

8002200681 

8002200533 

00/02/12 

50-244 

P 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS I ON NUHQER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8002200684 

0002200533 

00/02/13 

50-244 

P 

8002200689 

0002200664 

00/02/11 

S0''324 

5 

G0022D0687 

0002200933 

00/02/12 

50-244 

P 

8002200688 

8002200657 

00/02/04 

QA999 


800220068? 

8002200533 

00/02/12 

50-244 

P 

8002200691 

8002200533 

80/02/12 

50-244 

P 

8002200692 

8002200533 

80/03/12 

50-244 

P 

8002200695 

8002200533 

80/02/12 

50-244 

9 

8002200697 

8002200533 

80/02/12 

90-244 

P 

8002200698 

8002200533 

80/02/12 

90-244 

P 

8002200699 

B002200533 

80/02/12 

50-244 

P 

8002200700 

8002200533 

80/02/12 

50-244 

P 

8002200706 

8002200657 

80/02/04 

QA999 


0002200707 

8002200533 

80/02/12 

50-244 

P 

8002200709 

8002200S33 

80/02/12 

50-244 

P 

8002200711 

9002200S33 

80/02/12 

50-244 

P 

8002200714 

8008200703 

80/02/15 

90-360 

n 

B002200717 

8002200657 

80/02/04 

<JA999 


B002200719 

8002200700 

00/02/19 

50-390 

8 

8002200725 

8002200657 

80/02/04 

OA999 


8002200730 

8002200657 

80/02/04 

QA999 


B002200733 

8002200722 

80/02/14 

50-309 

8 

8002200737 

8002200697 

80/02/04 

QA999 


0002200744 

8002200738 

00/01/09 

50-344 

0 

8002200749 

8002200743 

00/02/08 

CONTRACT 


0002200751 

8002200747 

00/02/06 

QA999 


B002200757 

BO0220O759 

80/01/07 

90-331 

0 

0002200758 

8002200756 

00/01/09 

50-2 

0 

0002200759 

B002200759 

00/01/07 

90-331 

0 

0002210019 

8002210013 

80/02/08 

70-2623 


0002210024 

8002210013 

00/02/08 

70-2623 


0002210028 

8002210013 

80/02/08 

70-2623 


0002210032 

0002210013 

00/02/08 

70-2623 


0002210039 

0002210013 

80/02/08 

70-2623 


0002210109 

8002210104 

00/02/05 

71-9024 


0002210115 

8002210111 

79/00/27 

70-157 


0002210118 

8002210092 

00/01/29 

CONTRACT 


0002210127 

0002210077 

00/02/06 

71-9034 


0002210131 

8002210130 

00/01/11 

70-371 


0002210136 

0002210130 

00/01/11 

70-371 


0002210138 

8002210133 

79/09/07 

PR 


0002210139 

0002210135 

00/01/15 

50-412 

0 

0002210148 

0002210144 

00/01/23 

90-309 

0 

0002210153 

8002210135 

GO/Ot/lS 

50-412 

8 

8002210150 

G002210192 

80/01/07 

90-546 

a 

0002210161 

8002210154 

80/01/09 

70-929 


0002210162 

8002210150 

80/01/09 

90-102 

a 

B0022 10166 

8002210157 

80/01/16 

50-423 

8 

0002210190 

8002210191 

80/02/09 

0A999 


0002210203 

8002210191 

80/02/05 

OAg99 


000221 0200 

8002210191 

80/02/05 

0A999 


0002210210 

8002210191 

80/02/05 

OAg99 


0002210211 

8002210191 

GO/02/05 

0A999 


0002210215 

8002210191 

80/02/05 

0A999 


0002210220 

G00221Q226> 

80/01/29 

C0MMI88I0N 

B002210240 

8002210234 

80/02/03 

OA999 


0002210306 

0002210302 

00/01/30 


0002210321 

8002210315 

00/01/18 

50-320 

0 

0002210326 

8002210315 

00/01/lB 

50-320 

0 

00022 10370 

8002210373 

00/02/05 

50-335 

0 

0002210382 

8002210374 

80/02/19 

90-361 

A 

0002210386 

8Q022 10380 

00/02/04 

50-335 

8 

0002210388 

8002210374 

00/02/19 

50-361 

A 

8002210389 

8002210333 

00/02/14 

50-247 

R 

8002210392 

BO0221O374 

00/02/15 

50-361 

A 

8002210400 

8002210396 

00/02/14 

50-3 

R 

8002210402 

0002210394 

00/02/14 

50-245 

R 

8002210408 

0002210374 

80/02/13 

50-361 

A 

8002210416 

0002210412 

80/02/14 

50-340 

R 

8002210420 

8002210404 

80/02/ U 

50-329 

8 

8002210428 

8002210423 

80/02/14 

50-317 

R 

8002210433 

0002210427 

80/03/11 

90-324 

0 

8002210430 

0002210436 

80/02/13 

50-250 

P 

8002210449 

0002210444 

80/01/31 

TDPREP 


0002210455 

0002210453 

80/02/10 

50-367 

i 

8002210457 

8002310451 

80/02/09 

50-262 

R 

8002210462 

8002210456 

80/02/19 

90-237 

0 

0002210470 

8002210454 

80/02/15 

50-10 

P 

8002210472 

8002210466 

80/02/01 

50-390 

0 

8002210477 

8002210473 

00/01/31 

90-390 

0 


ACCESSION NURD EH 



PRINCIPAL 

DATE 

SUBJECT 


ENCCQSURE 

DOCUMENT 

ISSUED 

CATEOQRY 

S0022I04B1 

BOO 52 10474 

eo/ot/io 

30-369 

S 

8002210488 

8005210482 

eo/oa/14 

30-510 

S 

8002210492 

80052104G5 

60/02/15 

50-4 1 6 

A 

8002210493 

8005210487 

80/02/19 

50-202 

S 

8002210500 

6005210496 

60/02/19 

50-312 

F 

SD02210902 

6005210497 

80/02/01 

90-320 

8 

8002210506 

8005210499 

80/02/13 

50-313 

0 

800221050? 

QCO 521 0504 

60/02/14 

50-302 

P 

8002210514 

8005210510 

80/02/10 

50-293 

S 

8002210517 

600521051 1 

60/02/15 

30-303 

s 

8002210S19 

GC05210511 

80/02/15 

50-305 

s 

8002210520 

8005210515 

00/01/29 

50-355 

0 

8002210525 

6005210511 

60/02/15 

50-305 

5 

8002210526 

8005210524 

80/02/14 

30-360 

S 

8002210930 

6002210528 

60/02/07 

30-335 

s 

8002210531 

8002210499 

60/02/13 

50-313 

S 

8002210533 

800221053? 

60/02/15 

50-269 

8 

8002220098 

6002220095 

79/ 1 1 /02 

71-13 


8002220101 

8002220100 

79/10/17 

71-356 


8002220107 

8002220 ID4 

60/02/14 

50-344 

P 

8002220117 

8002220108 

60/02/06 

XPDRTLIC 


8002220131 

9002220127 

80/02/07 

50-36 1 

M 

8002220 136 

8002220134 

80/02/05 

50-244 

P 

8002220168 

8002220162 

80/02/04 

50-335 

8 

8002220171 

8005220164 

80/02/06 

71-6743 


8002220177 

8005220173 

80/02/07 

XPORTLIC 


8002220178 

8005220166 

80/01/08 

50-320 

U 

8002220188 

8005220180 

80/01/10 

70-2076 


8002220192 

8005220181 

80/01/14 

50-483 

Q 

8002220201 

8005220180 

80/01/10 

70-2876 


8002220205 

8005220191 

60/02/11 

50-312 

0 

G 00222020 9 

0002220191 

80/02/11 

50-312 

0 

8002220210 

8002220206 

80/02/12 

71-4949 


8002220211 

8002220202 

80/01/08 

50-320 

U 

8002220212 

8002220191 

80/02/U 

50-31? 

0 

8002220214 

0002220180 

80/01/10 

70-2876 


8002220216 

8002220191 

ao/02/ti 

50-312 

0 

8002220222 

8002220191 

80/02/ M 

50-312 

9 

8002220223 

6002220217 

60/02/12 

71-6697 


Q002220225 

8002220191 

80/02/11 

50-312 

9 

8002220227 

8002220219 

00/01/24 

50-299 

Q 

Q 002220230 

8002220218 

00/01/23 

KPORTLIC 


0002220232 

8002220191 

80/02/11 

50-312 

Q 

G 002220233 

8002220191 

80/02/11 

50-312 

0 

0002220237 

0002220191 

80/02/11 

50-312 

Q 

8002220240 

8002220191 

00/02/11 

50-312 

0 

8002220242 

8002220191 

eo/02/u 

30-312 

0 

8002220244 

B0022S0191 

80/02/11 

50-312 

0 

8002220247 

8002220191 

00/02/11 

50-312 

0 

8002220249 

8002220191 

80/02/11 

50-312 

0 

8002220254 

8002220191 

80/02/11 

50-312 

0 

8002220258 

8002220191 

80/ 02/ 11 

50-312 

0 

B002220260 

8002220291 

80/01/20 

40-1341 


0002220263 

8002220191 

80/02/11 

50-312 

0 

8002220264 

8002220191 

00/02/11 

50-312 

0 

8002220265 

8002220251 

00/01/28 

40-1341 


8002220268 

8002220191 

80/02/11 

30-312 

0 

0002220271 

8002220191 

60/02/11 

30-312 

0 

0002220272 

8002220191 

80/02/11 

30-312 

0 

0002220276 

8002220251 

80/01/28 

40-1341 


0002220277 

8002220191 

80/02/1 1 

50-312 

0 

0002220282 

8002220191 

80/02/1 1 

50-312 

0 

8002220203 

8002220273 

60/01/25 

50-275 

u 

8002220284 

8002220273 

80/02/12 

NUREO 


8002220206 

8002220171 

BO/02/tl 

50-312 

0 

8002220290 

0002220191 

80/O2/U 

50-312 

0 

G00222029I 

0002220573 

00/01/25 

30-275 

u 

8002220293 

0002220191 

60/02/11 

30-312 

0 

8002220296 

0002220573 

80/01/25 

90-275 

u 

6002520315 

0002220312 

GO-ZOl/O?. 

30-344 

U 

8002250317 

8002220314 

80/02/08 

90-315 

B 

8002220319 

8002220318 

80/02/19 

50-373 

A 

6002220322 

0002220321 

80/02/14 

50-324 

8 

8002520324 

8002220353 

80/02/15 

50-409 

8 

0002 220332 

0002220329 

80/02/19 

90-338 

8 

0002220334 

8002220330 

80/02/ 1 1 

50-339 

8 

0002220342 

8002220337 

80/01/07 

Btato Pro^ 

0002220346 

6002220336 

80/02/21 

50-206 

F 

6002220347 

8002220343 

80/02/14 

TOP REP 


8002220351 

8002220337 

00/01/07 

State Prog 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS r ON NUMBER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEOGftV 

60022203 

8002220349 

80/02/15 

50-219 

ft 

60022203^6 

8002220337 

80/01/07 

State Frog 

G002220360 

8002220353 

80/02/19 

50-247 

P 

6002220361 

8002220357 

60/02/12 

50-438 

A 

8002220363 

8002220358 

80/02/11 

50-285 

H 

8002220365 

8002220359 

80/02/15 

50-244 

S 

8002220367 

6002220337 

80/01/07 

State Prog 

8002220370 

Q002220362 

80/02/04 

50-350 

8 

6002220372 

8002220367 

80/02/11 

50-366 

S 

6002220373 

8002220366 

80/02/19 

50-280 

S 

6002220377 

8002220337 

80/01/07 

State Prog 

6002220360 

8002220337 

80/01 /07 

State Prog 

8002220382 

8002220379 

60/02/15 

50-219 

P 

8002220383 

8002220371 

80/02/07 

50-265 

S 

6002220365 

8002220379 

80/02/15 

50-21 9 

P 

6002220386 

6002220337 

80/01/07 

State Prog 

8002220387 

8002220375 

60/02/14 

50-325 

6 

8002220371 

8002220384 

80/02/12 

50-321 

6 

0002220372 

8002220390 

80/02/14 

SO-219 

S 

8002220375 

8002220337 

80/01/07 

State Preg 

8002220400 

8002220337 

60/01/07 

State Prog 

9002220^04 

8002220388 

60/02/07 

50-265 

S 

6002220407 

8002220403 

60/01/18 

COMMISSION 

8002220406 

G0022S0405 

60/02/12 

50-366 

S 

G 0022204 IS 

8002220403 

80/01/18 

COMMISSION 

8002220415 

8002220403 

BO/Ol/ia 

COMrilSaiON 

800222041? 

8002220414 

60/02/08 

50-321 

8 

8002220422 

8002220418 

80/02/11 

50-304 

8 

8002220424 

8002220403 

80/01/18 

COMMISSION 

B00222042S 

6002220417 

80/02/20 

50-2B2 

P 

8002220428 

0002220417 

60/02/20 

50-282 

P 

8002220429 

8002220403 

80/01/16 

COMMISSION 

6002220430 

80022204S6 

79/11/02 

70-2478 


E002220431 

8 002220403 

60/01/10 

COMMISSION 

8002220432 

8002220427 

00/02/07 

50-295 

S 

6002220435 

8 002220421 

60/02/15 

50-266 

6 

6002220437 

8002220403 

60/01/18 

COMMISSION 

6002220438 

8002220403 

80/01/18 

COMMISSION 

800222044 1 

B002220403 

80/01/18 

COMMISSION 

800222044 S 

6002220440 

60/02/07 

80-254 

8 

8002220447 

8002220444 

60/01/23 

50-272 

U 

6002220453 

0002220444 

00/01/23 

50-272 

U 

6002220454 

8002220450 

80/02/12 

50-366 

3 

6002220471 

8002220466 

60/01/23 

50-272 

U 

8002220474 

8002220486 

79/10/lS 

XPORTHC 


6002220501 

8002220497 

79/12/03 

50-458 

B 

8002220519 

6002220514 

80/01/16 

40-4492 


8002220520 

8002220516 

60/01/18 

50-465 

Q 

8002220524 

8002220514 

00/01/16 

40-4492 


6002220529 

80022205 14 

80/01/16 

40-4492 


8002250003 

8002250001 

60/01/28 

40-2259 


8002250006 

0OO22SOOO4 

80/02/11 

71-365 


6002250013 

8002250008 

80/02/19 

50-302 

0 

6002250023 

6OO2250QZO 

79/12/31 

50-458 

3 

8002230031 

8002250027 

79/11/02 

XPORTtlC 


6002250040 

6002250030 

79/12/20 

50-281 

P 

6002250045 

B00325003S 

79/08/13 

71-5026 


8002250052 

8002250030 

79/12/20 

50-201 

P 

6002250053 

8002250038 

79/08/13 

71-6273 


6002250058 

8002250030 

79/12/20 

50-201 

P 

8002250057 

8002250050 

80/02/07 

50-270 

0 

B002250067 

8002250057 

60/02/11 

50-556 

0 

6002250072 

8002250061 

60/01/08 

50-275 

u 

8002250076 

8002250057 

80/02/11 

50-556 

0 

8002250084 

6002250077 

80/01/25 

50-260 

p 

80022 500 B9 

8002250057 

80/02/11 

50-556 

0 

8002250072 

8002250080 

80/02/01 

NUREO 


6002250096 

8002250057 

80/02/11 

50-556 

0 

8002250099 

8002250077 

80/01/25 

50-250 

p 

8002250105 

8002250077 

60/01/25 

50-250 

p 

a00S2501O6 

8002250097 

80/02/ il 

50-556 

0 

8002250116 

8002250057 

80/02/14 

50-556 

0 

8002250126 

8002250114 

80/01/19 

50-206 

p 

80022501S8 

8002250120 

00/02/06 

50-293 

p 

8002250132 

8002250057 

80/02/11 

50-556 

0 

8002250140 

6002250057 

60/02/11 

50-556 

0 

8002250144 

8002250114 

80/01/19 

50-286 

p 

B008250145 

8002250130 

80/01/11 

50-316 

p 

8002250149 

6002250057 

60/02/11 

50-556 

Q 

8002250180 

6002250114 

60/01/19 

50-206 

P 


ACCESSION NUHOER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 
CATEGOR V 

6002250153 

8002250130 

so/oi/ii 

50-316 

P 

60022S0159 

B0D225O130 

00/01 /U 

50-316 

P 

8002250172 

8002250160 

BO/Ol/17 

5^y-4l6 

0 

8002250179 

6002250165 

80/02/20 

50—275 

0 

8002250162 

8002250160 

80/01/17 

50-416 

Q 

8002250104 

6002250181 

00/01/23 

50-209 

0 

8DD2250192 

B0022501 60 

BO/Oi/17 

50-416 

Q 

8002250194 

6002250190 

00/02/06 

90-289 

0 

8002250196 

8002250160 

60/01/17 

50-416 

0 

8002250204 

8002250160 

00/01/17 

SO-416 

0 

BO 022502 11 

6002250160 

BO/01/17 

90-416 

0 

BO 02250262 

0002250247 

60/02/13 

lOCFR 


800223026? 

6002250247 

80/02/13 

lOCFR 


8002250272 

6002250247 

80/02/13 

lOCFR 


8002250278 

G002250247 

00/02/13 

lOCFR 


B00225D2B6 

B0D225O247 

80/02/13 

lOCFR 


80D2S50290 

B0022502B3 

79/08/29 

70-2443 


8002250292 

6002250247 

80/02/13 

lOCFR 


8002250320 

8002250315 

80/01/18 

50-263 

0 

8002250334 

8002290325 

00/01/lB 

50-329 

Q 

GOO 2250349 

6002250342 

BO/02/19 

30-319 

0 

8002250361 

8002250355 

80/02/00 

contract 


8002250363 

8002250356 

79/11/20 

70-1257 


8002250372 

8002250367 

00/01/30 

OEN TEC 

18 

G0022S0400 

8002250367 

00/01/30 

OEN TEC 

IS 

8002250401 

6002250397 

80/02/19 

50-209 

R 

8002250406 

8002250367 

00/01/30 

OEN TEC 

IS 

8002250410 

8002250405 

00/02/15 

50-266 

R 

8002250417 

0002250367 

80/01/30 

OEN TEC 

18 

8002250416 

6002250402 

80/02/01 

XPORTLIC 


8002250421 

8002250415 

00/02/19 

50-302 

R 

8002250428 

8002250415 

80/02/15 

50-302 

R 

6002S 50433 

8002250426 

00/01/30 

XPORTLIC 


8002250440 

6002250441 

60/02/01 

XPORTLIC 


8002250457 

B002250450 

80/02/12 

90-317 

8 

8002250462 

8002250455 

80/01/10 

90-331 

0 

8002250480 

0002290455 

00/01/18 

50-331 

Q 

B 002250496 

8002250490 

80/02/19 

90-333 

Q 

G 002250504 

8002250499 

80/02/11 

50-312 

Q 

8002250510 

B002250909 

80/01/19 

90-483 

Q 

B002250925 

6002250524 

BO/02/20 

90-291 

a 

6002250927 

6002250526 

00/02/20 

50-244 

p 

8002250531 

6002290928 

80/02/19 

30-219 

8 

80022S0533 

6002250532 

80/02/20 

30-331 

a 

8002250537 

6002290534 

eO/02/22 

90-201 

p 

8002250540 

6002250536 

00/02/05 

90-364 

a 

8002250543 

6002250538 

80/02/18 

90-312 

a 

0002250549 

6002250541 

80/02/13 

50-390 

a 

0OO22SOS53 

6002250946 

00/02/14 

50-312 

a 

8002290557 

6002250952 

00/02/15 

50-402 

a 

0OO22SO571 

6002250566 

00/01/28 

50-266 

p 

8002250593 

8002250587 

80/02/19 

90-325 

a 

8002250604 

B0D2250599 

80/02/15 

90-220 

a 

8002250643 

6002250633 

00/02/05 

90-390 

a 

8002250677 

6002250671 ' 

79/07/14 

70-1201 


0OO229O6B4 

8002250673 

BO/Ol/lB 

50-295 

0 

9002290690 

8002250685 

79/10/29 

30-499 

8 

8002290695 

8002250687 

79/06/20 

70-2375 


8002290703 

8002250700 

80/02/07 

50-213 

P 

8002290704 

6002290696 

00/02/04 

90-320 

H 

8002250706 

8002290679 

BO/02/21 

50-10 

P 

6002250715 

8002250705 

79/06/20 

70-1359 


6002250718 

8002250713 

77/10/07 

70-820 


8002250720 

6002250722 

79/09/28 

70-020 


8002250730 

6002250727 

00/02/11 

50-327 

a 

8002250743 

0002250736 

80/02/05 

50-320 

p 

8002230795 

0002250746 

79/09/17 

70-1257 


8002250764 

6002250753 

00/02/20 

50-320 

a 

BO 02250773 

0002250753 

00/02/20 

50-320 

0 

GO 02250702 

8002250753 

60/02/20 

50-320 

0 

8002250789 

6002250753 

80/02/20 

50-320 

0 

8002250000 

6002250702 

79/06/20 

70-I73B 


B002250BOB 

6002290798 

60/01/18 

50-254 

Q 

8002260004 

8002260003 

79/06/26 

70-143 


9002260012 

6002260008 

79/07/10 

70-33 


8002260026 

8002260020 

79/07/10 

70-398 


8002260032 

6002260020 

79/07/10 

70-398 


8002260075 

6002260072 

60/01/31 

8t«t« Proa 

8002260081 

6002260078 

00/02/12 

90-327 

T 

G0022600B4 

8002260078 

00/02/ IS 

90-327 

T 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESSION 

NUMDER 

DATE 

ISSUED 

3UDJECT 

CATGODRV 

ACCESSIOri 

1 NUMBER 

DATE 

ISSUED 

SUBJECT 

CATECORV 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

ENCLOSURE 

PRINCIPAL 

DQCUMERT 

80 022^0087 

8002260078 

80/02/12 

50-327 

T 

8002260723 

S002260720 

80/02/25 

50-339 

A 

80022^0077 

8002260093 

79/07/27 

70-1237 


8002260723 

8002260717 

80/09/25 

50-330 

a 

80022^0109 

8002260104 

00/02/07 

50-335 

P 

8002260726 

8002260722 

80/02/20 

SO -260 

s 

80022^0187 

8002260103 

80/02/06 

lOCFR 


8002260730 

8002260729 

60/02/23 

50-338 

p 

80022^0247 

0002260244 

80/02/22 

50-30 

R 

800226D731 

8002260717 

80/02/95 

50-330 

Q 

80022^0264 

0002260257 

00/02/08 

50-350 

A 

8002260737 

8002260732 

80/02/22 

50-260 

& 

8002260275 

0002260269 

80/01/20 

40-1341 


8002260747 

8002260743 

80/02/04 

M19C 


8002260201 

0002260269 

00/01/28 

40-1341 


8002260764 

8002260759 

60/02/20 

50-260 

s 

8002260293 

0002260209 

79/00/30 

50-456 

A 

8009270014 

8002270009 

60/02/02 

50-320 

P 

8002260307 

0002260200 

80/02/05 

50-320 

0 

8002270016 

8002270012 

79/10/03 

70-36 


8002260318 

B002260314 

80/02/ n 

lOCFR 


0002270025 

8002270020 

79/10/16 

70-G20 


8002260360 

8002260346 

00/01/18 

50-546 

0 

8002270040 

8002270023 

79/1 E/06 

XPORTLIC 


8002260366 

8002260362 

00/02/07 

CONTRACT 


8002270047 

8002270023 

79/11/06 

XPCRTUIC 


8002260372 

8002260363 

80/02/06 

CONTRACT 


8002270050 

8002270023 

79/11/06 

XPORTLIC 


8002260395 

8002260389 

60/01/31 

COMMISSION 

8002270055 

8002270023 

79/11/06 

XPORTLIC 


800226040S 

0002260401 

80/02/04 

50-312 

0 

8002270062 

8002270056 

80/01/03 

70-33 


8002260400 

0002260403 

80/01/20 

COMM 1 69 ION 

8002270067 

8002270059 

79/11/27 

70-33 


8002260418 

0002260401 

00/02/04 

50-312 

0 

8002270075 

0002270073 

79/10/17 

XPORTLIC 


8002260426 

8002260401 

80/02/04 

50-312 

Q 

8002270001 

8002270078 

79/11/09 

XPORTLIC 


8002260429 

8002260423 

80/02/04 

COMM I 63 ION 

8002270083 

8002270084 

00/02/14 

50-390 

M 

8002260440 

8002260437 

00/02/06 

COMMieaiQN 

0002270091 

8002270009 

80/02/15 

71-9137 


G0022604S4 

8002260446 

00/01/31 

COMMIBSION 

0002270093 

0002270090 

79/09/02 

70-1499 


8002260485 

8002260480 

00/02/21 

50-296 

P 

8002270096 

0002270090 

79/08/02 

70-1489 


8002260490 

8002260491 

80/02/19 

50-277 

P 

8002270090 

0002270007 

80/09/12 

50-445 

M 

0002260803 

8002260491 

00/02/19 

50-277 

P 

8002270105 

0002270094 

80/02/13 

CONTRACT 


8002260522 

0002260510 

00/02/19 

50-317 

F 

8002270107 

0002270103 

80/02/15 

50-445 

M 

0002260527 

8002260521 

80/02/15 

50-366 

8 

8002270114 

0002270111 

00/01/18 

50-456 

6 

8002260532 

0002260526 

80/02/01 

COMMISSION 

8002270115 

0002270104 

aO/ 01/31 

50-289 

0 

8002260534 

0002260530 

80/02/21 

50-220 

R 

8002270120 

0002270111 

80/01/10 

50-456 

Q 

8002260537 

8002260531 

80/02/21 

50-lSS 

8 

6002270135 

0002270130 

30/01/22 

50-143 

0 

8002260538 

8002260519 

80/02/22 

50-10 

I 

8002270144 

0002270143 

00/02/19 

0A999 


8002260543 

800226053 J 

00/02/21 

50-135 

8 

0002270150 

0002270142 

00/02/19 

0A999 


0OO226OS47 

0002260542 

00/01/30 

50-344 

T 

8002270154 

0002270143 

00/02/19 

QA999 


8002260552 

8002260542 

80/01/30 

50-344 

T 

0002270 159 

0002270142 

80/02/19 

QA979 


8002260553 

0002260548 

80/02/ IS 

50-321 

S 

8002 270 160 

0002270157 

ao/01/26 

50-265 

0 

8002260556 

8002260542 

80/01/30 

50-344 

T 

8002270163 

0002270157 

30/01/26 

50-265 

Q 

8002260559 

8002260542 

80/01/30 

50-344 

T 

8002270166 

0002270164 

eO/02/20 

50-219 

0 

8002260564 

8002260558 

00/02/15 

50-325 

B 

8002270187 

0002270101 

eO/02/06 

PR 


6002260567 

8002260562 

00/01/30 

COMMISSION 

8002270250 

0002270347 

00/02/11 

CONTRACT 


8002260571 

8002260568 

00/02/22 

50-302 

B 

8002270263 

0002270257 

60/02/21 

50-305 

S 

80D2260573 

8002260570 

00/01/30 

COMMISSION 

8002270269 

0002270265 

60/02/20 

50-209 

S 

8002260577 

8002260575 

00/02/20 

50-202 

8 

8002270291 

00022 702B6 

00/02/81 

50-219 

9 

8002260579 

8002260576 

QO/Ol/29 

COMMISSION 

8002270315 

0002270314 

60/02/21 

50-434 

K 

8002260580 

□002260574 

00/02/22 

50-296 

8 

8002270327 

0002270333 

80/02/22 

50-315 

P 

8002260585 

0002260582 

00/02/20 

50-285 

8 

8002270331 

3002270323 

80/02/22 

50-315 

P 

0002260591 

0002260581 

80/02/19 

50-366 

e 

8002270338 

8002270332 

60/02/15 

50-309 

P 

8002260592 

0002260580 

80/02/07 

COMMISSION 

80022703SO 

800227034 4 

60/02/15 

50-5 18 

6 

8002260596 

8002260590 

80/02/19 

50-366 

B 

8002270362 

0002270357 

80/02/22 

50-309 

P 

8002260597 

8002260586 

80/02/19 

50-321 

9 

0002270364 

0002270356 

60/02/22 

30-259 

S 

8002260606 

8002260599 

80/02/04 

COMMISSION 

8002270383 

0002270377 

60/02/19 

71-5517 


8002260612 

8002260604 

00/02/22 

30-272 

8 

0002270398 

0002270393 

80/02/19 

71-6294 


8002260615 

8002260610 

00/01/31 

30-397 

D 

0002270420 

0002270414 

80/02/21 

50-277 

F 

8002260623 

8002260616 

00/02/23 

30-259 

8 

8002270430 

8002270414 

80/02/21 

50-277 

F 

8002260630 

8002260600 

80/02/22 

30-309 

P 

0002270444 

8002270439 

80/02/15 

70-1300 


8002260632 

0002260620 

80/01/31 

COMMISaiON 

0002270463 

8002270456 

80/01/99 

50-269 

0 

8002260634 

8002260620 

80/01/31 

COMMISSION 

8002270486 

8002270479 

80/01/04 

50-313 

Q 

8002260635 

8002260600 

80/02/22 

50-309 

P 

8002270480 

8002270470 

80/01/31 

70-1300 


8002260636 

8002260631 

00/02/20 

50-259 

a 

8002270495 

8002270470 

80/01/31 

70-1300 


8002260638 

0002260620 

00/01/31 

COMMISSION 

8002270512 

8002270500 

79/11/30 

REGOD 


8002260642 

8002260639 

00/02/22 

50-239 

8 

, 8002270531 

8002270526 

EIO/ 02/02 

50-275 

0 

8002260646 

8002260645 

80/02/22 

30-259 

B 

0002270535 

800227D5S6 

80/02/02 

50-275 

0 

8002260650 

8002260648 

60/02/20 

50-220 

s 

0002270551 

8002270550 

80/01/09 

30-3 1 3 

0 

B0022606S6 

8002260652 

80/02/20 

50-259 

R 

0002270552 

8002270550 

00/01/09 

50-3 1 3 

0 

8002260659 

8002260652 

80/02/20 

50-259 

n 

0002270557 

8002270550 

□0/01/09 

30-313 

Q 

B002260661 

8002260650 

80/02/20 

50-255 

a 

B002270576 

8002270560 

00/02/06 

50-450 

Q 

8002260666 

8002260663 

00/02/20 

50-400 

8 

8002260020 

800228001 B 

79/10/04 

70-1207 


8002260673 

0002260670 

00/02/15 

30-346 

8 

8002280033 

8002280025 

80/02/19 

71-5984 


8002260679 

0002260674 

00/02/22 

30-409 

ft 

8002280036 

8002BB0031 

79/12/20 

50-265 

Q 

8002260681 

8002260660 

00/02/20 

TOPREP 


8002280039 

8002280032 

80/02/21 

50-269 

0 

8002260686 

0002260678 

80/02/19 

30-321 

3 

8002280045 

8002280032 

GO/02/21 

50-269 

0 

8002260668 

8002260682 

80/02/20 

50-336 

8 

B0022B0046 

8002280042 

79/ 1 1 /29 

50-252 

0 

8002260693 

0002260689 

80/02/10 

50-490 

0 

8002200047 

8002280043 

80/02/04 

50-409 

P 

8002260694 

8002260604 

00/02/19 

50-259 

8 

8002280050 

8002280043 

80/02/04 

50-409 

P 

8002260699 

8002260692 

00/02/21 

30-344 

P 

8002260053 

8002280043 

80/02/04 

50-409 

P 

8002260700 

8002260693 

80/02/20 

50-320 

R 

8002260055 

6002280049 

79/11/09 

70-36 


8002260701 

8002260690 

80/02/20 

30-263 

F 

80022B0060 

6002280058 

80/02/19 

50-397 

Q 

8002260704 

8002260695 

00/02/20 

50-320 

R 

8002280063 

6002280056 

80/ 01/29 

50-331 

R 

8002260710 

0002260706 

80/02/20 

50-324 

P 

8002280063 

6002280058 

60/02/19 

50-397 

Q 

8002260712 

0002260700 

80/02/21 

50-272 

8 

8002280066 

6002280058 

80/02/19 

50-397 

Q 

G0O2260715 

0002260706 

80/02/20 

50-324 

P 

8002280067 

6002280056 

00/02/19 

50-397 

Q 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS I □« NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCW^NT 

DATE 

ISSUED 

SUBJECT 

CATEOORV 

B00228006'? 

0002280064 

79/09/05 

70-1201 


8002200076 

0002260072 

60/01/14 

40-1162 


8002200007 

8002280082 

80/02/11 

50-72 

Q 

B002280098 

8002280093 

80/01/16 

50-498 

0 

B002280101 

6002280091 

00/02/14 

lOCFR 


8002280115 

0002280104 

80/02/22 

50-320 

0 

8002200119 

6002280113 

80/01/15 

50-293 

0 

8002280129 

8002280125 

79/12/31 

50-458 

A 

8002200130 

8002200123 

80/01/10 

50-445 

0 

8002200131 

8002280124 

80/02/00 

COHHI&StON 

8002200134 

6002200125 

79/12/31 

50-458 

A 

8002200136 

6002260126 

80/01/31 

50-250 

0 

8002280138 

8002280126 

80/01/31 

50-250 

Q 

8002280143 

0002200133 

79/08/15 

70-2038 


0002280147 

6002280144 

80/02/15 

0A999 


80022801 so 

0002200144 

00/02/15 

QA999 


80022001 51 

0002280122 

00/01/30 

50-574 

Q 

0002280152 

0002280146 

80/01/14 

50-20 

Q 

80022801 54 

0002260144 

80/02/15 

0A999 


8002280105 

0002280122 

80/01/30 

50-574 

0 

8002280157 

6002260146 

00/01/29 

70-33 


8002280158 

0002280 1 44 

80/02/15 

QA999 


8002280 159 

0002280 1 56 

80/01/10 

50-261 

P 

9002200160 

8002280122 

80/01/30 

50-574 

0 

8002290161 

0002280144 

80/0^/15 

QA999 


0002200164 

0002280163 

79/10/03 

70-1113 


0002200167 

8002200122 

00/01/30 

50-574 

0 

8002260169 

6002260 144 

00/02/15 

0A999 


8002260170 

0002280163 

79/10/03 

70-1113 


60022E0172 

6002260 126 

00/01/31 

50-250 

0 

6002260175 

6002280166 

00/01/09 

50-334 

0 

8002260178 

6002260174 

80/01/09 

50-334 

p 

6002280180 

0002280122 

80/01/30 

50-574 

0 

8002260163 

6002280174 

80/01/09 

50-334 

p 

6002280196 

8002280177 

79/11/01 

50-263 

H 

8002260189 

6002280126 

80/01/31 

50-250 

Q 

6002280192 

8002280177 

79/11/01 

50-263 

H 

6002260193 

8002260184 

00/01/31 

50-277 

0 

8002260195 

6002260122 

80/01/30 

50-574 

0 

6002260196 

8002280164 

80/01/31 

50-277 

Q 

8002280203 

8002260184 

80/01/31 

50-277 

0 

6002290207 

8002280177 

79/11/01 

50-263 

H 

8002280211 

6002280184 

80/01/31 

50-277 

0 

9002280225 

6002280205 

80/01/25 

50-329 

0 

8002280226 

0002280216 

80/01/17 

70-135 


8002200235 

6002260224 

80/01/31 

50-317 

Q 

8002280236 

8002280230 

80/01/26 

50-262 

Q 

8002200239 

6002260224 

80/01/31 

50-317 

0 

600220024 1 

8002280231 

80/02/13 

50-334 

Q 

6002280246 

6002200224 

80/01/31 

50-317 

0 

8002200249 

8002280237 

80/02/15 

50-302 

P 

6002280252 

6002260245 

80/01/11 

50-309 

Q 

8002280254 

B002280224 

80/01/31 

50-317 

Q 

8002260256 

8002280237 

80/02/15 

50-302 

P 

8002280259 

6002280243 

80/02/07 

50-289 

Q 

80022B02&1 

8002280247 

80/01/26 

50-373 

a 

8002280269 

6002280237 

80/02/15 

50-302 

p 

8002260270 

6002280264 

60/01/17 

50-322 

a 

8002200274 

8002260268 

80/01/26 

50-282 

a 

8002280276 

0002200265 

80/02/11 

50-307 

0 

8002260283 

8002260265 

80/02/11 

50-307 

a 

8002280288 

6002280280 

flO/Ol/lS 

50-334 

p 

8002280292 

0002200265 

80/02/ U 

50-387 

0 

8002260296 

8002260205 

80/01/10 

50-277 

a 

6002280297 

6003280265 

80/02/11 

50-387 

Q 

0002280298 

8002200206 

80/02/11 

50-327 

Q 

6002280300 

8002260202 

80/02/06 

50-277 

Q 

8002280304 

8002280285 

80/01/10 

50-277 

Q 

8002260305 

6002280262 

00/02/00 

50-277 

Q 

8002260308 

8002260282 

00/02/08 

50-277 

Q 

6002260309 

6002280306 

80/02/07 

50-286 

Q 

8002260312 

8002260282 

80/02/00 

50-277 

0 

6002280313 

8002280303 

80/02/ 1 1 

50-3 

Q 

8002200317 

8002280301 

79/10/26' 

70-824 


8002280319 

6002280303 

80/02/11 

50-3 

0 

6002200324 

800226031 1 

80/02/06 

50-213 

0 

6002200326 

8002280319 

80/01/21 

50-293 

Q 

8002200328 

6002280316 

80/02/07 

50-277 

9 

6002260335 

8002280329 

60/02/22 

FOIA 


8002200336 

8002280311 

80/02/08 

go-213 

0 


ACCESSION NUMBER 


ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEODRV 

8002280337 

6002280316 

00/02/07 

50-277 

0 

8002260336 

8002280303 

80/02/11 

50-3 

0 

6002280341 

6002260329 

80/02/22 

FOIA 


8002280342 

8002280311 

00/02/08 

30-213 

0 

6002280343 

8002260316 

60/02/07 

50-277 

Q 

8002280345 

0002260334 

00/01/15 

50-317 

Q 

8002280346 

8002260303 

00/02/11 

50-3 

0 

8002280349 

BD022B0316 

80/02/07 

SO-277 

Q 

6002280391 

6002280311 

00/02/00 

30-213 

Q 

8002280353 

8002260303 

80/02/ 11 

30-3 

0 

6002280354 

B002280346 

00/02/26 

30-280 

P 

8002260360 

8002260357 

60/02/04 

30-520 

a 

8002280362 

6002280355 

ao/oi/is 

50-309 

Q 

B002280370 

6002280366 

00/02/15 

50-316 

P 

Q002260372 

8002280367 

00/02/25 

50-261 

a 

8002260378 

6002280366 

00/01/14 

30-219 

<2 

6002280384 

6002280376 

00/02/13 

30-249 

a 

8002280369 

8002280363 

80/01/21 

50-255 

0 

80022B0400 

6002280374 

60/02/06 

50-296 

B 

6002280402 

8002280395 

00/02/11 

50-309 

H 

8002280415 

6002260410 

60/02/01 

Proo 

8002280423 

8002280410 

80/02/01 

6(;«tii Prog 

8002260425 

6002280420 

60/01/23 

50-296 

B 

8002260428 

0002280426 

00/02/07 

NUREO 


8002260430 

8002260429 

80/01/21 

50-290 

B 

8002260435 

6002280432 

00/02/12 

8^al;e Prog 

8002280437 

8002260433 

80/02/19 

50-237 

B 

8002260440 

6002280436 

80/02/05 

50-29 

P 

8003280442 

6002260436 

00/02/03 

50-29 

P 

8002280446 

8002260445 

80/02/25 

50-333 

S 

6002280450 

6002260457 

60/02/25 

50-29 

a 

B002280472 

8002260419 

80/02/15 

50-496 

0 

8002280479 

6002260464 

60/02/08 

50-298 

a 

8003280942 

8002200432 

60/02/12 

Prog 

0002280553 

6002260548 

80/02/22 

50-20 

K 

8002280559 

6002280555 

00/02/21 

50-313 

P 

B002280570 

8002200566 

80/02/26 

50-327 

Q 

8002280598 

6002260593 

80/02/25 

50-263 

R 

8002200999 

6002280569 

00/02/27 

50-317 

8 

6002280606 

6002260177 

79/11/01 

50-263 

H 

8002280613 

80022B060B 

00/02/14 

50-320 

H 

8002280623 

6002260577 

80/02/22 

50-333 

B 

8002200637 

B002280634 

80/01/30 

50-320 

H 

8002200693 

8002260645 

60/02/14 

50-320 

H 

8002280656 

6002260646 

80/01/08 

50-462 

H 

6002260668 

6002260652 

00/01/15 

50-322 

Q 

8002280679 

B0022B0676 

80/01/15 

50-247 

Q 

6002280680 

8002280666 

00/02/07 

50-155 

H 

8002200689 

6002260666 

79/10/10 

70-020 


8002280693 

0002260667 

80/02/25 

50-445 

H 

8002260695 

6002260684 

00/02/11 

50-443 

0 

B002280696 

60022B0690 

00/02/06 

50-3 

T 

8002260697 

8002280694 

80/02/08 

50-309 

P 

6002280698 

6002280684 

80/02/11 

50-443 

0 

6002280699 

8002280694 

00/02/06 

50-309 

P 

6002260702 

8002280694 

80/02/06 

50-309 

P 

6002290006 

6002290003 

80/02/ 19 

QA999 


6002290007 

6002290003 

00/02/19 

QA999 


0002290008 

8002290003 

80/02/19 

0A999 


0002290010 

8002290005 

80/02/ 1 1 

XPORTLIC 


0002290012 

8002290003 

60/02/19 

OA999 


00022 900 U 

6002290005 

80/02/11 

XPORTLIG 


0002290019 

6002290016 

00/01/25 

50-454 

0 

0002290022 

6002290021 

79/U/O0 

50-201 

R 

8002290023 

8002290017 

80/02/07 

IOCFR 


8002290024 

8002290013 

80/02/07 

COMMISSION 

6002290026 

8002290018 

60/01/25 

50-454 

Q 

6002290027 

0002290015 

79/11/06 

70-2476 


8002290028 

8002290017 

80/02/07 

IOCFR 


6002290031 

8002290029 

80/01/26 

50-10 

a 

6002290032 

8002290017 

80/02/07 

IOCFR 


8002290035 

80022900S? 

80/01/26 

50-10 

Q 

8002290036 

8002290017 

80/02/07 

IOCFR 


8002290039 

6002290017 

80/02/07 

IOCFR 


6002290046 

0002290017 

00/02/07 

IOCFR 


8002290050 

8002290043 

80/02/06 

CQMMlBSlnN 

8002290052 

0002290017 

00/02/07 

IOCFR 


8002290056 

8002290017 

80/02/07 

IOCFR 


0002290056 

8002290043 

80/02/06 

COMMISSION 

8002290059 

6002290054 

80/02/05 

60-266 

0 



CROSS REFERENCE OF ENCLOSURES 
TO PRINCIPAL DOCUMENTS 


ACCESS I ON NUMDER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DDCUMENT 

ISSUED 

CATEODRY 

0002270062 

8002290054 

60/02/05 

50-206 

a 

0002290063 

0002290043 

00/02/06 

COMMISSION 

0002290064 

0002290017 

80/02/07 

lOCFR 


8002290066 

8002290054 

00/02/05 

50-266 * 

0 

8002290060 

0002290043 

00/02/06 

COMMISSION 

B002290070 

8002290054 

00/02/05 

50“2a6 

Q 

8002290072 

0002290017 

00/02/07 

lOCFR 


0002290073 

0002290043 

00/02/06 

COMMISSION 

0002290077 

0002290043 

00/02/06 

COMMISSION 

Q0022900GO 

8002290043 

80/02/06 

COMMISSION 

80D2290082 

0002290017 

80/02/07 

lOCFR 


0002290087 

0002290081 

60/02/19 

90-338 

0 

80022900S8 

0002290017 

80/02/07 

lOCFR 


0002290093 

0002290081 

80/02/19 

30-338 

0 

8002290095 

0002290017 

00/02/07 

lOCFR 


0002290102 

0002290017 

BO/02/07 

lOCFR 


8002290107 

8002290017 

00/02/07 

lOCFR 


8002290108 

8002290103 

00/02/04 

COMMISSI ON 

8002290112 

8002290103 

00/02/04 

COMMISSION 

8002290114 

8002290017 

00/02/07 

lOCFR 


8002290121 

0002290017 

00/02/07 

lOCFR 


8002290125 

0002290017 

00/02/07 

lOCFR 


8002290127 

0002290110 

00/02/04 

SO-3 

u 

8002290142 

0002290136 

00/02/04 

30-3 

u 

8002290143 

8002290017 

00/02/07 

lOCFR 


00022901 92 

0002290017 

00/02/07 

lOCFR 


0002290155 

0002290148 

80/02/14 

90-320 

0 

0002290156 

0002290147 

80/01/26 

50-500 

Q 

0002290159 

0002290017 

00/02/07 

lOCFR 


8002290160 

8002290131 

00/02/04 

30-320 

U 

8002290166 

0002290017 

80/02/07 

lOCFR 


0002290167 

8002290161 

00/02/20 

00-445 

Q 

8002290170 

8002290017 

00/02/07 

lOCFR 


8002290172 

B002290165 

00/02/04 

SO -320 

U 

8002290173 

8002290164 

00/02/14 

50-320 

H 

B002290179 

6002290017 

00/02/07 

lOCFR 


8002290179 

0002290017 

00/02/07 

iOCFR 


8002290184 

8002290017 

00/02/07 

tOCFR 


B002290189 

8002290017 

00/02/07 

IOCFR 


8002290190 

0002290103 

00/01/11 

30-443 

0 

8002290192 

0002290017 

00/02/07 

IOCFR 


8002290199 

0002290017 

00/02/07 

IOCFR 


0002290201 

B002290196 

80/02/14 

50-320 

0 

0OO229O2OS 

8002290197 

80/01/10 

30-271 

Q 

0002290203 

8002290017 

00/02/07 

IOCFR 


8002290206 

8002290013 

00/02/07 

COMMISSION 

8002290208 

0002290017 

00/02/07 

IOCFR 


8002290215 

8002290209 

00/02/14 

50-320 

H 

8002290216 

0002290190 

00/01/11 

70-371 


8002290218 

0002290017 

00/02/07 

IOCFR 


8002290221 

0002290017 

00/02/07 

IOCFR 


8002290222 

0002290217 

00/02/20 

80-320 

J 

8002290228 

0002290225 

00/02/13 

50-320 

H 

8002290230 

8002290017 

80/02/07 

IOCFR 


0002290232 

0002290223 

80/01/14 

50-286 

Q 

0002290235 

0002290017 

80/02/07 

IOCFR 


0002290240 

8002290017 

00/02/07 

IOCFR 


0002290247 

0002290017 

00/02/07 

IOCFR 


0002290252 

6002290017 

00/02/07 

IOCFR 


8002290250 

9002290017 

00/02/07 

IOCFR 


8002290260 

6002290217 

00/02/20 

80*320 

J 

8002290263 

0002290251 

00/02/07 

70-398 


8002290264 

0002290017 

00/02/07 

IOCFR 


8002290265 

0002290217 

00/02/20 

50-320 

J 

0002290270 

0002290251 

80/02/07 

70-39B 


0002290274 

0002290267 

80/02/08 

50-320 

H 

8002290275 

6002290272 

00/02/ IS 

50-320 

H 

8002290276 

6002290271 

00/01/15 

70-734 


0002290270 

6002290267 

00/02/08 

50-320 

H 

0002290279 

0002290251 

00/02/07 

70-390 


0002290282 

0002290269 

00/02/13 

50-320 

0 

0OO229O2B7 

0002290251 

00/02/07 

70-390 


B0022902B9 

8002290269 

00/02/13 

80-320 

0 

0002290291 

0002290265 

00/02/15 

80-269 

H 

0002290292 

0002290261 

80/02/15 

80-302 

P 

0002290293 

0002290284 

00/01/28 

70-1257 


0002290295 

0002290288 

80/02/15 

80-289 

0 

8002290302 

0002290269 

80/02/13 

80-320 

0 

0002290306 

0002290300 

00/02/05 

80-346 

0 

8002290307 

8002290269 

00/02/13 

50-320 

0 


ACCES330M MUHDER 



PRINCIPAL 

DATE 

SUBJECT 


ENCLOSURE 

DOCUMENT 

ISSUED 

CATEGORY 

8002290316 

6002290311 

00/01 /25 

50-155 

P 

8002290320 

8002290314 

00/02/ 19 

QA999 


6002290324 

8003290317 

00/02/25 

50-285 

P 

8002290325 

8002290314 

BO/02/19 

QA999 


6002290326 

BOOS290311 

00/01/25 

50-155 

P 

0002290329 

8002290305 

bu/02/20 

50-280 

H 

6002290333 

6002290330 

00/02/20 

50-358 

K 

8002290334 

8005290311 

00/01/25 

50-155 

P 

0002290335 

6002290314 

B0/-d2/19 

0A999 


8002290340 

0002290314 

B0/<)2/l9 

QA999 


8002290341 

0002290311 

60/01/25 

50-155 

P 

6002290344 

6002290339 

79/09/05 

70-824 


6002290346 

8002290314 

80/02/19 

QA999 


0002290347 

0002290311 

60/01/25 

50-155 

P 

B002290353 

8002290314 

80/02/19 

0A999 


BOO 2290357 

0002290314 

80/02/19 

QA999 


8002290361 

0002290314 

00/02/19 

aA999 


8002290367 

8002290363 

00/02/19 

50-318 

8 

800229036S 

8002290314 

80/02/19 

QA999 


8002290374 

8002290371 

00/02/22 

50-310 

S 

8002290361 

0002290373 

«0/ 02/08 

50-510 

B 

8002290303 

8002290300 

80/02/27 

50-339 

A 

8002290305 

0002290377 

80/02/22 

50-3 1 0 

8 

0002290387 

0002 290300 

80/02/27 

50-339 

A 

0002290393 

8002290306 

80/02/25 

50-320 

P 

0002290396 

0002290395 

80/02/25 

50-346 

8 

0002290401 

0002290395 

00/02/25 

50-340 

6 

6002290405 

0002290403 

00/02/25 

50-267 

R 

6002290410 

0002290406 

00/02/22 

50-566 

8 

80022904 1 4 

8002290412 

00/02/19 

50-219 

6 

8002290418 

6002290415 

00/02/22 

50-2 1 9 

0 

0002290421 

8002290416 

00/02/29 

50-280 

F 

0002290424 

6002290420 

60/02/05 

50-539 

R 

0002290427 

8002290423 

80/02/25 

50-333 

6 

0002290432 

6002290428 

80/02/18 

50-321 

S 

6002290436 

0002290431 

80/02/22 

50-315 

8 

8002290430 

0002290431 

80/02/23 

50-3 1 3 

8 

8002290440 

6002290434 

80/01/31 

50-289 

0 

8002290446 

8002290442 

60/02/20 

50-366 

8 

8002290447 

8002290441 

00/02/25 

50-259 

8 

8002290450 

8002290407 

80/01/30 

30-295 

0 

6002290453 

0002290449 

60/02/18 

50-321 

0 

8002290457 

8002290451 

80/02/22 

30-346 

0 

8002290464 

8002290450 

80/02/35 

50-239 

3 

8002290465 

8002290459 

79/00/31 

70-27 


6002290466 

8002290461 

80/02/19 

50-366 

0 

0002290476 

8002290472 

80/01/16 

50-333 

0 

8002290401 

6002290472 

eo/oi/ie 

50-333 

Q 

0002290404 

8002290479 

79/10/25 

so-aol 

R 

0002290409 

8002290460 

eo/oa/ 1 ? 

50-295 

0 

0002290492 

8002290407 

80/01/18 

50-320 

0 

0002290494 

8002290497 

80/01/ IS 

50-320 

G 

8002290497 

8002290497 

SO/Ol/lQ 

60-320 

Q 

8002290504 

8002290500 

79/12/20 

50-322 

Q 

0002290909 

8002290507 

00/02/27 

SO -461 

1 

00022905 IB 

0002290514 

80/02/ 14 

IOCFR 


8002290529 

0002290527 

79/12/30 

50-410 

a 

8002290336 

0002290530 

00/01/24 

50-334 

Q 

8002290338 

6002290530 

00/01/24 

50-334 

Q 

0002290942 

8002390530 

00/01/24 

50-334 

a 

0002290543 

8002290539 

80/01 /2S 

50-334 

a 

0002290544 

9002290533 

aO/01/29 

50-271 

a 

0002290545 

0002290530 

80/01/24 

50-334 

0 

6002290546 

0002290539 

aO/01/25 

50-334 

Q 

8002290350 

000239053? 

00/01/25 

50-334 

a 

8002290551 

6003290533 

00/01/29 

50-271 

Q 

8002290554 

8002290533 

60/01/29 

50-271 

Q 

6002290355 

6002290539 

60/01/25 

50-334 

Q 

0002290861 

8002290533 

60/01/29 

SQ-271 

a 

6002290565 

0002290559 

ao/oi/u 

50-245 

Q 

8002290567 

0002290562 

00/01 /OB 

50-482 

0 

8002290968 

6002390564 

00/0 1 /29 

50-333 

Q 

6002390570 

8002290564 

60/01/29 

50-333 

Q 

6002290573 

8002290569 

80/01/11 

50-307 

Q 

6002290574 

0003290564 

SD/Oi/29 

50-333 

0 

8002290580 

8002290572 

BO/0 1 /09 

50-482 

0 

6002290581 

8002290564 

60/01/29 

30-333 

Q 

0002290583 

8002290577 

60/01/25 

50-277 

0 

6002290585 

0002290577 

80/01/25 

50-277 

0 

6002290587 

0002290576 

00/02/25 

50-307 

0 



ACCE:sSION riUKD£R 


ACCESSION NUHRCn 


ENCLOSlfRE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUBJECT 

CATEGDJIY 

ENCLOSURE 

PRINCIPAL 

DOCUMENT 

DATE 

ISSUED 

SUDJECr 

CATEGORY 

800229 OSQS 

0002290577 

eo/oi/25 

50-277 

a 

8002290618 

6002290613 

80/02/19 

50-312 

Q 

800229059? 

B002990584 

60/01/28 

50-220 

0 

8002290619 

6002290614 

SO/02/15 

SO-320 

H 

a0022?05?0 

9002390584 

80/01/28 

50-220 

<1 

B002290620 

B002290613 

BO/02/19 

50-312 

Q 

0002290592 

0002290576 

80/02/25 

50-307 

0 

0002290621 

0002290613 

00/02/19 

50-312 

Q 

8002290593 

9002290577 

80/01/25 

50-277 

0 

□002290624 

0002290614 

00/02/15 

50-320 

H 

8002290595 

0002390504 

BO/Of/28 

50-220 

0 

8002290625 

6002290613 

80/02/19 

50-312 

0 

8002290599 

B002390584 

80/01/20 

50-220 

0 

8002290626 

6002290615 

00/01/31 

SO- 10 

H 

8002290600 

8002290596 

80/02/07 

50-546 

8 

8002290627 

0002290622 

80/01/13 

50-373 

Q 

G 002290601 

8002290594 

BO/Ol/15 

50-255 

0 

6002290620 

8002290623 

00/01/15 

50-350 

Q 

6002290602 

8002290594 

80/01/28 

50-320 

0 

G 0022 90631 

8002290630 

BO/Ol/lO 

50-498 

Q 

8002290605 

8002290599 

80/02/15 

50-320 

H 






G002290606 

8002270603 

80/02/1 1 

50-305 

0 






8002290608 

8002290607 

80/02/11 

50-331 

Q 






BO 02290609 

80022 9 0594 

80/01/15 

50-255 

Q 






BO 022906 16 

B002290612 

00/02/05 

PR 









APPENDIX A 


DEFINITIONS OF DOCKET 50 CATEGORIES 

A. Application/Coustniction Stage Documents and Correspondence 

This category follows the application from submission to the day preceding tlie issuance of an 
operating license. It includes all correspondence and documents with substantive technical con- 
tent that do not fall into other specific categories. Included arc: 

1. Correspondence and documents relating to uniesolved design and construction issues. 

2. Meeting announcements and summaries of meeting discussions on issues of item 1. 

3. Coirespondence legarding Preliminary and Final Safety Analysis Reports. 

4. NRC questions, requests for additional information, and applicant lesponses. 

5. Applicant's Quality Assurance Manual. 

6. Correspondence and documentation on genciic technical matters highlighted by an event at 
another facility which may affect the subject facility; not covered by an IE Bulletin. 

7. Fedeial Register notices that do not apply to other categories. 

8. Infoimation on laws and changes in regulations or policy that affect the status of the applica- 
tion (NEPA, Watei Quality Improvement Act, Water Pollution Control Act, etc.). 

9. Scheduling of license application submission or review. 

10. Reports of site visits. 

11. Backup technical documents (i.e., topical reports) submitted in support of the application. 

12. Early site review information. 

13. Construction Peiinit, amendments and correspondence relating to construction permit. 

14. Environmental review information, 

15. Construction permit. 


B. Utility Preliminary Safety Analysis Report (PSAR) and Amendments 

Tliis category is strictly limited to the items listed below. All related correspondence is filed in 
Category A. 

1. Preliminary Safety Analysis Report (PSAR) submitted by tlie utility, 

2. Amendments and changes to the PSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt. 

5. Hazards Summary Report submitted by utility (now designated PSAR). 



6 Safety Analysis Report submitted by utility (now designated PSAR). 

7. Certificates of Service of PSAR. 


C. Utility Environmental Report (ER), Amendments and Correspondence 
I Environmental Report (ER) submitted by the utility. 

2. Amendments and supplements to the ER. 

3. Transmittal letteis. 

4. Information on scheduling of submittal or review of ER. 

5. NRC questions, requests for additional information, and applicant responses. 

6. Federal Register notice citing availability of items 1 and 2. 

7. Correspondence relating to the review of ER. 

8. Meeting announcements or reports of meetings where the primary subject of discussion is the 

. ER. 


D. NRC Draft and Final Environmental (Impact) Statements (DES and FES), Supplements and 
Correspondence 

I. Draft and Final Environmental (Impact) Statements (DES and FES), 

2 Supplements to DES and FES. 

3, Correspondence relating to the DES or FES. 

4, Comments from other federal, state, and local government agencies. 

5, Transmittal tetters. 

6, Documents related to NRC review of environmental issues or of ER obtained for purposes of 
writing the environmental statements. 

7, Backup technical dociiinenis submitted m connection witli above, 

8, Notices of availability of above, 

9, Draft of detailed statement. 

E. NRC Safety Evaluation Report (SER), Supplements and Correspondence 

1. Safety Evaluation Report (SER), 

2. Supplements to SER, 

3. Correspondence relating to SER. 



4 Notices advising of the availability of 1 and 2. 

5. Information on scheduling of SER submittals and review. 

6. Requests for additional information for use in piepadng SER; lesponses to such requests. 

7. Meeting announcements or reports of meetings where the primaiy subject of discussion is the 
safety review or safety evaluation. 

8. Tiansmittal letters. 

9. Comments from otlier agencies relative to safety leview. 

10 NRC-AEC Hazard Analysis Reports (now designated SER). 


F. Security, Medical, Emergency > and Fire-Protection Plans 

All plans in this category are submitted separately. Information submitted for the PSAR or FSAR 
is excluded. 

1. Correspondence relating to plans. 

2. Supplements, changes, and revisions to plans. 

3. Fire Hazard Protection Plan and Surveys, 


G. Adjudicatory Correspondence 

This category contains all documents on healings, Atomic Safety and Licensing Board (ASLB) 
review, and opposition except word-for-word tianscripts of ASLB hearings (Category T) and anti- 
trust hearings (Category N). 

1. ASLB hearing and review documents, 

2. Correspondence to and from intervenors, 

3. Correspondence to and from persons wiiting in opposition to the facility. Those writing for 
mfonnation or in support of the facility are in category H, 

4. Board orders and decisions. 

5. Requests to make appearances at hearings. 

6. Transmittal of supporting documents (i.e., SER, FES) to the board. 

7. Federal Register notices regarding hearings. 

8. Requests for a hearmg, 

9. Petitions from participants (including petition for request for extension). 

10, Corrections to transcripts. 

11. Professional qualifications, if presented at a hearing. 



12 Memorandums and orders authorizing issuance of license, changes, and other issuances by 
the Atomic Safety and Licensing Board. 

13. Hearing index. 


H, General correspondence 

This category includes documents with little or no bearing on the status of the application or 
license. Items that have no substantive technical content or meaning for the status of the license 
or application are included. 

1. Qualification statements of new employees, 

2. Change of address notifications. 

3. Changes in organization. 

4. Changes in service lists, “Certificate of Service” documents (without a document attached). 

5. NRC requests to applicant for additional copies of documents. 

6. Correspondence from the public in support of or lequesting infoimation about the facility. 

7. Letters of “concern'’ (NOT “opposition”) and lesponse thereto. 

8. Correspondence on strictly administrative matters, 

9 . Correspondence regarding the local Public Document Room. 

10. Memoranda to Public Document Room regarding withholding a document (unaccompanied by 
that document). 

11. Press releases from applicant. 

12. Any other material that fits tiie criteria given above. 

13. Professional qualifications (resumes). 


1. Financial Information 

1, Company annual reports, 

2, Separately submitted financial information and related coirespondence. 


J. Insurance and Idemnity Information 

1, All correspondence and documentation regarding indeinmty and insurance. 

2, Endorsements to insurance policies. 

3, NELPIA — Nuclear Energy Liability Property Insurance information. 



K. Utility Final Safety Analysis Report (FSAR) and Amendments 

This categoiy is strictly limited to the items listed below All related correspondence falls in 
category A oi P. 

1. Final Safety Analysis Report (FSAR), 

2 Amendments and changes to the FSAR. 

3. Tiansmiltal letters. 

4. Lctteis acknowledging icceipt of items. 

5. Hazards Final Sumniaiy Report (now designated FSAR). 

6. Ccitificates of Scivice of FSAR. 


L. Limited Work Authorization and Related Correspondence 

This category is limited to items issued before the construction permit is granted. 

1. Limited Work Authoiizalions. 

2. Enviionmental exemptions. 

3. Coirespondcncc iclaling to I and 2. 

4. All Infoimation concerning site piepaiation prior to the issuance of a constiuction permit. 


M. Antitrust Correspondence 

1. All mateiial concerning antitiust except hearing transcripts (category N) 

2. All material marked with an A immediately following the docket number. The A signifies 
aiUituisl pioccedings. 


N. Antitrust Hearing Transcripts 

This category contains only word-for-word transciipts of healings in antitrust matters. In most 
cases they will be marked with an A following the docket number. Related correspondence falls 
in category M. 


O, Advisoiy Committee on Reactor Safeguards (ACRS) Reports and Correspondence 

1. Correspondence and Icttei leports relating to ACRS reviews 

2. Correspondence from ACRS 

3. Announcements of ACRS meetings 



4. Transmittal letters to ACRS 


5. ACRS reports. 


P. Operating License Stage Documents and Correspondence 

This file assumes the position of the application file for geneial technical items dated on or after 
the issuance of the operating license. It includes: 

1. Operating license, amendments, proposed amendments, and changes. 

2. Technical specifications and changes. 

3 Announcements of issuance of 1 and 2. 

4. Transmittal letters. 

5. All general technical conespondence relating to technical specifications or operating license, 

6. License conditions, 

7. Operator licenses or adniinistiative information bcaiing on the licensing of operators. 

8. Meeting announcements or summaries of discussions where the mam subject is technical 
specifications, operating license, or any technical issue arising after the issuance of the 
operating license. 

9. Correspondence regarding codes (ASME), regulations, laws, or changes in policy that may 
affect plant operation or bear on the operating license. 

10, Information on the Standard Review Plan fSRP). 

11, Results of surveys or tests conducted in accordance with the technical specifications (NOT 
periodic reports, which fall in category R). 

12, Requests for issuance of operating license, 

13, Requests for copies of items 1 and 2 and responses. 

14, Correspondence on generic technical issues. 

15, Owner’s group meeting announcements and reports. 

16, Orders for modification of license. 

17, Requests for extension date of license or license modification. 

18, Quality assurance infoiniation. 

19, Environmental matteis (technical). 

20, Emergency core cooling system, 

21, Radioactive waste information. 



Q, Inspection Reports, IE Bulletins and Correspondence 

1. Inspection reports 

2. Bulletins and Circulars of NRC Office of Inspection and Enforcement (IE). 

3 Responses by applicant to IE correspondence 

4 Applicant's determination of proprietary natuie of inspection reports. 

5. Letters concerning areas of noncompliance 

6. Any correspondence relating to inspection and enforcement that does not specifically relate 
to incidents as defined in category S. 

7. In-service inspections. 

8. Regulatory Operations (RO) Bulletins. 


R. Periodic Operating Reports and Related Correspondence 
This category includes periodic reports of a routine nature. 

1. Monthly, semiannual, or annual reports (other than financial). 

2. Periodic environmental monitoring, effluent testing, or similar reports. 

3. Gray Book Information, 

4. Operational Logbooks: 

Logbooks on Environmental Data 
Logbooks of Radiological Data 
Operations Log on Plant Systems Core 
Plant Status Summary Sheets 

5. Correspondence or other documents relating to the above listed items. 


S, Reportable Occurrences, LERs and Related Correspondence 

This category contains all male rials relating to abnormal, unusual, reportable, non routine, or 10 
CFR 50.55e occurrences. This includes; 

1, All 24-hour, lO-day, 30-day, iiUerim, final, and followup reports on these events. 

2. Other related documents. 

NOTE: Also called licensee event reports, Incident reports, etc. 



T. Hearing Transcripts on Non-Antitrust Matters 

This category contains word-for-word transcripts, corrections to the transciipt, attachments 
and VU'Graphs. Examples of noii-antiti list matters include: 

1. ASLB hearings. 

2. Coininission Meetings. 

3. Commission Briefings. 

4. Telephone conveisations. 


U. Congressional/Executive Correspondence 

1. Testimony befoie Congress. 

2. Preparatoiy and backup documents foi Congressional testimony. 

3. Letters to and from Congiess and the Executive Branch. 

4. Responses to letters from niembeis of Congress and the Executive Branch. 

5. Correspondence to and from the NRC Office of Congiessional Affaiis. 


Y. Operator Examinations 

1. NRC Examination Results. 

2. Power Plant Examination Summary Sheet. 

3. Related correspondence. 



APPENDIX B 


DEFINITIONS OF NONDOCKETED CATEGORIES 

lOCFR — Commission Meeting Records 

Tins categoiy contains documentation pertaining to open and closed Commission iiieeiings It 

includes. 

1 . Sunsliine Act Fedeial Registei notices. 

2. Full, written explanation of closed meetings. 

3. Cei tification of Geneial Counsel on closed meetings. 

4. Commission Determination Statements regarding the public disclosure of transcripts of 
Commission meetings, 

5. Veibatim unofficial and official transcripts oi portions of transcripts of open and closed 
Commission meetings made publicly available in accordance with provisions of lOCFR Part 9, 
the Sunshine Act, and Commission policies, 

6. Enclosures to released transciipts, including applicable viewgraphs, staff papers, and staff 
cot respondcnce. 

7. Staff lequirements memoranda for open meetings; memoranda to record; record of votes of 
Commissioners on items under consideration at meetings. 


ACRS - Advisory Committee on Reactor Safeguards 

This category contains documentation pertaining to the responsibilities of the Advisory Committee 
on Reactor Safeguards. ACRS serves as an independent advisory committee to the Commission in 
safety-related areas. The committee provides advice with respect to the hazards of new or exist- 
ing nuclear facilities and the adequacy of related safety standards. The documents in this category 
are* 

1 . Verbatim transcripts of ACRS subcommittee and full committee meetings relating to facility 
license applications and safety-related matters, 

2. ACRS meeting announcements; description of meeting agendas. 

3. ACRS-generated repoits, memoranda and correspondence that are publicly available. 

4. ACRS consultant reports, comments and related correspondence. 

5 . ACRS and NRC technical correspondence pertaining to safety matters under review by the 
Advisory Committee on Reactor Safeguards, 



COMMISSION - NRC Commissioners 

This category contains documentation pertaining to the daily conduct of Commission business m 
the Office of the Commissioners, including: 

1. Incoming and outgoing correspondence to and from the Commissioners relating to official 
NRC business, including reports and other enclosures. 

2. Travel vouchers, telephone logs and official appointment calendars of individual Commissioneis. 

3. Weekly Information Reports (SECY series number) prepared by the Executive Director foi 
Operations (EDO) for the Commissioners, providing a summary of key events and items of 
interest undertaken by individual staff and program offices. 

NOTE: For transcripts of Commission meetings, see iOCFR category. For all other staff papers 
with a SECY series designation prepared for Commission review, see SECY category. 


CONTRACT - NRC Contracts and Modifications 

This category contains documentation pertaining to AEC and NRC contracts and Interagency 
Agreements, including: 

1. Notifications of issuance of request for pioposal (RFP) and invitations for bid (IFB). 

2. Solicitations (RFP or IFB) issued by the NRC, 

3. Notifications of contract execution, specifying contract number, project title, contractor 
name, contract type, funding, and period of performance. 

4. Contractual documents and contract modifications, if any. 


FOIA — Freedom of Information Act Requests and Releases 

Tins category contains requests for agency records and records released in accordance with the 

provisions of the Freedom of Information Act (FOIA), Documents in this category include* 

1. Requests made by any member of the public (assigned an identifying number YY-NNN 
for last two digits of the year— numerical sequence) for NRC iccords made in accordance 
with the provisions of the Freedom of Infoiniation Act. 

2. Correspondence between the NRC and the requester relevant to the processing, appeal, 
denial or granting of an FOIA request, 

3. Records or portions of records released in response to specific requests made under FOIA. 


GEN TECH IS - Generic Technical Issues 

This category contains records pertaining to unresolved safety issues of a generic nature that are 
being analyzed by the Division of Nuclear Reactor Regulation. 

1. Draft reports of action plans to accomplish generic tasks in the regulatoiy program. 

2. Correspondence with industry and internal correspondence regarding the methodologies, 
analyses, and programmatic and technical aspects of issues. 

3. Meeting notifications and minutes. 


4. Interim findings and status reports on generic tasks addressing related aspects of generic 
technical issues. 



This categoiy coniams bulletins, circulars and ui forma tJon notices that are issued by the Office of 
Inspection and Enforcement. These issuances describe particular events that occur at a Facility 
that may require some follow-up action on the part of licensees. Also included in this category 
arc preliminary notifications of events (PNOs). 

1, I&B Circulars, which describe an event at a licemed facility and are uiforinational in nature. 

2. I&E Information Notices, which are similar to circulars but are preliniinary in nature and 
issued shortly after an event has occurred. 

3. I&E Bulletins, which describe an event at a licensed facility and request a!) recipients to 
perform certain actions as a result of this event. 

4, Preliminary Notifications ot Events (PNOs), which provide updated information of an event 
of safety or public interest significance. 

NOTE: For letters forwarding the above issuances, utility responses to such issuances, and 
related correspondence, see Category Q of individual doclcet categories. 


MISC - Public Document Room Miscellaneous 

Tins category contains documents that do not fall into the scope of the other non docketed 
categories. 

NUREG - NUREG Reports and Related Correspondence 

These documents are formal reports issued by the D.S. Nuclear Regulatory Commission which 
carry the NUREG series code and correspondence pertaining to those reports. NUREG reports 
are accounts of work performed either by the NRC staff or by NRC contractors. 

1. These reports are normally final work products and are characterized by the following entena' 

a. They are predecisional documents which present information to be considered in 
Commission licensing and policy decisions. 

b. They present the results of Commission licensing and pohey decisions, 

c. They present the results of technical research conducted for the Commission. 

2. Cotrcspondence from industry, government and interested members of the public commenting 
on reports or requesting clarification or interpretation, 

3. Internal NRC memoranda summarizing meetings or discussions pectammg to the content of 
the reports. 


ORG — Cottespondence with Other Organizations 
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plants to withstand earthquakes. 



NOTE. For Regulatory Guides and comments to Regulatory Guides issued by the NRC Office 
of Standards Development, see the REGGD category. 

For petitions for rule makings filed by the public to amend, rescind or change an NRC 
regulation, see the PRM category. 


PR - Proposed Rule 

This category contains records dealing with NRC staff proposals to adopt, amend or repeal a 
Commission regulation. Proposed Rules (PRs) are normally the result of a Commission deter- 
mination that sufficient grounds exist for it to proceed with a petition for change m an NRC 
regulation (PRM) filed by an outside party or person. The documents m this category are’ 

1. Federal Register notices stating the terms or substance of the proposed rule or a specification 
of the subject and issues involved. 

2 . Text of the Proposed Rule (PR). 

3. Comments, statements, information, opinions or arguments on the proposed change to a part 
of the Code of Federal Regulations, Title 10. 

4. Requests from the nuclear industry, organizations and other parties foi written intcrpietations 
of the PR, 


PRM - Petition for Rulemaking 

This category contains records dealing with petitions filed with the Commission by an outside 

party to issue, amend or rescind an NRC regulation. Included are: 

1 . Petitions filed by any interested person or party to issue, amend or rescind an NRC 
regulation. 

2. Federal Register cause notices of the filing of the petition. 

3. Correspondence between NRC and the petitioner regarding the status and substance of the 
petition. 

4. Comments from the nuclear industry, professional associations, public interest groups and 
others in favor of or in opposition to the PRM. 

NOTE. For staff recommendations to the Commissioners on whether the PRM should be denied 
or issued as a Proposed Rule, see the SECY category. 

For Commission review of staff recommendations, see the lOCFR category. 


PROJ - Projects-Predocket Licensing 

This category contains records pertaining to two classes of projects; (1) commercial nuclear powei 
plants for which NRC has full licensing responsibilities; and (2) government-owned reactors for which 
NRC provides technical expertise and occasional leview. Both classes are identified with a 
prefix, followed by a series of numbers. 

I. “Pre-docketed*‘ commercial nuclear power plants 

This category contains ail documentation up until the time that the NRC considers the appli- 
cation and the Preliminary Safety Analysis Report (PSAR) is submitted by the utility for staff 
review. The unit is then assigned a docket number, and transferred to the Docket 50 category. 

These documents are grouped together in categories, designated by alphabetic characters. These are 
the same categories as those used for the Docket 50 series. 
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A. Application/Constniction Stage 

1. Application submitted by ttie utility, 

2 Meeting notices* summaries and correspondence discussing the completeness and 
adequacy of the PSAR. 

3. Applicant's Quality Assurance Manual. 

4. Early site review information. 

5. Backup technical documents submitted in support of the application. 

6. Early site visits. 

B. Utility PSAR and Amendments 

1. PSARs submitted by the utility. 

2. Amendments and changes to the PSAR. 

3. Transmittal letters, 

4. Letters acknowledging receipt of the PSAR. 

G, Adjudicatory Correspondence 

1. Motions, briefs, orders, et ai. pertaining to pre-hearing conferences, if any, 

M, Antitrust Correspondence 

1. Submittals and related material pertaining to the antitrust review. 

Q. Inspection Reports 

1, Inspection reports of the applicant’s quality assurance program. 

2, Notices of deviations. 

3, Follow-up correspondence resolving deviations cited 

2. Government-owned reactors 

Meeting summaries and technical correspondence between NRC and other government technical per- 
sonnel related to test reactors, critical experiments, and DOD reactors on navy ships and other 
sites. 

PT21 - Noncompliance Reports and Related Correspondence 

Deficiency reports are performed in compliance with Part 21 of Title 10 of the Code of Federal 
Regulations and include: 

1. Reports by firms involved in tlie nuclear industry concerning noncompliance with NRC regu- 
lations or the existence of defects which could create a substantial safety hazard. 

2. Correspondence pertaining to the NRC review of reports to assess the possibility of generic 
defects, 

3. NRC inspection reports of defects cited, 

4. Correspondence specifying appropriate follow-up actions taken by the Agency. 

QA999 - Quality Assurance Inspections 

This category contains inspection reports of vendors* quality assurance programs and follow-up 
correspondence. Each vendor facility is assigned a docket number and is part of the QA999 series. 

Vendors are defined here as companies, both U,S. and foreign, that are engaged in the design or the 
manufacture of nuclear components for plants licensed by NRC. QA comprises all those planned 
and systematic actions necessary to provide adequate confidence that a structure, system or com- 
ponent being manufactured will perform satisfactorily once it is put in service. The controlling 


4R1 



criteria are 10 CFR Part 50, Appendix B, vendor QA topical reports, and the PSAR and FSAR 
submitted by utilities for specific facilities. Documents in this category include: 

1. NRC inspection reports, conducted on a quaiterly or semi-annual basis, of vendor sites. InspeC' 
tions may cover the design, fabrication, construction and testing of structural systems and 
components. 

2. Notices of deviations. 

3. Vendor corrective actions and other follow-up correspondence associated with the resolution 
of inspection findings. 


REGGD — Regulatory Guides 

This category contains new and revised regulatory guides issued by the Commission and related cor- 
respondence. These guides describe for the industry and the public methods acceptable to the NRC 
staff for implementing specific parts of the NRC’s regulations. They also delineate techniques used 
by the staff m evaluating specific problems or postulated accidents, or provide guidance to appli- 
cants. Included are: 

1. Federal Register notices announcing tlie issuance and availability of a proposed regulatory 
guide. 

2. Revised or newly issued Regulatory Guides. 

3. NRC value/impact assessment and industry codes, when applicable, that pertain to the issuance 
of a specific Regulatory Guide. 

4. Comments submitted by the nuclear industry and interested members of the public regarding 
a proposed Regulatory Guide. 

5. Summary of meetings held in the NRC to discuss proposed Regulatory Guides. 

NOTE: For documentation pertaining to other work products and activities of the NRC Office 
of Standards Development, see the Organization category. 


RES - Research and Technical Assistance Reports 

This category contains reports, generally of an interim nature, submitted by NRC contractors pro- 
viding research and technical assistance to the Commission. It also includes documentation pei- 
taining to research activities of the Commission. Included are: 

1. Project description documents, 

2. Letter reports of accomplishments and data reports; for example, 

a. model documentation reports 

b. code documentation reports 

c. code verification reports 

3. Pre-test prediction reports. 

4. ‘‘Quick look’’ reports. 

^ntal data repoits and post-inadiation examination analyses. 
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7. Letter reports of foreign travel and site visits by contractors, 

8. Letter » monthly, quarterly, interim or annual status or progress reports on other researcii 
projects contracted for by the NRC, 

9. Meeting summaries and correspondence dealing with technical matters relating to research 
and technical assistance contracts. 

10. Staff Research Information Letteis (RILs) transmitting the documented results from com- 
pleted icsearch programs. 

NOTE: For final reports of research conducted by contractors, see also NUREG leports. 


REVIEW GRP - NRC Research Review Groups 

This category contains lecords pertaining to the activities of NRC Research Review Groups. Such 
groups piovide a broad base of technical expertise to aid management in reviewing research in 
defined technical areas. They review and comment on research plans and predicted results of 
majoi experiments, the validity and applicability of research results, the possible redirection of research 
projects, new lesearch projects, and priorities within the technical areas covered by the research 
review gioup. Documents in this category are: 

1. Agendas for quarterly leview group meetings. 

2. Summary minutes of review gioup meetings representing views expressed, including dissenting 
views, 

3. Research plans and piedicted results of major experiments; presentations by research contractors. 

4. Comments on meetings from attendees, including representatives from contractors, universities, 
vendors and other agencies. 

5. Internal memoranda relating to topics under discussion. 


RM - Rulemakings 

This category contains records pertaining to public hearings held on proposed changes (PRs) to the 
Commission’s legulations. Hearings are instituted at the discretion of the Commission based on 
the importance and the magnitude of the subject under consideration. Documents in this category 
include: 

1. Designations of the presiding officer and any special directions for the conduct of the hearing, 

2. Notifications of hearing board meetings. 

3. Petitions, motions, testimony and statements submitted by parties to the hearings. 

4. Hearing board orders and rulings. 

5. Technical reports submitted as evidence in the proceeding. 

6. Reports, if any, of the special board to the Commission regarding a rulemaking proceeding, 



SECY - Position Papers Before the Commission 


This category consists of staff papers prepared for the information or approval of the Commis- 
sioners which are assigned a SECY report senes code. Included are 

1. Commission Action papers, which normally include alternatives and lecommendations by the 
staff on a given issue and require Commission action. 

2. Consent Calendar items and Policy Session items. 

NOTE; For Weekly Information Reports prepared by EDO to the Commissioners providing a 
summary of key events and items of interest undertaken by staff and progiam offices, 
see the NRC Commissioners category. 


STATE PROG — State Programs 

This category contains records that pertain to the Commission's activities and interaction with State 
governments Areas covered include; (1) the State Agreements Program, whereby States may assume 
certain of the NRC's regulatory authority over nuclear materials; (2) the Agency's role in assisting 
State and local governments in planning responses to radiological emergencies, and (3) a wide range 
of liaison and cooperative activities regarding such functions as licensing and siting. It includes: 

1 . Correspondence between and among NRC Office of State Programs and State officials, 
mostly State liaison officers, regarding: 

a. cooperative programs in such technical areas as radiation control, emergency response 
planning to radiological incidents, water quality and transportation surveillance. 

b. technical assistance to Agreement States in reviewing applications, compliance actions, 
developing regulations, and other areas. 

2. Agendas, reports and transcripts of regional workshops and training programs on current 
matters of policy and regulations; i.e, decommissioning and facility siting. 

3. State Legislative Reports. 

4. Agreement State Licensing Statistics Reports. 

NOTE. For specific uranium milling and mining projects in which the Agency is providing technical 
assistance to States, see the Projects category. 


TOPREP - Vendor Reports and Related Correspondence 

This category contains topical leports, generally of a technical generic nature, submitted by 
vendors, and correspondence pertaining to the NRC review of these reports. General vendor 
related correspondence that is not docket specific is also included in this category. 

1, Topical reports, dealing with such technical matteis as specifications, testing and safety 
submitted by architect, engineeis and other vendors. 

2. Revisions, modifications and amendments to topical icports. 

3. Coirespoiidence between NRC and vendors pertaining to the review of submittals. 

4, Meeting agendas, summaries, minutes and correspondence pertinent to vendor activities, 
programs, methodologies and design criteria. 

NOTE: For reports submitted by utilities that are written by vendors on their behalf and that 
relate to docketed cases, see the categories for the Docket 50 series. 



WASTE MGT - Nuclear Waste Management 


This category is topical in nature and contains records dealing with the activities of the NRC 
Division of Waste Management. Each topic has been assigned a number, with the senes designated 
by a WM pie fix. These documents deal primarily with NRC’s interaction with DOE and its future 
lole in licensing and regulating DOE facilities designed for the disposal of high-level waste in 
geologic repositories. This category will be enlarged later to include records dealing with low-level 
waste issues and tasks. The documents in this category are 

1. Meeting agenda and minutes of DOE/NRC meetings in which DOE presents information on 
their geological exploration program to identify sites for nuclear waste repositories. 

2. Briefings by DOE on research being conducted on spent fuel storage and nuclear waste 
management. 

3. Correspondence pertaining to NRC’s advisory role in providing DOE with technical assistance 
in the Waste Isolation Pilot Plan (WIPP) for burial of defense wastes. 

4. NRC draft staff guides for developing positions on the content and format of environmental 
reports for geological repositories 


XPORTLIC - Export and Import Licenses 

Tills categoiy contains lecords relating to the issuance of licenses to export or import nuclear 
facilities and materials. Included are. 

1. License applications and ainendmcnls to export or import special nuclear material, source 
material, byproduct material, reactors, nuclear facility components or reactor materials. 

2. Correspondence between NRC and applicant or licensee pertaining to the review or status 
of a pending application or license amendment. 

3. Commission letters requesting Executive Branch views. 

4. Review and findings of the Executive Branch on whether issuance of a license would be 
mimical to U.S. common defense and security, 

5* Correspondence from foreign governments, international organizations, and members of the 
public. 

6. Staff position papers (SECY series code) prepared for Commissioners review of import or 
export licenses. 

7. Filings pursuant to hearing requests or intervention petitions, if any. 

8. Hearing records and decisions. 

9. Memoranda from tlic Office of the Secretary to the Executive Director for Operations 
regarding the Commission decision on issuance of a proposed license. 

10. Licenses, license amendments and license renewals for types specified in item 1. 

NOTE: For transcripts of Commission meetings and papers siibnnlted for Commissioner 
consideration or information, see lOCFR category. 
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